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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information leceived and generated by the U.S. Nuclear Regulatory Commision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear powei plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatoiy 
agency. As used her e 9 docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Coiporate 
Source Index, and a Repoit Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on othei uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, which will no longei be prepaied . Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who subscribed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 

In so far as possible, we would like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

Beginning with Vol. 1, No. 4, the listings within dockets are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories are; 

A. Application/construction stage documents and coirespondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory coirespondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FS AR) and .amendments 

L. Limited work authorization and related correspondence 

M. Antitiust conespondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 
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Q. Inspection reports, IE Bulletins and coriespondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

Appendix A sets forth those categories and describes the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category weie Hied in the time 
period of the repoit. 


The principal elements of the entries in the list are: 


(l) P. Operating license stage documents & correspondence 

^ ® 

7904170015 Forwards info on TMI;JM Hcndrie 79041 0 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM, T.A. Office of the Executive Director for Opeiations. 


79/04/12. 


© ® 


93pp. 



1 . NRC/PDR Document category (see Appendix A), 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or noiundividual source 

6. Date of document described 

7. Pages in document 

8. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the 
document. The entiy maybe ‘'Available at NRC” for sale; “Available at NTIS”; oi “Available at GPO ” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items, Entries indented and pieceded by a dash are items that were submitted as enclosures to piincipai items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 


NONDOCKETED ITEMS 

Beginning with Vol. 1, No. 6, the nondocketed items are divided into the categories used for filing and 

searching in the NRC Public Document Room. Those categories and their symbols are: 

10CFR - Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Coinmissioneis 

CONTRACT — NRC Contiacts and Modifications 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS - Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG - NUREG Reports and Related Correspondence 

ORG — Correspondence with other organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects-Pre docket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 


vi 


QA999 - Quality Assurance Inspections 
REGGD - Regulatory Guides 
RES “ Research and Technical Assistance Reports 
REVIEW GRP - NRC Research Review Gioups 
RM - Rulemakings 

SECY - Position Papers Before the Commission 
STATE PROG - State Piograms 
TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC - Export and Impoit Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of the nondocketed items arc: 

( J[ ) NUREG - NUREG Reports and Related Correspondence 

© ® 


© 


7901060007 NUREG/CR-016I 

“Dynamic Analysis to Establish Normal Shock & Vibialion Enviions 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-780331. Identifies parameleis which affect 
normal shock & vibration environs, 

FIELDS, S.R., MHCII, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093,| 78/11/30. 26|>p. Available at NTIS. 


© © ® © ® 


© 


1. Nondocketed category 

2. NRC Accession Number 

3. NRC Repoit Number 

4. Title and desciiption o fin formation contained in the document 

5. Personal authoi(s). An asterisk in this position indicates that thcie is no peisonal autlioi 

6. Corporate, agency or other nonindividual source 

7. Contract oi financial (FIN) numbei (if any). If the document has a secondly leporl number it will 
appeal following this entry. 

8. Date of document described 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room* 
17 J 7 H St., N.W., Washington, D.C, 20555. if this space is filled, it gives other somces for copies of 
the document, Tiie entry may be “Available at NRC” for sale; “Available at NTIS”; or Available at 
GPO ” 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindentecl items. 
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NOTES: 


1. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22 16 1 

To place orders for or to obtain price information about NR C publications at NTIS* either write to 
NTIS or call the Sales Desk at (703) 557-4650, Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C, 20402 

To place orders foi or to obtain price information about NRC publications at GPO, either write to 
GPO or call the Inquiiy Desk at (202) 783-3238, Publications can be charged to VISA oi Master- 
charge ciedit cards; supply the chargecard number when placing your order. 

3. The address for the PDRis: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274, When ordeiing documents listed 
in this publication* please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
cliarges for duplication are as follows: 8f! per page for standard size paper; 1 1 £ per page for oversized 
paper (drawings); 25^ per microfiche for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage is charged for mail outers. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8647 

Kcrr-McGcc Corp. 

4 

27-047 

Barnwell, SC, Chcm-Nuclcar Systems, Inc. 

1 

40-8675 

Energy Fuels Nuclear, Inc. 

5 

27-048 

Richland, WA, Nuclear Engineering Co. 

1 

40-8681 

Energy Fuels Nuclear, Inc. 

5 

40-0215 

S.F. Appliance, Ltd, 

1 

40-8693 

Ogle Petroleum, Inc. 

5 

40-0299 

Union Carbide Corp, 

1 

40-8697 

Rocky Mountain Energy Co. 

5 

40-1162 

Western Nuclear, Inc, 

2 

40-8698 

Plateau Resources, Ltd. 

5 

40-1341 

Edgemont Uranium Mine, TVA and 


40-8702 

Army, Dept, of, Armament Mat. 



Mines Development, Inc. 

2 


Readiness Command 

5 

40-2061 

West Chicago Facility, Kcrr-McGee Corp. 

2 

40-8721 

Rocky Mountain Energy Co. 

5 

40-2259 

Pathfinder Mines Corp. 

2 

40-8727 

Kerr-McGce Nuclear Corp. 

5 

40-3453 

Atlas Minerals 

3 

40-8728 

Teton Exploration Drilling Co., Inc. 

6 

40-4492 

Federal American Partners (Mining) 

3 

40-8745 

Ogle Petroleum 

6 

40-6622 

Pathfinder Mines Corp. 

3 

50-3 

Indian Point Station, Unit 1 

6 

40-6659 

Petrotomics Co., Getty Oil 

3 

50-5 

Pennsylvania Slate Univ. Research Reactor 

7 

40-6998 

Jacob Brothers 

3 

50-10 

Dresden Nuclear Power vStation, Unit 1 

8 

40-7102 

Shieldailoy Corp. 

3 

50-13 

Babcock & Wilcox Co. Critical Facility 

9 

40-7982 

Honeywell, Inc. 

3 

50-16 

Enrico Fermi Atomic Power Plant, Unit 1 

9 

40-7994 

Gcisinger Medical Center, Danville, PA 

3 

50-20 

Massachusetts Institute of Technology 






Research Reactor 

9 

40-8006 

Kon-McGec Corp. 

3 

50-29 

Yankce-Rowe Nuclear Power Station 

9 

40-8064 

Exxon Minerals Co. USA, Exxon Corp, 

3 

50-54 

Union Carbide Research Reactor 

11 

40-8084 

Lisbon, Mine, Rio Algom Corp. 

4 

50-70 

General Electric Test Reactor 

11 

40-8102 

Exxon Minerals Co, USA, Exxon Corp, 

4 

50-73 

General Electric Nuclear Test Reactor 

11 

40-8304 

Wyoming Mineral Corp. 

4 

50-87 

Wcstlnghousc Critical Experiment 

11 

40-8348 

In Situ Uranium Leaching Project 

4 

50-97 

Cornell Univ, Zero Power Reactor 

11 

40-8380 

Rocky Mountain Energy Co. 

4 

50-111 

North Carolina State Univ, 


40-8452 

Bear Creek Uranium Co. 

4 


Research Reactor 

12 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

4 

50-112 

Univ, of Oklahoma Research Reactor 

12 

40-8584 

Union 76 Minerals Exploration Co. 

4 

50-116 

Iowa State Univ, Research Reactor 

12 

40-8602 

United Nuclear Corp. 

4 

50-123 

Univ. of Missomi Research Reactor 

12 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-128 

Texas. A&M Umv, Research Reactor 

12 

50-261 

H.13 Robinson Plant, Unit 2 

47 

1Q-L33 

Humboldt Bay Power Plant, Unit 3 

12 

50-262 

Brigham Young Univ. Research Reactor 

48 

50-134 

Worcester Polytecli Institute Research 
Reactor 

13 

50-263 

Monticello Nuclear Generating Plant 

48 



50-264 

Dow Chemical Co. Research Reactor 

50 

50-139 

Umv of Washington Research Reactor 

13 

50-265 

Quad-Cities Station, Unit 2 

50 

50-142 

UCLA Training Reactor 

13 

50-266 

Point Beach Nuclear Plant, Unit 1 

52 

50-148 

Umv. of Kansas Research Reactor 

J 3 

50-267 

Fort St, Vram Nuclear Generating Station 

54 

50-150 

Ohio State Univ. Research Reactor 

13 

50-269 

Oconee Nuclear Station, Unit 1 

56 

50-155 

Big Rock Point Nuclear Plant 

13 

50-270 

Oconee Nuclear Station, Unit 2 

58 

50-157 

Cornell Univ. Research Reactor 

15 

50-271 

Vermont Yankee Nuclear Power Station 

60 

50-184 

National Bureau oFStandards Reactor 

16 

50-272 

Salem Nuclear Generating Station, 


50-192 

Univ. of Texas Research Reactor 

16 


Unit 1 

62 

50-201 

West Valley Reprocessing Plant 

16 

50-275 

Diablo Canyon Nuclear Power Plant, 





Unit 1 

66 

50-206 

San Onofre Nuclear Station, Unit 1 

16 

50-277 

Peach Bottom Atomic Power Station, 


50-213 

llactdam Neck Plant 

J9 


Unit 2 

68 

50-219 

Oyster Creek Nuclear Power Plant 

21 

50-278 

Peach Bottom Atomic Power Station, 





Unit 3 

70 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

23 

50-280 

Surry Power Station, Unit 1 

72 

50-223 

Univ. of Lowell Research Reactor 

24 

50-281 

Surry Power Station, Unit 2 

75 

50-224 

Univ. of California Research Reactor 

24 

50-282 

Prairie Island Nuclear Station, Unit 1 

76 

50-228 

Acrotest Radiography & Research Reactor 

24 

50-285 

Port Calhoun Station, Unit 1 

78 

50-237 

Dresden Nuclear Power Station, Unit 2 

24 

50-286 

Indian Point Station, Unit 3 

80 

50-238 

Nuclear Ship Savannah 

26 

50-287 

Oconee Nuclear Station, Unit 3 

83 

50-243 

Oregon State Univ, Researcli Reactor 

26 

50-289 

Three Mile Island Nuclear Station, 


50-244 

Robert Luninct Ginna Nuclear Plant, Unit l 

27 


Unit 1 

86 

50-245 

Millstone Nuclear Power Station, Unit 1 

29 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

92 

50-247 

Indian Point Station, Unit 2 

30 

50-294 

Michigan State Univ. Research Reactor 

94 

50-249 

Dresden Nuclear Power Station, Unit 3 

33 

50-295 

Zion Nuclear Power Station, Unit 1 

94 

50-250 

Turkey Point Plant, Unit 3 

35 

50-296 

Browns Ferry Nuclear Power Station, 






Unit 3 

96 

50-251 

Turkey Point Plant, Unit 4 

36 

50-297 

North Carolina State Univ. PULSTAR 


50-254 

Quad-Cities Station, Unit 1 

38 


Reactor 

99 

50-255 

Palisades Nuclear Plant 

40 

50-298 

Cooper Nuclear Station 

99 

50-259 

Browns Ferry Nuclear Power Station, 


50-301 

Point Beach Nuclear Plant, Unit 2 

101 


Unit 1 

43 

50-302 

102 

Crystal River Nuclear Plant, Unit 3 

50-2(50 

Browns Ferry Nuclear Power Station, 





Unit 2 

45 

50-304 

Zion Nuclear Power Station, Unit 3 

104 


X 


Docket 

Name 

Page 

Docket 

Name 

Page 

50-305 

Kewauneft Nuclear Power Plant 

106 

50-339 

North Anna Power Station, 






Unit 2 

172 

50-306 

Prairie Island Nuclear Station, Unit 2 

107 

50-341 

Enrico Fermi Atomic Power Plant, 


50-309 

Maine Yankee Atomic Power Plant 

109 


Unit 2 

175 

50-311 

Salem Nuclear Generating Station, Unit 2 

111 

50-344 

Trojan Nuclear Plant 

176 

50-312 

Rancho Scco Nuclear Generating Station 

112 

50-346 

Davis-Bcsse Nuclear Power Station, 




118 


Unit 1 

179 

50-313 

Arkansas Nuclear One, Unit 1 

50-348 

Joseph M, Earley Nuclear Plant, 



50-315 

Donald C. Cook Nuclear Power Plant, 



Unit 1 

182 


Unit 1 

121 

50-352 

Limerick Generating Station, 


50-316 

Donald C. Cook Nuclear Power Plant, 



Unit 1 

185 


Unit 2 

123 

50-35 3 

Limerick Generating Station, 


50-317 

Calvert Cliffs Nuclear Power Plant, 



Unit 2 

186 


Unit J 

125 

50-354 

Hope Creek Nuclear Station, Unit 1 

187 

50-318 

Calvert Cliffs Nuclear Power Plant, 




Unit 2 

127 

50-355 

Hope Creek Nuclear Station, Unit 2 

188 

50-320 

Three Mile Island Nuclear Station, 


50-358 

William II. Zimmer Nuclear Station, 



Unit 2 

129 


Unit 1 

189 

50-321 

Edwin I. Hatch Nuclear Plant, 


50-361 

San Onofre Nuclear Station, Unit 2 

191 


Unit 1 

HI 

50-362 

San Onofre Nuclear Station, Unit 3 

193 

50-322 

Shorcham Nuclear Power Station 

143 

50-363 

Forked River Nuclear Station, Unit 1 

195 

50-323 

Diablo Canyon Nuclear Power Plant, 




Unit 2 

144 

50-364 

Joseph M, Farley Nuclear Plant, 






Unit 2 

196 

50-324 

Brunswick Steam Electric Plant, 





Unit 2 

146 

50-366 

Ed win I. Hatch Nuclear Plant, Unit 2 

198 

50-325 

Brunswick Steam Electric Plant, 

148 

50-367 

Bailly Generating Station 

200 


Unit 1 

50-368 

202 


Arkansas Nuclear One, Unit 2 

50-327 

Sequoyah Nuclear Plant, Unit 1 

151 





50-369 

William B, McGuire Nuclear 


50-328 

Sequoyah Nuclear Plant, Unit 2 

154 


Station, Unit l 

204 

50-329 

Midland Plant, Unit 1 

156 

50-370 

William B. McGuire Nuclear 

Station, Unit 2 

205 

50-330 

50-331 

Midland Plant, Unit 2 

157 

■ 50-373 

LaSalle County Station, Unit 1 

206 

Duane Arnold Energy Center 

159 

50-374 

50-332 

LaSalle County Station, Unit 2 

207 

Barnwell Reprocessing Plant 

161 

50-375 

50-333 

Nuclear Examination Reactor 

209 

James A, Fitzpatrick Nuclear Power 




Plant 

161 

50-382 

Waterford Gen era ling Station, 






Unit 3 

209 

50-334 

Beaver Valley Power Station, 




50-335 

Unit 1 

163 

50-387 

Susquehanna Steam Electric 

Station, Unit 1 

210 

St, Lucie Plant, Unit 1 

165 


50-336 

Millstone Nuclear Power Station, 


50-388 

Susquehanna Steam Electric 

Station, Unit 2 

212 


Unit 2 

167 


50-338 

North Anna Power Station, Unit 3 

169 

50-389 

SU Lucie Plant, Unit 2 

213 





Docket 

Name 

Page 

Docket 

Name 

Page 

S0-390 

Watts Bar Nuclear Plant, Unit 1 

214 

50-445 

Comanche Peak Steam Electric 






Station, Unit 1 

240 

50-391 

Watts Bar Nuclear Plant, Unit 2 

215 

50-446 

Comanche Peak Steam Electric 


50-395 

Virgil C. Summer Nuclear Station, Unit 1 

216 


Station, Unit 2 

243 

50-397 

WPPSS Nuclear Project, Unit 2 

218 

50-452 

Greenwood Energy Center, Unit 2 

246 

50-400 

Shearon Harris Nuclear Power Plant, 


50-453 

Greenwood Energy Center, Unit 3 

246 


Unit 1 

219 






50-454 

Byron Station, Unit 1 

246 

50-401 

Shearon Harris Nuclear Power Plant, 






Unit 2 

220 

50-455 

Byron Station, Unit 2 

247 

50-402 

Shearon Harris Nuclear Power Plant, 


50-456 

Bra id wood Station, Unit 1 

248 


Unit 3 

220 






50-457 

Braidwood Station, Unit 2 

249 

50-403 

Shearon Harris Nuclear Power Plant, 






Unit 4 

221 

50-458 

River Bend Station, Unit 1 

250 

50-404 

North Anna Power Station, Unit 3 

222 

50-459 

River Bend Station, Unit 2 

251 

50-405 

North Anna Power Station, Unit 4 

223 

50-460 

WPPSS Nuclear Project, Unit 1 

251 

50-409 

La Crosse Boiling Water Reactor 

223 

50-461 

Clinton Power Station, Unit 1 

252 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

226 

50-462 

Clinton Power Station, Unit 2 

252 

50-412 

Beaver Valley Power Station, Unit 2 

226 

50-463 

Fulton Gciiciuting Station, Unit 1 

253 

50-413 

Catawba Nuclear Station, Unit 1 

227 

50-464 

Fulton Generating Station, Unit 2 

253 

50-414 

Catawba Nuclear Station, Unit 2 

228 

50-466 

Allens Creek Nuclear Station, Unit 1 

253 

50-416 

Grand Gulf Nuclear Station, Unit 1 

228 

STN-50-470 

CESSAR System 80 

254 

50-417 

Grand Gulf Nuclear Station, Unit 2 

229 

50-471 

Pilgrim Nuclear Power Station, Unit 2 

255 

50-418 

Ohl, Unit 1, Japan 

231 

50-472 

Pilgrim Nuclear Power Station, Unit 3 

255 

50-423 

Millstone Nuclear Power Station, Unit 3 

231 

STN-5 04 7 7 

Atlantic Generating Station, Unit 1 

255 

50-424 

Alvin W. Vogtle Nuclear Plant, Unit 1 

232 

STN-5 0-478 

Atlantic Generating Station, Unit 2 

255 

50-425 

Alvin W, Vogtle Nuclear Plant Unit 2 

232 

STN-50482 

Wolf Creek Generating Station 

255 

50-426 

Alvin W. Vogtle Nuclear Plant, Unit 3 

233 

STN-5 0-4 8 3 

Calloway Plant, Unit 1 

256 

50-427 

Alvin W. Vogtle Nuclear Plant, Unit 4 

233 

STN-50-485 

Sterling Power Project Nuclear, Unit 1 

’ 257 

50-433 

UC Santa Barbara Research Reactor 

233 

STN-5 0-4 86 

Calloway Plant, Unit 2 

258 

STN-50-437 

Boating Nuclear Plant 

233 

STN-50-488 

Perkins Nuclear Station, Unit 1 

258 

50-438 

Beliefonte Nuclear Ptant, Unit 1 

234 

STN-5 0-489 

Perkins Nuclear Station, Unit 2 

259 

50-439 

Bellcfonte Nuclear Plant, Unit 2 

235 

STN-5 0-490 

Perkins Nuclear Station, Unit 3 

259 

50-440 

Perry Nuclear Power Plant, Unit 1 

236 

STN-5 04 91 

Cherokee Nuclear Station, Unit 1 

259 

50-441 

Perry Nuclear Power Plant, Unit 2 

237 

STN-50492 

Cherokee Nuclear Station, Unit 2 

260 

50443 

Seabrook Nuclear Station, Unit 1 

238 

STN-50493 

Cherokee Nuclear Station, Unit 3 

260 

50444 

Seabrook Nuclear Station, Unit 2 

239 

50-496 

Montague Nuclear Power Station, 






Unit 1 

260 


xii 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-497 

Montague Nuclear Power Station, Unit 2 

260 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

280 

STN-50-498 

South Texas Project, Umt 1 

260 

STN-50-554 

Phipps Bend Nuclear Plant, Unit 2 

280 

STN-50499 

South Texas Project, Unit 2 

264 

STN-50-556 

Black Fox Station, Unit 1 

281 

50-500 

Davis-Bessc Nuclear Power Station, Unit 2 

267 

STN-50-557 

Black Fox Station, Unit 2 

282 

50-501 

Davis-Bessc Nuclear Power Station, Unit 3 

267 

STN-5 0-5 66 

Yellow Creek Nuclear Plant, Umt 1 

282 

STN-5 0-502 

Haven Nuclear Plant, Unit 1 

267 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

282 

STN-5 0-5 03 

Haven Nuclear Plnnt, Unit 2 

267 

STN-5 0-5 6 8 

NEP Nuclear, Unit 1 

283 

STN-50-504 

Koshkonong Nuclear Plant, Unit 1 

267 

STN-50-569 

NEP Nuclear, Unit 2 

283 

STN-5 0-505 

Koshkonong Nuclear Plant, Unit 2 

267 

STN-50-574 

Bagnac Nuclear Power Project, 






Philippines 

283 

STN-50-5 06 

Koshkonong Nuclear Plant, Unit 3 

267 







STN-50-580 

Eric Nuclear Plant, Unit 1 

283 

STN-50-507 

Koshkonong Nuclear Plant, Unit 4 

267 







STN-5 0-5 81 

Eric Nuclear Plant, Unit 2 

284 

STN-5 0-508 

WPPSS Nuclear Project, Unit 3 
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99 
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96 
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15 
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9 
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175 
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50-363 
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78 
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54 
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50464 
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27 
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19 
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STN-50-521 
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50-321 
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50-366 
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STN-50-502 

267 

Haven Nuclear Plant, Unit 2 

STN-50-503 
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Hope Creek Nuclear Station, Unit 1 

50-354 

187 

Hope Creek Nuclear Station, Unit 2 

50-355 

188 

Humboldt Bay Power Plant, Unit 3 

50-133 

12 

Indian Point Station, Unit 1 

50-3 

6 

Indian Point Station, Unit 2 

50-247 

30 

Indian Point Station, Unit 3 

50-286 

80 

Iowa State Univ. Research Reactor 

50-116 

12 

Jnniesport Nuclear Station, Unit 1 

STN-50-516 

270 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

270 

Kewaunee Nuclear Power Plant 

50-305 
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Koshkonong Nuclear Plant, Unit 1 

STN-5 0-504 

267 

Koshkonong Nuclear Plant, Unit 2 
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Koshkonong Nuclear Plant, Unit 3 
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Koshkonong Nuclear Plant, Unit 4 

STN-50-507 
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La Crosse Boiling Water Reactor 

50409 
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North Anna Power Station, Umt 3 

50404 

222 

LaSalle County Station, Umt 1 

50-373 
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Nor tli Anna Power Station, Unit 4 

50405 
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LaSalle County Station, Unit 2 

50-374 

207 

North Carolina State Umv, PULSTAR 

50-297 

99 



Reactor 



Limerick Generating Station, Unit 1 

50-352 

185 

North Carolina State Umv. Research 

50-ni 

12 

Limerick Generating Station, Umt 2 

50-353 

186 

Reactor 



Maine Yankee Atomic Power Plant 

50-309 

109 

Nuclear Examination Reactor 

50-375 

209 

Marble Hill Nuclear Station, Unit 1 

STN-5 0-54 6 

277 

Nuclear Ship Savannah 

50-238 

26 

Marble Hill Nuclear Station, Umt 2 

STN-50-547 

279 

Oconee Nucleai Station, Unit 1 

50-269 

56 

Massachusetts Institute of Technology 

50-20 

9 

Oconee Nuclear Station, Unit 2 

50-270 

58 

Research Reactor 



Oconee Nuclear Station, Unit 3 

50-287 

83 

William B. McGuire Nuclear Station, 

50-369 

204 


50418 

231 

Unit 1 



Ohi, Umt 1, Japan 

William B, McGuire Nuclear Station, 

Unit 2 

50-370 

205 

Ohio State Univ. Research Reactor 

50-150 

50-243 

13 



Oregon State Univ. Research Reactor 

26 

Michigan State Umv. Research Reactor 

50-294 

94 

Oyster Creek Nuclear Power Plant 

50-219 

21 

Midland Plant, Unit 1 

50-329 

156 

Palisades Nuclear Plant 

50-225 

40 

Midland Plant, Unit 2 

50-330 

157 

Palo Verde Nuclear Station, Umt 1 

STN-50-528 

275 

Millstone Nuclear Power Station, 

50-245 

29 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

276 

Unit 1 



Millstone Nuclear Power Station, 

50-336 
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Palo Verde Nuclear Station, Umt 3 

STN-50-530 

276 

Unit 2 



Palo Verde Nuclear Station, Unit 4 
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Millstone Nuclear Power Station, 

50423 
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Palo Verde Nuclear Station, Unit 5 
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68 
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48 
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National Bureau of Standards Reactor 
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16 

Pebble Springs Nuclear Plant, Unit 1 
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NEP Nuclear, Unit 1 

STN-50-568 
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Pebble Springs Nuclear Plant, Unit 2 

50-515 

269 

NEP Nuclear, Unit 2 

STN-50-569 
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Pennsylvania State Univ. Research 

50-5 

7 



Reactor 



New Haven, Unit 1 

STN-50-596 

285 

Perkins Nuclear Station, Unit 1 

STN-50488 

258 

New Haven, Unit 2 

STN-5 0-597 
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Perkins Nuclear Station, Unit 2 

STN-50489 

259 

Nine Mile Point Nuclear Station, 

50-220 

23 


STN-5 0490 

259 

Unit 1 



Perkins Nuclear Station, Unit 3 

Nine Mile Point Nuclear Station, 

Unit 2 

50410 

226 

Perry Nuclear Power Plant, Unit 1 

50440 

236 



Perry Nuclear Power Plant, Unit 2 

50441 
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North Anna Power Station, Unit 1 

50-338 
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Perryman, Unit 1 

50-586 

284 

North Anna Power Station, Unit 2 

50-339 
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STN-50-553 
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Sterling Power Project, Nuclear, 
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Unit 1 



STN-50-554 
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St, Lucie Plant, Unit 1 

50-335 
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50-293 
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St. Lucie Plant, Unit 2 

50-389 

213 

50-471 

255 

Virgil C. Summer Nuclear Station, 

50-395 

216 

50-472 

255 

Unit 1 



50-266 

52 

Surry Power Station, Unit 1 

50-280 

72 

50-301 
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Surry Power Station* Unit 2 

50-281 

75 

50-282 

76 

Susquehanna Steam Electric Station, 

50-387 

210 



Unit 1 



50-306 

107 




50-254 

38 

Susquehanna Steam Electric Station, 

50-388 
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Unit 2 



50-265 

50 

Texas A&M Univ. Research Reactor 

50-128 

12 

50-312 

1X2 

Three Mile Island Nuclear Station, 

50-289 
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Unit 1 



STN-50-545 
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Three Mile Island Nuclear Station, 

50-320 

129 



Unit 2 



50-458 

250 




50-459 
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Trojan Nuclear Plant 

50-344 
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50-261 

47 

Turkey Point Plant, Unit 3 

50-250 

35 

50-272 
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Turkey Point Plant* Unit 4 
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UCLA Training Reactor 
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13 

50-311 
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UC-Santa Barbara 

50-433 

233 



Research Reactor 
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16 

Union Carbide Research Reactor 
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11 
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Univ. of California Research Reactor 
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50-362 
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Univ. oflstanbnl Research Reactor, 
Turkey 

50-541 
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50-443 

238 





Univ. of Kansas Research Reactor 

50-148 

13 

50-444 

239 

Univ, of Lowell Research Reactor 

50-223 

24 

50-327 

151 

Univ, of Missouri Research Reactor 

50-123 

12 

50-328 
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Univ, of Oklahoma Research Reactor 

50-U2 

12 

50-322 
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Univ. of Texas Research Reactor 
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16 

STN-50-522 

274 

Univ. of Washington Research Reactor 
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STN-50-523 
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Vermont Yankee Nuclear Power 
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Waterford Generating Station, 

Unit 3 

50-382 

209 
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50-391 

215 

Westinghouse Critical Experiment 

50-87 

11 

West Valley Reprocessing Plant 

50-201 

16 

Wolf Creek Generating Station 

STN-50482 

255 

Worcester Poly tech Institute Research 
Reactor 

50-134 

13 

WPPSS Nuclear Project Unit 1 

50460 
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Page 

WPPSS Nuclear Project, Unit 2 

50-397 

218 

WPPSS Nuclear Project, Unit 3 

STN-50-S08 

267 

WPPSS Nuclear Project, Unit 4 

50-513 

268 

WPPSS Nuclear Project, Unit 5 

STN-S0-509 

268 

Yankec-Rowe Nuclear Power 

Station 

50-29 

9 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

282 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

282 

William H. Zimmer Nuclear Station, 

Unit 1 

50-358 

189 

Zion Nuclear Power Station, Unit 1 

50-295 

94 

Zion Nuclear Power Station, Unit 2 

50-304 

104 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-03? SHEFFIELD, IL , NUCLEAR ENGINEERING CQ 


G001 100374 Notion for reconsideration of ASLO 7?1203 order denying 
intervcnor request for draft CIS If not grante d > quest 1 on of 
whether ASLB has authority to compel EIS preparation should 
be certified to Commission Certificate of 8vc ent 1 
WANAT, S W , CANNON, J M American Nuclear Society WANAT, S W 
Mid-America Legal Foundation 79/12/21 6pp 


B001100I07 Opposition to Nuclear Engineering Co Dec 1979 request for 
reconsideration or certification to ASLAB of A5LD 791203 
order Order, read in content, does not predetermine issue of 
license continuance Certificate of 8vc end 
REIS, E J Hearing Branch 3 00/01/02 4pp 


0001240320 Responds to 791026 request re Interagency Task Force Rept 
pn proposed decommissioning of facility Rept provides good 
overview of status of site t> needs re decommissioning 
Comments, suggestions l( criticisms of objectives encl 
JACKSON, R E Geosciences Branch GO/Ol/0? 13pp 


B001290004 Response in opposition to ANS 791226 motion requesting 
reconsideration or certification of ASLB 791203 order 
tntervenor failed to present now arguments or to establish 
exceptional circumstances Certificate of Svc encl 
0EKULER, 8 N Illinois, State of 00/01/16 4pp 


B001290285 Memorandum t< order denying licensee 790610,071? 6 1019 
motions for reconsideration or Clarification of Commission 
790606 order re hearing on licensee responsibilities & 
ob 1 igations 

CHILK, S J Office of the Secretary of the Commission 80/01/22 
0PP 


DOCKET 27-047 BARNWELL, SC , CHEM-NUCLEAft SYSTEMS 


8001040100 Forwards Waste Packaging Insp Rept 79-03A on 791017-iG No 
noncompliance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility l Materials 

Safety Branch 79/11/19 5pp 


—8001040224 Waste Packaging Insp Rept 79-03A on 791017-18 No 

noncamp liance noted Major areas Inspected compliance w/DQT L 
NRC regulations re shipping paper roqu i rement s, DDT placard 
requirements, rad iation levels & removable contamination 
POTTER, J P , WOODRUFF. R L Region 2, Atlanta* Fuel Facility 

Materials Safety Branch 79/il/l3 4pp 


8001020696 Forwards Waste Packaging Insp Rept 79-04A on 791029 U 31 
No noncomp 1 iance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility lc Materials 

Safety Branch 79/11/1? 2pp 


—0001020707 Waste Packaging Insp Rept 79-04A on 791029 lc 31 No 
noncompliance noted Major areas inspected compliance w/DQT It 
NRC regulations re shipping paper requ i remen fc s, DOT placard 
requirements, rad lafcion levels t< removable contaminations 
POTTER, J P , BROWN, R A Region 2, Atlanta, Fuel Facility U 

Materials Safety Branch 79/lt/l? 5pp 


8001220196 Responds to 791220 application for renewal of License 
46-13336-01 License will not expire until final action 
taken by Commission on application Requests add! copies of 
application & environ rept 

DRAOQNETTE.K S Low Level Waste Licensing Branch 60/01/03 ip 


8001300367 Advises environ impact rept will be submitted by B00131 
REYNOLDS, L E Crown Zellerbach 00/01/17 ip 


DOCKET 27-040 RICHLAND, WA .NUCLEAR ENGINEERING CD 


8001070037 Responds to 791207 Itr intending to return IicOrsb due to 
unre sp onsiveness to application V assertion that RD Smith 
791204 Itr consltuteti denial of renewal Cities authority to 
add conditions to license & states that Itr conveys renewal 
D1RCKS, W J Office of Nuclear Material Safety t, Safeguards 
79/12/19 2pp 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0215 8 F APPLIANCE. LTD 


8001230003 Responds to IE Bulletin 79-19, "Packaging of Loui Level 
Radwaste for Transport It Burial " No shipments madB No 
liquid low level radwaste generated 
CALAWAY, K G Intel Corp B0/01 /09 Ip 


DOCKET 40-0299 UNION CARBIDE CORP 


0001040019 “Alternative VII Inplaced Dewatered U Tailing Disposal Sys 
Ten oversiio drowings encl 
♦ Analog Devices, Inc 79/09/20 I50pp 


0001220313 Forwards rept, "In Vivo Testing," performed on vendor 
employees Job classification of each employee is listed Info 
provided is of questionable value Urinalysis results have 
proven mare meaningful 

WONG.T Analog Devices, [nc 79/12/17 ip 


— B00122O317 "In Vivo Testing," 770427.29 t, 700/05 
# Analog Devices, Inc 70/07/05 2pp 


B00L1B0182 Discusses review of grain sue distribution curves for A-9 
pit underdrain filter blankets 

KQTBCH, J L Uranium Recovery Licensing Branch 79/J2/21 ip 


0001100255 Notifies of Amend 13 to License SUA-64D authorising const *< 
operation of bolow-grade tailings disposal sys in A-9 pit U 
raplacing existing above-grade tailing impoundment 
8CARAN0, R A Uranium Recovery Licensing Branch 79/12/21 5pp 


8001230010 EIA supporting proposed amend to License SUA-640 

KAT8CH, J L , LINEMAN, J J Uranium Recovery Licensing Branch 

79/12/21 iSpp 


8001220206 Notifies that U tailings are bplng disposed of in Pit A-9 
per License Amend 13, Condition 3 
WONG.T Analog Devices, Inc 79/12/2Q Ip 


— 9001220217 Forwards water balance for Pit A-9 subgrade tailings 
disposal sys re License Amend 13, Condition 9 Water balance 
shows insufficient evaporative capacity w/prgposed sys New 
evaporation plan forwarded by 000501 
WQNO, T Analog Devices, Inc 79/12/20 3pp 


8001240209 Requests extension to 800131 for use of existing above-grad 
tailings Impoundment for disposal of solid tailings 
Extension required to allow time ta learn operating 
characteristics of new subgrade tailings sys 
WONO*T Analog Devices, Inc 00/01/03 Ip 


1 
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DOCKETED JTEMS 


DOCKET 40-J 162 WESTERN NUCLEAR, INC 


BOQIO3O306 Discusses lltimie? request for issuance of Amend 5 to 
License SUA-56, author 1 * Ing elevation of will tailings elan to 
6 , 410 ft above mean sea level Elevation will not constitute 
undue risk to public health ft safety 

GARCIA, P J Uranium Recovery Licensing Branch 79/JO/ii 4pp 


— 1] DO 1 030313 Forwards hydrologic engineering Rumman/ E< hydrologic 
engineering question* Suggest* timely response or that 
response be made into license condition 

BIVINS. WS Hydrology Meteorology Branch 79/07/19 4pp 


— 0001030322 Discusses Tfvieuj of lecond round question, responses provided 
by !>' Appa Inn la Consulting Engineers Author i tat i on permitting 
dam elevation is acre p tab 1 e* prov i d ing that const quality 
meets specs indicated in submitted rep ts 
JACKSON. R E Geoscience* Branch 79/09/11 3pp 

Q 001 03093 I Forwards 780229 ft 0/31 ft 790229 ft 0751 employee viva 
analyses 

BUODEN.O Well Dr os 79/11/20 Qfp 

SOOl 1 7005A Requests authnri aat ion tP ac-c pmp any inspector on 791210 mte 
visit to review const records ft to inspect completed raise 
on tailings dam 

0 ARC I A. P J Uranium Rocovery Licensing Branch 7V/J2/10 2pp 


000 1300-210 Advises of vendor leasing of 120 acres from State of NY for 
U mill tall ings stuckp 1 It 

RQODEM.Q C 1 1 1 1 on Watch Co , Inc 79/12/13 ip 


800131029? Forward* tab I « e , g raphs & two oversiio di aumgs. available in 
Central files onli/irc elevations of installed p i a r an« t er -s ft 
Interna! drain D'Appalonla Consulting engineers 791S213 ltr 
unci 

BDQPEN.O cttlisn Watch Co . Inc 79/13/13 3pp 


8001240310 forwards annual imp ropt -by UY Dept <jf Water Oua l i by of 
vendor barium chloride treatnsnt facility ft tailings 
disposal facility 

S □ODEN, 0 Cttkien Watch Co , Inc 79/12/1? dpp 


00012(10011 Summary of 791213 mauling ui/Rcgton. A representatives in 
Silver Spring, MD re upturning site Vltlt to inspect recently 
completed lift on tailings dam 

QARCIA, P J Uranium, Recovery licensing Branch 03/0 1/14 7pp 


DOCKET 40-1341 ED GC MONT URANIUM MINT, TVA ft MINHl DEVELOP MlTNT. INC 


9001310290 Discusses radiological ft n-onrad iol pg ica 3 air monitoring 
programs Requests separate cost estimates, including 
equipment ft matls, for each program 
SMITH. J C 13csKh Dakota, State of 79/12/,' ?0 ip 


8001310404 Updates util 7910111 ltr r» status uf flddl Info requested by 
NRC regarding facility decontrol ulanlng Dela.li of design 
acreage ft shape of Impoundment area will be forwarded by 
600120 in environ rtpt, Chapter 3 

MILLS. L M Tiinnessit Valley Authority 00/01 /t>U Gpp 


DOCKET 40-2061 WEST CHICAGO FACHITT. HERR-MCOEC CIWIF 


GOO 10201 06 Forwards comments on Aug 197? stahllitotion plan 
Com id prat ion of offsite disposal aiUrnativo* is 
intuff I c lent 

WRIGHT, o N Illinois, state of. Dept of Public lf*n I Lb 79/11/19 
3PP 


— 0OO1OSOO93 Comments on Kerr-McOre decommissioning ft stabilisation plan 
Onsite disposal of nonrad ioac tive -waste impossible unless 
state EPA geological requirements net State of IL Dept of 
Public Health comments encl 

CAVANACH. T C Illinois. State of 79/12/06 6pp 


8001100321 Acfc receipt of NR-C ltr to Kerr-McOee re s tab i 1 x ia t i on plan 
for West Chicago site Requests addition of expert EA Port. 

Radiation Safety Svcs.Inc to sve list Expert will evaluate 

cfocomml ss inning process in/City of Nest Chicago 

GUILD. U L Harold J Spelman ft Associates 79/12/13 lp 


0001110296 Discusses 791126 ft 1211 telcona ft 79H27 meeting re 
metothor lum bottle found in West Chicago bldg previously 
owned by Keri — McO-ee Survey will be performed "Guidelines 
for Decontamination o# facilities " encl 

HEFPLER, J G Region 3. Chicago. Office of the Diroctor 79/12/17 
2PP 


— BOO 1 1 S 0300 Draft "Guidelines for Decontamination of Facilities ft 
Equipment Prior to Release far Unrestricted Use nr 
Termination of Licenses por Byproduct, Source or SNH " IL 
Dept of Public Health 730529 ltr re decontamination encl 
* Division, of Fuel Cycle & Material Safety 75/12/31 Spp 


--9001JL03&5 Author s ips disposal of U-l soles ofc & lab bldg in West 
Chicago, IL based on results of AEC independent radiation 
survey Supporting documentation encl 

HILLER. J R Atomic Energy Commission - Deputy Director for Fuels ft 
Mot 74/10/24 8pp 


— B0OI1IO30E? Forwards renewed ft modified License STA-S03, per 740510 
application Disposal of lab bldg in West Chicago. IL will be 
acted upon after results of radiation survey verlfiod 
Supporting documentation encl 

ROUSE, L C Atomic Energy Commission - Deputy Director for Fuels b 
M,it 74/08/22 3pp 


POO 1320 069 Requests procedure for obtaining copy of draft EI9 for 
decommissioning of facility 

DANIELSON, L J National Wildlife Federation 00/01/02 Ip 


0001 310427 Requests list of locations within state suitable for storinq 
radioactive metis in lieu of present site Present site not 
geologically or hy dre 1 og ica 1 1 y suited for storage 
KENNELS, A E West Chicago, IL 00/01/07 2pp 


DOCKET 40-2259 PATHFINDER MINES CORF 


□Q010BOIQS Submits summary of rapt of visual insps b borehole 
drillings performed in 2A basin in accordance w/License 
Condition 49E Diagrams encl for Central Files only 
NUGENT. E L Atomic Energy of Canada, Ltd 79/11/30 27pp 


0001160344 Summary of 791010-19 trip rept to Lucky Me U corp mill. 
Federal -American Partners U mill ft Sweetwater U project ro 
familiar! ration w/ml 1 I facilities. ft tailings disposal areas 
GILLEN. D H Uranium Recovery Licensing Branch 79/12/12 9pp 


C001 100104 Notifies of Amend 7 to License SUA-672 Authorises placement 
of tailings solution in Impoundment 2A iu/1 imitations 
described & modifies groundwater monitoring program to 
include intallation of two addl monitor wells 

5CARAN0. R A Uranium Recovery Licensing Branch 79/12/13 3pp 


GD01210050 Recommends approval d f Amend 7 of source mat! license, 
authoriring placement of tailings solution in Impoundment 2A 
w/certain limitations & modifying groundwater monitoring 
program to Include two ad d l monitor wells 

G1LLEN.D M . LINEMAN. J J Uranium Recovery Licensing Branch 

79/12/13 4pp 


0001110120 Natl f j e t of 79121B town moating In Hast Chicago Community 
High Bchaol.Wast Chicago, IL, to discuss s Ut> 1 11 ' a 1 1 on plan 
for Ksrr-McOee facilitita ft olhar mail locations 
CATALANO, 0 R West Chicago. It 79/12/05 ?pp 


— 0001210053 Forwards comments on Pathfinder Mines Corp rept, 
"Ground water Hydrology Adjacent to Pathfinder's Das Hills 
Tailing Baser vo irs " No hydrologic issues to delay 
transferrai of tailings solution from Pond 4 to new pond 
DIVIN3.W 9 Hydrology Meteorology Branch 79/11/29 2pp 


BD010201O1 Cemmenti by IL CPA on 79001S decommissioning ft itabi J i lat i on 

plan would not consider onslle disposal of nonrad Icac t ive Q00115D046 Summary of 791203 meeting w/vendor in Silver Spring, MD re 

waste unless min geological requiriment* art met info in rept* submitted for review prior to placing tailings 

CA7ANA0M.T E Illinois, State of 79/12/06 2pp solution in Impoundment 2A 

GILLEN. D M Uranium- Recovery Licensing Branch 79/12/27 2pp 


800 ! 060094 Forwards State af IL Dept 0 f Public Hafllth ft I L ERA comments 

on proposed stabi. 1 Hat ion plan 8001300558 Informs that revised y« 1 1 oii/cake dryer ft packaging area was 

NIXDN.W A Uranium Rscpvaru Licensing Branch 79/12/83 lp placed in »vc 791110 Ecology Audits. Inc audit rept encl 

NUGENT. E L Atomic Energy of Canada, Ltd 00/01/03 9pp 



DOCKETED ITEMS 
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DOCKET 40-3453 ATLAS MINERALS 


G001220293 Discusses licensee request for Amend 1 to License 9UA-9I/ 
authorizing elevation of tailings retention sys /La const of 
12-ft lifts Issuance of Amend 1 will not const * uto undue 
risk to public health or safety 

GARCIA, P J , LINEMAN. J J Uranium Recovery Licensing Branch 

79/10/29 4pp 


— 0001220340 Forwards “Review of Expansion of Atlas Tailings Retention 
8ya " Dames t< Moore repts found acceptable 
HOWARD, T R Affiliation Unknown 79/07/11 I3pp 


— □001220347 forwards "Contract Specs & Drawings for Tailings Embankment 
Expansion Project 12-Ft Raise ‘‘Addendum 1 to “Review of 
Expansion Atlas Tailings Retention Sys" end 
HOWARD, T R Affiliation Unknown 79/09/20 7pp 


— 8001220352 Advises that Dames b Moore stability analysis of proposed 
10-ft embankment is satisfactory Factors of safety are l 53 
for static stability & 1 24 for seismic stability 
HOWARD, T R Affiliation Unknown 79/10/03 Ip 


— B001220354 Forwards "Hydrologic Engineering Summary. " by TL Johnson 
beepago analysis one 1 

□ IVINS, W B Hydrology Meteorology Branch 79/10/16 6pp 


□001240332 Summary of 701220 meeting w/vendor tc consultants to discuss 
placement t< amount of riprap needed ta stabilize tailings 
pile against floods at site 

GARCIA, P J Uranium Recovery Licensing Branch 79/12/15 Ip 


DOCKET 40-4492 FEDERAL AMERICAN PARTNERS {MINING ) 


0Q010Q0596 Environ rept for facility 
* Advex forp 79/12/31 SOOpp 


8001160344 Summary of 79101B-19 trip rept to Lucky Me U corp mill, 
Federal-Amor ican Partners U mill b Sweetwater U project re 
familiarization u/mill facilities I* tailings disposal areas 
GILLEN, D M Uranium Recovery Licensing Branch 79/12/12 5pp 


8001220093 Notifies of NRC 7912IB permission to reopen existing road 
between Tailings Areas 162 Road must bo restricted to 
normal operating, mining 6 const personnel 6 be posted tD 
that effect 

SPI8AK.J F Advex Corp 80/01/03 Ip 


8001310313 Forwards copy of facility environ rept. in response to 
request U/o end 

GILLEN, D M Uranium Recovery Licensing Branch 00/01/03 lp 


□001310317 Advises of completion of acceptance review of source matl 
license 6 Dec 1979 environ rept flail found acceptable for 
detailed review Forwards related FR notice 6 distribution 
list fur environ rept FR notice not Bncl 

BCARANO, R A Uranium Recovery Licensing Bran-ch 80/01/15 9pp 


DOCKET 40-6622 PATHFINDER MINES CDRP 


8001300400 Requests amend to License 6UA-442, to eliminate portion uf 
Condition 20 re placement of 5-ft of matl over drain 
Oversize map end 

RUSSELL, J E Atomic Energy of Canada, Ltd 79/12/04 7pp 


DOCKET 40-6659 PETROTOMICS CQ , GETTY OIL 


3001180421 Discusses 791004-05 repts of Chen 6 Associates re 
plezometrlc data obtained during const of tailings dam 
embankment addition Requests addl info by 791221 including 
why surface displacement monument readings not recorded 
LINEHAN, J J Uranium Recovery Licensing Branch 79/12/07 2pp 


3001240019 Amend 5 to Source Matl License SUA-551, revising Condition 26 
re erosion protection of tailings discharges 

8CARAN0, R A Uranium Recovery Licensing Branch 79/12/21 2pp 


□001240074 Discusses Amend 5 to License SUA-551 re evaluation of 
downstream toe ditches 6 forwards review by Hydrologic 
Engineering Branch 

KQTSCH, J L Uranium Recovery Licensing Branch 79/12/21 2pp 


— BOO 1 240076 Forwards addl Hydrologic Engineering Branch input to 7/1026 
engineering summary Tailings beach 6 downstream toe ditches 
acceptable, sub j to license conditions stated in cncl 
Recommends site visits by IE to check progress 

B1V1NS,W 3 Division of Site Safety 6 Environmental Analysis 
79/09/24 2pp 


6001300563 Forwards results of pin hole tests conducted on impervious 
claystone fill in tailings dam embankment addition 
PTAFF, S J Electronics Relays. Inc 80/01/03 lUpp 


DOCKET 40-699Q JACOB BROTHERS 


GOO 107 0034 Acli 791119 te U on. advising that facility does not expect to 
use liconsed mat* for appro* two yrs. 

MCCLINTOCH.R 0 Region 1, Philadelphia. Office of the Director 

79/12/06 lp 


DOCKET 40-7102 SHIELDALLOY CORP 


BQ01Q4Q436 Discusses IE Insp Rept 40-7102/79-01 on 791031 No 
noncompliance noted Major areas inspected procedures t, 
representative roc a rds, In tervi ows w/personnel t« measurements 
U observations made by inspector 

MCCL INTOCK, R 0 Region 1. Philadelphia, Office of the Director 

79/11/14 lp 


DOCKET 40-7932 HONEYWELL, INC 


0001300457 IE Insp Findings It Licensee Ack dtd 791P12 of License 
3UB-9/I Insp findings no items of nanccmp l lane a noted 
» Region 3, Chicago, OPfice of the Director 79/12/12 lp 


D3CKET 40-7994 GEISINGER MEDICAL CENTER OANVIU L\ PA 


8001070514 Ack receipt of 791109 Itr which has been forwarded to 
License Mgt Branch w/roquest that License 5UIJ-977 be 
retired 

MCCLINTOCK, R 0 Region I, Philadelphia. OPfice of the Dimeter 

79/12/12 lp 


— 0001070519 IE Insp Rept 40-7994/79-01 on 791026 Determined that License 
BUD-977 should b-o retired 

MCCLINTOCK. R 0 * MCGUINNESS, J Region l. Philadelphia, Office of 
the Director 79/L2/10 2pp 


— 0001070522 Responds to NRC 791031 Itr ro notice of expired l uenso 
SUB-977 Requests application be considered for renewal L not 
for now license Earlier renewal not made dug to NFIC delay 
in sending appropriate form 

ACKERMAN, FK Oo i s lug o r Me d l ca 1 Center 79/IS/09 Ip 


— BOO i 070531 Notifies of expired Licence bUQ-977 6 di&cu actions to 

be taken by licensee License application must be submitted 
& radioactive matl must be placed in secure storage until 
valid license Is acquired Application dtd 740306 end 
MCCLINTOCK, R G Region 1, Philadelphia, Office of the Director 

79/10/31 2p p 


— B001070534 Application for renewal of Source Mat! License BUB *9/7 
ACKERMAN, F K Oe i singer Mod lea 1 Center 74/03/06 2pp 


DOCKET 40-0006 KERR-MCGEE CORP 


6001060522 Responds to 7911L9 Itr requesting thorough analysis of City 
of Nest Chicago o f c bldg Bpot survey revealed existence of 
1 5 millirems/h activity near cast iron sewer pipe U 0 07 
milllrems/h under pipe All other questions still unresolved 
KEPPLER ,-J G Region 3, Chicago, Office of the Director 79/12/20 

2pp 


DOCKET 40-8064 EXXON MINERALS CQ USA, EXXON CQRP 


8001220164 Submits 1979 third quarter rept For solution mine H&D- site 
Operations included 6 9 million gallons of leach solution 
injected, 7 4 million gallons produced t l 33 million sent 
to tailings patid 

TRUSBELjH H 3 W Shattuck Chemical Co . Inc (subs of Engelhard 
Minerals 6 Chemicals Corp J 79/12/17 I3pp 
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DOCKETED ITEMS 


DOCKET 40-8084 LISBON MINE. RIO ALCQM CORP 


D001020717 Forwards "Subsoil ] n ye « ti gat ie n & Consultation on 
Foundations M & “Rep t af Consulting SvC3 Tailing Fond 
Embankment Stability b Ground W^tcr Gechydr ology A Seepage 
Evaluation " 

DODD/, J fl Dames t* Moore 79/M/D? Ip 


— 8001020720 '‘Subsoil Investigation L Consul tut i On pin Foundations for 
Proposed Ife ad f r jn e , Pre 1 im i n ary Subsoil Investigations L 
Consultation on Foundations . Proposed U Processing Plant 
Site S» Tailings flam 11 

» Woodard-C l y dd Consultants. Inc 79/02/20 2lpp 


--R0OIQP0722 “Rapt of Consulting Svcs Tailings Pond Embankment Stability 
K OrouTid Water Qeohy dT o 1 tigy 8, See-page Evaluation M 
* Dames b Moore 79/10/02 IMpp 


□001140019 "In t/ivo Counting , Work Performed on 7Q0713 " 

HELGESCJNj 0 L Hel geson Nuc 1 ear Services, Ire 78/0&/U 1 &,pp 


DCICKET 40-Q102 EXXON MINERALS CO USA, EXJCQN CORF 


P001 160272 Forwards request For add) info re license renewal 
application & submittal date Requires analysis showing tfi at 
differential settlement expected ir> reclaimed tailings pond 
will not result in eicessive clay cap disruption 

L INEHAN. J J Uranium Recovery Licensing Branch 79/12/06 2pp 


DOCKET 40*6:104 WYOMING MINERAL CQRP 


8001180016 Summary oF 79-0920 meeting in Slim Spring, HOj re in situ U 
solutlnn extraction activities !c status of WV Mineral Corp 
application for amend to increase recovery plant flow r^U 
from BOO to 2,000 gallons per minute 

CO0PER5TE1N, R Urani-um Recovery Licensing Branch 79/10/29 

tpp 


0001130243 Responds to 790926 request for info re pilat-scole in situ 
U solution p * tract ion development projects licensed in, 9D 
Source Mat] License SIM-1204 is only license issued by NHC 
for U solution activities in SD No current activities 
GOBBICK.L V QFFite -of the Ezecotive Director for Operations 
79/11/02 ip 


DOCKET 40-0343 IN SITU URANIUM LEACHING PROJECT 


0001040379 Forwards "Water Test Results 1976-70 Solution Mining for 
U. Gveefcwat-eT County , WY, fab lo 9 " Results wem inadvertently 
omitted from WC Gotti rept submitted to NRC 

CARLG3, P C Elgin national Industries. Inc 79/U/3D 2pp 


— B0OJ040394 "Rater Test Results 1976-70 Solution Mining far U, £wo e twa t e r 
Coun ty - WY- Table 9 " 

* Elgin National Industries* Inc 79/11/30 2pn 


DOCKET 40-03 BO ROCKY MOUNTAIN ENERGY C(J 


8001310419 Reiterates 791227 request for sampling & monitoring data for 
ell monitoring wells in Pattern III U two closest monitoring 
well! in Pattern I Weekly repto- of eicursion monitoring data 
should also be sent 

MORROW. D Wyoming- State nf BO/OJ/M Ip 


DOCKET 40-3452 DEAR CREEK URANIUM CO 


R00114Q025 Submits -calculation of radon gas release from project at 
3|5 Cl per yr Analysis using residence time of water give* 

293 Cl per yr From producers U 17 Ci per yr from original 
d i sp Ucement 

KERBLOFFeL R Rocky Mountain Energy Co 79/12/07 2pp 


B001030Q33 Submits mails license amend classification Application For 
amend to License PUA-131D has been reviewed <i classified as 
admini strative 

LINEMAN, J J Division of Fuel Cycle «< Material Safely 79/12/10 

lp 


— Q001-030B68 Requests adnums trati ve amend to Condition 49 as stipulated 
in Amend 4 of License SUA- 131 CL- p er NRC 791207 telcon Items 
requiring change are specified sampling frequency i, stated 
reporting date 

MEDLOCH, R L Northrop Research U Technical Center 79/12/07 
3rp 


B001170521 Notifies of Amend b to License SUA-1310 authorizing changes 
in operation sampling Frequency U reporting requirements by 
revising Condition ^.Including addition of groundwater 
monitor well 

SCARANO-fl A Uranium Recovery Licensing Branch 79/12/21 Ip 


3001180395 Discusses amend request for -License BUA-1310 to modify 
certain requirements of Condition 49 pertaining to sampling 
for purpose af developing source term Recommends issuance of 
Amend 5 

GARCIA, P J Uranium Recovery Licensing Branch 79/12/21 Ip 


DOCKET 40-0502 IR I GARAY 1 MINE- WYOMING MINING CORP 


3001 1 80016 Summary of 790E20 meeting in Silver Spring, MP- re tn situ U 
solution extraction activities b status of WY Mineral Corp 
application For amend to increase recovery plant flow rate 
from BOO to 2-000 gallons per minute 

C00PER3TEIN, R Uranium Recovery Licensing Branch 79/10/29 

5pp 


8001240535 Forwards vendor weekly water quality analyses For shallow 
monitor b shallow research u/A I Is, originally provided to 
WY Popt of Environ -Quality 

WICHERS-D L Shell Oil Ccr - Shell Chemical Co DiV 79/12/10 9pp 


0003220165 forwards status rept consisting of 791219 1 tr to WY Dept of 
Environ Quality re water quality analyses takfln pn 791211 b 

10 

WICKERS, DL Shell Oil Co -Shell Chemical Co Div 79/12/19 lOpp 


8001 1002 50 Ack 790629 amend application to License SUA-1341 Requests 
addl info by BOO 104 , Inc 1 ud i ng info re adequacy of existing 
ponding capacity b ousting waste ng fc requirements 

Ll NEMAN - J J Uranium Recovery Licensing Branch 79/12/20 5pp 


8001310311 Responds to end 791220 ltr ro well casing matl change for 
Permit 470 Changes in mining plan must be approved before 
action is implemented Requests duplicate set of maps 
identifying existing PVC b now fiberglass epoxy units 
ANKNEY, T S Wyoming. State of GO/01 /02 2pp 


BOO 1 310423 Submits review pf Westinflhou&e annual rept forwarded by 
79091 8 U 20 1 trs Add! surface disturbance must tease until 
plans updated b approved No mining activity authorized 
outside permit area 

MORROW* D Wyoming. State of 00/0 fi/09 2p p 


B00131033I ForwaTds B00104 ltr to State of WY showing shallow monitor Sr 
research wells weekly water quality results for 791231,26 l» 

800103 Piernmetric contour maps from 791226 & 000103 Sc 

shallow lone static water levels one 1 

W1CHERS, 0 L Wyoming, State of 60/01/07 9pp 


DOCKET 40-3584 ONION 76 MINERALS EXPLORATION CO 


80011*0344 Summary Of 79SO10-1'9 trip rept to Lucky Me U corp mill. 
Fed eral^American Partners U mill b Sweetwater U project re 
familiarization tu/rru 1 1 facilities L tailing* disposal areas 
GILLEN, D M Uranium Recovery Licensing Branch 79/12/12 5pp 


DOCKET 40-B602 UNITED NUCLEAR CORP 


8O0124O53B Request* extension of Jan 1900 submittal date for Morton 
Ranch U mill operational insp t surveillance program for 
mil) tailings emfta n kmen t retention syt tx discharge/decant 
*y s 

WOLFF, C E Aerojet - General Corp . Indus Process Engineering Div 
79/12/17 Spp 


DOCKET 40-0647 KERR-MCGEE CORP. 


B001 1 50049 Bummary of 791I2B meeting w/vBndar in Silver Spring, MD re 
technical issues u info nerds m reviewing util 
applicatioht for licenses at two mites 

MU- G Uranium Recovery Liciin-sing Branch 79/12/19 6pp, 
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0001100203 Forwards 791219 summary df 791 126 meeting u/llcensee re 
proposed U mill Advises of scheduled completion date of Apr 
19B0 for draft EIS 

HILLER, H J Uranium Recovery Licensing Branch 79/12/19 Ip 


■G001180212 Summary of 791120 meeting w/licensee in Silver Spring, MD re 
proposed U mill Licensee will pursue application for license 
& prepare revised version of environ rept Addl info needs 
enc 1 

WU« G High Level Waite Technical Development Branch 79/12/19 

App 


DOCKET 40-8679 ENERGY FUELS NUCLEAR, INC 


0001300394 Advises of monitoring program establishment for Hankersvillo 
ore buying station, in compliance u/Llcense Condition 21 
Will provide hsrm around ore storage area 
BAKER, C E Croton Time 79/12/17 lp 


DOCKET 4O-B601 ENERGY FUELS NUCLEAR, INC 


0001110039 Discusses proposed Amend 1 to source matl license for Energy 
Fuels Nuc 1 ear, Inc, r » const of embankments for tailings 
impoundment U lining eys Proposed design & const plans will 
cause no adverse safety problems 

TRACER, E A Uranium Recovery Licensing Branch 79/tO/i2 3pp 


0001140023 Ack receipt of 791019 1 tr responding to concerns re memo 
of agreement on mitigation of adverse effects at site 
Responses to Items 1 U 3 provide adequate clarification 
Further clarification for Item 2 may be necessary 
SMITH, M T Utah, State of 79/11/16 2pp 


9001210170 Forwards survey info in ropanse tn DOI 790426 l tr requesting 
«ddl Info for determining eligibility of White Mesa 
Archaeolog ical District for inclusion in National Register 
W/o end 

SCARANQ, R A Uranium Recovery Licensing Branch 79/12/12 2pp 


B001300271 Advises of completion of fill placement into tailings 
retention sys, Cells 1 1 g dikes Dike const suspended for 
winter 

BAKER, C E Croton Time 79/12/17 ip 


8001180211 Advises of response to 791116 1 tr from UT State Historical 
Preservation Officer re archaeolog ical testing program at U 
mill site 

TRACER, E A Uranium Recovery Licensing Branch 79/12/19 lp 


— 0001100217 Ack receipt of 791019 response concerning mitigation of 
adverse effect at White Mena project mill site 
SMITH, M T Utah, State of 79/11/16 2pp 


8001290237 Discusses 707. insp of White Mesa project in UT on 791221 
Operations appear to be progressing satisfactorily 
Recommends addl insp in spring when embankment const 
resumes 

NELSON, J D Colorado State Unlv. 79/12/26 llpp 


8001310407 Forwards 790009 ltr to Qtats of UT Dept of Fish & Game 
outlining fencing design for archaeological sites & tailing 
ponds, in response to NRC 000104 request 
ROBERTS, D Croton Time 00/01/09 2pp 


DOCKET 40-0693 OGLE PETROLEUM. INC 


8001220230 Submits quarterly rept for pilot (R&D) in situ U solution 
mining operation in Bison Basin, WY, for Aug-Oct 1979 Tables 
& graphs end 

CATCHPOLE, O J Equifax Health Systems Div 79/12/27 BOpp 


DOCKET 40-0697 ROCKY MOUNTAIN ENERGY CO 


0001300913 Notifies that restoration activities For Pattern 1 
initiated Leaching of pattern terminated on 791112 Initial 
step of restoration of Pattern 1 consisted of continuing 
acid injection & reinjecting barium raffinate 
NEUMANN, M R Rocky Mountain Energy Co, 80/01/03 3pp 


DOCKET 40-B69B PLATEAU RESOURCES, LTD 


6001020094 Discusses costs & review time for licensing action 

ROTHFLEI SCH> J , SCAHANO, R A Uranium Recovery Licensing Branch 

79/13/05 lp 


6001210050 Submits NRC position re requirements of U Mill Tailings 
Radiation Control Act of 1979 Outlines general approach & 
schedule of technical assistance reviews to help w/state 
comp 1 lance 

SCAR AND, R A Uranium Recovery Licensing Branch 79/12/14 lOpp 


--BQQ1210060 Safety evaluation input for Shootering Canyon tailings 
retention sys, prepared by Geotechnical Engineering Section 
GILLEN, D M Office of Nuclear Reactor Regulation 79/12/14 
llpp 


0001240270 Informs of manpower expenditures required for review of 
700905 license application 

MILLER, W O License Fee Management Branch 90/01/09 lp 


DOCKET 40-8702 ARMY, DEPT OF, ARMAMENT MAT READINESS COMMAND 


0001000328 Discusses IE Insp Rept 40-0702/79-01 on 791024, No 
nunc omp 1 lance noted Major areas inspected radiation safety, 
compliance w/NRC rules & regulations 4< conditions of 
license 

MCCLTNTDCK, R O Region I, Philadelphia, Office of the Director 
79/11/13 2pp 


DOCKET 40-B721 RDCKY MOUNTAIN ENERGY CO 


800 i 100 1 t 2 Responds to 790703 ltr re potential impact of Nine Mile Lake 
U recovery project on endangered species Forwards biological 
assessment Proposed project will have no effect o-n species 
in question 

ROTHFLEISCH, J Uranium Recovery Licensing Branch 79/12/10 

6pp 


0001 100 1 83 Forwards 791126 ltr from WY Planning Coordinator & request* 
that addl info w/appllcablo Rocky Mountain Energy Co 
c Qfnmi tmoxits be sent to 0RNL Requests confirmation U 
explanation iff esimated delay in environ rept distribution 
R0THFLEI8CH, J Uranium Recovery Licensing Branch 79/12/10 Ip 


— 8001100193 Discusses licensee responses r« proposed In situ 0 operation 
at Nina Mila Lake Response given ro revegetation of site is 
evasive Five to 10 yrs sufficient to stabilise soil, control 
wind erosion Jk restore controlled grating 
DEDDWT.N E Wyoming, State Of 79/11/26 3pp 


8001210003 Responds to 791126 ltr providing addl comment* on proposed 
U recovery project near Casper, WY Concern* will he addressed 
in draft EIS 

R OTHFLEISCH, J Uranium Recovery Licensing Branch 79/12/18 lp 


6001240500 Criticize* Rocky Mountain Energy Co responses to NRC 791012 
questions re potential contamination From proposed project 
to North Platte River surface water* Applicant should be 
made to completely respond to issue 
DEXTER, W D Wyoming, State of 79/12/20 Ip 


0001310347 ConPirm* QOOilO telcon r» completion of rsvised environ 
rept by 000430 List* reasons for deferring rept until Apr 
1900 Request* that NRC continue review of license 
application w/undon tending that rept may be revised 
NEUMANN, M R Rocky Mountain Energy Co B0/01/I1 2pp 


DOCKET A 0-0727 KERR-MCGEC NUCLEAR CORP 


800 1150049 Bummary of 791120 meeting w/vendor in Silver Spring, MD re 
technical issue* & info needs tn reviewing util 
application* for licenses at two sites 

WU, 0 Uranium Recovery Licensing Branch 79/12/19 6pp 


0001180203 Forward* 791219 summary of 791128 meeting w/licunsee re 
proposed U mill Advises of scheduled completion date of Apr 
1980 far draft ElS 

MILLER, H J Uranium Recovery Licensing Branch 79/12/19 Ip 
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— 0001160212 Summary af 791128 meeting w/llcensee in Silver Spring#HD re 
prompted U mill Licen-sse will pursue application Par liters* 
l • prepare revised version af environ rept Addl info needs 
enc 1 

WU. O High Level Haste Technical Development branch 79/12/19 

*PP 


0QCMET 40-0726 TETQN EXPLORATION DRILL I NO CO .INC 


000 1 1031 72 Fcruj rd s response to NRC 791015 draft comments Would tike 
to begin injection operations -by appro* 791201 to- avoid bad 
winter weather forwards six pversiie drawings fc summary of 
site groundwater quality 

HEffl.l}(Y«|> Teton Exploration Drilling Co * Inc 79/10/19 27pp 


60O13SOO48 Submits info as reference in review of TETON-N6DC0 
application for source mat! license Testing schedule. state 
of UY R&D license application L license end 

HERLCHYiD Teton Exploration Drilling Co , Inc 79/10/20 lOpp 


0001180167 Submits estimated colt 6 manhours used In reviewing 790010 
app l i cation 

HAUFftANN, R Uranium Recovery Licensing Branch 79/12/07 Ip 


8001 (70074- Discuss a s evaporation pond embankments of Teton-Nedro 
Leuenft c-Tger site Recommend* level af effluent wastes in 
solar evaporation ponds not exceed Elevation 5202 until 
adtfl info embankment reviewed & approved 

GILLEN. D H Uranium Recovery Licensing Drench 79/12/19 2pp 


DOCKET 40-07 A b OGLE PETROLEUM 


0001210002 Environ rept far in situ mine 

« Equifax Health Systems Div 79/OB/31 150pp 


0001240534 Recommend s potential impacts he addressed in E1S re proposed 
in situ U mine in WY Maintaining satisfactory water quality 
U insuring water levels remain constant considered extremely 
Important 

DflUflAKEfl. D P Interior. D*pt of. Bureau of Land Management 
79/11/05 2pp 


flOfl 1240497 Discusses review -of vendor environ rept re proposad in situ 
U mining in MV Rept is well prepared L adequati Mod of well 
head pressure stated on Page 196 should be required or 
explanation of well head pumping pressure* should be added 
SMITH, J E Interior. Dept of. Dureau of Mines 79/1 1/09 3pp 


0001240511 Comment* on scope pf draft EIS re proposed vendor Bis-en 
Basin project Draft ElS should contain thorough description 1 
of local geology l> hydrology Qua 1 i f icat l on* of operator 
should be examined 

OfiHES. J National MUdlife Federation 79/11/00 3pp 


aO0£24OS!5 Comments on Ogle Petroleum. Inc-Western joiht in situ mining 
project in- WY Advance notice af scoping meeting not 
sufficient It necessary info documents not mads available 
EAST. D Wyoming Outdoor Council! 79/ll/OD 4-pp 


0DOLO7O5I6 Forwards JE VeUhredtky 79U?l Ur te OJ Cetchpole re review 
of environ rept. for inclusion in records 
MILL. J Equifax Health Systems Div 79/12/03 3pp 


0001020097 Comments on environ rept project will not affect agency 
activities in area 

HALL.JD Interior- Dept of 79/12/04 l P 


□001240003 Forwards response* to NRC /9U26 Jtr rs site geology 
Responses will also he sent to ORNL It MY Dept of Environ 
Quality Addl copies of environ rept distributed as 
requested MY Dept of Environ Quality Itr end 
CATCHPDte . o J Equifax Health Systems Div 79/12/07 49pp 


B001240522 Forwards environ rapt re vendor proposed production scale 
in situ U extraction project in MV NRC will us* info in ript 
w/info from other sources to prepare 0ES on proposed 
project W/o end 

CATCHP0LE, G J Equifax Health Systems Div 79/12/18 2pp 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 90-3 INDIAN POINT STATION. UNIT 1 


F Security, medical, emergency & fire protection plans 


0001140054 Requests eitimatei re evacuation of areas around nucloar 
power reactors Format fnr reporting evacuation time 
estimates end 

GRIMES, Q K Assistant Director for Engineering S. Projects 
79/ i 1/29, A pp 


8001300634 Discusses delays in resolving firs protection open items 
due to late it inadequate responses by licensees Requests 
that licensees bo called by project managers to obtain 
submittal dates for late or unscheduled items 
LAINAS, 0 Division Of Operating Reactors 00/01/14 3pp 


0 Adjudicatory corresp o ndenc v 


8OQI03O442 Supports DCS petition for decommissioning of Unit I it 
suspension of operation of Unit* 2 fc 3 
CH1NGER , J Affiliation Unknown 79/12/14 Ip 


— BDQI03045Q Expresses concerns re safety haiards, evacuation plans St 
consequence* of possible accident 
BECKER, M Affiliation Unknown 79/12/14 ip 


0001 14 01 A9 Supports UCS petition calling for d t cowmi a s ioning of Unit I 
It suspension of Units 2 & 3 operation 
ANDREW, J Affiliation Unknown 79/12/14 Ip 


— 0001 140179 Supports UC0 petition calling for decommissioning of Unit 1 
& suspension pf Units 2 L 3 operation 
RUDYCOFF, L 8 Affiliation Unknown 79/12/27 ip 


— 0001140176 Supports UC0 petition calling for decommissioning of Unit i 
Sc suspension of Units 2 & 0 operation 
C HINDER, J Affiliation Unknown 79/12/19 Ip 


— £3001 l4QiB2 EapTrssss concern rs evacuation plans discussed at public 
hearing* concerning relicensing nf plant* 

LANDAU, P Affiliation Unknown 79/J2/27 2pp 


— 0001140105 Urges shutdown of all units 

REDMAN. D Af f i 1 la fci on Un k nown 7*7/12/27 Ip 


— B00U4O19O Suggests that NRC hold hearings in NY City area re UCS 
7909J 7 petition for d e comm i i on ing of Unit 1 & suspension 
of Units 3 k 3 operation 

HAFANELLI.W Affiliation Unknown. 79/12/17 lp 


— 000 J 1 40195 Supports UCB petition calling for decommissioning of Unit i 
t< suspension of Unit* 2 k G operation 
KAM, Y Affiliation Unknown 79/12/14 lp 


0001220246 Ac k receipt of statement In support of UCS petition re 
facilities Statement will be treated under 10CFR2 206 
Decision cm matter axpecterf in Jan i960 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/20 Ip 


0001210093 Supports UCS request foT suspension of operation at Units 
2 13 1 d scomml filed ng pf Unit 1 Facilities are located 
within one /rile of Remaps Fault Serious reactor accident 
will endanger 20 million people living within 60 mile* 

RADIN.FM Affiliation Unknown 79/12/38 Ip 


--BG0121OQ94 Notifies of Manhattan Community Board 2 791220 resolution 
to support UC£ request for suspension of operation at Unite 
2131 decommissioning of Unit 1 

DAPOLITO.A , BELLAMY. C New York, NY 79/12/34 2pp 


— 0001210097 Request* hearings in NV City rt possible shutdown of 
facilities 

RAFANELLliti Affiliation Unknown 79/12/17 tp 


8001140364 Support* intervener UC0 790917 request for decontamination 
of Unit 1 L suspension of operations at Units 213 
Facilities have history of hisman it mechanical errors 
BOGART* L Cititeni Energy Council 00/0i/04 2pp 


600 { 10-0451 Forwards statement in support of UCS 790917 petition seeking 
decommissioning of Unit 1 U suspension Of Unit 213 OLs 
Requests *vc of related document* & notice* 

R0BR.DK Public interest Research Group. New York BO/01/07 lp 
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— 0001100456 Statement, In lieu of pleading, In support of UC8 790917 
petition requesting decommi s i ioning of Unit 1 b suspension 
of Unit 2 b 3 OLs Urges institution of proceeding! per 
10CFR2 202, in order to permanently! shut down Units 2 b 3 
R089, D K Public Interest Research Group, New York 80/01/03 
7pp 


8001240339 Requests meeting notices b all relevant documents issued 
during review of UC8 790917 request for decommissioning of 
facilities Forwards statement supporting 790917 petition 
RQSSi D K Public Interest Research Group* New York 80/01/07 Qpp 


B001070107 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cablet for HPCI b Automatic Deprtstur i lation Sys n No 
specific action or response requested 

GRIER, B H Region 1. Philadelphia, Office of the Director 
79/12/21 Ip 


0001 110195 Forwardi IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER. fl H Region 1, Ph i lads I p h id, Office of the Director 
79/12/21 lp 


H General correspondence 


8001140062 Certifies sve on 791214 of three ltrs re UC8 petition b NRC 
791214 order 

DAWNING, P T Office of the Secretary of the Commission 79/12/14 

2pp 


8001140056 Responds to 791203 request for explanation of opposition 
to siting of facility Siting of facility is inappropriate 
due to large population In area 

RYAN,R 0 Office of State Programs 79/12/20 2pp 


— 8001140059 Requests explanation of opposition to siting of facility 
Forwards NY Times ar tic 1 e, quoting RO Ryan choree ter 1 lat ion 
of eiting as "insane " 

COOK, A 0 Affiliation Unknown 79/12/03 2pp 


P Operating license stage documents b correspondence 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised ttde being 
Implemented in OL applicant reviews b Tech 9p«c update 
OAMMILLrW P Division of Operating Reactors 79/11/27 35pp 


6001080627 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
GRIER, Q H Region i, Philadelphia, Office of the Director 

79/12/27 lp 


8001140197 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs," No response required 

GRIER, D H Region 1. Philadelphia, Office of the Director 
79/12/31 lp 


0001150070 Forward* IE Info Notice 79-36, "Computer Code Defact In 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, D K Region 1, Philadelphia. Office of the Director, 
79/12/31 lp 


0OO115O172 Forward* IE Info Notice 79-35, "Control of Maint b Essential 
Equipment " No response required 

GRIER, B H Region l, Philadelphia, Office of the Director 
79/12/31 lp 


0001150170 Forward * IE Info Notic* 80-01, "Fuel Handling Events " No 
specific action or response required 

GRIER, 0„ H Region 1, Philadelphia, Office of the Director, 

0O/O1/O4 Ip 


8001070276 Forwards NBS8 vendor b fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b' itmin/b lockage Ltrs will help licensees 
respond to NRC 791109 Ur re rupture strain b flow blockage 
EIBENHUT, D 0 Division of Operating Reactor* 79/U/27 3pp 


8001030499 Discusses end proposed response to Item 60 b,r« aging of 
equipment. in UCB petition to decomission or shut down 
plants 

LA I NAB, Q Plant Systems Branch, 79/12/14 2pp 


8001070362 Advises that Bulletin b Orders Task Force has approved small 
break LOCA guidelines for operating plants Providaa schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end, 

EIBENHUT, D 0. Division of Operating Reactors, 79/12/17 12pp 


8001040552 Forward* application for Amend i to 781214 application for 
amend to OLs. 

CAHILL, W, J. Consolidated Edison Co of New York 79/12/31 ip 


— 8001040558 Application for Amend l to 781214 application for emend to 
OL* DPR-3. DPR-26 b DPR-64, removing requirement to sample 
beach seine std Station 11, which Is inaccessible to 
grounded barges 

CAHILL, W J Consolidated Edison Co of New York EARLY, P J 
Power Authority of the State of New York 79/12/28 9pp, 


8001090434 Provides info re adequacy of offsite power in response to 
791001 Itr Unit 2 not In operation on dates listed, Info re 
Unit 1 held back pending decision to install ECCB b return 
unit to sve 

ZARAKAfl, P Consolidated Edison Co of New York 80/01/03, Ip 


BQOi 150414 Reipondt to NRC 791109 b 27 ltrs re fuel cladding strain b 
fuel assembly blockage Unit 1 currently shut dour b in 
dtfusled condition awaiting decision whether or not to 
install ECCB. Unit 2 still meets criteria of 10CFR50 46 
CAHILL. W U. Consolidated Edison Co of New York 80/01/08 2pp, 


f Q Inspection reports, IE Bulletins b correspondence 


6001030093 Responds to IE Bulletin 79-17. Rev! sion 1 re pipe cracks in 
stagnant borated water Unit i shut down 741031 b currently 
in defualed condition Info re Unit 2, contained in 790824 
response, stil 1 applicable 

CAHILL, W. J. Consolidated Edison Co, of New York 79/11/30, 2pp. 


0001290369 Forward* IE Bulletin 79-01D, "Environ Qualification of Class 
IE Equipment" w/attac hment* Action required 
GRIER, B H Region 1, Philadelphia. Office of the Director 
80/0I/14 lp 


8001290170 Forward* IE Circular 80-01. "8vc Advice for GE Induction 
Disc Relays " No response required 

GRIER, D, H, Region 1, Philadelphia, Office of the Director 
BO/Oi/17. lp 


U Congress i onal /Executive Correspondence 


0001130146 Respond* to 790917 ltr re W Holden 790820 Hr rt plent 
safety Issues Redundant safety equipment kept In separate 
rooms w/separating conrete wall* ALAB-436 accepted current 
seismic criteria 

Q0S9ICK, L V Office of the Executive Director for Operation* 
79/U/13 3pp 


0001540203 Respond* to 791114 ltr to Jrt Hendrla re emergency evacuation 
plans for heavily populated area* surrounding facility Task 
force Is examining potential changes In plant design b 
operation to lessen probability of severe accident 
Q0S9 1CK« L V Office of the Executive Director for Operations 

80/01/02 2pp, 


0001 150182 Discusses UCB 790917 petition seeking resolution of issues 
re facility safety b site suitability NRC should begin 
formal proceedings to determine risk to public health b 
safety in NY mstrapolltan area 

CHI9H0LM, 8 House of Rep , Committee on Rules 00/01/09 ip, 


DOCKET 50-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


P Operating license stage documents b correspondence 


0001310266 Notifies of minor facility changes made during CY79 re 
improved eacurity measure* Forward* "Twenty-Fourth Annual 
Progress Rapt of Breaxiale Nuclear Reactor, Jul 1978-June 
1979 " 

CUNNINGHAM, R. G Pennsylvania State Univ. 00/01/21 2pp 


--B001310267 "Twenty-Fourth Annual Progress Rept of Breaxeel* Nuclear 
Reactor. Jui 1978-June 1979," 

LEVINE, 8 , TOTENB IER, R E Pennsylvania State Univ 79/07/31 
60pp. 


0001060154 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference," No written response required, 

GRIER, B H Region t, Philadelphia, Office of the Director. 
79/12/20 lp. 
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DOCKET 50-10 ORES DEM NUCLEAR POWER STATION* UNIT I 


F Security. medical* emergency S* fire protection plans 


8001140034 Requests estimates re evacuation of area* around nuclear 
power reactors Format for reporting evacuation tine 
estimates cncl 

GRIMES* B K Assistant Director foT Engineering t Projects 
79/11/29 4pp 

300 111 0429 informs that fees identified in NRC 791207 & 10 ltrs re 
Tivieui of security personnel training Z* qualification plans 
are acceptable Payment end 

PEOPLES* 0 L Commonweal th Edison Co 79/12731 2pp 


aOOHH>440 Forwards draft revision to emergency plana Plans withheld 
< ref 10CFRS 790) 

PEOPLES* D L Commonwealth Edison Co 80/01703 3pp 


BOO 1240276 Forward* comments on 790323 safeguards contingency piun 
Requests plan be revised according to one 1 comment* Comments 
withheld tref I0CFR2 7901 

2IEMANN*D L Operating Reactors Branch 2 80/01/06 ?pp 


8001300634 Discusses delays in resolving fire protection open items 
due to late & inadequate responses by licensees Request* 
that licensees be called by project managers to obtain 
submittal date* for late or unscheduled item* 

L AJ NAS* 0 Division of Operating Reactors 00/01714 3pp 


S00129D230 Forwards modified amended security p lan* Revl * i on 6, Copies I* 
2,4 8» 5 Enel withheld iref IOCFR2 790) 

PEOPLES* D L Commonwealth Edison Co 80/01/21 lp 


0 Adjudicatory correspondence 


6001 110675 Respond* to 791119 ltr urging acceptance of IL State Energy 
Alliance 790920 petition per 10CFR2 206 Advises that 
appropriate action will be taken in reasonable time 
VOLLtf ER j R H Assistant Director for Systems & Projects 79/12/2 0 

a?p 


H General correspondence 


8001830349 Discuss** review of seminar outline re Dak Ridge Associated 
Univ course In radiation safety for NRG Accepts proposed 
program Request* more specific outline of training course 
PEOPLES* D L Commonwealth Edison Co 79/12/26 lp 


P Operating license stage document* & correspondence 


8001 040390 Forwards Nov 1979 Revision J of branch technical position on 
direct radiation measurement* re radiological environ 
monitoring program requirement* Revised *tda being 
Implemented in OL applicant reviews & Tech Spec update 
OAMMILLpW P, Division of Operating Reactors 79/11/2/ 35pp 


8001070276 Forwards NSSS vendor & fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effect* on 
rupture time 6 strain/blockage Ltrs will help licensee* 
respond to Nft-C 791109 |tr re rupture strain t< flow blockage 
E 1 5ENHUT* D 0 Division of Operating Reactors 79/11/27 3p p 


8001210187 Responds to NRC 791030 ltr, End 1. Section 2 2 1a* ^Lessons 
Learned Task Force Recommendation* re Shift Supervisor 
Requirements 11 Forward* copy of mg t directive emphasising 
primary mgt re*pon»lbil l ty of shift supervisor 
PALMER . F A Commonwealth Edison Co 79/12/14 2pp 


0001070362 Advises that Bulletin L Order* Task Force has approved small 
break LOCA guidelines for operating plants Provide* schedule 
of util* to be audited to at?ure successful incorporation of 
revised procedure* Audit plan enct 

EISENHUr, 0 0 Division of Operating Reactor* 79/12/17 12pj> 


8001110553 Forwards "Dr**den-1 Core Spray » P rogram Update" in response 
to 70J22Q ltr 

JANECEK.R F Commonwealth Edison Co 79/12/20 lp 


— 8001110562 "Dresden-l Core Spray * Program Update " 
a Antibodies. Inc NEDQ-24228 79/12/28 2Qpp 


8001070101 Respond s to recent ltr re chemical dec on tami nat i on Of 
facility Decor tami nat ion carefully planned to improve safety 
of reactor 8* reduce exposure of plant personnel to 
radiation Safety evaluation end 

VOLLMER* R H Systematic Evaluation Program Branch 79/12/21 

4pp, 

. — 8001070164 Safety evaluation supporting authorization to chemically 
decontaminate primary cooling sy« at facility 
* Office of Nuclear Reactor Regulation 79/12/21 Jpp 


— 800 J07Q1 1 1 Thirteen ltrs to JM Nendrie.opposi.ng proposed chemical 
decontamination of facility Requests that NRC prepare 
complete EFS prior to decontamination No guarantee that 
decontamination will be effective 

DARI ED. D , POWER, J , CHMIELEWSKI* C L Affiliation Unknown 
79712/21 I3pp 


9001 180233 Notifies that review completed re “need for access 1 ' aspect* 
of vital area access control program Procedure* reducing 
number of employee* w/awthori led access ui/o escort will be 
implemented by 800137 

PEOPLES* J> L Cammonwea l th Edison Co 79/12/21 lp 


80012 1 001 4 Forwards tabulations re statu* U categor i i a t i on of SCP 
topic* Tabulations provido generaltied assessment of 
expected licensee involvement on each topic review 
VDLLMER* R M Systematic Evaluation Program Dranch 79/12/21 

8pp 


8601140015 Advise* that util commitments & schedule of implementation 
of TMI-2 Lessons Learned Task Force recommendation* are 
acceptable 

DENTON* H R Office of Nuclear Reactor Regulation 79/12/27 «?pp 


8001 100442 Forward* addl commitment* if info re ncar-torm requirements 
of TMI Lessons Learned Task Force 

PEOPLES, D L commonwealth Edison Co fiO/Ql/Ol 76pp 


0001170514 Requests assessment of capability of all aa f ety -re 1 a tetl 
electrical equipment I* Nonaelsmic Category I auxiliary 
items to resist seismic force* Remedial measures should be 
implemented to increase safety margins W/draft info notice 
E13ENMUT, D G Division of Operating Reactors 80/01/01 2pp 


GQ011504IQ Forward* commitments Id meet near-term requirement* of IMt 
Lossons Learned Task Force re emergency power supply, 
inadvertently omitted from 000101 ltr 
PEOPLES* D L Commonweal th Edison Co B0/Q1/04 70pp 


B0011B024Q Confirm* 860110 meeting w/utll to dittos* recent event* at 
Paci li fcy, including core spray valve c 1 os i ng *, unp 1 anned 
radioactive Liquid r e 1 ea s o, ga*eous effluent releases* 
periopne) errors Sc cooling lake leakage 

KEPPLER* J 6 Region 3, Chicago, Office of the Director BO/Ol/fM 

IP 

(3001130919 Forwards info re generic cladding swelling & Tupture model 
info submitted by N96S vendors re NUflEG-0630 GE approved 
model* conservative fclestinghouse plants comply w/ 
reputations 

PEOPLES, D L Commonwealth Edison Co 60/01/08 8pp 


Q Inspection reports* IE Bulletins !c correspondence 


7904300122 Forward* IE Bulletin 79-07* "Seismic Stress Analysis of 
Saf ety-Related Piping " 

KEPFLSRtJ G Region 3. Chicago* Office of the Director 79/04/14 

Ip 


— 7904300133 IE Bulletin 79-07, "Soitmic Stress Analysis of Safety- 
Related Piping " 

* Office of Inspection t Enforcement* Office of the Director 
79/04/14 7pp 


7903040142 Forward* IE Bulletin 79-030* ''Nuclear Incident at 
TMI - Suppl “ 

W.EPPLER, J O Region 3, Chicago, Office of the Director 79/04/21 

lp 


—7905040158 IE Bulletin, 79-05D, "Nuclear Incident at TMI - Suppl 11 
Supporting documentation end 

* Region 3* Chicago* Office of the Director 79/04/21 l2pp 


7909140488 Forward* IE Circular 79-07* "Unexpected Speed Increase of 
Reactor Recirculation Motor Generator Bet Resulted in 
Reactor Power Increase " 

KEPPL5R* J 0 Region 3. Chicago* Office of the Director 79/03/02 
IP 
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0001100142 Advises that IE Info Notice 79-20. "Overloading of 
Structural Elements Due to Pipe Support Load' , " was sent to 
listed utils on 791116 

PAPPAS. H Region 3. Chicago. Office of the Director 79/11/10 

2pp 


9001100046 Advises that IE Info Notice 79—27. "Steam Generator Tube 
Ruptures at Two PWR Plants." was sent to listed utils on 
791116 

PAPPAS. H Region □. Chicago. Office of the Director 79/11/19 

2pp 


0001190402 Forwards IE Insp Repts 90-010/79-22.50-237/79-26 «, 
90-249/79-24 on 791001-1102 U notice of violation 
MEI5HMAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/11/21 2pp 


-0001190403 Notice of violation from insp on 791001-1102 

* Region 3. Chicago, Office of the Director 79/11/16 Ip 


— BOOl 190405 IE Insp Repts 50-010/79-22.90-237/79-26 & 90-249/79-24 on 
791001-1102 Noncomp 1 iance noted unqualified equipment 
attendant allowed to perform valving evolution resulting In 
spent fuel pool overflow 

SPESSARD. R L . BARKER. J L Region 3. Chicago, Office of the 
Director 79/11/16 0pp 


G001100292 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra (AR8) " No action or response required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/12/13 
IP 


90010B03G9 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/20 
IP 


0001220115 Forwards response to IE Bulletin 79-25, "Failures of 
Westinghousc DFD Relays In Safety-Related Sys " Discrepant 
components not in use except at 2ign Relays in use will be 
replaced Relays in storage removBd from stock 
PEOPLES, D L Commonwealth Edison Co 79/12/20 3pp 


8001110063 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response i equested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/26 

lp 


8001110290 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI & Automatic Depressurization 6y» " No action 
or response requested 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/12/26 
lp 


0001100002 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/12/27 
lp 


8001090465 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J O Region 3, Chicago, Office of the Director 79/12/20 

lp 


0001160267 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action dt 
response required 

KEPPLER. J 0 Region 3, Chicago, Office of tho Director 79/12/23 
lp 


8001100203 Forwards IE Info Notice 79-35, "Control of Meint t> Essential 
Equipment " No action or response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/18/31 

lp 


8001150105 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER. U 0 Region 3, Chicago, Office of the Director 00/01/04 
lp 


B001170004 Responds to IE Bulletin 79-26 re boron loss from control 
blades No blades reached 34/, DIO depletion at fair utils 
Predicts 26 blades will reach depletion by next outage at 
util 

PEOPLES, D L Commonwealth Edison Co 80/01/04 4pp 


8001160553 Responds to IE Bulletin 79-28 NAMCO Model EA180 limit 
switches have been installed U are planned for ins ta 1 lat ion 
on some safety-related equipment No switches date-coded 
between Feb-Aug 1979 

PEOPLES. D L Commonwealth Edison Co 00/01/09 2pp 


0001230049 Ack receipt of 791217 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/79-22. 
50-237/79-26 «< 30-249/79-24 

HEIBHMAN.R F Region 3. Chicago, Reactor Operations Nuclear 

Support Dranch 00/01/10 lp 


—8001230053 Responds to NRC 791121 ltr re violations noted in IE Insp 
Repts 30-010/79-22, 50-237/79-26 tc 50-249/79-24 Corrective 
actions valves correctly & prominently labeled & fuel pool 
fill valves locked 

PEOPLE'S, D L Commonwealth Edison Co 79/12/17 4pp 


8001200495 Forwards TE Bulletin 00-01, "Operability of Automatic 
Dep ressur tiation Sys Valve Pneumatic Supply " Action 
required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 90/01/11 

lp 


9001290105 Forwards IE Circular 00-01, "Eve Advice for OE Induction 
Disc Relays " No response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 90/01/17 

lp 


R Periodic operating reports tc related correspondence 


8001150475 Forwards monthly operating repts for Dec 1979 
STEPHENSON, D B Commonwealth Edison Co 0O/OI/ID lp 


— 800 1 1 30479 Monthly operating repts for Dec 1979 

C IEBZK I EWICZ, 9 Commonuea 1 th Edison Co 00/01/04 20pp 


DOCKET 50-13 BABCOCK & WILCOX CO CRITICAL FACILITY 


P Operating license stage documents & correspondence 


B00121B251 Forwards Page IBa fur insertion in 791023 rapt "Hazards 
Evaluation Rept for Tightly-Packed Fuel Storage Critical 
Experiment Program " 

OLSEN, A F 3M Co , Minnesota Mining U Mfg Co 00/01/16 2pp 


DOCKET 50-16 ENRICO TERMI ATOMIC POWER PLANT, UNIT 1 


J Insurance & indemnity information 


S001290350 Forwards Endorsements 91,92 t< 93 to NELIA Policy NF-92 
MATERS, 0 R Detroit Edison Co 00/01/25 lp 


DOCKET 50-20 MASSACHUSETTS INST Of TECH RES REACTOR 


5 Reportable occurrences, LCRs & related correspondence 


B001070391 Submits rept re loss of 0 1117 g U-235 contained In fission 
counter Caused by employee including fission In waste 
shipment Matl transferred to burial ground in Barnwell, GC 
Accountability & security procedures revised 

CLARK, L Massachusetts Institute of Technology 79/12/27 3pp 


DOCKET 50-29 YANKEE-RDWE NUCLEAR POWER STATION 


F Security, medical, emergency U fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES. D K Assistant Director for Engineering 8, Projects 
79/1 1/S9 4pp 


8001030432 Discusses fire protection review for facility Design 
criteria J. details for water suppression sys, foam 
suppression sys U gas suppression sys submitted on 790702 
Criteria acceptable except for gas suppression sys 
HALL, R E Drookhaven National Laboratory 79/12/20 lp 


BOOl 100403 Submits fire protection "catchup” Items 3 i 4,3 1 5,3 1,6. 
3 2 2 fc 3 25 No further verbal commitments to be 
documented 

HALL, R, E Drookhaven National Laboratory 79/12/29 2pp 



10 


DOCKETED ITEMS 


©001 10Q0A5 Forwards draft emergency plan 
MQ0DY, D £ Yankee Atomic Electric Co 


Enel to Central 
□0/01/04 Jp 


Files only 


M General c a rrespond e n c e 


0001280290 Submits error analy* 
respoiise to- NRC 79J227 Itr to 
Jan 1981 requirements mill be 
power operation 
VANDEWBURGH , D Yankee Atomic 


is of subcooli 
Westin&housB 
met prior to 

Electric Cd 


ng i ns tt'umon tat ion- in 
owner s group 
resumption of 

80/01/24 Spp 


00O1O40S46 Informs of change in personnel responsibilities J Kay to 
handle NRG correspondence 

EDWARDS. D W Yankee Atomic Electric Co 80/01/02 Ip 


P Operating license stage documents -t correspondence 


6001040390 forwards Nov L979 flevisitin 1 of branch technical position on 
direct radiation measurement* re radiological environ 
monitoring program requirements Revised std* being 
implemented in 0L applicant reviews h Tech Spec update 
OAMMILL. W P Division of Operating Reactors 79/11/27 35pp 


0001070276 Forward* NSSS vendor 1 fuel supplier Itr* re impact of 
Cladding heating-rate dependent burst temp effect* on 
rupture time t s train/b lcc kage Ltrs will help licensors 
respond to NRC 791109 Itr re rupture strain t« flow blockage 
EISENHlPT, D O Division of Operating Reactor* 79/11/27 3pp 


Q Inspection reports* IE Bulletin* & correspondence 


8001020639 Responds to IE Bulletin 79-i7> Revi s 1 on 1, "pipe Crocks in 
Stagnant florated Water Sys at PWR Plants " Transfer line 
from boric acid mix tank to charging pumps will be examined 
during 1930 refueling outage 

GROCE, R H Yankee Atomic Electric Co 79/11/27 lp 


6001030213 Respond* to IE Bulletin 79-18 re audibility problem 
encountered on evacuation of personnel Engineering survey 
conducted to- determine area* of plant where evacuation 
announcement ft alarm ays inaudible or invisible 
MOODY, D E Yankee Atomic Electric Co 79/11/28 2pp 


8001310065 Forwards IE Insp Rept 50-029/79-14 on 791107 No 
noncompliance noted 

□RUNNER, € J Region 1. Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/12/04 2pp 


□001020011 Request* c oop e ra fc l o n In allowing some NRC TLD station* to be 
eo-located tu/util TLD stations Advise* of 791210 meeting 
w/MA Dept of Health re TLD stations 

SMITH, 0 H Region 1. Philadelphia, Fuel Facility & Materials 

Safety Branch 79/12/04 2pp 


800 10703&2 Advises that Bulletin L Orders Task Force ha* approved small 
break LOCA guidelines for operating plant* Provide* schedule 
of utils to be audited to assure successful incorporation of 
revised procedure* Audit plan end 

EISEUHUT, □ 0 Division of Operating Reactors 79/12/17 I2pp 


8001070311 Respond* to 791203 Itr re adequacy of electric distribution 
sgs voltage* $< voltage regulator installation Approves 
request re postponement of final tie-in until plant 
shutdown in mid-Jan 1900, based on util 791206 commitment 
ZIEMANN.D L Operating Reactors Branch 2 79/12/17 3pp 


60D121007S Forwards tabulation* of statu* & catefl or 1 1 at l on of SEP 
topics Tabulation provides generallied assessment? of 
expected involvement of licensee on topic review 

VOLLMER. H H Systematic Evaluation Program Branch 79/12/21 

Spp 


0ODI03OS13 Forwards response to NRC 791030 request for info re TNI 
Lessons Learned Task Force short-term requirements Include* 
relief & safety valve test program & i nstrmma nta t ion far 
detection of inadequate core cooling 
KAY, J A Yankee Atomic Electric Co 79/12/31 24pp 


— 3001310089 IE Insp Rept 50-029/79-14 on 791107 No noncompliance note* 
Major areas inspected followup an licensee corrective action 
fa? potential degradation of safeguards bus voltage reported 
in LER 79-26 

LAZARUS, W Region 1, Philadelphia, Office of the Director 

MARTIN, T T Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/12/02 3pp 


0001080213 Forward a IE Circular 79-29, ’’Shack Arrestor Strut Assembly 
Interference " No written response required 

GRIER, D K Region 1, Philadelphia, Office of the Director 

79/12/20 lp 


00O1OBO1O9 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cable* fOT MFC I it Automatic Dep r eag ur i l a t i on Bys ” No 
specific action or reaponse requested 

CRIER.D H Region i, Philadelphia, Office of the Director 

77/12/21 lp 


3001110229 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
79/12/21 lp 


800129001 S Respond* to IE Bulletin 79-25, "Failure* of Westinghouse Of 0 
Relays in Safety-Related Sys " No BFD relays used in safety- 
related sys at facility 

HDODY, D E Yankee Atomic Electric Co 79/12/21 lp 


6001210239 Discusses NRC seismic design evaluation* Requests 
development of action plan to resolve potential safety 
deficiency re anchorage & support of safety-related 
electrical equipment Forwards draft IE info notice 
E I6ENHUT, B G Division of Operating Reactor* 0Q/OJ/OI Spp 


8001080677 Forwards IE Info Notice 79-34, "Inadequate Design of Safety* 
Related Hi)at Etch-anger* " No action or response required 
GRIER, B H Region l, Philadelphia, Office of the Director 

79/12/27 lp 


□001310051 Submit* NRC position re criteria for evaluating pipe whip 
impact & jet impingement effect* of postulated pipe breaks 
Criteria apply to postulated pipe breaks for 8EP Topics 
1 1 1-3 A U IIT-5 B 

ZIEMANN, D L Operating Reactor* Branch 2 00/01/04 3pp 


8001100444 Confirms that swelling !< rupture model* used far LOCA 
licensing are conservative w/model* in NUREO-063O, "Cladding 
Swelling it Rupture Models far LOCA Analysis," per NRC 791109 
If 27 requests 

VANOENBUfi OH, D Yankee Atomic Electric Co 00/01/07 2pp 


8001100029 Notification of 600111 meeting w/util in 0e the i d*, MD to 
disc u*s util analyses ra postulated flood* at facility 
0 'C0NNOR, P W Operating Reactors Branch 2 00/81/09 lp 


0001290314 Respond* to NRC 800102 order to show cause r* Implementation 
of Category A TNI Lesson* Learned Tail Force short-term 
reqwir events by 800101 Util will comply w/order except for 
Item 2 1 4 due to unavailability of reset function cable 
VAN0ENBURGH, D Yankee Atomic Electric Co 80/01/21 2pp 


8001290317 Forwards revision to 791231 tabulated data Item 2 i 3 b re 
Info required on aubcooling me-fcsr Revisions reflect 
flosBffiount Model 1153 pressure transmitter accuracy rather 
than Model 1132 accuracy 

KAY, J A Yankee Atomic Electric Co 50/01/21 3pp 


0OO1J4OS54 Forwards 16 Info Notice 79-37, "Cracking in Low Pressure 
Turbine Oise* " No response required 

DRIER, fl H Region 1, Phi ladel ph ia, Office of the Director 

79/12/71 Ip 


8001150123 Forwards IE Info Notice 79-36, "Computer Defect in Stress 
Analysis of Piping Elbow " No specific action or response 
roqu ired 

GRIER, G H Region l, Philadelphia, Office of the Dimctor 
79/12/31 lp 


0001 130239 Forward * IE Info Notice 79-35, "Control of Maint & Essential 
Equipment " Wo response required 

ORlERrD H Region 1, Ph i lade 1 ph la. Office of the Director 

79/12/31 lp 


8001190234 Forward* IE Info Notice 80-01, "Fuel Handling Event* " No 
specific action or response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 

80/01/04 Ip 


8001290229 Forwards IE Circular 80-01, "8vc Advice for 0£ Induction 
Disc Relays " No raspon-se- required 

GRIER, 8 H Region 1, P h i lad * lp h U, Office of the Director 
80/01/17 lp 
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S Reportable occurrences) LER* U related correspondence 


BOO 1020523 Forward® LER 79-031 /03L-0 

AUTI 0) H A Yankee Atomic Electric CO 79/12/28 lp 


— B0010Q0534 LER 79-031/03L-0 on 791 130. dur i ng normal Mode I operation! 
steam generator 3 blowdown monitor isolated to repair 
leaking valve Caused by leaking monitor isolation valve 
Monitor replaced 

FRENCH. L D Yankee Atomic Electric Co 79/12/20 ip 


0001140454 Forwards LER 79-032/03L-0 

AUTIQ. H A Yankee Atomic Electric Co 00/01/10 ip 


— 0001140459 LER 79-032/03L-0 on 79121 1 . dur ing normal operation. primary 
vent stack particulatB radiation monitor Palled Caused by 
normal wear of pump motor bearing Pump motor replaced 
MAY, E L Yankee Atomic Electric Co 00/01/10 Ip 


0001290233 Forwards updated LER 79-030/03L-1 

AUTIQiH A Yankee Atomic Electric Co 80/01/25 lp 


“-0OO129O237 Updated LER 79-030/03L-1 on 791109, while performing safety 
injection accumulation or time delay verification procedure, 
setpoint of TDC4 found out of Tech Spec limit Caused by 
design deficiency Three unit® replaced w/modlfied unite 
MAY, E L Yankee Atomic Electric Co 80/01/25 lp 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


P Operating license stage documents U correspondence 


0001030453 Reports intention to request renewal of License R-0 1 
expiring 000430 Safety analysis & Tech Spec® up-to-date 
OEOROE.K D Analog Devices. Inc 79/12/2G ip 


G Inspection reports. IE Bulletins St correspondence 


0001020496 Forwards Haste Packaging Insp Rept 79-04A an 791029 & 31 
No noncomp 1 i ance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility $< Materials 

Safety Branch 79/11/19 2pp 


—8001020707 Haste Packaging Insp Rept 79-Q4A on 791029 & 31 No 
noncomp 1 iance notod Major aroas inspected compliance w/DOT U 
NRC regulation® re shipping paper requirements, DOT placard 
requirements. radiation levels 6 removable contaminations 
POTTER, J P , BROWN, R A Region 2. Atlanta, Fuel Facility «< 

Materials Safety Branch 79/11/19 5pp 


V Operator Examination® 


0001160383 Approves 791212 request for extension until Jen 1900 to 
complete annual requal i t icotion examinations All future 
examination® may be given in Jan 

COLLINS, P F Operator Licensing Branch 00/01/02 Ip 


DOCKET 30-70 GENERAL ELECTRIC TEST REACTOR 


0 Adjudicatory correspondence 


0001280467 Recommend® that R Jackson 791212 memo it NRC rept, 
"Reconnaissance Repts, Imper i« 1 Valley Enrthquak », 79101 5, " be 
sent to show cause proceeding sve list 
CHRI9TENBURY, E Hearing® Division 00/01/09 lp 


P Operating licenie stage document® 4< correspondence 


8001240252 Notification of 800129 meeting w/QE * consultants In 
QethMde.MD to discus® presentation of licensee probability 
analyst®, 

NELSON, C Operating Reactor® Branch 4 80/01/10, 3pp. 


0001310211 Notification of 000130 meeting u/venrfor in Bcthe«da<MD re 
presentation of licensee probability ana lysis. Meeting 
originally scheduled for 800129 

NELSON, C, Operating Reactors Branch 4 90/01/10 2pp 


—9001110174 IE Insp Rept 50-070/79-02 on 791023-24 No noncompliance 
noted Major areas inspected facility activities L staffing, 
operator requa 1 i f i ce 1 1 on. surve i 1 lance, rev lew 6 audit 6 
Independent effort 

FAULKENBERRY.il Region 5, San Francisco, Reactor Operations 

Nuclear Support Branch 2WETZ1G.G D Region 5, San Francisco. 
Office of the Director 79/11/20 4pp 


8001160600 Ack receipt of 791220 ltr informing NRC of steps taken to 
correct violations noted In IE Insp 

NORDERHAUO. L R Region 5, San Francisco, Safeguards Branch 

80/01/04 lp 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 
P Operating license stage documents U correspondence 


8001160533 RO on 000102, during routine shutdown maint. separat Ion switch 
far safety rod 3 felled to open at required Caused by 
misalignment of switch w/actlvatlon plunger Switches 
replaced & lock washers added 

DARM1TZEL, R H Bherwin-Wi 1 1 i ami Co 80/01/11 2pp 


G Inspection reports, IE Bulletins & correspondence 


8001160690 Ack receipt of 791220 ltr informing NRC of steps taken to 
correct violations noted in IE Insp 

NORDERHAUO, L R Region 5. San Francisco, Safeguard* Branch 

00/01/04 lp, 


DOCKET 50-87 WEST INQHGU8E CRITICAL EXPERIMENT 
Q Inspection reports, IE Bulletins 4< correspondence 


8001240243 Forwards IE Imp Rept 50-007/79-04 on 791119 It 30 
Noncomp 1 lance noted Details withheld (ref 10CFR2 7901 
HIND, J A Region 3. Chicago, Safeguards Branch 79/12/36 2pp 


—8001240247 IE Insp Rept 50-087/79-04 on 791119 It 20 No none omp I ianco 
noted Major areas Inspected security p lan, security 
□ rganl iat Ion, access control, alarm sys, keys, locks *, hardware 
Details withheld (ref 10CFR2 7901 

SCHAPER, J F Region 3, Chicago, Office of the Director 

HIND, J A Region 3, Chicago. Safeguard® Branch 79/12/21 lp 


DOCKET 90-97 CORNELL UNIV ZERO POWER REACTOR 
G Inspection reports. IE Bulletins U correspondence 


8001030052 Ack recaipt of 791112 ltr informing NRC of steps taken to 
corrtefc violation* noted in IE Imp Rept# 50-097/79-01 S, 
90-157/79-02 

BRUNNER, E J Region 1, Philadelphia, Reactor Operation® Nuclear 

Support Branch 79/12/06 Ip 


—0001030059 Responds to NRC 791019 ltr re violations noted In IE Insp 
Repts 90-097/79-01 fc 50-157/79-02 Corrective actions 
master file being assembled which will help to prevent 
missing frequencies for meetings 6 ln*p< 

CLARK, 0 D. Cornell Univ 79/11/12 lp 


—0001030069 Forward s IE Insp Rept® 30-097/79-01 U 30-157/79-02 on 
790923-27 it notlca of violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Bupport Branch 79/10/19 2pp 


—8001030074 Notice of violation from imp on 790925-27 

* Region 1, Philadelphia, Offic® of the Director 79/10/10 
Ip. 


—8001030002 IE Insp Rept® 30-097/79-01 fc 50-157/79-02 on 790925-27. 
NoncompUance noted: failure to conduct required number of 
■afety committee meetings in 1977-78 & failure to perform 
required fuel Imps within time frame. 

BR 1008, L. E, Region 1, Philadelphia, Office of the Director 
MCCABE, E C. Region I, Philadelphia, Reactor Operation® Nuclear 
Support Branch 79/10/10 6pp 


Q Impaction report*. IE Bulletin* fc correspondence 


8001110170 Forwards IE Insp Rept 50-070/79-02 on 791023-24 No 
noncompliance noted 

CREWS, J. L Region 5, San Francisco* Reactor Operation* Nuclear 

Support Branch 79/11/21 2pp 
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DOCKET SQ-ll* NORTH CAROLINA STATE UMIV RESEARCH REACTOR 


P Operating license stage documents & correspondence 


0001110422 Submits supporting info to 79J210 itr re mod to request For 
e.tensiOn oF License R-63 Ihfo re area 4r stack monitors, 
transfer of SNM From License R-63 & plan to dismantled 
decommis*! on reactor end 

SAXE, ft F North Carolina State Univ 80701 /04 5PP 


DOCKET 30-113 UM IV OF OKLAHOMA RESEARCH REACTOR 


II Genera! correspondence 


6001140472 Notifies that CU Terrell has been director of UMv of OK 
reactor since 70O9DI 

TERRELL, C LI Oklahoma. lfnl\r of 60/01/09 ip 


J Insurance & indemnity information 


8001140435 Eietuted Amend 10 to Indemnity Agreement E-26< mod i f y I ng 
prefatory language of Paragraph 4, Article I re definition of 
“in cour** of transportation " 

0AL7IWAN. J Antitrust & Indemnity Group JDRDAN, W V Oklahoma. 
Univ of 79/12/21 Ip 


DOCKET 30- 1 1 & IOWA STATE UNIV RESEARCH REACTOR 


Q Inspection, reports. IE Bulletins & correspondence 


0001020091 Forwards IE Insp Rep* 50-116/79-03 on 791025-26 Ho 
non camp) lance noted 

DAVIS. A D Region 3. Chicago. Fuel Facility 4t Materials Safety 

Branch 79/11/13 2p,p 


— 9001020096 IE In-sp Rept 50-1 16/79-D3 on 791025-24 Ho none omp 1 Lane c 
noted Major areas impacted radiation protection & radupste 

mgl 

FISHER. W L , DUDRV. N E Region 3, Chicago. Office of the 
Director 79/11/14 7pp 


DOCKET 50-125 UN IV OF MISSOURI RESEARCH REACTOR 


G Inspection reports, IE Bulletins fc correspondence 


9001 150407 Forwards IE Insp Rapt 50-123/79-02 on 791010-J2 
Ha noncompliance noted 

HEIBHMAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/IJ/24 2pP 


—9001150409 IE Insp Rept 50-123/79-02 on 791010-12 Wo nontomp l i a nc o 
noted Major area? Impacted logs lc records, procedure*, 
survei Hence, requa llFication training, review 4 aud 1 1 4 

<* r p erlments 

SOVD.D C . BROWN, C, H Region 3, Chicago. Office of the Director 
79/H/21 4pp 


8001030296 Affidavit re necessity of extension to 801001 to allou 
review of seismic 4t geologic work underway at facility 
Certificate of Svc t statement of HP Gammlll prof 
qua 1 i F i cat i ona oncl 

OAMMILL.W P Assistant Director for Operating Reactor Projects (Pro 
791000) 79/12/26 7pp 


8001170349 Notice of withdrawal from proc eed ing. a f f ec t i ve 0OO1H 
Certificate of Svc end 

MULKEY, M E Hearing Branch 2 00/01/11 3pp 


P Operating license stage documents 1 correspondence 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position an 
direct radiation mea s ureme n t a re radiological environ 
monitoring program requirements Revised stds being 
implemented In OL applicant reviews & Tech Spec update 
GAMMILL. W P Division Df Operating Reactors 79/11/27 35pp 


8001070276 Forwards NS 36 vendor 4, Fuel supplier lfcrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time U a tr a 1 n/b 1 oc ka g e Ltr* will help licensees 
respond to NRC 791109 itr re rupture strain & flow blockage 
EISENHUTi D G Division of Operating Reactors 77/11/27 3pp 


8001070362 Advises that Bulletin 4c 0 rder 6 Task Force has approved small 
brook LOCA guidelines Fot operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedure* Audit plan end 

EISENHUT.D 0 Division of Operating Reactors 79/12/17 I3pp 


8001180428 Ac k receipt of 791019 Itr re commitments & schedule for 
1 mp 1 amenta t j pd of TMI Lessons Learned Task Force 
recommendations Method uF implementation will be reviewed 
upon c ompl etlon, per NRC 791030 Itr 

DENTON. M R Off Ice of Nuclear Reactor Regulation 79/12/27 dpp 


Q Inspection reports. IE Bulletins 4. correspondence 


□DO 1 000247 Forwards IE Circular 79-25. “Shock Arrestor Strut Asaombly 
I fkten f v r e-nco 11 No written response required 

ENO ELHEN. FI H Region 5, San Francisco. Office of the Director 

79/12/20 Ip 


0001000090 forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPC I U Automatic Depr assur i lation Sys " No 
specific action or response requested 

EWGELKEN,R H Region 5, San Francisco. Office of the Director 

79/12/21 ip 


13031110028 Forwards IE Info Notice 79-33. “Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action ar 
response requested 

ENQELKEN.R H Region S. San Francisco. Office of the Director 

79/12/26 Ip 


£1001000032 Forwards evaluation of licensed responses to l£ Bulletin 
79-08. ’’Event * Relevant to nWRs Identified During TMI 
Incident ” Appropriate actions were taken to meet bulletin 
rnqul rements 

IPPOLITO, T A Operating Reactors Branch 3 79/12/27 21pp 


DOCKET 50-120 TE/A9 AS-M UN 1 9 RESEARCH REACTOR 


G Inspection reports. IE Bulletins k correspondence 


Q 001230 00B Forwards l£ Insp Rept 50-120/79-04 on 791219 NO 
nancomp I lance noted 

MADSEN . C L Region 4. Dallas, Reactor Operations Nuclear Support 

Branch BO/Ol/U 2pp 


— G0012500H IE Insp Rept 50-120/79-04 on 791219 No nonconplianc* noted 
Major areas Inspected security plan & alarm «y* Details 
withheld (ref I0CFR2 770) 

MADSEN. 0 L Region 4» Dallas. Reactor Operations Nuclear 

Support Branch EVANB. C A Region 4, Dallas, Office of the 
Director 80/01/11 ip 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT. UNIT 3 
0 Adjudicatory correspondence 


6001070437 Expresses concern over NRC cancellation of plant Insp Urges 
Insp be held it plant bs permanently closed 
FIELD. M A Affiliation Unknown 79/12/JI 3pp 


80010B0602 Forward. IE info Notica 79-34. "Inadequate Design of fidfety- 
Related Heat Eschanger* « No aetton or response required 
ENOELKEN. R H Region 9. San Francisco. Office of the Director 

79/12/27 tp 


8001100095 Forward* IE Info Notice 79-37, “Cracking in Low Pressure 
Turbine Discs w No response required 

ENQELKEW, R H Region 5, San Francisco, Office of the Director 

79/12/20 Ip 


0001150042 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow » No specific action or 
response required 

CNOELKEN.R H Region 5. S*n Francisco. Office of the Director 

79/12/31 lp 


8001 130255 Forward* IE Info Notice 79-35, “Control of Maiftt fc Essential 
Equipment “ No response required 

ENGEIKEN.R H Region 5, San Francisco, Office of the Director 

79/12/31. Ip 


6-0011 50069 Forwards IE Info Notice BO-Qt. "Fuel Handling Event* " No 
specific action or response required 

ENOELKEN.R ff Region 9, San Francisco, Office of the Director 
00/01/04 lp 
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8GO120O479 Forwards IE Bulletin BQ-01, "Operability of Automatic 
Depressur i xation 8ys Valve Pneumatic Supply H Action 
required 

CNGELKENiR H Region 5. San Francisco, Office of the Director 
QO/Ol/11 lp 


0001300624 Forwards IE Bulletin 79-010, "Environ Qua 1 i f icatio-n of Class 
IE Equipment" w/at tach monte Action required 

ENQELKEN, R H Region 3, San Francisco, Office of the Director 
00/01/15 49pp 


0001290070 Forwards TE Circular 00-01, "8vc Advice for GE Induction 
Disc Relays " No response required 

ENQELKEN, R H Region 5, Ban Francisco, Qffice of the Director 
00/01/17 lp 


U Congress i ana 1 /Ex ec ut i ve Correspondence 


0001130132 Responds to 791019 ltr re NJ Bond* request for inf-o 
concerning nuclear plants in CA Forwards responses to 
questions CA receiving no significant burden of radioactive 
matl from NRC regulated sources 

008SICK, l_ v Office of the Executive Director for Operation* 
79/11/15 4p p 


— B001 130137 Forwards NJ Bonde July 1979 request for Info re number of 
nuclear plants in CA, waste burial in CA, waste leakage into 
CA water si radwaste in bldg matl* It number of Westlnghouse 
plants in CA Requests comment 
CRANSTON. A Senate 79/10/19 5pp 


D3CKET 50-134 WORCESTER POLyfECH INST RESEARCH REACTOR 


P Operating license stage documents L correspondence 


0001300441 Submits info re annual major overhaul of reactor control 
sys for yr ending 791231 No major transfers of radioactive 
matl occurred during yr U no excess radiation exposures 
occurred Anticipates action on renewal of License R-6I 
WILBUR. L C Worcester Polytechnic Jnat 00/01/33 lp 


DOCKET 30-139 UNIV OF WASHINGTON RESEARCH REACTOR 


P Operating license stage document* & correspondence 


G001280315 Forwards proposed Amend 11 to License R-73 reducing 
possession limits to reflect actual amount of SNM in 
licensee possession Adds suction to allow offsite storage 
of fuel bundles 

BABB, A L Washington, Un i v of 00/01/16- Ip 


— B0012B0321 Proposed Amend 11 to License R-73 reducing possession limits 
to reflect actual amount of SNM in licensee possession Adda 
section to allow offsite storage of fuel bundles 
* Washington, Univ of 80/01/16 lp 


DOCKET 50-142 UCLA TRAININO REACTOR 


H General correspondence 


8001090393 Notifies NRC of change of personnel who will receive 
correspondence Ltr requesting extension of License 15-71 
end 

WEGBT, W F California, Univ of. Los Angeles 79/12/2) lp 


— 800109039B Request 6-month extension of License R-7i to complete F8AR 
O'NEILL. R R , WEGBT, W . HOBSON, J W California, Univ of, Los 
Angeles 79/12/19 2pp 


8001300419 Forward* official response to Committee to Bridge the Gap 
charges re reactor safety Ar-4 1 emission within legal 
limits Argon emission will be even less w/i ns tal la ti on of 
holdup sys W/o end 

WEGBT, H F California, UiUv of, Los Angeles 80/01/03 lp 


DOCKET 50-148 UNIV OF KANSAS RESEARCH REACTOR 


P Operating license stage documents l< correspondence 


8001110406 Notifies of intention to apply for renewal of License R-7B 
due to 600107 expiration Requests info on preparation of 
application 

HE8LER.R.B Kansas, Univ of 79/12/20 lp 


0 Inspection reports. IE Bulletins b correspondence 


8001040303 Ac k receipt of 791207 ltr responding to IE Insp ftftpt 
50-1 48/79-02 

MADSEN, Q L Region -4, Dallas, Reactor Operation* Nuclear Support 

Branch 79/12/20 Ip 


— B001040312 Responds to NRC 791109 ltr re violation noted in IE Insp 
Rfl.pt 50-14B/79-02 Asserts that facility was in compliance 
w/Tech Specs when reactor operated w/ s ub s t i tute instrument 
KRAFT. D C Kansas, Univ of 79/12/07 2pp 


DOCKET 50-150 CHID STATE UNIV RESEARCH REACTOR 


F Security, medical, emergency U fire protection plans 


0003220461 Forwards Oct 1979 revised security plan Plan withheld 
i re P 10CFR2 79Q> 

REDMOND, R F Ohio State Univ 80/01/10 Ip 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F Security, medical, emergency & fire protection plans 


8001140054 Requests estimates re evacuation op areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES, 8 K Assistant Director for Engineering & Projects 
79/11/29 4flp 


0001030925 Accepts util 790831 design criteria mod* re NRC 790404 fire 
protection safety evaluation Includes mods re fire 
detection sy*,Pir* pump header, fire barrier penetration* U 
recirculation pump area sprinklers 

Z 1EMANN, D l Operating Reactors Branch 2 79/12/17 2pp 


0 Adjudicatory correspondence 


8001030076 Three ltr* opposing storage of waste at facility 

ULOTHtJ , JADWIN, D A . TALANTIB * tf J Affiliation Unknown 79/13/04 
4pp 


8001140021 Certifies sve on 791214 of Itrs opposing storage of nuclear 
waste 

DAWNING, P T Office of the Secretary of the Commission 79/13/04 

2pp 


8001220215 Recommends closing facility in light of util application to 
increase spent fuel storage capacity Facility is not needed 
& waste* 630. 000 barrels of oil per yr Facility u*i closed 
for repairs for eight months in 1979 
DRAKE, 0 A, Affiliation Unknown 79/12/10 2pp 


— 8001220218 Request to intervene in proceedings Petitioner resides 
within 30 miles 6f facility Spent fuel accident would render 
countryside unusable 

LElTHAUBEfl.J Af f 11 iat i on Un V noun 79/12/12 lp 


— 8001220225 Request. pro as It on behalf of Northwest Coalition, to file 
pleading* out of time Extension is necessary due to 
excessively heavy personal schedule coupled u/demands of 
daily employment 

LE JT HAUSER. J A Affiliation Unknown 79/12/12 2pp 


— 8001 220231 Contention* of JA Leithauier * Northwest Coalition, in 
support of 791212 petition to intervene, re licensee request 
to expand spent fuel storage onsite 5c shipment of radwast* 
in defective drums Certificate of 3vc end, 

LE I THAUEER, J A Affiliation Unknown 79/12/13 5pp. 


8001310351 Questions mfoty of continued operation of plant due to 
advanced age of far i 1 1 ty» spent fuel problem B. permeability 
of containment shielding to gamma radiation problem Plant 
should be shut down 

DRAKE , Q A Af f i Matt on Unknown 79/12/10 3pp 


0001040120 Clarifies J Leithaustr 5c R Deyer status at members of 
Northwest Coalition Requests kntervenor status 
LEI THAU 6ER , J Northwest Coalition 79/13/12 Ip 


— 0001040124 Petition to file untimely pleading* Petitioner is 
unacquainted w/NRC rul us, regulati ons & practice! 

LE ITHAU8ER. J Northwest Coalition 79/12/12 2pp 
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800 1040137 Contention* alleging that He inset proposal 1* deficient far 
■failure to lubmlt plans for 1990-93 Contends that licensee 
does not poiiess adequate technical capabilities or nconomic 
stability Urges denial of proposed amend 
LEITHAUSEfl. J A War th ues fc C o« 1 i ti on 79/12/13 3pp 


0001000347 Order granting extension until 800100 for licensee to 
respond to J Lelthauser belated motion to file pleading out 
of tine 

0RD5EMAN. H Atomic Safety and Licensing Board Panel 79/13/26 lp 


R001 160200 Anonymous comment superimposed on I,Efl 79-Q23/0 1 X-Q 
e Affiliation Unknown 79/13/27 lp 


000116042? Apologize* #ot possible confusion in applicant 791231 motion 
for extension of time Motion referred to Midland rather than 
Dtg Rock Point 

OTEPTOE.P, Isham, Lincoln * Deals 79/12/27 lp 


B001Q90437 Request* NRC keep unit shut down pending resolution of 
issues presented in forthcoming petition 
JOHNS, B J i RIERiJ Affiliation Unknown 00/01/0.6 lp 


0001140117 Response in opposition to JA Leitheuser Northwest Coalition 
notion to file contentions out of time. If late filing 
accepted, content 1 one should be rejected for failure to meet 
standing r equlremint* Certificate of 8vc end 
MOORE, J E Hearing Branch 2 00/31/07 22pp. 


0001100060 Forwards 8J Chill QQOIQ2 itr containing denial of Christa- 
Wifi* petition for r scons ideretl on of 791023 notice of 
proposed rulemaking re storage t, disposal of raduaste. 

MOORE, J E Hearing Branch 2 80/01/00 Ip 


000 1220034 Response in opposition to JA Lilthauser L Northwest 
Coalition 791217 petition Petitioners faded to show pood 
cause for late filing Deficiencies r4 Norfchuast Coalition 
interest have not been cured Certificate of Gvc end 

OALLOj J , STEP TOE, P Consumer* Power Co GALLD, J Isham, Lincoln & 

Beale 00/01/09 26pp 


0001170334 Notice of withdrawal from proceed lug, «f fee tlve B0O1I4 
Certificate of Bye end 

MULKEYrH E Hearing Branch 3 00/01/11 3pp. 


8001280462 Order following 791303 special prehearing conference, ruling 
on Intervention petitions Sr on Chr 1 sta-Mar U U J O'Weill 
contentions Establishes discovery schedule & requests Info 
from WRC, Relevant pages of 800110 Initial dtcisinn end 
OROSBMANi H Atomic Safety and Licensing Board Panel fiO/Oj/17 
BIPP 


It Central correspondence 


B00103043B Expresses concerns arising from RC Youngdaftl CPC 791114 
Hr to former Chairman Hendrle re spent fuel compaction at 
facility Facility does not meet current safety «tds, 

DRAKE, 0 A Aff illation Unknown 79/12/10 3pp 


0001230340 Responds to 791100 t tr to President Carter re facility age* 
President's Commission findings at THt L facility restart 
Plant period of operation Is lese than half of 40-yr design 
1 i fetlme. 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/09. 2pp 


—0001330341 Forwards City of Chari evol t* Ml 79IJ0D request for action 
to ensun safety fcutlfart of Charlevoix citiiens before 
facility ret tert. Requests Ttspofise. 

CARTER, J* President of US I < Esecutlvs Offices. 79/il/19 2pf 


J. Insurance * indemnity information 


000 12 3*343 For war if * Endorsiment 79 to NELIA Policy NF-117 
Ireland, j h •Consumers Power Co. 00/01/10 2pj> 


P Operating Home stage documents lx correspondence 


0001040390 Forwards Nov 1979 Revision 1 of branch technical potltion on 
direct radiation measurements ra radiological environ 
monitoring program requirements, Revised stds being 
Implemented in OL applicant reviews U, Tach Bp sc update. 

CAMMILL.H p. Division of Operating Reactor* 77/11/37 09pp 


8001(370276 Forwards NBS9 vendpT fe fuel supplier ltr» re impact of 
cladding heating-rat* dependent burst temp effects on 
rupture time fc strein/bloelage, Utrs will help licensee* 
respond tg NRC 791107 Itr re rupture strain It flow blockage 
ElflENHUTr D 9 Division of Operating Reactor*. 79/11/27. 3pp 


00010/0362 Advises that Bulletin 6 Orders Task Force has approved small 
break LCCA guidelines for operating plants Provides schedule 
af utils to be audited to assure successful incorporation of 
revised procedure* Audit plan ei»cl 

EI6ENHUT. D 0 Division of Operating Reactors 79/12/17 I2pp 


000121 0018 Forwards tabulations re status L catagor i xat i on of SEP 
topics Tabulation* provide generolixed assessment of 
expected licensee xnvolvemant on each topic review 
VQLLMER, R H Systematic Evaluation Program Branch 79/12/21 

9pp 


0001050438 Request* extension until 000201 to provide addl info re loss 
of offsite power event*, in response to NRC 79092S request 
Manpower being diverted to implement NUREQ-03/B 
requirement* 

HOFFMAN, D P Consumer* Power Co 79/12/27 lp 


B001210253 Inform* of completion of review of 791017,30,1121,1211 L 17 
commitment* 6 schedule for implementation of Lesson* Learned 
Task Force Category A requirements Request* method of 
implementing requirements 

DCNTON, H R Office of Nuclear Reactor Regulation 79/12/27 3pp 


00012101 37 Discusses NRC seismic design evaluations indicating 
potential safety concern ro anchorage & support of safety- 
related electrical equipment Request* action plan for 
resolution of issue Draft IE info notice end 

E1SENHUT. D 0 Division of Operating Reactors 00/01/01 5pp 


0Q011OO48B Forwards drawing as supplement to 791204 Itr ra limit 
switches for valve* Drawing available In Central Files only 
KEUHINi J L Consumers Power Co 80/01/02 2pp 


0001090247 Forwards "Supp 1 amenta 1 Cask D-rop Analysis for 15-Ton Cobalt 
& 7 3-Ton Trea-II Casks " Rept Inadvertently omitted from 
791019 transmittal 

HOFFMAN, D P Consumers Power Co 00/01/07 lp 


— 0001090230 11 Gup p 1 Cask Drop Analysis for 15-Toti Cobalt & 7 S-Ton 
Treat- I ( Casks H 

* Bechtel Associates |>r of o s s i ono 1 Corp 77/04/21 17pp 


□001110433 Forwardi request for proposed Tech Spec change to.Gection 
3 7 re containment sphere leakage testing 
HOFFMAN, D P Consumers Foxier Co 00/01/07 lp 


--□001110436 Proposed changes to Tech Spec! Section 3 7 re containment 
sphere leakage testing 

DEWITT, R B Consumers Power Co 00/01/07 4pp 


0001210117 Forwards response to NRC 791207 request for info re spent 
fuel storage expansion* Provides description of piping *V5 
for spent fuel pool & lists sources of makeup water to pool 
HOFFMAN, D P Consumer* Power C-o 60/01/16 Opp 


000 1 230407 Forwards revised pages to 791227 response re requirements of 
Trt! Lessons Learned T»*k Force & action* taken 
FIELDS, H Consumers Power Co BO/01 /1G 29pp 


0001250302 Forwards correction to BOOH* Itr indicating info re fuel 
clad swelling |< rupture during LQCA Applies to both units 
HUSTON, R W Consumers Power Co BO/Ol/21 lp 


— B001230S11 Corrected copy of Itr indicating infa prepared by Exxon 
Nuclear Co, Inc re compliance w/nowly proposed NRC clad 
swelling 4 rupture models Applies to both unit* 

HOFFMAN, P P Consumers Power Co GO/Ol/21 7pp 


Q Jn*p«ctton reports* IE Bulletins tc correspondence 


0001040103 Forwards Haste Packaging Insp Rept 79-03A on 791017-18 Mo 
noncompl t ance noted 

0UTHERLAND/ J T Region 2< Atlanta, Fuel Facility & Materials 

0a fa ty Branch 79/11/15 3pp 


—0001040224 Waste Packaging Insp Rept 79-03A on 791017-18 No 

noncompliance noted Major areas Insp acted' comp 1 lance w/DOT & 

NRC regulations re shipping paper requirements , DOT placard 

rsqu Iremenls, red i a fc l on levels i< removable contaminati on 

POTTER, J P i WOODRUFF, R L Region 2, Atlanta, Fuel Facility !< 

Material# Safety Branch 79/11/13 4pp 


□001 1 10071 Forwards 790923 response to IE Bulletin 79-19, re packaging 
of low level radwaste for transport burial, in response to 
NRC 791127 Itr NRC had no record of response. 

HUSTON, R, W Consumer* Power Co 79/12/11 lp 
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— B0Q1U0076 Responds to IE Bulletin 79-19 re packaging of low level 
radwaste for transport 6 burial Personnel responsible for 
transfer of low love! radwaste are designated in plant 
administrative procedures 

Q 1 XEl , D A Consumers Power Co 79/09/23 3pp 


□001070053 Responds to IE Bulletin 79-10 Twelve sirens interlocked w/ 
plant public address iy»,w/tB«t of emergency ays on 791110 
Five areas identified whore siren was marginal in 
audibility Request for mod has been Issued 
flELDS.H Consumers Power Co 79/12/12 Ip 


0001 180149 Forwards IE Insp Rept 30-135/79-16 on 791113-16 No 
noncomp 1 iance noted 

HEISMMAN, R F Region 3# Chicago. Reactor Operations Nuclear 

Support Branch 79/12/12 2pp 


— 8001180152 IE Insp Kept 50-135/79-16 on 791113-16 No noncomp 1 1 anc e 
noted Major areas inspected shutdown margin determination! 
core power distribution 1 units, control rod scram time tests 
t* reactivity anomaly determination 

LITTLE, W 5 Region 3* Chicago, Reactor Operations Nuclear 

Support Branch CHOW, F T Region □> Chicago, Office of the 
Directoi 79/12/06 5pp 


Q001Q70059 Torwardi response to Items 5. 6 U 7 of IE Bulletin 79-02 
Expansion anchor bolts not used in concrete bloc! walls Two 
pipe supports exist utilizing angle iron as base Facility 
in extended outage during bulletin implementation 
HUQTUN, R W Consumers Power Co 79/12/13 3pp 


8001100262 Forwards IE Info Notice 79-31, “Use of Incorrect Amplified 
Response Spectra <AR8I “ No action or response required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/13 
IP 


0001000331 Forwards IE Circular 79-29, "9hocV Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/12/20 

lp 


0001200042 Forwards IE Insp Rept 50-135/79-14 on 791106-07 U 15-16 No 
noncompliance notHd 

FIORELLI.Q Region 3, Chicago, Reactor Construction tt Engineering 

Bupport Branch 79/12/20 2pp 


— 8001200045 IE Insp Rept 50-199/79-14 on 791106-07 6 15-16 No 
noncompliance noted Major areas inspected licensee actions 
re IE Bulletins 79-14,79-04 & 79-02 & followup on previously 
identified items 

DANIELSON, D H Region 3, Chicago, Reactor Construction U 

Engineering Support Branch YIN, 1 T Region 3, Chicago, Office 
□ IP the Director 79/12/19 5pp 


8001290221 Responds to IE Bulletin 79-25. “Failures of West inghouse 
DFD Relays in Safety-Related Bys “ No Westinghause BFD type 
relays used or planned for use at facility 
HOFFMAN. D P Consumers Power Co 79/12/21 lp 


0001 110004 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

KEPPLER, J 0 Rogion 3. Chicago, Office of the Director 79/12/26 

tp 


8001110269 Forwards JE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI It Automatic Deprr s suri i at i on Sys " No action 
or response requested 

KEPPLER, J 0 Rogion 3, Chicago, Office of the Director 79/12/26 

lp 


GOO 1 100006 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/27 
lp 


0001090470 Forwards IC Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs “ No response required 

KEPPLER , J 0 Region 3, Chicago, Office of the Director 79/12/28 

ip 


00011.60292 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Btruss Analysis of Piping Elbow M No specific action or 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/28 

lp 


0001100199 Forwards IE Info Notice 79-35, “Control of Matnt Essential 
Equipment “ No action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/31 


0001150124 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/01/04 
Ip 


8001230047 Responds to IE Bulletin 79-2B, "Possible Malfunction of 
NAMCQ Model EA180 Limit Switches at Elevated Tempi " 

Switches In ucs purchased before time specified in bulletin 
HOFFMAN, D P Consumers Power Co 00/01/09 lp 


6-001290500 Forwards IE Bulletin 00-01, ''Operability of Automatic 
Depress ur i xation Sys Valve Pneumatic Supply " Action 
required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 00/Oi/ll 

Ip 


0001290123 Forward* IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 90/01/17 

Ip 


5 Reportable occurrences, LERs Sc related correspondence 


6001210234 Forwards LER 79-029/03L-0 

HOFFMAN, D P Consumers Power Co 80/01/15 lp 


-“8001210240 LER 79-O29/03L-0 on 791 2l5> ne i th or plant ventilation exhaust 
fan operating during G-minuto planned activity Caused by 
turning off fans to facilitate maint Tech Specs will be 
revised 

* Consumers Power Co GO/Ol/15 lp 


B001250471 Forwards LER 79-Oifl/OlX-l 

HUSTON, R W Consumers Pqw€t Co 00/01/21 tp 


--800 1 250476 LER 79-O18/01X-1 on 790420, fo 1 1 owl ng maint. minor water leak 
observed between reactor vessel *, rod drive housing Caused 
by bad weld Mechanical expansion of drive housing against 
vessel wall sealed leak path accomplished 
* Carolina Power It Light Co 00/01/21 3pp 


6001280215 Forward* updated LER 79-01B/01X-1 

HUSTON, R W Consumers PoweT Co 80/01/21 lp 


--8001280222 Update to LER 79-01B/01X-1 on 790420, durl ng insp following 
maint, minor water leak observed at Interface between raactor 
vessel ti F—2 rod drive housing Caused by improper weld 
attaching Internal stub tube to vessel wall 
a Consumers Power Co BO/Oi/21 3pp 


U Congres sional/Execwti ve Correspondence 


9001130125 Respond* to 791029 ltr re V McCracken request for info 
concerning nuclear plants in MI Forwards list of MI plants, 
describing owner sh i p, 1 a cat i a ns, design i< starting date of 
operation RL Ferguson 791029 6 V McCracken 790926 ltr* and 
G0B9ICK i L V Office of the Executive Director for Operations 
79/11/15 Bpp 


BOO120O445 Forwards 790919 ltr from constituent RE Beyer opposing 
return ta facility to operation Response requested 
ALUD8TA, D House of Rep , Post Office & Civil Service 79/12/10 

2pp 


DOCKET 50-157 CORNELL UNIV RESEARCH REACTOR 


8 Inspection reports, IC Bulletin# & correspondence 


9001030052 Ac 5< receipt of 791112 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repti 50-097/79-01 L 
50-1 57/79-02 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/12/06 lp 


— 0001030059 Responds to NRC 791019 ltr re violations nobod in IE Insp 
Rept* 50-097/79-01 U 90-157/79-02 Corrective actions 
matter file being assembled which will help to prevent 
missing frequencies for meeting* i, insps 
CLARK, D D Cornell Univ 79/11/12 lp 


—8001030069 Forwards IE Insp Rept* 50-097/79-01 V 50-157/79-02 on 
790925-27 It notice of violation 

BRUNNER, E. J Region 1, Phi ladelphia, fteector Operations Nuclear 

Support Branch 79/10/19 2pp 
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--B00 1 03007 & Notice of violation from insp tan 790925-27 

* Region 1. Pb i Eade 1 p-h i a. Office of the Director 79 / 10/18 
lp 

— 0001030002 IE Insp ReptS 30-097/79-01 U 30-157/79-02 on 790925-27 
Noncomp 1 1 ance noted failure to conduct raquirotf number of 
safety committee meetings in 1977-76 & failure to perform 
required fuel insps within time frame 

BRIGGS. L E Region 1. Philadelphia! Office of the Director 
MCCABE. E C Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/10/18 6pp 


DOCKET 50-104 NATIONAL BUREAU OF STANDARDS REACTOR 


U Congressional/Executive Correspondence 


Q0QSJ3Q069 Respond!* to 790926 3 tr re radioactive contamination at 
research reactor NOS initiated comprehensive program to 
identify cause t* extent of contamination Smalt amount of 
Co-60 found at several locations 
HENDflIE, J h Commission 79/11/20 lp 


— 0001130077 Responds tD 790330 Itr re radioactive contamination at 
research reactor N09 initiated c oitiprahen a ive program to 
identify cause N extent of contamination Small amount of 
Co-60 found at several locations 
HENDRIE, J M Commission 79/11/20 Ip 


—8001 J3OO0O Urges NRC to continue invest Igatlon of radioactive 
contamination in area surrounding NBS test reactor Requests 
updated info 

HATH I AS i C Senate. Appropriation* 79/00/30 ip 


— 6001 130003 Request* that NRC investigate need for fc safety of both 
nucleaT reactor* in Montgomery Countr.MD to insure safety & 
address public concern 
SARBANES. P G Senate 79/07/26 1 P 


—BOOT 130006 "Rept on Nature !< Soured of Radioactive Mat! Found at NOB 
Reactor Si te " 

* Commerce! Dept of. National Bureau of Standard* 79/10/26 
92pp 


DOCKET 50-192 UNIV OF TfTJCAS RESEARCH REACTOR 


P Operating license stage documents i. correspondence 


0001100304 Application for renewal of License R-92 Forwards Annual 
Operating Rept 1978 

KLEIN. D E , FOUKEN. 0 J Texas,, Univ of S0/0I/03 4pp 


— 0001100307 Annual Operating Rept 1970 

DRAPER, E L . KLEIN. D E . BURACK. J A Texas! Univ of 70/ 12/PI 
50pp 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


P Operating license stage documents & correspondence 


S001I6D205 Notification of 000213 meeting w/vondor U NY State Energy 
RM> Authority In Silver Spring, HD to diicuss vendor progress 
in processing available technical info to provide basis for 
facility decontamination A decommissioning 
HAUGHNEY, C J Advanced Fuel ic Bpent Fuel Licensing Branch 
79/12/19 2 pp 


SOOT 1 6025 1 Summary of 791205 meeting w/vendor & NY State Energy 
R4tD Authority in Bethesda.MD re progress by vendor In 
processing technical data useful for decontamination «< 
d> commies toning of facility. 

HAUDHNEY.C J Advanced Fuel Ic Spent Fuel Licensing Branch 
79/12/19 3pp 


0001230240 Forwards LLL rept* "Seismic Analysis of Acid Liquid Waste 
Tank* at West Valley, NY » NRC "Comment Ic Consequence 
Analysis on Earthquake Risk,,..-' HJ Hall 790525 Hr & 
summary of 791210 meeting 

RDI/&E, L C Advanced Fuel Ic Spent Fuel Licensing Branch 79/12/20 


--0COI23O247 "Comment & Consequence Analysis on Earthquake Risk from Acid 
Liquid Waste Tank* at Western NY Nuclear Eve Ctr.West 
Valley. NY “ 

e Commission 79/12/20 7pp 


— Q001230257 Comments on LLL rept. "Seismic Analysis of Acid Liquid West 
Tanks at Western NY State Nuclear Svc Ctr.West Valley, NY M 
Analysis provides only estimate of strength available to 
resist specified loadings 

HALL. W J N M Neumark Consulting Engineering Services 
NRC-03-7B-15D 79/05/25 3p p 


— 0001230263 "Seismic Analysis of Acid Liquid Waste Tanks at Western l|Y 
State Nuclear Svc Center, West Valley, NY " 

L1AW, C Y . DAVITQ. A h t MURRAY, R C Lawrence Livermore Laboratory 
URCL-52600 79/03 / 3 1 63pp Available at NTI8 


—0001230270 Summary of 791210 meeting u/NFS in Silver Spring. MD rt 
analysis performed by NRC on effect of tornado on dormant 
reprocessing plant at West Valley. NY List of attendees S< 
vieiugraphs end 

CLARK. A T « HAUGHNEY. C J Advanced Fuel It Spent Fuel Licensing 
Branch 79/12/19 22pp 


DOCKET 50-206 SAN 0N3FRE NUCLEAR STATION, UNIT 1 


F Security, .medical, emergency l< fire protection plans 


BOO 1 140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
e s t ima t us end 

GRIMES, D K Assistant Director for Engineering 6 Projects 
79/11/29 4pp 


BOO 1 1 40012 Notifies of changes in security p Ian, tons i * t i ng of temporary 
placement of two addl security processing facilities S* 
hardened post in east protected area isolation zone Withheld 
per 1954 Atomic Energy Act & 1974 Energy Reorgani lat i on Act 
MEAD, J T Southern California Edison Co 79/12/12 lp 


0OO1O3G64B Forwards rapt re analysis methods to determine that fire In 
hydrogen seal oil unit would not substantially impact 
structural integrity of steel in south end of turbine bldg 
DASKIN.K P Southern California Edison Co 79/12/26 5pp 


0001230008 Responds to NRC 791211 request far addl info needed to 
complete review of safeguards contingency plan Requests addl 
time to provide info Submittal expected by 800225 
HAYNES. J Q Southern California Edison Co 80/01/15, lp 


8001290430 Forwards addl design info 8. drawing* re fire protection mod* 
to bo implemented during next refueling outage Drawings 
available in Central Files only 

BASKIN. K P Southern California Edison Co 00/01/23 6pp 


9001300453 Forwards addl licensing amend fee for safeguard* contingency 
plan l< security force training & qua 1 i f i cs t i on plan, in 
respon.su to NRC 791120 itr Addl fee combined w/previov* fee 
brings payment to Class III level 

HAYNES, J 0 Southern California Edison Co 00/01/24 2pp 


Q Adjudicatory cor r esp o nd one e 


0001250213 Forwards NRC 600102 show cause order re implementation of 
Lesson* Learned Task Force Category A requirements Requests 
description of methods used to implement requirements 
DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 2pp 


—0001250219 Order to show cause re implementation of Lessons Learned 
Task Force Category A requirements by 000131. Item 2 1 7 1 if 
exempted Imp I amen t at i on is necessary to assure public health 
& safety 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 3pp 


0001300455 Requests revolting or suspending 0L for util Voices concern 
for well-being of Southern CA 
WILSON. P Affiliation unknown* 80/01/05 Ip 


0001300420 Requests initiation of proceeding to suspend or revoke OL 
Express** concern re facility seismic design & Inadequate 
evacuation piano 

TRULL, C L Affiliation Unknown ao/01/07 3pp 


8001250112 Responds to 791231 Itr to HH Brown requesting info on Brown 
involvement in facility emergency plans during tenure as 
Director of NRC Ofc of Inti b State Program* HE Collin* memo 
L other documents supplying requested info end 
LEWIS. B H Hearing Branch 2 00/01/14 2pp 
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— 5001550116 Dlecunseft HH Drown involvement in facility emergency plans 
during tenure as Director of NRC Qfc of inti L State 
Program* Drown duties did not Involve responsibility to 
review licensee plans 

CQLLlNSi H E Assistant Director for Emergency Preparedness 
79/01/11 lp 


■ — -0001250 1 52 Act receipt of NRC reply to info submitted by K Moll for 
inclusion in State of CA nuclear power plant emergency 
response plan CA dfc gf Emergency Svcs has considered using 
Moll plan as attachment to CA plan 
KEARNB.J J California. State of 74/08/09 2pp 


— 8001250157 Advises that CA Ofc of Emergency Sv-cs radiological emergency 
response plans are being reviewed Certain areas re accident 
assessment. protective response & other related issues have 
not been sufficiently addressed 

COLLINS. H E Atomic Energy Commission 75/05/19 2,pp 


6001310061 Forwards lists of CA resident petitions re seismic 
condition* at facility Petitioners have received FR notice 
T» receipt of petition under 10CFR2 206 

SMITH. H Operating Reactors Branch 2 80/01/16 13pp 


0001230214 Forwards response to NRC 600102 order to show cause why 
licensee should not implement Category A TMI Lessons Learned 
Task Force short-term requirements by 800131 
PIOOTT.D R Chicterlng «. Gregory 00/01/20 lp 


— 0001230219 Answer to NRC 000102 order to show cause why licensee should 
not implement Category A ThI Lessons Learned Task Force 
short-term requirements by 000131 Request# relief due to 
difficulty in obtaining equipment W/Certi f icate of Bvc 
PIQDTT. D R Southern California Edison Co PIGDTT, D R Ban Diego 
0*« * Electric Co PIOOTT.D R Chickering h Gregory 00/01/19 

0pp 


—6001530225 Affidavit attesting to inability to complete implementation 
of mods to provide capability for individual valve 
operability after containment isolation signal reset L/or 
override 

NELSON. D K Southern California Edison Co OO/Ol/lB 6pp. 


— 6001230231 Affidavit attesting that shutdown of facility during Feb 
i960 will adversely impact reliability in State of CA 
"Analysis of Reliability Impacts Resulting From TMI Dackfit 
Outage" «ncl 

WHYTE.M D Southern California Edison Co BQ/OI/IQ lOpp 


— 0001230235 Affidavit attesting that delay until after 6O0&O1 in 
implementation of long-term mods to provide reset/overr ide 
ability for all automat lea 1 y Isolated valves dote not cause 
undue risk to public health U safety 

HAYNES. J 0 Southern California Edison Co BQ/Gi/16 9pp 


H General correspondence 


0001070440 Notifies of realignment of organizational responsibilities 
for design const & operation of units to achieve greater 
effectiveness New dept created to assume chief 
responsibility R Dietch named as vice president 
DRAKE. J H Southern California Edison Co 79/12/20 2pp 


P Operating license stage documents fc correspondence 


0001040390 Forwards Nov 1979 Revision i of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
Implemented In OL applicant reviews fc Tech Spec update. 

OAhMILL. W. P Division of Operating Reactors 79/11/27 35pp 


6001070276 Forwards N589 vendor L fuel supplier Ur* re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b straln/blockage Ltr* will help licensees 
respond to NRC 791109 ltr rs rupture strain fc flow blockage 
E I BENHUT . D. 0 Division of Operating Reactors 79/U/27. 3pp 


0001300269 FOIA request for documents r* seismic safety of plants 
DAVIS. 0 Affiliation Unknown 79/11/30 2pp. 


8001070362 Advlies that Bulletin b Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures. Audit plan end 

El BENHUT ( D 0 Division of Operating Reactors 79/12/17. 15pp 


6001000110 Request* Tech Specs for auxiliary feedwater «ys mods It 
revision of normal It emergency operating procedures Sample 
Tech Spec pages and 

REID. R, W. Operating Reactors Branch 4 79/12/21 12pp 


9001210080 Forward* tabulation of status It categorization of SEP 
topics Tabulation provides generalised assessment of 
expected 1 icenaoa involvement 

VOLLMER.R H Systematic Evaluation Program Branch 79/12/21 
5pp 


0001030540 Responds to W Gammill 790000 ltr requesting info re adequacy 
of electric distribution sys Info will be submitted by 
900301 

HAYNES. J 0 Southern California Edison Co 79/12/24 lp 


9001040920 Notifies that review of NRC draft evaluation of SEP Topic 
III — B Ci “Irradiati on Damage . Use of Sensitized Stainless 
Steel & Fatigue R« s i stance. " complete No comments 
HAYNES. -J Q Southern California Edleon Co 79/12/20 lp 


0001020315 Forward! executed Amend 87' cons i s t ing of Proposed Change 65 
to administrative controls It ET9 Change reflects recent 
organization changes Fee end 

AF1ENAL, A Southern California Edison Co 79/15/31 Ip 


— 6001020395 Application for Class 104tb) license to acquire . p os i e s s It 
use utilization facility as pert of Unit 1 Incorporates 
reorg a n 1 ta t i on changes Certificate of Svc end 

A RENAL. A . KOCHER.C R Southern California Edison Co THOMAS' J E 
Ban Diego ©a* It Electric Co 79/12/20 6p p 


--0001020603 Proposed Change 05 to Tech Spec 6 0 of App A It ETB 3 0 of 
App E3 Describes change It reason for change Ho safety issue 
involved Changes are administrative only Organisation cherts 
me 1 

-b Southern California Edison Co » San Diego ©a * L Electric Co 
79/12/20 3pp 


8001090309 Inform* that info requested by NRC 790912 Ur re »team 
generator water hammer will be submitted by 000115 
HAYNES, v) 0 Southern California Edison Co 79/12/31 lp 


6001210301 Discusses NRC seismic design evaluations Requests 
development of action plan to assess capability of safety- 
related electrical equipment to resist seismic forces Draft 
FE info notice end 

EISENHUT. D 0 Division of Operating Reactors 00/01/01 3pp 


6001090361 Notifies of intent to respond to NRC 79US5 ltr by 0OOHO. 
requesting addl info re auxiliary feedwater sys Response 
to 791551 ltr may require six to eight months Util 1* 
consulting w/Wei tinghouse 

HAYNES. J. O Southern California Edison Co 60/01/02 2pp 


6001 160693 Summary of 791114 meeting w/util in Rosemead. CA re HEP 
seismic review 

LEV1W.H A Systematic Evaluation Program Branch 00/01/03 99pp 


8001150312 Discusses NRC 791109 reque*t for review of fuel cladding 
strain & fuel assembly blockage to demonstrate compliance 
u/lOCFRSO 46 limits Facility has stainless steel fuel dad b 
is not effected by IOCFR30 46 limits 

BABKIN. K P Southern California Edison Co 80/01/00 2pp 


8001090205 Discusses evaluation to determine corrective actions re 
control rod misalignment limitations not in Tech Gpecs Core 
design margin allowance for rod misalignment sufficient Will 
submit request for amend to revise Tech Bpa-cn by 000215 
DASKIH.K P Southern California Edison Co 00/01/09 lp, 


0001300292 Respond* to FOIA request for documents re seismic safety of 
facilities Requeued info in LPOR in Mission Viejo. CA 
FELTON. J h Division of Rules and Records 80/01/10 ip 


0001 160542 Responds to NRC 800102 *how cause order re N0HEQ-0578 t< 
000104 request re power re 1 lab 1 1 i ty. Beaks aid in preparing 
response Forwards "Analysis of Reliability Impacts Resulting 
from Facility THI Dackfit Outage " W/o end 
DIETCH# R. Southern California Edison Co 00/01/14 3pp 


9001220388 Forwards info requested by NRC 791214 ltr r* containment 
purge L vent valve operation Purge valves dosed until 
reactor in cold shutdown condition Impossible to futher 
limit containment venting, 

BASKIN. K P Southern California Edison Co, 00/01/15 9pp 


B001290360 Updates 790412 8< 0510 Itrs re recall of 4-inch elbows 8. 
2-inch tees from Lot W6719 Lluti nuclear power plant* at 
which fittings have been located List* facilities Prom which 
fitting* have been removed 
HAYDEN. L E Eon Corp 60/01/15 2pp 
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0001220472 Submit* addi Info requested by NRC 791821 1 fcr re auxiliary 
feedwater tyi flow requirement* Provides completion 
schedule of six to eight month* for requested info 
BASK IN, k P Southern California Edison Co B0/0J/J6 2pp 


8001210195 Forwards addl info in response to TrtI Lesson* Learned Task 
Force short-term requirements re emergency power supply for 
gressuriier heaters & relief A block valves Seven regular 
siie drawings S< 32 oversiie drawings end 

UASKIN.K P Southern California Edi*on Co BO/Ol/17 70pp 


■0001210198 "Piping A I ns trumen t at ion Diagram Chemical Feed," 
* Bechtel Corp 79/03/20 lp 


^-0001210266 "Piping A Instrumentation Diagram Safety Injection Sy » " 
* Bechtel Corp 79/04/26 lp 


--B00I2J0I99 "Piping & Instrumentation Diagram Miscellaneous Water Sys “ 
* Bechtel Corp 70/06/14 Ip 


— 00012 10202 "Piping A Instrumentation Diagram Reactor Cycle Sampling 
Sy* '• 

* Bechtel Corp 76/12/13 lp 


— SCO 1 21 0205 "Piping A Instrumentation Diagram Air Conditioning Sy* " 
* Bechtel Corp 77/12/02 ip 


— 8001210212 "Piping A Instrumentation Diagram Chemical & Vo 1 Control 
Sy* " 

* Bechtel Corp 79/09/26 Ip 


■B0012102I6 "Piping A Instrumentation Diagram Radwaste Dispcsal Sy* ° 
* Bechtel Corp 77/12/23 lp 


0001290520 Forwards comment* -on NRC 791221 tabulation of statu* A 
catsgor I ia t l on of SEP topic* Significant effort* made in 
area* of flood potential U gaol ogy/se Umi>l ogy in site 

vicinity 

HAYNES. J G Southern California Edison Co 00/01/iB 2pp 


0001200334 Discusses response to NRC 800102 order to show cause re 
implementation of NUREG-Q37B Category A requirements Will 
continue operation until 800319 Shutdown on 800131 would 
severely impact power reliability in Pacific Northwest 
DIETCH* R Southern California Ed j son Co 00/01/21 2pp, 


0001290514 Forward* response to short-term & long-term recommendations 
ir> Enel 1 of NRC 791115 Itr re evaluation of auxiliary 
feedwater iys Five drawing* in Central Files only 
BASKIN* K P Southern California Edison Cp 80/01/23 2Spp 


0001300432 Forwards corrected Page 3 of App 10 to Enclosure A af 
BD0U4 |tr re power reliability Info Omitted info sent to 
R Wtiner of DOE on 6001 IS 

HAYNES. J 0 Southern California Edison Co 80/0-1/24 2pp 


0 Inspection reports* IE Bulletin* A correspondence 


7901190251 Forward* IE Circular 79-02. "Failure of 120 Volt Vital AC 
Power Supplies " 

EMOELK0N. R H Region 5, Sen Francisco. Office of the Director 
79/01/16 ip 


BOO 1 1 00563 Forwards IE tnsp Rspt 30-206/79-15 on 791015-19 A 1030-1102 
No noncopnp liance noted 

BOOK* H E Region 3. San Francisco. Fuel Facility * Material* 

Safety Branch 79/12/10 Spp 


-Q001 100566 IE In*p Kept 30-206/79-19 on 791015-19 l< 1030-1102 No 
noncamp 1 lent • noted Majtor arse* inspected radwaste handling, 
review of release r tcortfs, ef f I umt monitoring sy* A sampling 
methods 

BOOK. H E, Region 3, Ban Francisco, Fuel Facility A Materials 
Safety Branch CURTJS.V R Region 5. Sen Francisco. Office of 
the Director- 79/12/10 7pp 


BOO1O0O2S3 Forward* IE Circular 79-85, "Shod Arrestor Strut Assembly 
Interference " No written reipanie required 

ENQELKEN, R M Region 5. S«n Francisco, Office of the Director 
79/12/20 lp 


BOO 1090095 Forwards IE Info Notice 79-38. "Separation of Electrical 
Cables for FPCf A Automatic Pepresturl isti on By* " No 
specific action or reipanse requested 

ENGELK0N. R N Region 9. San Francisco* Office of the Director 
79/12/21 lp 


8001110033 Forwards IE Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Acres* Hatches 11 No specific action or 
response requested 

ENGELKEN. R H Region 5. San Francisco* Office of the Director 

79/12/26 lp 


0001000612 Forwards IE Info Notice 79-34. "Inadequate Design of 0af«ty 
Related Heat Exchangers " No action or response required 
ENQELKEN.fl H Region 5* San Francisco, Office of the Director 

79/12/27 lp 


0001 100101 Forward* IE Info Notice 79-37. "Cracking in Low Pressure 
Turbina Discs ,J No response required 

ENGELKEM. R H Region 5, Ban Francisco* Office of the Director 

79/ j 2/28 ip 


0001 130044 Forward* IE Info Notice 79-36* "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

ENQELKEN* R H Region 3* Ban Francisco* Office of the Director 

79/12/31 jp 


0001150250 Forwards IE Info Notice 79-39* "Control of Maint A Essentia. 
Equipment " No response required 

ENGELKEN.ft H Region 3. San Francisco. Office of the Director 

79/12/31 lp 


B001140451 Responds to IE Bulletin 79-20 re possible malfunction of 
NANCO Model EAlSO limit switches at elevated temps Switches 
installed or being installed hove different identification 
number Corrective action does not apply 
DIETCH, R Southern California Edison Co 00/01/02 lp 


6001150080 Forwards IE Infn Notice 80-01, "Fuel Handling Event* " No 
specific action or response required 

ENQELKEN, R H Region S* San Francisco, Office of the Director 

60/01/04 lp 


000 J 300619 Forward* IE Bulletin 79-01B. "Environ dual i f icatxon of Clas* 
IE Equipment" u/a tta chm* n t» Action required 

ENOELKEN, R H Region 3* San Francisco, Office Of the Director 

80/01/15 45pp 


0001290035 Forward* IE Circular 80-01, "Svc Advice for <3E Induction 
Disc Relays M No response required 

ENOELKEN.fl H Region 3. San Francisco, Office of the Director 

00/01/17 lp 


B0G12905D3 Advises that responses to NRC 791227 ltr requesting info re 
small break LDCA guideline* will be submitted by QO022B 
Bulletin response will be sent by 000220 

kfAVHES.J 0 Southern ■California Edison Co 80/01/23 2pp 


R Periodic operating report* A related correspondence 


8001150324 Forward* monthly operating rept for Dec 1979 

CURRAN, J M Southern California Edison Co 00/01/10 lp 


—0001150326 Monthly operating rept for Dec 1979 

WATT60N*F Southern California Edison Co 00/01/10 5pp 


S Reportable occurrence*, LER* A related correspondence 


7906220402 Forwards LER 79-000/01 T-0 

MOORE, -J, a Southern California Edison Co 79/06/10 2pp 


0001030779 Forward* info ra total A partial lot* of offsite power 
•vent*, in response to NRC 790925 request 

HAYNESiJ 0 Southern California Ediinn Co 79/12/26 7p p 


0001080460 Forward* revised chronology of events for LER 79-017, 
Revision 1 r* failure of 4eo--volt Bui 1 Change basically 
concern* util internal communications 

HEAD, J 7 Southern California Edison Co 79/12/31 6pp. 


0001880496 Forwards LER 79-O86/O3L-0 

OTTqBCJN* H„ L Southern California Edison Co 60/01/10 2pp 


— 0001820504 LER 79-086/03L-0 t ^91226, during test of steam driven 
auxiliary feedwater pump, pump inboard bearing overheated A 
failed Caused by lack of lubrication Review of bearing 
lubrication sy* will be initiated 

CURRAM, J ft Southern California Edison Co 00/01/10 ip 


0001100317 Forwards LER 79-085/03L-0 

OTTOSON.H L Southern California Edison Co 00/01/11 2pp 
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— 0001100323 LER 79-023/03L-0 on 79101 1 , during normal operation, loop C 
variable low pressure scram setpoint failed in 
ncnconservati ve direction Caused by failure of capacitor in 
loop C T-ave R/I convertor Capacitor replaced 
CURRAN- J M Southern California Edison Co 00/01/11 lp 


8001220361 Forwards results of review of operator lops undertaken to 
determine If any partial losses of offsite power resulted In 
oscillograph operation. in response to 790905 request 
HAYNES. J 0 Southern California Edison Co 00/01/10 3pp 


U Congressional /Executive Correspondence 


0001130132 Responds to 791019 ltr re NJ Bonds request for info 
concerning nuclear plants in CA Forwards responses to 
questions CA receiving no significant burden of radioactive 
matl Prom NRC regulated sources 

ODBSICK.L V Office of the Executive Director for Operations 
79/11/15 4pp 


— 0001 130137 Forwards NJ Donde July 1979 request for info re number op 
nuclear plants in CA, waste burial in CA. waste leakage into 
CA water*, radwaste in bldg matls b number of Nestinghouse 
plants in CA Requests comment 
CRANSTON, A Senate 79/10/19 5pp 


DOCKET 50-213 HADDAM NECK PLANT 


F Security, medical, emergency b fire protection plans 


B001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

ORIHESr B K Assistant Director for Engineering b Projects 
79/ i 1/29 4pp 


80-0103-0332 Forwards Revision 1 to safeguards contingency plan per 
791120 request Plan withheld <r«f 10CFR2 790) 

CQUNBIL, W 0 , SWITZER, D C Connecticut Yankee Atomic Power Co 
79/12/26 2pp 


8001030575 Forwards emergency p 1 an. Ravi s 1 on 7, updating Amend 22 to 
facility description b safety analysis 

CQUNSIL, W 0 , SWITZER, D C Connecticut Yankee Atomic Power Co 
79/ 12/28 lp 


-“8001030577 Emergency p 1 an, Rev i s i on 7, updating Amend 22 to facility 
description b safety analysis Includes agreement Itrs 6 
summary of plan 

* Connecticut Yankee Atomic Power Co BO/Ot/Ot J25pp 


BO01O9O345 Forwards fire protection review Item 3 2 3, M Fire Barrier 
Penetration Test Data, 1 ' recommending that penetration seal 
documentation be accepted 

KALLj Ft E Drookhaven National Laboratory SO/01/03 3pp 


8001 240134 Notifies that review of util 790411,0511 b 1009 submittals 
re fire protection design completed Items concerning fire 
water supply, water suppression sy s, venfci lation equipment b 
reactor coolant pump are acceptable 
LAINA3, 0 Plant Systems Branch, 00/01/04 lp 


0 Adjudicatory correspondence 


8001240519 Notifies that Lessons Learned Task Force Category A 
requirements must be implemented by 000131 or plant will be 
shut (fawn Forwards NRC 000102 show cause order 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 2pp 


— 8001240521 Order to show cause why util should not implement Lessons 
Learned Task Force Category A requirements by 000131 
DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


GOO 1 250526 Submits response to NRC 000102 thaw cause order re 
implementation of short-term Lessons Learned Task Force 
requirements Only reset logic portion of Item 2 1 4 uil not 
be resolved by 600131 

CQUNB I L> W 0 Connecticut Yankee Atomic Power Co 00/01/17 6pp 


H General correspondence 


8001090421 Accepts certification for radiological safety training b for 
NRC personnel visiting facilities in course of duties 
C0UNS1L.W Q Northeast Utilities 79/12/20 2pp 


■J Insurance b indemnity information 


0001310371 Endorsements 62 b 63 to NELIA Policy NF-151 

a Nuclear Energy Liability Insurance Association 80/01/15 2pp 


BOQ1310I69 Forwards Endorsement 57 to MAELU Policy MF-39 
IFFL AND, R R Northeast Utilities 00/01/25 2pp 


P Operating license stage documents b correspondence 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews b Tech 5pec update 
QAMFtI LL, W P Division of Operating Reactors 79/11/27 33pp 


BOO 107 0276 Forwards NS5S vendor b fuel supplier itrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b stra i n/b i oc k age Ltr* will help licensee* 
respond to NRC 791109 ltr re rupture strain b flow blockage 
EISENHUT i D 0 Division of Operating Reactors 79/U/27 3pp 


0001070362 Advises that Bulletin b Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENHUT, D 0 Division of Operating Reactors 79/12/17 i2pp 


0001220271 Forward* safety evaluation re postulated fuel handling 
accident inside containment Util evaluation of Incident is 
acceptable 

ZIEMANNiD L Operating Reactor* Branch 2 79/12/20 Ppp 


— 8001 220279 Safety evaluation re postulated fuel handling accident 
inside containment 

a Office of Nuclear Reactor Regulation 79/12/20 4pp 


0001110004 Request* Tech Specs for auxiliary feedwater *ys mods te 
revision of normal b emergency operating procedure* 

Sample Tech Spec pages end 

REID, R U Operating Reactors Branch 4 79/12/21 13pp 


8001210013 Forward* tabulation* re status b categori lat i on of SEP 
topic* Tabulation* provide generalired d*#e**ment of 
expected licensee involvement on each topic review 
VDLLNER.R H Systematic Evaluation Program Branch 79/12/21 

5pp 


0001020331 Forwerdt info re power outages, in response to NRC 790925 
ltr 

CQUN8IL, U 0 Northeast Utilities 79/12/27 ISpp 


0001140039 Responds to 791130 Hr to Hcndrie re concerns about 
requirement for automatically initiated auxiliary feedwater 
sy* at facilities Requests analysis of effect of failure to 
isolate feadw&ter flow to affected steam generator 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


B 001Q4049B Responds to NRC 790913 TMl Lesson* Learned Task Force short- 
term requirements All short-term requirement* will be 
implemented by BQ0101 Implementation rapt end 
CQUNSIL, W 0 Northeast Utilities 79/12/31 4Q4pp 


8001 170526 Request* assessment of capability of dll *a f ety-rela ted 
electrical equipment b Nonseismic Category I auxiliary 
item* to resist seismic force* Remedial measures should be 
implemented to increase safety margin* U/draft info notice 
EI0ENHUT, D Q Division of Operating Reactor* 00/01/01 5pp 


BOOl 150466 Responds to NRC 791109 request that licensee confirm vendor 
Info re fuel cladding strain b fuel assembly Plow blockage 
model* Facility utilise* stainle** steel clad fuel 2ircaluy 
clad behavior info doe* not apply 

COUNSIL, W 0 Connecticut Yankee Atomic Power Cq 00/01/07 lp 


8001250466 Bubmit* add! info re status of seismic re-evaluation 
program Forward* draft "Seismic Re-evaluation Program 
Criteria Document" for reassessment of structural adequacy 
of safety-related & RCS piping b components 
CDUNSIL, W 0 Northeast Utilities 00/01/17 3pp 


--800125047Q Draft "Seismic Re-evaluation Program Criteria Document “ 
* Northeast Utilities 00/01/17 2Bpp 
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&0012S0S19 Submits results of review of operating] records of 4B-H 
enduranc-e test nn auxiliary feedwater pumps- in response to 
ih ort-term recommendations of NRC 791011 t* 22 ltrs Intent of 
recommendation fulfilled 

COUMSIL.W 0 , LEE- U F Northeast Utilities 00/01/ 17 2p fi 


0001200394 Forwards drawings* previous! y subrni t ted, reques ted by NRC re 
s ^ f e t y~r e 1 <s t • d iy* t at power online S< loading schedules 
Drawings available in Central Files only 
COUNSIL. W C Northeast Utilities 60/01/21 2pp 


□001290221 Discusses potential i nsuf f i c 1 ency of utii 000117 response to 
NRC 600 l 02 show cause ordeT Requests bearing prior to 
NRC action 

C0UW3IL.J U 0 , FEE*W F Connecticut Yankee Atomic Power Co 

60/01/22 Ip 


D Inspection reports !E Bulletins 4. correspondence 


6001250005 Forwards IE Imp Rapt 50-213/79-10 on 791101-02 No 
non c onp l Lance noted 

BRUNNER. E J Region 1# Ph i ] ade 1 p h i a. Reactor Operations Nuclear 

Support Branch 79/11/22 2pp 


—0001250004. IE Jns p Rept 50-213/79-IB on 791101-02 No noncompliance 
noted -Major areas inspected routine insp re turning ovpt 
assignment of principal IE inspector t< followup on selected 
previous findings 

JOHNSON* D F * LA/ARUS, W J Region 1- Phi 1 ade lph 1 a- Office of the 
Director HEIHICMR R Region I. Philadelphia* Reactor 

Operations Nuclear Support Branch 79/11/21 3pp 


□001060-530 Forwards IE info Notice 79-34* "Inadequate Design of Safety- 
Related Heat Exchanger* " No action or response required 
CRIER* B H Region 1* Phi lad olpbia, Office of the Director 
79/12/27 Ip 


0001140201 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs fl No response required 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
79/12/31 Ip 


000115017-6 Forward* IE Info Notice 79-35. "Control of Malnt it Essential 
Equipment " No response required 

GRIER, B H Region 1, Philadelphia* Office of the Director 

79/12/31 Ip 


0001240016 Forwards IE Info Notice 79-36* "Computer Code Defect in 
8ti ess Analysis of Piping Elbow " No specific action or 
response required 

GRIER. B H Region !• Philadelphia* Office of the Director 
79/12/31 Ip 


0001090303 Responds to NRC 791206 ir 13 ltrs re item* of none omp 1 lance 
In radiation protection program Forwards info re status of 
corrective actlons«utll response to items of noncomp 1 lance 
U exception* to insp findings 

CQUNSIL* W G Connecticut Yankee Atomic Power Co 60/01/04 33pp 


8001150174 Forwards IE Info Notice 00-01- "Fuel Handling Events " No 
specific action or response required 

GRIER, B H Region 1* Ph i 1 a d e I p h ia. Office of the Director 

QO/Ol/04 Ip 


8001300560 Forwards IE Jnsp Rept 30-213/79-17 on 791015-19 U 24-26 No 
noncuapliance noted Details withheld (ref J0CFR2 7901 
MARTIN, H G Region 3. Philadelphia* Safeguards Branch 79/11/26 

2pp 


-- 0001 30059 7 IE Insp Rept 50-213/79-17 on 791015-19 i 24-26 Nd 
noncompliance noted Major areas inspected security plan* 
security program aud 1 1, secuT i ty organ i jafcion 6 physical 
barriers Details withheld IreF I0CFR2 790> 

JONES, E U , LADUN.R H . DEVLIN, J W Region 1, Ph 1 1 adel ph 1 a , 
Office of the Director 79/iJ/|9 Ip 


0OOJO2O136 Respond* to IE Bulletin 79-1 7* “Pipe Cracks in Stagnant 
Derated Water Sy* at PWft Plants " Visual eiaminatjon of all 
normally accessible welds at sve pressure performed per 
IWA 3240 

C0UNS1L* W 5 Northeast Utilities 79/11/20 4pp 


BO 01240330 Responds to IE Bulletin 79-02, "Pipe Support Base Plato 
Design Using Concrete Expansion Anchor Dolts M Bolts are 
being analyzed using Teledyn* Engineering Bvcs modeling 
approach 

CCHJNSIL.U C Connecticut Yankee Atomic P-owsr Co 79/12/07 Spi 


0001030222 Forwards 791206 notices of violation le of proposed 
Imposition of civil penalties W/o encls 

STELLO, V Office of Inspection h Enforcement, Office of the 
Director 79/12/13 lp 


BOO 1220593 Respond* to items of noncomp 1 i nnc e identified in lnsps on 
790214-16,26-20 & 0303-09 Forwards status rept on corrective 
action programs* re s p onse to items of noncompliance & 
exceptions to insp finding* 

COUNSIL, W 0 Connecticut Yankee Atomic Power Co 00/01/04 33pp 


6001290 171 Forward* IE Circular 00-01* "Eve Advice for CE Induction 
Disc Relays " No response required 

GRIER, D H Region 1* Ph i 1 ade l p h ia, Office of the Director 

00/01/(7 lp 


R Periodic operating reports it related correspondence 


0001210161 Forwards monthly operating rept for Dec 1979 

GRAVES, R H Connecticut Yankee Atomic Power Co 80/01/li lp 


--BQ01210163 Monthly operating rept for Dec 1979 

* Connecticut Yankee Atomic Power Co 00/01/11 8pp 


S Reportable occurrence*, LER* & related correspondence 


0001250196 RO ETS-NR/30-8 1 3/79-06 on 7912166* unp lannad release of 
radioactive gas occurred from plant site Caused by control 
valve relay failure, Release was made to stack & monitored, 
Written rept will follow within 10 day* of occurrence 
GRAVES. R H Connecticut Yankee Atomic Power Co 79/12/17 ip 


□001310340 Forward* IE Insp Rept 50-213/79-07 on 790305-09,16 U 20-23 
No non-compliance noted 

MARTIN* W 0 Region I, Fh 1 1 a <#e IpM a* Safeguard* Branch 79/12/13 

2pp 


— B0013I0344 IE Insp Rept 50-213/79-07 on 790305-09, 16 I* 20-23 No 
noncompl lane e noted Ma/or areas inspected several 
allegations re radiation protection program during 1979 
refueling outage 

^ Region 1, Philadelphia, Safeguards Branch 

NIMIT2. R L . WmTE.J R Region 1, Philadelphia, Office of the 
Di vector 79/08/21 22pp 


□001000156 Forwards JE Circular 79-25, "Shock ArrestoT Strut Assembly 
Interference M No written response required 
2o^5’*L H . B * si<Jn l ' Philadelphia, Office of the Director 


6001070106 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCT fc Automatic Depr-e 9 »ur 1 ia tl on &us " No 
specific action or response requested 

79/12/21* I, R ’ 9> ° n *’ Dir.ttor 


0001110157 Forwards IE Info Notice 79-33, ** 
Containment Equipment Access Hatchs* " No 
response requested 


Improper Closure of Primary 
specific action -or 


GRIER* B H 
79/12/21 


Region I* Philadelphia, Office of the Director 


□001020599 Forwards RO ETB-NR/50-213/79-06 

GRAVES. R H Connecticut Yankee Atomic Power Co 79/12/26 2pp 


—0001020597 RO ETS-NR/S0-213/79-06 on 7912 16, ma i n itack RMS chart 
recorder* indicated ID-minute radioactive release Caused by 
failure of RC8 level control valve relay Use of rupture 
diaphragm* for oveTprossuro protection under review 
a Connecticut Yankee Atomic Power Co 79/12/26 3pp 


8001110367 RD-BO-Oi/IP an 000103* times for sve water pumps IA ID & 
containment air recirculation fan F-17-1 failed to meet 
surveillance test Timers adjusted L test repeated u/all 
timers meeting test acceptance criteria 

GRAVES* R H Connecticut Yankee Atomic Power Co, 00/01/04 2pp 


B0O122O521 Forwards LER 60-001 /01T-0 

GRAVES, R H Connecticut Yankee Atomic Power Co 80/01/15, lp 


— 0OO122O520 LER 0O-OO1/OIT-0 on BOO 103* dur ing routine oparability 
verification t«*t*tim«T for containment air rec irculation 
fan F 17-3 failed to meet Tech Spec I imi ts. Cauied by four 
timer* having prematura time-out condition Units cleaned 
GRAVES * R, H Connecticut Yankee Atomic Power Co 80/01/15, 2pp 


0001240457 Forwards LER B0-002/0PL-0. 

OR AYES, R W Connatticut Yankee Atomic Power Co 60/01/10 ip 
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--0001240461 LER 0O-OO2/O3L-O on 791224. during mod of drains in emergency 
diesel generator 2A cub ical. condui t containing neutral leads 
to transformer were cut Caused by const drawings not 
indicating proper position of conduit in concrete slab 
FERGUSON. vl H Connecticut Yankee Atomic Power Co B0/01/18 2pp 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F Security* medicali emergency ft Pire prutecfcinn plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end ■ 

GRIMES* J3 K Assistant Director for Engineering ft Projects 
79/11/29 4pp 


0001000537 Submits info requested by NR C re fire protection mods to 
control room ventilation sys Smoke detectors, dampers ft fans 
will prevent smoke recirculation in control room 
FINFROCK, I R Jersey Central Power ft Light Co 79/12/20 2pp 


0001030459 Forwards upgraded emergency plan in response tD NRC 791010 
request Requests one yr from date of approval to complete 
implementation 

FINFROCK* I ft Jersey Central Power ft Light Co 79/12/31 Ip 


--GOO I 030468 Emergency plan 

a Jersey Central Power & Light Co 79/12/31 324pp 


0001180327 Notifies of slippage In implementation schedule for fire 
protection mods Caused by eng ineer ing. procurement ft manpower 
problems ft Increased workload Most mods will be completed 
by end of current refueling outage 

FINFROCK* 1 ft Jersey Central Power ft Light Co BO/Oi/14 2pp 


<5 Adjudicatory correspondence 


800-1250200 Forwards NRC 800102 confirmatory order re implementation of 
Lessons Learned Task Force Category A requirements prior to 
plant operation Requests description of methods used to 
implement requirements 

DENTON* H R Off ice of Nuclear Reactor Regulation 80/01/02 2pp 


--B00I25O21 1 Orders implementation of Lessons Learned Task Force Category 
A requirements by 800131 Item 2 1 7a is exempted 
Implementation necessary to assure public health & safety 
DENTON* H ft Office of Nuclear Reactor Regulation 80/01/02 4pp 


P Operating license stage documents ft correspondence 


7910170010 Discusses need for sddl confirmatory full scale tests to 
establish uncertainty In load magnitudes re condensation 
oscillation load definition procedures Draft ltr to Mark I 
utils re test program end 

GRIMES, H K Assistant Director for Systems Engineering <Pre 
791030) 77/09/25 4pp 


BOO 1040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews & Tech Spec update 
OAMimLrW P Division of Operating Reactors 79/11/27 35pp 


800121 0015 Forwards tabulation re status ft c a teg a r l m ti on of bCP 
topics Tabulation provides g en e r a 1 i t o d Assessment of 
expected licensee involvement on each topic review 
VQLL MER * R H Systematic Evaluation Program Branch 79/13/21 

5pp 


0001210260 Forwards add! info re SEP Topic III —A * "Gelsmic Design 
Considerations,' 1 in response to NRC request Advise* of 
status of util actions re areas discussed during 790717-lH 
seismic review meeting 

FINFROCK, I R Jerssy Central Power Sc Light Co 79/12/21 Dpp 


0001240526 Discusses 791221 telcon re status of gaseous effluent 
releases from facility Submits list of NRC understanding of 
actions It evaluations taken or under way 

ALLAN* J M Region 1. Philadelphia- Office of the Director 

79/12/26 2pp 


8001240502 Discusses potential overvoltage condition found by util 
analysis per NRC 790808 ltr re adequacy of station elect! ic 
distribution sys voltages More comprehensive enforcement re 
overvoltage concern recommended 

EISENHJ7, D G Division of Operating Reactors 79/12/27 *?pp 


BOO 107 0340 Forwards response to NRC request for info r* Implementation 
of NUREQ-0370 recommendations Two oversilo- drawings end 
FINFROCK. I R Jersey Central Power ft Light Co B0/0L/04 64pp 


BOO 109 0368 Forwards UR9/JA Glume ft Associates M f5 i te~Sp sc if 1 c Response 
Spectra " Summarises results re docketed info* Wnstcn 
geophysical study ft s i te -s pec i f 1 c spectra 

FINFROCK, I R Jersey Central Power ft Light Co 80/01/04 3pp 


— 8001090371 "Bite-Specific Response Spectra " 

* URS/ John A Blume ft Assoc Engineers tsubs of URQ) 79/12/C1S 
17 pp 


BOO 1 24 009 5 Concurs u/utll 790931 request for relief from NN(, increased 
surveillance ft reporting requirements re control rod drives 
Facility has boon operating w/o relevant incident- for eight 
yrs 

7IEKANN.D L Operating Reactors Oranth 2 0(5/01/04 Jpp 


B001310052 Forwards Amend 43 to License DPfl-LA, safety evaluation ft 
notice of issuance ft availaility 

ZIEMANN, D L Operating Reactors Ilrnnch 2 00/01/04 2pp 


— 0001310060 Amend 43 to L 1 c ens e- 16* a l I owing unloading ft re I nadlng of 
core fuel w/o use of blade guide* tD support ronlrnl rod* 
in inserted position 

ZIEMANN, D L Operating Reactor* Branch 2 D0/01/04, Dpp, 


— 0001310066 Safety evaluation supporting Amend 43 to License DHl -Ift 
* Offico of Nuclear Reactor Regulation 00/01/04 4pp 


— 0001310071 Notice of issuance ft availability of Amend 43 to License 
DPR-* 1 6 

ZIEMANN* D L Operating Reactor* Branch 2 00/01/04 tipp 


8001210040 Requests revision of safeguard* contingency plan In 
accordance w/commervt* in enc I NRC ltr NflC ltr withheld 
(ref 10CFR2 790) 

ZIEMANNjD L Operating Reactor* Branch 2 00/01/0/ i|p p 


8001070276 Forward* NS8S vendor ft fuel supplier ltr* re Impact of 
cladding heating-rate dependent hurst temp effects on 
rupture time ft straln/b loc kage Ltn will help licensee* 
respond to NRC 791109 ltr re rupture strain ft flow blockage 
EIBENHUT, D 0 Division of Operating Reactors 79/11/27 3pp 


B001220457 Discusses analysis op Exxon DWR clad swelling ft rupture 
model in light of NRG proposed model for ECC8 evaluation 
Model it conservative Present Exxon licensing analysis ft 
facility ECCQ limits acceptable 

FINFROCK* I R Jersey Central Power ft Light fa 00/01/1 b Ip 


0OO1O3OB66 Discusses water level ft sys responses in DDRs* per 790502 
generic review Safety analysis levels for reactor coolant 
Inventory transients should be conservative 

EIBENHUT, D q Division of Operating Reactor* 79/12/12 2pp 


9001070362 Advises that Bulletin ft Orders Task Force has approved small 
break LOCA guideline* for operating plants Provides schedule 
of utils to bo audited to assure successful incorporation of 
revised procedures Audit plan end 

E1SENHUT* D Q Division of Operating Reactors 79/12/17 12pp 


0001020467 Forwards ad d 1 seismic design documentation re BEP Topic 
IJ I—6i "Seismic Design Consideration." in response to NRC 
reqt bs t 

FINFROCK. I R. Jersey Central Power ft Light Co 79/12/21 7pp 


Q Inspection reports. IE Bulletins ft correspondence 

0001040108 Forwards Haste Packaging Insp Ropt 79-03A on 791017-10 Mpj 
none amp 1 lane e noted 

SUTHERLAND* J T Region 2* Atlanta* Fuol Facility ft Materials 

Safety Branch 77/11/15 Spp 

—0001040224 Neste Packaging Insp Ropfc 79-01A on 791017-10 No 

noncompl iance noted Major areas Inspected compliance u/nOT ft 
NRC regulations ra shipping paper requirements. DOT placard 
requirements* radiation levels ft removable contamination 

woodruff. R l Region 2* Atlanta, Fuel Rac ill by ft 

Materials Safety Branch 79/11/13 4pp 


0001240169 Forwards updated rotponse to IE DglWtin 79-02. Flaw t i on 2, 
"P pe Support Base Plate Design* Using Concrete Expansion 

S«w. B iiiJe‘ a M rt factor used far const of facility 
is five Unit designed using QBE criteria v 
R0S8.D A Jersoy Central Power ft Light Co 79/12/07 0pp, 
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90011504 IS Forward* IE Imp Rept 50-219/79-22 cm 79JIOO No 
nanetmp J iance noted 

SMITH. 0 H Region 1, Philadelphia, Fual Facility & Materials 

Safety Branch 79/12/19 2gp 


—0001150417 IE Imp Rapt 50-219/79-22 an 791130 No noncomp 1 iance noted 
Major area* inspected licensee emergency drill 

BORES. R J * DONALDSON. D E Region li Ph i lad * 1 ph ia. DPPice of the 
Director 79/12/17 3pp 


0OO1OBO164 Forward* IE Circular 79-25. "Shack Arrestor Strut Assembly 
Interference ’’ No written response required 

CRIER. 0 H Region 1. Ph 1 la d f 1 ph la. Offite of the Director 
79/12/20 Ip 


6001070119 Forward* IE Info Notice 79-32. "Separation of Electrical 
Cable* for HPCI & Automatic Dep re* *ur i ia t i on Sys " No 
specific action or rejponee requested 

ORIER.B H Region 1. Philadelphia! Office op the Director 
79/12/21 Ip 


6001110171 Forward* IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER.O H Region 1. Philadelphia, Office of the Director 
79/12/21 Jp 


0001240351 Respond * to IE Bulletin 79-23 r» failures of Hestinghouse 
BFD relay* in sa f e ty-re 1 a ted sy* No Meetinghouse BFD relay* 
are used at facility 

R058.D A J#T*ey Central Power & Light Co 79/12/21, lp 


G0010B063B Forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Heat Exchanger* “ No action or response required 
ORIER.B H Region 1* Philadelphia, Office of the Director 
79/12/27 lp 


80DI14020& Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Disc* " No response required 

ORIER.B H Region 1. Philadelphia, Office of the Director 
79/12/31 kp 


POOI 130077 Forward* IE Info Notice 79-36, "Computer Code Defect In 
Stress Analysis of Piping Elbow " No specific action or 
response required 

DRIER. D H Region 1. Philadelphia, Offite of the Director 
79/12/31 ip 


6001 150107 Forward * IE Info Notice 79-35, "Control of Hatnt fc Essential 
Equipment " No response required 

ORIER.B H Region 1. Philadelphia. Office of the Director 
79/12/3J Ip 


6001310137 Requests assessment of capability of safety-related 
electrical equipment to resist Seismic fore** 1* 

Implementation of remedial measures,** ne-csitary. to increase 
safety marg ins, Forward * related draft IE info notice 
E1SENHUT. D 0 Division of Operating Reactors 60/01/01 5pp 


0001200407 Forward* IE Bulletin 80-01, "Operability of Automatic 
Depressuri i at ion By* Valve pneumatic Supply Jl Action 
r squired 

ORIER.B M Region 1. Philadelphia, Office of the Director 
80/01/ K4 lp 


000 1290100 Forwards IE Circular 80-01* "Svc Advice for GE Induction 
Disc Relays. " No response required 

DRIER, B H Region 1. Philadelphia* Office of the Director 
80/01/17 lp 


R Periodic operating report* & related correspondence 


0001140400 Forwards Battel 1« Columbus Labi "Waodborer Study Associated 
U/Oystsr Creek Generating Station.” quarterly progress rapt 
for 790809-1100 

F INFROCK, I R Jersey Central Power L Light Co ©0/01/04 lp 


—0001140492 "Woodborer Study Associated W/py*ter Creek Generating 
Station, " quarterly progress rept for 79O0O9-HO8 
RICHARDS* 6 R , BELHORE. C l , HILLMAN. P E Battalia Memorial 
Institute. Columbus Laboratories, 79/12/19 37pp 


8001240350 Forward* monthly operating rept for Dec 1979 

FINFPOCK, 1 R Jersey Central Power & Light Co, BO/Oi/15 Ip 


— 0001240334 Monthly operating rept for Dec 1979 

MCCLAIN. C K Jrriey Central Rawer t Light Co BO/Ol/12 9pp 


S Reportable occurrence*. LERs related correspondence 


8001140277 Forwards Nanroutine Environ Operating Rept 50-219/79-8 
RGBS. D A Jersey Central Power & Light Co 80/01/07 lp 


8001140236 Nonroutine Environ Operating Rept 30-219/79-8 an 791220, u/ 
plant in steady state op era t i on. d il ut 1 an pump trippod Caused 
by low seal water pressure Starting & tripping switching 
reset Lube oil pressure restored 

* Jersey Central Power 6 Light Co 80/01/07 2pp 


6001 1 40342 R0-50/219/B0/l-ip on 800105, while performing electromatic 
relief valve operability test, e 1 ec tr omattc relief valve D 
failed to open Cause undetermined Corrective action to be 
determined 

CARROLL. J T Jersey Central Power & Light Co 00/01/07 3pp 


0001 1 50645 Forwards RO 30/21 9/BO/I-lP 

CARROLL* J T Jersey Central Power 8, Light Co BO/01/07 Ip 


— 0001130654 RO 50/219/60/1-1 P an Q00103, while in shutdown mode during 
operability tea fe, el ectromatic relief valve D failed to open 
Cause unknown Corrective action will be determined later 
HINRICHS.Q H Jersey Central Power & Light Cn 60/01/07 2pp 


3001150626 Sup p l to RQa 50-2 J 9 /79/ 1 0-3L b 50-219/79/26-3L radioactivity 
from pipe leaks contained within area of excavation Concrete 
floor U walls of vault enclosure poured, ensuring containment 
of radioactivity in case of leaks 

* Jersey Central Power it Light Co 80/01/13 lp 


80011603-69 Forward* Nonroutine Environ Operating Rept 50-219/60-1 
ROSS, D A Jersey Central Power 8, Light Co 00/01/13 Ip 


--B0011E0379 Nonrautino Environ Operating Rept 50-219/80-i nn 600105, 
flshklll occurred in Oyster Crook Caused by ambient water 
temp below safe temp far affected species No further 
morta lity expected 

* Jersey Central Power & Light Co 30/01/15 3pp 


0001230520 Nonroutine Environ Operating Rept 30-219/80-1 on 000103, 
during controlled reactor shutdown, more than 3.000 fiah of 
various species found dead Apparently caused by ambient 
water temp 

* Jersey Centra] Power f. Light Co 80/01/15 Ipp 


8001240456 Forward* HO 50-219/603-10 

CARROLL* J T Jersey Central Power L Light Co 00/01/17 lp 


—0001240459 RO 30-219/00/3- 1 p on 791116 discovered two crack indication* 
in core spray sparger piping for By* 2 Cause 1* being 
investigated Corrective action to be determined after full 
investigation 

CERVENKA, P F Jersey Central Power & Light Cn 00/01/1/ 2pp 


0OOJ23O239 Forward* add 1 info re lass of offsite power, in response to 
NRC 790925 1 tr Includes sketch of offsite power Peed* & 

RO* 30-219/77-17-3L. 30-21 9/70-03/03L-0, 50-21 9/70-1 4/3L-0, 
50-219/74/17. 3O-219/70-1O/1T-O !» AO 73-1*7 

FINFROCK. I R Jer*«y Central Power l Light Co 00/01/10 3pp 


— 3001230245 AD 73-19 when cla-sing signal was applied to breaker S1A, loss 
of power occurred at 4160-volt ac bus 1A causing trip of 
variou* pump* Caused by incorrect setting of current 
transformer ratio matching taps Tapi set properly 
* Jersey Central Power & Light Co 75/09/00 5pp 


3001230250 RO 50-2 1 9/77-I7-3L on 770728. bu* C lost power when breakers 
1C & EC opened due ta activation of relays Cause unknown 
Breaker EC closed 4 megger readings retaken Current 
transformers inspected Relay wiring checked 
* Jersey Central Power & Light Co 77/06/26 4pp 


G001230234 RO 50-2 1 9/7B-03/3L-0 on 76021 4, * tartup transformer lockout 
065A alarm annunciated in control room Caused by fault in 
cable Cable standoffs insp acted . c 1 eaned & varnished 
Evaluation being performed on cable 
* Jersey Central Power & Light Co 78/03/15 3pp 


— 0001230263 RO 30-2 l 9/78-14/3L-0 on 70OB24, dur ing plant shutdown, power 
source* for auxiliary electrical power sys did not meet 
reactor power operation requirement** causing breaker* to 
trip Cause under investigation 

» Jersey Central Power «< Light Co. 78/09/22 3pp 
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--000 1 230272 AQ 80-219/74/17 an 740307, d ur l ng transfer af power from 
■auxiliary to startup trans Former, c 1 os i ng twitch for breaker 
SI U would not operate Caused by component failure of 
closing spring not being in charged position 
# Jersey Central Power 6 Light Co 74/03/15 3pp 


—8001230276 RO 50-219/70- 1 0/ iT-0 Dn 7B0607, during *ys c hec k out* brea k er 
permissive switch for breaker SIP found in trip position 
Switching orders did not specify placing permissive switch 
hack to normal after 700321 trip 

* Jersey Central Power & Light Co 70/04/23 4pp 


9001240430 forwards LER 79-044/03L-0 

ROSS, D A Jersey Central Power & Light Co 00/01/lB lp 


— 3001240433 LER 79-044/03L-0 on 791219, valve V-26-17 was blocked from 
opening more than 907. Caused by placement of scaffolding by 
contractor personnel Blockage cleared & proper valve 
operation verified 

RQSS. D A Jersey Central Power Light Co 00/01/10 3pp 


3001300237 Forwards LER B0-00I/Q1T-0 

HOG9, D A Jersey Central Power U Light Co 00/01/21 ip 


—0001260256 LER 00-001 /Ol T~o on 800103, while performing sUctromatic 
relief vaivD operability test, emergency veleie valve D 
failed to open Caused by component failure due to retainer 
ring being backed off appro* six threads 

ROSSiD A Jersey Central Power & Light Co 80/01/21 3pp 


BOO 1290402 Forwards LER 79-043/036-0 

FINFROCK, I R Jersey Central Power it Light Co 80/01/24 ip 


— B001290493 LER 79-043/O3L-O on 791223, while performing surveillance 
test on reartor bldg to suppression chamber air operated 
vacuum breakers, valve V-26-16 failed Cause undetermined 
Valve to be inspected during outage & tested after maint 
ROBS, D A Jersey Central Power t< Light Co 00/01/24 3pp 


DOCKET 80-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


000 1 1 40054 Requests estimates re evacuation op areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES, B K Assistant Director for Engineering k Projects 
79/11/29 4pp 


6001230000 Forwards summary of NRC 791210-13 audit of small break LOCA 
emergency procedures t, operator retraining at selected G£ 

DWR operating plants List of attendees end 

THOMAS, C D TMI-2 Unresolved Safety Issues 00/01/03 I2pp 


000 1 090300 Responds to NRC 791010 1 fcr re upgraded emergency plan Util 
will submit updated plan on B00115 

RHODE. 0 K Niagara Mohawk Power Corp 00/01/04 lp 


0001240451 Notifies that updated emergency plan will be delayed to 
incorporate new info from NRC 800119 workshop in NY City 
Updated plan will be filed within 10 days of workshop 
DISE, D P Niagara Mohawk Power Corp 60/01/14 lp 


8001290261 Forwards draft upgraded emergency plan, in response to NRC 
79ioto request Plan contains info protected under Privacy 
Act 

OISE, D P Niagara Mohawk Power Corp BQ/Ol/29 lp 


G Adjudicatory correspondence 


□001280292 Answer to Commission 000102 show cause order re 
recommendations of NUREG-057B Item re direct indication of 
safety & relief valve position will not be complied w/by 
B-QO 131 Necessary equipment expected 000229 Exhibits end 
BARTLETT. J Niagara Mohawk Power Corp 80/01/22 lOpp 


H General correspondence 


8001000015 Ack receipt of Ny State Consumer Protection Board 79101B 1 tT 
requesting info on as-built drawing requirements it 
expressing concerns r* safety of recent refueling outage 
1QCFR50 & Kemeny Commission Recommendation D 6 one 1 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/14 78pp 


--0001080010 Requests info on behalf of NV State Consular Protection 
Board re as-built drawing requirements Expresses concerns re 
safety of recent refueling outage 
WARDEN, J* F New York, State of 79/10/IB Ip 


P Operating license stage documents & correspondence 


BOO 1040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews It Tech Spec update 
GAMMILL, W P Division of Operating Reactors 79/11/27 35pp 


0001070276 Forwards NSBfi vendor * fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time & straln/blockag* Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain it Plow blockage, 
EIBENHUT.D G Division of Operating Reactors 79/H/27 3pp 


0001160500 Forwards request for addl Info needed for evaluation of 
electrical overr i tf e/by pass aspects of containment purge sys 
LA1NA8, 0 Plant Bystems Branch 79/12/11 ipp 


9001070362 Advises that Bulletin L Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EI5ENHUT, D 0 Division of Operating Reactors 79/12/17, 12pp 


0001030323 Discusses completion of stainless steel coupon surveillance 
program Stainless steel samples removed from steam, steam 
water it water phases of reactor vessel & analyied Results 
show all sensltliad specimens had intergrannular attack 
DI8E.D P Niagara Mohawk Power Carp 79/12/27 ip 


8001030594 Responds to NRC 791109 ltr requesting info re models used 
for cladding strain it assembly blockage in ECC9 Calculations 
at conservative as new models outlined in NRC 791109 ltr 
No further calculations necessary 

DISE, D, P Niagara Mohawk Power Corp 79/12/27 ip 


0001070309 Forwards design details 4 status of outstanding commitments 
to recommendations of NUREG-037B 

DISC'D P Niagara Mohawk Power Corp 79/12/31 36p p 


8001170309 Forwards NALCO Chemical Co 791119 final rept re 791029 & 29 
chemical treatment test of main condenser cooling water 
DIBE, D p Niagara Mohawk Power Corp 00/01/11 Ip 


--0001170392 Final rapt r# 791029 fc 29 chemical treatment test of main 
condenser cooling water NY Btate Dept of Environ 
Conservation 791129 ltr to util end 
SCQTTrJ R PPG Industries, Inc 79/11/19 I0pp 


8001230196 Discusses new util position re installation of voltage 
alarms 0a f tty-grade alarm tyi should be Installed 
on motor generator sets by Spring 1901 as final solution 
Surveillance will continue in accordance w/NRC 700007 ltr 
DISE, D P Niagara Mohawk Power Corp GO/Oi/14 Ip, 


a Inspection reports, IE Bulletins it correspondence 


0001020713 Responds to IE Bulletin 79-23, "Failures of Uestlnghouse BFD 
Relays in Safety-Related 8ys " Plant insp I* review of 
station records reveals no Westinghoufv BFD or NDFD relays 
installed in saf • ty-re lated or operational functions 
SCHNEIDER, R ft Niagara Mohawk Power CoTp 79/11/26 Ip 


□001240163 Forwards response to IE Bulletin 79-02, Re vi lion 2, "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts *’ Less than five base supports found anchored In 
concrete block walls Support design found adequate 
SCHNEIDER, R R Niagara Mohawk Power Corp 79/12/10 4pp 


6001240303 Responds to IE Bulletin 79-26, ‘’Boron Lots From BWR Control 
Blades *■ Util has control blade changeout program which 
assures that blades do not exceed lifetime limit Program is 
in compliance w/IE Bulletin 79-24 

SCHNEIDER. R R Niagara Mohawk Power Corp 79/12/17 lp 


0001000170 Forwards IE Circular 79-23, "Shock Arrestor Btrut Assembly 
Interference " No written response required 
QRIER.B H Region 1, Philadelphia, Office of the Director 
79/12/20 1? 
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0OOlO7Old4 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cablet for HPCl S< Automatic Depr eiturnati on 3y« " No 
specific action or response requested 

CRIER.D H Region 1. P h i 1 ado Ip h i a. Office of the Director 
79/12/21 Ip 


9O01UO190 Forward * IE Info Notice 79-33, "Improper Closure af Primary 
Containment Equipment Access Hatchet " No specific action or 
response requested 

GREER, B H Region I. Ph i lad elph ia, Office of the Director 

79/12/21 


S0O10BO634 forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Hist Exchangers " No action ot response required 
OUlERiB H Region 1* Ph i lad e 1 ph la. Office of th© Director 
79/12/27 ip 


£001140222 Forward* IE Info Notice 79-37. "Cracking in Lou Pressure 
Turbine Discs 11 No response required 

ORIER.O H Region 1 > Ph i ] ade 1 p h va. Office of the Director 
79/12/31 Ip 


DOCKET 50-223 UN IV OF LOWELL RESEARCH REACTOR 


0 Inspection reports. IE Bulletins & correspondence 


BOO 1040736 Forwards IE Insp Repts 50-223/79-02 & 70-0730/79-01 on 
790905 No nontompliance noted 

MARTIN. W 0 R-e g ion !> Philadelphia. Safeguards Branch 79/11/15 

2p p 


— 900 1040737 IE Insp ftepfcs 50-223/79-02 & 70-073B/79-01 on 790905 No 
nancomp 1 i anc a noted Major areas inspected matl control 6 
a< c o anting 

BUMMERS. R J Region 1. Ph llad e 1 ph i a. Office of the Director 

OOYNER.JH Region 1. Ph 1 lade 1 phia. Safeguards Branch 

79/10/25 3pp 


DOCKET 50-234 UN IV OF CALIFORNIA RESEARCH REACTOR 


0 Adjudicatory correspondence 


£001(50094 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 1 

GRIER. 0 H Region !■ Philadelphia. Office of the Director 
79/12/31 Ip 


3001150207 Forwards IE Info Notice 79-35. "Control of Maint U Essential 
Equipment “ No response required 

ORIER.B H Region 1. Ph 1 1 ade iph ja . Office of th* Director 

79/12/3! i ? 


0001220047 Ac k lecoipfc of petition requesting NRC to suspend all 
activities ot f «ic 1 1 lty , order removal of radioactive matl & 
permanently revoke DL Petition being treated under 
10CFR2 206 Draft FR notice end 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/10 2pp 


BOO 1220594 Ack receipt of l tr in support of Friends of the Earth 79121 
request pit 1QCFR2 206 that NRC restrict operation of 
facility FR notice end 

DENTON. H R Office of Nuclear Reactor Regulation B0/01/10 Ip 


— B0D1220AQ0 Notice of request for action under 1DCFR2 206 Friends of the 
Earth 79S112 petition requests order he issued to suspend 
activities Of reactor at Univ of CA.Bcrkeley 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/10 Ip 


BOOl 150204 Forwards IE Info Notice 00-01. "FueJ Handling Events " Nn 
specific action gr reipons* required 

GRIER, B H Region |« Philadelphia. Office a# the Director 
80/01/04, Ip 


00012B0490 Forwards IE 
Dip r c i surf ration Sy* 
required 

GRIER. B H Region 
80/01/14 Ip 


Bulletin BO - 01 , "Operability of Automatic 
Valve Pneumatic Supply " Action 

1j Philadelphia. Office of th& Director 


8001290306 Forward! IE Bulletin 79-01B. "Environ Dual i f i-ca t i on gf Class 
IE Equipment" u/attaehment* Action required 

GRIER. 3 W Region l. Philadelphia. Office -of the Director 
BO/Ol/14 Ip 


DOCKET 50-220 AEROTEST RADIOGRAPHY 8c RESEARCH REACTOR 
O Inspection reports, IE Bulletins 6 c or r esp ond&nc b 


£001280460 Forward! IE Insp Rept 50-220/79-03 on 791213-14 No 
Aoncomp J iance noted 1 Rept withheld (ref 10CFR2 7?0> 

NORDENHAUO, L R Region 5, Ban Francisco, Safeguards Branch 

80/01/07 2pp 


BOO 12901 9 5 Forward i IE Circular 00-Q1, "Svt Advice for GE Induction 
Disc Relays w No response required 

DRIER. D H Region 1. Ph 1 1 adelph ia , Office pf tlhe Director 
30/01/17 Ip 


S Reportable occurrences. LER* L related c o-rresponden t e 


£001220312 Forwards LEB 80-002/04L-0 

BARTLETT.*! Niagara Mohawk Payer Corp BO/Oil/16 Ip 


—800 1 220520 LER 80-002/04L— 0 on E&O) 09. dur mj steady state operation, 
review of differential recorder revealed -condenser inlet/ 
icreenwell discharge differential temp went over 
established limits Caused by instrument malfunction 
FALI0E. M Niagara Mohawk Pow*t Corp B0/01/J6 Ip 


8001230 1B3 Forwards LER 80-001 /03L-0 

DARTLETT, J Niagara Mohawk Power Carp 00/01/16 Ip 


DOCKET 50-237 DRESDEN NUCLEAR POWER 9T AT ION. UNIT 2 
F Security, medical, emergency f, fire protection plans 


0OO114CO54 Requests estimates re evacuation of areas around nuclear 
power Tractors Format for reporting evacuation time 
estimates end 

GRIMES. D K Assistant Dirot-tor for Engineering t, Projects 
79/11/29 4pp 


8001030570 Advises that Subitems a-e are acceptable per fire protection 
review of Item 3 1 3 re water suppression Add! info needed 
re sprinkler sys cable concentration on munanine turbine 
bids Item 3 J 6 still open re gas suppression sys 
HALL . R E Braa k haven National Laboratory 79/12/28 Ip 


3001110429 Informs that fees identified in NRC 791207 & 10 Ifcrs re 
review of security personnel training h qual if ication plans 
are acceptable Payment end 

PEOPLES. D L Commonwealth Edison Co 79/12/31 2pp 


-8001230199 LER BO-0QI/O3L-O on 000102. during steady state operation, 
calculations determined planar linear heat generation 
rate exceeded Tech Specs Cause unknown Power decreased 
Calculation revealed heating generation rate within limits 
FALI8E. M J Niagara Mohawk Power Corp Q0/01/10 Ip 


8001 290473 Forward* LER BO-003/OiT-O 

BARTLETT, -J Niagara Mohawk Power Corp B0/Q1/21 


— B0O129O4BO LER 80-003/QIT-0 on QO01O9. lab analysis not performed on 
charcoal filter sample* from R* bldg 8. control room 
emergency ventilation sys per Tech Spec* Caused by change in 
operating cycle length Hill r*vUe surveillance schedule 
FALI8E.M Niagara Mohawk Power Corp 80/01/21 lp 


8001110440 Forwards draft revision to emergency plans Plans withheld 
(ref 10CFR2 7901 

PEOPLES, D L Commonwealth Edison Co 80/01/03 3pp 


GOO! 230000 Forward* summary of NBC 791310-13 audit of small break LQCA 
emergency procedures 6 operator retraining at selected GE 
BWfl operating plant* List of attendees encl 

THOMAS, C 0 TI4I-2 Unresolved Safety Issues 80/01/03 I2pp 


£001240276 Forwards comment* On 790323 safeguards contingency plan 
Requests plan be revised according to encl comments Comments 
withheld (ref 10CFR2 7903 

7IEMANN.D L Operating Reactors Branch 2 B0/0I/08 2pp 


8001290230 Forwards modified amended security p Ian. Revi s i on 6, Copies 1. 
2. 4 U 5 Enel withheld (ref 10CFR2 790) 

PEOPLES. D L Comflionwea l th Edison Co BO/01/21 lp 
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>0409 forwards responses to NRC 791032 roquost for arfdl info re 

• protection safe shutdown analysis Addresses -all 

itiona except Items 8<e> & Oil) Response provided by 

101 Si* ovorsiio maps enc 1 for Contra] Piles only 

CEK# R P Commonweal th Edison Co 00/01/23 43pp 


inral correspondence 


10049 Discusses review of seminar outline re Dak Ridge Associated 
• course in radiation safety for NRC Accepts proposed 
ram Requests more specific outline of training course 
'LEO* D L Commonwealth Cdison Co 79/12/26 ip 


rating license stage documents & corrt spondenee 


0390 Forwards Nov 1979 Revision 1 of branch technical position on 

ct radiation measurements re radiological environ 

taring program requirements Revised stds being 

emented in OL applicant reviewi & Tech Spec update 

IILLiW P Division of Operating Reactors 79/11/27 03pp 


0276 Forwards N8B0 vendor t fuel supplier Itra re impact of 
ding lieatlng-roto dependent bunt temp effect* on 
ure time 6 strain/blockage Ltr* will help licensees 
ond to NRC 791109 llr re rupture strain fc flow blockage 
NHUTf D 0 Division of Operating Reactor* 79/M/27 3pp 


0107 Responds to NRC 791030 itr<Enci l« Section 2 2 1a* "Lesions 

ned Task Force Recommendations re Shift Supervisor 

iremontt " Torwards copy of mgt directive emphasising 

ary mgt responsibility of shift supervisor 

CR.r A Commonwealth Cdison Co 79/12/14 2p p 


0362 Advises that Dulletin k Order* Task ForC» ha* approved small 
k LOCA guidelines for operating plants Provides schedule 
tils to be audited to assure successful incorporation of 
ted procedures Audit plan end 

NIIUTiDO Division of Operating Reactor* 79/12/17 12pp 


02J3 Notifies that review completed re "need for access” aspect* 
ital area access control program Procedures reducing 
er of employees w/authorlied access w/o escort: will be 
emented by 00013? 

LE8* D L Commonwealth Edison Co 79/12/21 tp 


DO 1 4 Forwards tabulations re itatut 6 catogor lint ion of BCR 

ci Tabulations provide generalhed assessment of 

c ted licensee involvement on each topic review 

ICRi R H Systematic Evaluation Program Drench 79/13/21 


DO IS Advises that util commitments U schedule of implementation 
II ’2 Lessons Learned Task Force recommendations are 
j table 

3N> H R Office of Nuclear Reactor Regulation 79/10/27 3pp 


>130 Forwards Amends 43 & 34 to Licenses DPR-l? L DPR-29, 
»ct Ivoly* safety evaluation fc notice of issuance & 
lability 

-I TO. T A Operating Reactors Drench 3 79/12/29 2pp 


390132 Amends 43 U 84 to Licenses DPR-19 Sc DRR-29 respectively, 

bending max average planer linear heat generation rate 

’ve* 

J 0L1T0*T A Operating Reactors Uranch 3 79/12/20 9pp 


>90133 Bafsty evaluation supporting Amends 43 L 84 to License* 
HI? tt DPR -27* respectively 

Office of Nuclsar Reactor Regulation 79/12/20 3pp 


>90130 Notice of issuance I availability of Amends 49 fc 34 to 
enses DPR-19 & DPR-29* respective! y 

>NCY* V I. Operating Reactors Dranch 3 79/18/20 Spp 


>091 Responds to discussions w/IE concerning info supplied In 
791207 Hr re cooling lake, Invsst igatlon revealed no 
unent that granular mat! under dike nesd to be removed, 
rillance program Instituted to inspect dikes, 

E9* D L Commonwealth Edison Co 79/12/31, Spp 


>442 Forwards addl commitments & info rs near-term requirements 
II Lessons Learned Task Force 

EB. D L Commonwealth Edison Co 00/01/01 76pp 


1920 Requests assessment of capability of all Mfety-rslatsd 
rical equipment it Nonselsmic Category I auxiliary 
to resist seismic forces Remedial measures should be 
minted to increase safety margins M/draft Info notice, 

IHUTi D 0 Division of Operating Reactors 80/01/01, Spp 


0001100439 Forwards proposed amend to Tech Spec* extending time limits 
For Inoperability nf ECCS ring header hydraulic snubber 
PEOPLES* D L Commonwealth Edison Co 80/01/04 2pp 


D001J00461 Changes to Tech Epees* App A. Pages 916 t 99a re operability 
requirements for ECC8 snubber* 

* Commonwealth EdiBon Co 80/01/04 6pp 


DOOM 504 l G Forward* commitment* to -meet ncor-iorm requirements of TMI 
Lessons Learned Ta*k Force tb emergency power *upply, 
inadvertently omitted from 800101 ltr 

PEOPLES, D L Commonwealth Edison Co 80/01/04 7Bpp 


0OO11QO248 Cenfirmi 0OO1IO meeting u/util to discuss recent event* at 
facility, including core spray valve c 1 o * i ng * ■ unp l anned 
radioactive liquid release* gaseous effluent releases* 
personnel: errors L cooling lake leakage 

KEPPLER, J 0 Region 3, Chicago, Office of the Director DO/01/O4 
ip 


□001130519 Forward* info re generic cladding swelling h rupture model 
info submitted by N9S9 vendors r» N0REG-0630 OE approved 
modal* conservative Mu* t l nghc use plant* comply w/ 
regulation* 

PEOPLES* D L Commonwealth Edison Co BD/OI/OP 0pp 


□001310135 Request* evaluation of reactor turbine bldg parameter* to 
verify originally reported values it those recently changed 
to assure validity of data u*«d in seismic review rept 
Requests updated status rept re open issue* from review 
ZIEMANN.D L Operating Rqactor* Branch 2 RO/01/09 3pp 


□001300459 Proposal to amend App A Tech Specs to modify automatic 
depr essur 1 iat l an sys operability requirements to allow 
seismic design review, per 16 Dulletin QO-Ot Forwards 
proposed Tech Spec change* i < Class i U III fees 
PEOPLES. D L Commonwealth Edison Co 00/01/34 3pp 


--G001300437 Proposed temporary change* to App A Tech Spec* to allow 
operation w/faur of five automatic dopre»suri laticn sys 
valve* operable until 000131 Page 70 revised for Dresden 1 h 
5 Pago 3 3/4 3-9 revised For Quad-Cities l 
•* Cotrimonwea 1 th Edison Co 00/01/24 App 


000130-0439 Provides addl Info re BOOIB4 proposed Tech Spec changes 
Mods, tests 6 ineps ensuring seismic qualification 
requirements of air supply line* will be performed during 
scheduled refueling outages 

PEfJPLEQ, D L Commonwealth Edison Cd G0/01/2B Spp 


0 Inspection reports, IE DullctiTi* L c o-rresp ondenc e 


0001180402 Forward* IE Inop Rept* 30-010/79-23,80-237/79-26 fc 
50-247/79-24 on 791001-1102 St notice of violation 
HE10HWAN, R F Regi&n 3, Chicago. Reactor Operation* Nuclear 

Support Branch 79/11/21 2pp 


—0OOI 130403 Notice of violation from insp on 791001-1102 

» Region 3* Chicago, Office a? the Director 79/11/1* Ip 


—0OO113O4OS IE Insp Rept* 80-010/79-22*90-237/79-26 It 30-249/79-24 on 
791001-1102 Noncomp 1 iance noted unqualified equipment 
attendant allowed to perform valving evolution resulting in 
spent fuel pool overflow 

SPE8BARD.R L , DARKER* J L Region 3. Chicago, Office of the 
Director 79/U/16 Opp 


0001 160261 Forwards IE Insp Repls 90-237/79-22,30-249/79-20, 
50-234/79-24*50-265/79-21.50-298/79-21 l< 30-304/79-20 on 
770926-2 7t 1003-04 U 23-23 it 1107-09 

FIQRELLI.0 Region 3* Chicago, Reactor Construction 6 Engineering 

Support Branch, 79/12/05 2pp 


—0001 160271 IE Imp Repts 50 -237/79-22, 50-247/79-20,50-234/79-24, 
50-265/79-21. 80-293//9-21 St 80-304/79-20 on 790926-27, 

1003-04 it 22-23 It 1107-09 No noncomp 1 i anc e noted Major areas 
impacted followup to IE Dulletin 79-02 

HAVES* D W * GALLAGHER* E J Region 3, Chicago, Office of the 

Director 79/11/30 L6pp 


8001170044 Forward* response to NRC 791 100 request for flddl info re IC 
Dulletin 79-02* Ravi sion 3, concerning use of concrete 
expansion anchors Include* responses to revised sections of 
Item 2 V addl Items 546 

PEOPLES, 0 L Commonwealth Edison Co 79/18/07 22pp 
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B00I040-633 Summar i i e s 791126 meeting w/fWC h Sargent V Lundy re items 
in JE Bulieltin 79-02 Diitutses results of util concrete 
expansion test program Itene Included number of plate* ins p 
U anchors load tested, angularity & ihell projection 
PEOPLES. D L Commonwealth Edison Co 79/12/11 25&pp 


COOl 100252 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra <ARS> * No action or response required 
KEPPLERrJ 0 Region 3. Chicago. Office of the Director. 79712/13 
If 


000 ! <3-3 0309 Forward! IE Circular 79-23. "Shack Arrestor Strut Assembly 
Interference " No written response required 

KEPPLEff, J 0 Region 3. Chicago* Office of the Director 79/12/20 
lp 


0001220115 Forwards response to IE Bulletin 79-25. "Failures of 
Weitinghous* OFD Relays in Safe ty-Related Sy» ' Discrepant 
component! not in use eicept at Zion Relays in use will be 
replaced Relays in storage removed from stock 
PEOPLES* D L Commonwealth Edison Co 79/12/20 3pp 


EOOU 10063 Forwards IE Info- Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLEft, J 0 Region 3. Chicago* Office of the Director 79/12/26 

Ip 


8001110250 Forwards IE Info Notice 79-32* "Separation of Electrical 
Cables for HPCJ 1< Automatic DepressurJ eation By* " No action 
or response requested 

KEPPLER.J 0- Rag i on 3* Chicago* Office of the Director 79/12/26 
If 


0OG1 l 00002 FoTwanfi IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Eichangers " No action or response required 
KEPPLEH.J 0 Region 3. Chicago* Office of the Director 79/12/27 
IP 


900109046-5 Forward* TE Info Notice 79-37. "Cracking in Low pressure 
Turbine Discs * No response required 

KEPPLER. J 0 Region 3* CMtago* Office of the Director 79/12/23 
Ip 


BOO 1 1 00303 Ark receipt of 791207 t tr informing NftC of steps taken to 
correct violations noted in JE Insp Rapt* 30-237/79-25 4* 

30-249/79-23 Add 1 info requested 

F I OR ELL I « O Region 3, Chicago, Reactor Construction l< Engineering 

Support Draneh 79/12/20 lp 


— 8001100312 Responds to NFC 791116 Itr re violations noted in IE Insp 
Repts 30-237/79-23 & 30-249/79-23 Corrective actions add 1 
dike survel 1 lane e uil ) 1 be performed 

PEOPLES, D L Commonwealth Edison Co 79/£2/07 2pp, 


0001 160267 Forwards IE Info Notice 79-36* '•Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPL6R.J 0 Region 3* Chicago, Office of the Director 79/12/20 
IP 


BO Q-l 100203 Forward* IE Info Notice 79-35* “Control of Main* fc Essential 
Equipment " Wo action or response required 

KEPPLER.J 0 Region 3, Chicago* Office of the Director 79/12/31 
IP 


0001150103 Forwards IE Info Notice 80-01, "Fuel Handling Events " W& 
specific action or response required 

KEPPLEft, J 0 Region 3* Chicago* Office of the Director 00/01/04 

Ip 


0OOI17QO04 Responds fca IE Pul let in 79-26 re boron loss from -control 
blades No blades reached 34/ DIO depletion at fair utils 
Predicts 26 blade* will reach depletion by next outage at 
util 

PEOPLES. D L Commonwealth Edison Co BO/01/04 4pp, 


0001160553 Responds to |E Bulletin 79-20 NAMCO Model EAJBQ limit 
switches have been Installed 1* are planned for installation 
on same taf sty-related equipment No switches date-coded 
between Feb-Aug 1979 

PEOPLES, D L Commonweal fch Edisan Co 00/01/09, 2pp, 


— BOO 1 230053 Responds to NRC 791121 ltr re violations noted in IE Insp 
Repts 50-0 1 Q-/79-22, 30-237/79-26 50-249/79-24 Corrective 

actions valve* correctly 8* prominently labeled & fuel pool 
fill valve* locked. 

PEOPLES, DC Commonwealth Edison Co 79/12/17 4pp 


0001200493 Forwards IE Bulletin BO-01* "Operability of Automatic 
Depre* swr i ration 9y* Valve Pneumatic Supply " Action 
r equlred 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/01/11 

Ip 


6001270105 Forwards IE Circular 60-01* "Svc Advice for QE Induction 
Disc Relays " No response required 

KEPPLER.J <J Region 3, Chicago* Office of the Director 00/01/17 
lp 


R Periodic operating reports L related correspondence 


0O01IS047& Forward* monthly operating T«pts for Dec 1979 
STEPHENSON, D B Conmo nwea 1 th Edison Co 00/01/10 Ip 


-BOOH 30479 Monthly operating repts for Dec 1979 

CieSZHfEWlCI*B Commonwealth Edison Co 00/01/04 20pp 


S Reportable occurrence*. LER* U related correspondence 


8001020461 Forward* LER 79-O63/03L-O 

STEPHENSON. D & Commonwealth Edison Co 79/12/24 lp 


—0001020460 LER 79-O69/O3L-0 on 791 130, s tandb y gas treatment *ys valve B 
failed to open Caused by leakage in rubber tube connecting 
low transmitter to flow indicating controller Tube replaced 
DA DR AM, S Commonweal th Edison Co 79/12/24 2pp 


0001 1 30625 Forward* LER 79-067 /D3L-0 

STEPHENSON, 0 0 Commonwealth Edison Co 00/01/07 lp 


•6001130634 LEfl 79-067/03L-0 on 791 210* during surveillance testing of 
diesel generator* 2/3, p inion gears engaged, starting 
generator At ZOO rpm pinion gears remained engaged Probably 
caused by bad connection in speed sensing circuit 
AMJ1AR, A A Commonwealth Edison CP 80/01/07 lp 


8001150455 Forward* LER 79-O66/03L-O 

STEPHENSON* 0 $ Commonwealth Edison Co 80/01/11 Ip 


— 0001150462 LER 79-06A/03L-0 on 791213. samp 1 e from waste sample tank A 
exceeded Tech Specs Caused by filling of tank w/uiater 
flushed through bed previously used in condensate sy« New 
operating order will prevent problem from recurring 
0 ADER* 0 Commonwealth Edison Co 00/01/11 2pp 


DOCKET 50-230 NUCLEAR 9MIP SAVANNAH 


P Operating license stage documents b correspondence 


B001070024 Comment* on H R 5867 per 791130 request No recommendations 
for change 

DENTON. H ft Office of Nuclear Reactor Regulation 79/12/21 lp 


— BOO J 07002 7 Requests comments on H R 5967 

&LA001E.E L Office of th# General Counsel 79/11/30 lp 


— BOO 1 070032 Request* recommendations re end H R 5067 

HVRPHV*J N House of Rep , Merchant Marine 6 Fisheries 79/11/15 
3pp 


DOCKET 30-243 OREGON STATE UN1V RESEARCH REACTOR 


F Security, medical* emergency b fire protection plans 


0001220304 Submits minor changes to physical security plan Changes 
Withheld <ref 10CFR8 7901 

If AMO, C H Ore gun State Unlv 00/01/15 3pp 


P Operating license stage documents fc correspondence 


8001830049 Act receipt of 79J8I7 itr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-010/79-22, 
50-237/79-26 6 50-249/79-24 

HE J BUM AN, ft F Region 3* Chicago, fteactoT Operations Nuclear 

Support Branch 60/01/10 ip. 


0001100411 Forwards Amend 4 to License R-106 & safety evaluation 
REID, R W Operating Reactors Branch 4, 79/12/10 2pp 



DOCKETED ITEMS 


--0OOI1OO412 Amend 4 to License R-106, to permit replacing tr upgrading of 
electronic* in reactor console, to increase operating limit* 
for reactivity & to change title of principal officer* 

REID-, R U Operating Reactors Branch 4 79/12/IB lipp 


6001 ID0414 Safety evaluation supporting Amend 4 to License R-106 
* Office of Nuclear Reactor Regulation 79/13/10 9pp 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


f Security, medical, emergency ?< fire protection plans 


COOl 140054 Requests estimates re evacuation of areas aroun-d nuclear 
power reactors Format for reporting evacuation time 
estimate* encl 

CRIMES, B K Assistant Director for Engineering & Projects 
79/11/39 4pp 


3001040631 Grants Class III license amend fee exemption since fee 
waiver is allowed for fire protection reviews of fire 
brigade requirements 

ZIEMANN, D L Operating Reactors Branch 2 79/12/07 lp 


8001020543 Forward* proprietary rept, °3-H Fire Exposure Test Per 
ASTIi E-119 ui/Hose Stream, OC Qualification Tost nf Normal 
Density CT-iB Silicone Foam vs Light Density Silicone Foam 
Comparison " Rept withheld iref 10CPR2 7901 
WHITE* L D Rochester Ga* U Electric Corp 79/12/21 3pp 


8001030609 Forwards radiological emergency plan, Wayne County, NY 
procedures for emergency radiation Incident*. NY procedures 
for reactor site tt NY emergency plan for radiation 
accident* Encl contain* info protected by Privacy Act 
WHITE, L D Rochester Gas Electric Corp 79/12/28 lp 


8001290500 Forward* addl copies Df emergency plan submitted 791226 
Revised specific operating procedure for site encl 
WHITE, L D Rochester Gas It Electric Corp 00/01/23 Ip 


—"0001290585 Specific operating procedures for site 
• New York , State of 79/04/30 20pp 


8001300465 Discusses util fire protection review Items 3 2 6 t< 3 2 9 
Recommends accepting backflow protection proposal pending 
submittal of prints qf drain sys ti problem drain location 
Five-man fire brigade size acceptable 

HALL, ft E Brookhaven Notional Laboratory 00/01/23 2pp 


0 Adjudicatory correspondence 


800)000265 Requests facility not reopen until safety *ya checked 
MORSE, M , MORSE, J P Affiliation Unknown 79/04/01 Ip 


8001080244 Respond* to 1 tr opposing reopening of facility until all 
findings available re TMI-2 Advise* that all plant® being 
reviewed against requirements of encl NI/REG-057S W/o encl 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/06 lp 


— 8001090250 Request* facility not reopen until thorough -review conducted 
on TMI-2 accident 

RUSSELL, K , DAVIDSON, V Affiliation Unknown BLUM, D Affiliation 
Unknown 79/04/01 Ip 


0001150260 Responds to 790404 telegram re facility as concerns TMI 
accident Forwards NUREG-0578 to provide addl info re effects 
of accident upon safety considerations at other facilities 
Notifies that UCS 791104 petition was denied W/o end 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/14 Ip 


00012400 1 1 roruard* NUREG-0570 in response to /90401 1 tr re opposition 
to reopening of facility until safety sya can be checked 
W/o encl 

DENTON, K R Office of Nuclear Reactor Regulation 79/12/06 Ip 


J Insurance It indemnity information 


0001070337 Supplements 791212 ltr listing sit suits against util 
Seventh, EW Garre tt vs u t i 1 , r «cc Lvcd 

ALTON. C O American Nuclear Insurers 00/01/02 lp 


P Operating license stage document* b correspondence 


B001040390 Forward* Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program r oqu l recneivt® Revised stds being 
implemented in OL applicant reviews & Tech Bppc update 
GAMMILL,W P Division of Operating Reactor* 79/1 1/27 35pp 


0001070276 Forwards N5SS vendor i< fuel supplier ltr* re impact of 
cladding heating-rate dependent burst temp effect* on 
rupture time t, *train/h lockag e L t r * will help licensees 
respond to NRC 791109 ltr re rupture straip i flow blockage 
EISENHUT,D Q Division of Operating Reactors 79/11/27 3pp 


800-10401 75 Ack receipt of 790402 ltr re facility as related to THI -3 
incident Forwards NUREG-057B W/o encl 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/06 lp 


0001280099 Recommends that adm i n 1 s trat i ve hold on facility restart 
should bo lifted on 791213 Repair* mads in accordance w/TMl 
Lessons Learned Task Force short-term requirement* 

ZrEMANN.D L Operating ReaqtOTS Branch 2 79/12/13 lp 


— 8001200106 Advise* that hardware in*tallatinn resulting Prom TMI 
Lesson* Learned Task Force requirement* will be completed 
prior tn restart Remaining portion* will be installed during 
operation 

MECREDY.R Portland General Electric Co 79/12/13 2pp 


— 8001200116 Discusses encl branch review of util action re steam 
generator 0 leakage R flaw located In 4-inqh diameter 
pretsuriter noiile to safe end wold Concurs w/util action No 
objection to return to sve W/o eor I 
NOONAN, V S Engineering Branch 79/12/Q2 3pp 


0001070362 Advise* that Bulletin 8, Orders Task roTte ha* approved small 
break LOCA guideline* fur -operating plants Provide? schedule 
of utils to be audited to assure successful incorporation of 
revised procedure* Audit plan end 

EISENHUT, D 0 Division of Operating Reactor* 79/12/17 12pp 


0001220323 Respond* to 7G0619 ltr re steam generator water hammer 
genaric issue Means for reducing potential water hammer me 
adequate Forwards safety -evaluation rept t, consultant rept, 
"Steam Qenerator Technical Evaluation, Glnna Rower Station " 
ZIEMANN, D L Operating Reactor* Branch 2 79/12/20 2pp 


— 0001220327 Safety evaluation supporting licensee actions to reduce 
atoam generator water hammor 

* Office of Nuclear Reactor Regulation 79/12/20 3pp 


— 9001220329 "Steam Generator Technical Eva 1 uat i on. Oinna Power Station 
* Energy Engineering Otour TIN A-6257 79/10/31 14pp 


0001210010 Forward* tabulation re 9tatus & categor i lafcion oP SEP 
topics Tabulation provides goner*! assessment of expected 
licensee involvement on each topic review 

90LL-MER, R If Systematic Evaluation Program Branch 79/12/21 

4pp 


— 3001150265 Request* facility be closed until review of documentation 
assuring quality & reliability of electrical connectors in 
facility reactor safety *ys L review of TMI accident to 
determine reactor safety sys adequacy 
« Affiliation Unknown 79/04/04 Ip 


H General correspondence 


9001060358 Respond* to ltr apposing reopening of facility until all 
findings are in on TMI-2 Advises that all plant* being 
reviewed against requirements of encl NUREG-0570 W/o encl 
DENTON, H R Office <jf Nuclear Reactor Regulation 79/12/06 lp 


— 3001080360 Request* facility not reopen until finding* available on 
TMI-2 

WOODWARD, A L Affiliation Unknown 79 / 12/06 lp 


0001020291 Respond* to NRC 791214 request re action* taken by util 
since 791030 meeting concerning disclosure of potential of 
turbine disk cracking Operation of turbine it schedule of 
rotor insp program schedule are acceptable 
WHITE, L D Rochester Gas U Electric Corp 79/12/26 2pp 


80Q1040671 Forwards "Discussion of TMI Lesson* Learned Short-Term 
Requ iroments*’ St "Design Review of Plant Shielding b Environ 
Qualification -of Equipment for Spacee/Sys Which May Be Used 
in Post-Accident Operation* Outside Containment " 

WHITE, L D Rochester Gas & Electric Corp 79/12/23 lp 


-0001040674 "Discussion af TMS Lesson* Learned Short-Term Requirements 
4 Rochester Gas h. Electric Corp 79/12/20 92pp 
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— 0001040670 "Design Review of Plant Shielding & Environ Oua 1 1 f i cat i on 
of Equipment for Spaces/By* Which Hag B* Used in 
Post -Ac c i dent CpiratJon* Outside (, on ta i.rmBnt ,J 
* Rochester Gas h Electric Corp 79/12/31 &3p< p 


6001180003 Requests assessment of capability of all « af ety-TO 1 eted 
electrical equipment i< Nonseismlc Category I auiiliary 
items to Tesist seismic forces Remedial measures should be 
implemented to increase safety margins M/draft info notice 
£ I SSNHUT > D 0 Division of Operating Reactors 60/01/01 5pp 


0001090314 Responds to NRC 79O0OB 1 tr re adequacy of station electric 
distribution tys voltages Provides status rept of testing 
program Equipment to monitor amperes. volt* If watts on 
safety-related buses will be installed during shutdown 
WHITE, L D Rochester Oa* It Electric Corp 60/01/04 ip 


0001160344 Responds to NRC 791109 request for confirmation of vendor 
info supplied at 791101 meeting Peak clad temps for 
Westinghouse h Enon fuel remain below 2,200 Fleeting 
regulatory limits 

WHITE. U D Rochester Oas te Electrit Carp GO/01/10 2pp 


8001230 160 Responds to NRC D001O2 shou cause order re implementation of 
Lessons Learned Task Force Category A r p quiremen t s Util 
79101741119 fcr 1213 Itrs described intentions All Category A 
requirements except Item 2 1-4, have teen, implemented 
AHISH.K M Rochester Gas V Electric Corp B0/01/1 b 4pp 


6O012GO2GS Forwards "Design Analysis, RGB SubcooEjng Margin Monitoring 
Sys ErroT Analysis, " in response to NRC 791227 request for 
documentation demonstrating assu-med errors used to develop 
subcooling criterion for HPI termination & reinitiation 
WHITE, L D Rochester Gas & Electric Corp BD/01/23 Ip 


— 8001280421 “Design Analysis. RCS Svbcooling Margin Monitoring Sy s Error 
Analysis " 

REINHARDT, C J Rochester Gas 4< Electric Corp EWfl 2404 
00/01/23 15pp 


800I30D4G0 Forwards annotated version of 791129 document review ft Itr® 
referenced in review 

HACDOUGALL, E A BrookMvan National Laboratory 00/01/23 Ip 


BOO13O0492 Annotated version of 791129 ifcr re documents needed from 
facilities for design review Rolf Jensen S. Assoc i a tes, Inc 
790525 Itr re Ginna SER suppl fine 1 

MACDC1/&ALL, E A Broolchaven National Laboratory 90/01/23 5p.p 


<1 Inspection, reports, IE Bulletin* ft correspondence 


8001020311 Forwards IE Insp Rapt 30-244/79-15 on 791009-12 No 
nonrompi i arcs noted 

BRUNNER, E J Region I, Fh i 1 »d e fc ph ia. Reactor Operation* Nuclear 

Support Branch 79/11/02 2pp 


— 8001020518 IE Insp Rept 50-244/79-15 on 791009-12 No noncomp I i ante 
noted Major area* inspected observation of containment 
tendon liftoff testing ft actions fcafcnen in response to 1C 
b u 1 letlns 

FEIMIG.R R Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch MARKOWSKI.R S Region 1, Fh i ladelphia. Office 
of the Director 79/11/01 2pp 


0001070297 Forwards IE Insp Rept 50-244/79-14 on 791010-12 No 
none amp l lance noted Detail* withheld fr*f 10CFR2 7901 
MARTIN, W G Region 1. Philadelphia. Safeguards Branch 79/1 1 /OQ 

2 pf 


— 000129001 1 IE Insp Rept 50-244/79-11 on 790723-27 ft 0731-0803 
Moncompllance noted failure to retain required number of 
security guards ft television monitors & failure to maintain 
radio cornmun i cations Details withheld Iref 10CFR2 790? 

MADDEN, W . JONEG, E W Region 1, Philadelphia, Office of the 

Director DEVLIN, J If Region 1, Philadelphia, Safeguards 

Branch 79/10/17 2pp 


0001310128 Forwards fE Jnsp Rept 50-244/79-17 an 791113-16 No 
npacortiplian.ee noted 

BRUNNER, E J Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch 79/12/13 2p p 


— 6001310131 IE Insp Rept 30-244/79-17 on 791113-16 No noncompliance 
noted Major areas inspected plant act i vi ties, ine lud ing 
observat ion of control room activities ft onsite LER 
f o I 1 gwup 

KI6TER»H Region I, Philadelphia. Reactor Operations Nuclear 

Support Branch MARK0WSKI.R S Region 1, Philadelphia, Office 

of the Director 79/12/li 6pp 


□001080208 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, B H Region l- Ph i 1 ado 1 p h ia< Office of thP Director 
79/12/20 lp 


8001070170 Forwards IE Infa Notice 79-32* "Separation of Electrical 
Cables for HPCI ft Automatic De p res s ur i i a ti on Sys 11 No 
specific action or response requested 

CRIER, D H Region I, Philadelphia. Office of the Director 
79/12/21 Ip 


0001110213 Forwards IE Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches ° No specific action or 
response requested 

GRIER, D H Region I, Philadelphia, Office of the Director 
79/12/21 Ip 


0OO13OO16B Responds to IE Bulletin 79-25 re failures of Wos t ing h ou * e 
GFD relays West ingho u » e relays in use Relays tested by 
qualified personnel during refueling outages No problems 
have been oncOimtorod 

WHITE, L D no-chester Gas ft Electric Corp 79/12/21 0pp 


6001000673 Forward * IE Info Notice 79—34, "Inadequate Design of Safety- 
Related Heat Exchanger! " No action or response required 
GFllER.D H Region 1* Philadelphia, Office of the Director 
79/12/27 lp 


00OI14O5SO Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Disc* " No response? required 

CRIER. B H Region 1, Philadelphia. Office af the Director 

79/12/31 lp 


0Q0JI5O1I7 Forwards IE Info Notice 79 , -3&» "Computer Code Defect in 
Stress Analysis 0 f Piping Elbow " No specific action or 
response required 

GRIER#0 M Region 1, Ph 1 lade 1 ph i a , Office of the Director 
79/12/31 lp 


0O01150227 Forwards IE Info Notice 79-35, "Control af Maint ft Essential 
Equipment " No response required 

GRIER, B If Region 1, Philadelphia, Office of the Dimeter 
79/12/31 Ip 


8001130231 Forwards IE Info Notice GO-Ol, "Fuel Handling Events " No 
specific action o-r response required 

ORICR.D H Region 1. Philadelphia, Office of the Director 

BO/01 /04 lp 


--8001070301 IE Insp Rept 50-244/79-14 on 791010-12 No non t emp 1 lane > 
noted Major areas inspected arganliation ft operation, 
measurement ft control* ft shipping 8, re c t i vi ng, De lai 1 1 
withheld tref lOCFfta 790> 

8HAUD i£ T i BATTA.AD, JOYNER, J H Region 1, Philadelphia- 

Safeguard* Branch 79/11/06 Ip 


B001290008 Act receipt of 791114 Itr informing NftC of steps taken to 
correct violations noted in IE Insp Rapt 50-244/79-11 
MARTIN, W G Region 1, Philade Iph i a, Office of the Director 


0001290216 Forwards IE Circular GO—Ol, "8vc Advicft for GE Induction 
Disc Relay* " No response required 

GRIERjQ H Region 1* Philadelphia, Office of the Director 

80/01/17 lp 


R Periodic operating reports it related correspondence 


0QOI15O4O2 Forwards monthly operating rept for Dec 1979 
SNOW.D A Rochester Gas ft Electric Corp 80/01/07 lp 



— 0001130495 Monthly operating r e pfc for Dec 1979 

MCNAMARA, A E Rochester Gas ft Electric Corp BO/01/09 5pp 
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S Reportable occurrences. LERs !< related correspondence 


B0G124O359 Confirms 791217 telcon w/R Markowski reporting LCfl 79~24 re 
boric acid storage tanks out-of-spec for vol & weight of 
boric acid Power reduction completed & batching operations 
initiated to restore tanks to Tech Specs 
NOON. J C Rochester Gas Electric Corp 79/12/17 lp 


0001020493 Forwards LER 79-024/01T-0 

WHITE, L D Rochester Gas U Electric Corp 79/12/2B Ip 


— 0001 020500 LER 79-024/01T-0 on 791217. below mm concentrations of boric 
acid discovered during routine analysis of samples Prom 
baric acid storage tanks Caused by possible back flow of 
reactor makeup water through blender supply chock valve 
SCHULER, T Rochester Gas !* Electric Corp 79/12/2B 2pp 


BOO 1200242 Forwards LER 79-025/03L-0 

WHITE, L D Rochester Gas 6 Electric Corp 00/01/22 lp 


--80Q12B0246 LER 79-025/03L-0 on 791323. containment entry was mad* but 
personnel air lock not tested until 791226, exceeding 48-h 
Tech Spec requirement Caused by existing procedural 
inadequacy 

FECK. C H Rochester Gas t* Electric Corp 80/01/22 Ip 


DOCKET 30-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


8001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES. 0 K Assistant Director for Engineering & Projects 
79/11/29 4pp 


BOO 10 30679 Forwards emergency p lan. Revision 6 

C0UNB1L. H G Northeast Utilities 79/12/28 2pp 


■8001030605 Emergency p lan, Rovi s ion 6 

* Northeast Utilities /9/12/23 200pp 


800 1 O3O60B Responds to request for addl details re 79043 1 design fire 
protection review submittal Boiler room water curtains will 
have box end for collecting heat 6 limiting spray to 
protected area 

RALL.R E SrooVhavcn National Laboratory 79/12/23 Ip 


000 1240271 Forwards comments on 790411 safeguards contingency plan 
Requests plan bo revised in accordance u/encl comments 
Comments withheld (rof 10CFR2 790) 

7 IEMANN, D L Operating Reactors Branch 2 BO/Ol/O? 2pp 


H General correspondence 


8001080421 Accepts certification for radiological safety training & for 
NRC personnel visiting facilities in course of duties 
COUNBIL.W 0 Noxtheast Utilities 79/12/88 2pp 


8001150272 Informs of 791201 organi lational change r* new position op 
quality sve* supervisor Change will be incorporated Into 
next revision of QA program topical rept 
COUNSILiU G Northeast Utilities BO/01/08 lp 


J Insurance & indemnity information 


000 1 3LO10B Forward* Endorsment* 61 t< 62 to NELI A Policy NF-173 
IFFLANDiRR Northeast Uti 1 i ties 80/01/25 'Jpp 


Q0013I0213 Forwards Endorsement 56 to MAELU Policy MF-52 
1FFLAND.RR Northeast Utilltie* 80/01/23 2pp 


P Operating license stage documents & correspondence 


0001940020 "Nuclear Power Plant Decommissioning 9tudy 
* Northeast Utilities 79/09/30 l25pp 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
Implemented in QL applicant reviews U Tech Spec update 
QAMMILL, W P Division of Operating Reactors 79/ll/S>7 35pp 


0001070276 Forwards NSSS vendor *< fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time tt strain/blockage Ltrs will help licensees 
respond to NRC 791109 Itr re rupture strain t flow blockage 
E I SENHUT, D G Division of Operating Reactors 79/H/27 Jpp 


0001210187 Responds to NRC 791030 Jtr.Cncl 1, Section 2 2 1a. 'lesions 
Learned Task Farce Rec nmmand a t i ons re» Shift Supervisor 
Requirements "■ Forwards copy of mg t directive emphasising 
primary mgt r espona ib t 1 i ty of shift supervisor 
PALMER, F A Commonwealth Edison Co 79/12/M 2pp 


0001030915 Forwards revised safety assessment of 8EP Topic V-12 A, 
"Water Purity of BWC Primary Coolant " Requests corrected 
info within 30 days 

ZIENANN, D L Operating Reactors Branch 2 79/12/17 2pp 


--BOO 1030919 SEP Topic V-k2 A. "Water Purity of BWR Primary Coolant, " 
revised safety assessment 

s Office of Nuclear Reactor Regulation 79/12/17 1 1 p p 


8001070362 Advises that Bulletin &. Orders Task Tore* has approved small 
break LGCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation Qf 
revised procedures Audit plan «r»cl 

EISEhlHUT, t> G Division of Operating Reactors 79/12/17 i2pp 


0001020460 Responds to 791030 infa request identifying generic concerns 
re containment purging during normal operation Purging & 
venting performed o-nly when necessary Limiting valves to 
partial open position not needed Valve override maintained 
COUNSlt-.W G , SWITZER, D C Northeast; Nuclear Energy Co i Sub s af 
Northeast Utilities* 79/12/20 3pp 


0001110404 Responds to NflC 791030 Itr identifying generic concerns ta 
containment purging Pmglng venting performed ko ensure 
compliance w/Toch Specs Atmospheric control ay* valves can 
close within time limit* Actuation signals uninhibited 
COUNS ILi W G . SWITZER, J> C Northeast Utilities 79/12/20 3pp 


8001210001 Forwards tabulation of status & categorization of SEP 
topics Tabulation provide* generalized assessment of 
expected licensee irwirl vement on each topic review 
VQLLMER. R H Sy stpmatic Evaluation Program Branch 79/12/21 

5pp 


<3001210062 Forwards NRC draft evaluation of SEP Topic l It -0 C, 
"Irradiation Damage, Use qf Sensitized Stainless Steel Si 
Fatigue Resistance " Requests nnpome within 30 days 
ZIEMANN, D L Operating Reactors Branch 2 79/12/26 5pp 


BOO 10,J033 1 Forwards info re power outages, in response to NRC 790925 
Itr 

CDUNSIL.W G Northeast Utilities 79/12/27 l'Jpp 


0001000262 Ac k receipt of util commitments to implomont Category A 
requirements of TNI Lessons Learned Task Force 
recommendations, prior to plant operation after 791231 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


B00104049B Responds to NRC 790-913 711 1 Lessons Learned Task Force short- 
term roqui remqnts All short-term requirements will he 
implemented by 800101 Implementation rept end 
CDUNS1L, W 0 Northeast Utilities 79/12/31 , 404pp 


9001210243 Request* complete list of all safety si/s motor Operated 
valves U copies of all electrical schematic drawings for 
valves Info needed for review of BED Topic 111-10 A, 

"Thermal Overload Protection 11 

ZIEMANN, D t, Operating Reactors Branch 2 80/01/04 2pp 


8QCH 1 50470 Responds to NRC 791109 request that licensee confirm vendor 
info re fuel cladding strain & fuel assembly flow blockage 
models Representations by GE correct 
CDUNS1L, w 0 Northeast Utilities 00/01/07 2pp 


9001150478 Notifies that util proposes to amend QL by incot porat ing 
change* to Tech Specs re isolation condenser Changes would 
limit max authorized power level to 404 pf full power when 
isolation condenser is inoperable 

COUNS IL* W G Northeast Utilities 00/01/09 4pp 


— 0001150480 Safety evaluation re approving use of SAFE code for 
predicting reactor vessel Inventory following loss of 
Feedwater/f aedwafcer core isolation 

* Office of Nuclear Reactor Regulation 76/04/20 lp 
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- - 800 1 1 90 4B4 Revised Tech Spue P, age 5-0 far isolation eondonier Change 
Simitt mat author lied power i eve 1 to 4014 of full power when 
Isolation condenser is inoperable 
* Northeast Utilities , SO/Ot/O? 2pp 


BOO ) 250929 Responds to NRC request re load combinations for Isolation 
condenser steamline anchor Isolation condenser inoperable 
since B00104 Teledyne Engineering Svc 000138 ltr providing 
load cambinati ans used to modify anchor end 

CGVHSfL. H 0 . LEE* W F Northeast Nuclear Energy Co Csubs of 
Northeast Utilities) 80/01/31 6pp 


0001290354 Forward* drawings. previously i uhmi tted* r equested by NRC re 
safety-related sys L ac power online & loading schedules 
Drawings available in Central Files only 
COUhSlLfW 0 Northeast Utilities 80/01/21 2pp 


8001290414 Submits plans for allocating facility seismic analysis NRC 
assistance will be required in expediting U obtaining 
necessary info to complete analyses t< submit proposed 
schedule 

NELSON. T A Lawrence Liverniore Laboratory Q0/01/22 5pp 


Q Inspection reports* IE Bulletins & correspondence 


0001090033 Forwards IE In«p Repts 50-243/79-23 U 50-336/79-24 cl> 
790934-23 No non c omp I lance noted 

MARTIN. W G Region Ji Philadelphia. Safeguards Branch 79/11/14 

2pp 


--S0OIO90039 IE Insp Repts 30-245/79-23 & 50-336/79-24 on 790924-28 No 
none jrop l i ancE noted Major areas inspected security plan, 
security audit & security or gani ration Details withheld 
<ref 10CFR2 790) 

DEVL1N.J fcl Region I* Philadelphia. Safeguards Branch 

BAILEY* R D . JONES. E W Region 1, Philadelphia* Office of the 
Director 79/11/09 ip 


9OO1Q4O1C0 Forwards Waste Packaging Insp Rept 79-03A on 791017-lB No 
nonccmpl lane e noted 

SUTHERLAND*^ T Region 2. Atlanta, Fuel Facility l< Materials 

Safety Dranch 79/11/15 Spp 


— 8 GO l 040224 Waste Packaging Insp Rept 79-03A on 791017-10 No 

nonccmpl lane e noted Major areas Inspected compliance u/DDT 4c 
NRC regulations re shipping paper requirements* DOT placard 
requirements, radiation levels k removable contamination 
POT7En,JP Region 2, Atlanta, Fuel Facility !< Materials Safety 

Branch 79/11/13 4pp 


80012404*0 Responds to IE Bulletin 79-02* “Pipe Support Dash Plate 
Designs Using Concrete Expansion Anchor Dolts "■ Dei* plates 
utilizing concrete expansion holts are being analyzed using 
Telxdyne Engineering Svc s modeling approach 

COUMSTL* W 0 Northeast Nuclear Energy Co Hub* of Northeast 
Utilities) 79/13/07 2pp 


0001240315 Responds to IE Bulletin 79-35, "Failure* of We sting house UPD 
Relays in Safety-Related Sys ” Meetinghouse DFD relays are 
used in diesel generator controls Meetinghouse advises that 
relays have old style colls not subj to problem 
CCUNSIL* W 0 Northeast Nuclear Energy Co Hubs off Northeast 
Utilities) 79/13/19 lp 


SOO1C0O173 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, 8 H Region I* Philadelphia* Office of the Director 
79/12/20 Ip 


0001070132 Forward \ IE Info Notice 79-32. "Separation of Electrical 
Cables for HPC I h Automatic Depressurization Sy* " No 
specific action or response requested 

GRIER. B H Region 1* Philadelphia, Office of the Director 
79/12/21 ip 


6001110107 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Matches " No specific action or 
response requested 

GRIER. D H Region 1. Phi lade Iph ia* Office of the Director 
79/12/^1 lp 


0001000,651 Forward* IE Info Notice 79-34, "inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
GRIER, I H Region I, Philadelphia, Office of the Director 
79/12/27 ip 


000 1 I 402 1 B Forwards IE Info Notice 79-37, "Cracking in Lou Pressure 
Turbine Discs ” No response required 

GRIER, B H Region 1, Philadelphia. Office of the Director 
79/12/31 lp 


0001150003 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping elbow " No specific action or 
response required 

GRIER, B H Region 1* Philadelphia* Office of tho Director 
79/12/31 lp 


BOQt 1 50199 Forwards IE Info Notice 79-35, "Control of Maint 8* Essential 
Equipment " No response required 

GRIER. 0 H Region 1. Philadelphia* Office of the Director 
79/12/31 Jp 


8031300098 Requests action plan for resolution of potential safety 
issue re anchorage & support of safety-related electrical 
equipment S< non— seismic Category I auxiliary items Forwards 
draft IE info notice 

EIBENHUT, D 0 Division of Operating Reactors 00/01/01 Spp 


8001 150200 Forwards IE Info Notice 80-01, "Fuel Handling Events " Mo 
specific action or response required 

GRIER, 8 H Region 1. Ph \ la da 1 p h i a* Office of the Director 

80/01/04 lp 


□001280400 Forwards IE Bulletin 00-01, "Operability of Automatic 
Depressur i ia ti on Sys Valve Pneumatic Supply " Action 
required 

GRIER.B H Region 1, Philadelphia, Office of the Director 
BO/Ol/14 lp 


800129-0139 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays ” fja response required 

GRIER* 0 H Region 1. Philadelphia. Office of the Director 
80/01/17 Ip 


R Periodic operating reports & related correspondence 


9001230060 Forwards monthly operating rept for Dec 1979 
OPEKA, J F Northeast Utilities 00/01/13 Ip 


--8001230069 Monthly operating rept for Dec 197? 
YOUNO, R Northeast Utilities 00/01/03 6pp 


S Reportable occurrences. LER& fc related correspondence 


80CH02036B Forward* LER 79-035 /D3L-0 

OPEKA, JF Northeast Utilities 79/12/20 Ip 


— 8001020375 LER 79-033/03L-0 on 791204, one of four pressure switches 
responsible for initiation of Group 1 isolation found to 
trip outside Tech Spec allowed pressure band Caused by 
Instrument drift Switch readjusted ?< tested satisfactorily 
YOUNG* R H Northeast Utilities 79/12/20 3pp 


0001340441 Forward* LER 79-036/031-0 

□PEKA, J F [forth east Utilities 00/01/10 2pp 


--0001240442 LER 79-036/D3L-0 on 79 1 219, d ur ing shutdown following reactor 
serial, water hammer-type movement detected in isolation 
condenser piping Caused by Introduction of water Into 
isolation condenser steam supply line Instructions revised 
YOUNG* R H Northeast Utilities BO/Ol/10 lp 


DOCKET 50-247 INDIAN POINT STATION* UNIT 2 


F Security, medical* emergency & fire protection plans 


8001)40054 Requests estimates r« evacuation of areas around nuclear 
power reactors Format For reporting evacuation time 
estimates end 

GRIMES, D ft Assistant Director for Engineering & Projects 
79/11/29 4p p 


8001240331 Forward* OH Drier BQ0103 ltr to S Fink in response to 79II23 
memo r» allegation* lax security at facility 
ALLAN* J M Region 1, Philadelphia* Office of the Director 

79/12/31 Ip 


— 0001240334 Responds to 8 Fink 791102 ltr re newspaper charges of lok 
security CitBd event* reported to NRC at time of occurrence 
& corrective action taken Special Insp* & independent audits 
conducted Physical protection programs deemed effective 
DRIER, D H Region 1, Philadelphia* Office of the Director 
B0/01/03 2pp 
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0 Adjudicatory correspondence 


0OO1O3O442 Supports UCS petition for decommissioning of Unit 1 it 
suspension of operation of Units 2 h □ 

OMINOERiJ Affiliation Unknown 79/12/14 I* 

— 8001030450 Exprossei concerns re safety hazard *, evacuation plans & 
consequences of possible accident 
DECKER* M Affiliation Unknown 79/12/14 Ip 

B001 140169 Supports UCS petition calling for dec-nmmi ss inning of Unit 1 
& suspension of Units 2 & 3 operation 
ANDREW. J Affiliation Unknown 79/12/14 lp 


--8001 140175 Supports UCS petition calling for decommissioning of Unit 1 
it suspension of Units 2 & 3 operation 
RUDYCQFF.L R Affiliation Unknown 79/12/27 lp 


--8001140170 Supports UCS petition calling for d ec ommissioning of Unit l 
it suspension of Units 2 & 3 operation 
CHINGER, J Affiliation Unknown 79/12/15 lp 


— 8001140162 Expresses concern re evacuation plans discussed at public 
hearings concerning relicensing of plants 
LANDAU, P Affiliation Unknown 79/12/27 2pp 


— 0001 1 401B5 Urges shutdown of all units 

REDMAN, D Affiliation Unknown 79/12/27 lp 


--8001 140190 Suggests that NRC hold hearings in NY City area re UCS 
790917 petition for decommissioning of Unit 1 it suspension 
of Units 2 & 3 operation 

RAFANELLl, W Affiliation Unknown 79/12/17 lp 


— 0001140195 Supports UCS petition calling for decommissioning of Unit 1 
it suspension of Units 2 !, 3 operation 
KAMj Y Affiliation Unknown 79/12/14 lp 
* 

0001220246 Ack receipt of statement in support of UCB petition to 
facilities Statement will be treated under tOCFRS 206 
Decision on matter expected in Jan 1900 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/20 Ip 


B001210093 Supports UCS request for suspension of operation at Units 
2 it 3 It decommissioning of Unit 1 Facilities are located 
within one mile of Remape Fault Serious reactor accident 
will endanger 20 million people living within 60 miles 
RADIN ., F M Affiliation Unknown 79/12/20 lp 


— 8001210094 Notifies of Manhattan Community Board 2 79J220 resolution 
to support UCB request for suspension of operation at Units 
213k decommissioning of Unit 1 

QAPOLITO.A , BELLAMY, C New York, NY 79/12/24 3pp 


0001210097 Requests hearings in NY City re possible shutdown of 
t ac 1 1 lties 

RAFANELLI, W Affiliation Unknown 79/12/17 Ip 


0001140364 Supports lntervonor UCS 790917 request Iot decontamination 
of Unit 1 suspension of operations at Units 2 (, 3 
Facilities have history of human U mechanical errors 
8QQART, L Citizens Energy Council 80/01/04 2pp 


0001100451 Forward* statement in support of UCS 790917 petition seeking 
decommissioning of Unit 1 it suspension of Unit 2 1 3 OL* 

Requests svc of related documents it notices 

ROBS, D K Public Interest Research Group, New York B0/01/C7 Ip 


--SQOUO0456 Statement, in lieu of pleading, in support of UCS 790917 
petition requesting decommissioning of Unit 1 & suspension 
of Unit 2 it 3 PL* Urges institution of proceed ing, per 
10CFR2 202, In order to permanently shut down Units 2 & 3 
ROSS, D K Public Interest Research Group, New York BO/01/03 
7pp 


0001240339 Requests meeting notices it all relevant documents issued 
during review qf UCS 790917 request for decommissioning of 
facilities Forwards statement supporting 79091 7 petition 
ROSS. D K Public Interest Research Group, New York 80/01/07 Bpp 


H General correspondence 


0001140062 Certifies svc on 791214 of three ltrs re UCS petition it NRC 
791214 order 

DAWNINGrP T Office of the Secretary of the Commission 79/12/14 

2pp. 


0001140096 Responds to 791203 request fnr explanation of opposition 
to siting of facility Siting of facility is inappropriate 
due to large population in area 

RYAN, R G Office of State Programs 79/12/20 2pp 


— 8001 140059 Requests a up 1 a na t i on of opposition to siting of facility 
Forwards NY Time* art i c 1 e. quoting RO Ryan c harac ter 1 1 a t i on 
of siting as "Iniane " 

CDOK.A 0 Affiliation Unknown 79/12/03 2pp 


P Operating license stage documents L correspondence 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurement* re radiological environ 
monitoring program requirements Revised *tda being 
implemented in OL applicant reviews it Tech Spec update 
GAMMILL, U P Division of Operating, Reactors 79/11/27 35pp 


0001070276 Forward * NSSS vendor U fuel supplier itr* re impact of 
cladding heating-rate dependent burst temp effect* on 
rupture time It strain/b 1 uckage Ltn will help licensees 
respond to NRC 791109 ltr re rupture strain U flout blockage 
El BEN NUT, D G Division of Operating Reactor* 79/11/27 3pp 


BOO! 030499 Discusses and proposed response to Item 60 b. re aging of 
equipment. In UCB petition to decomission Dr shut down 
plants 

LA I NAS, 0 Plant Systems Branch 79/12/14 2pp 


9001070362 Advises that Bulletin it Order* Task Force has approved small 
break LCJCA guideline* for operating plant* Provides schedule 
of util* to be audited tD assure successful incorporation of 
revised procedures Audit plan ere l 

EJ8ENHUT, D 0 Division of Operating Reactors 79/12/17 12pp 


0001070386 Advise* of plan* to inspect unit starting 000115 for low 
pressure turbine disc cracking Turbine inspected In June h 
Jul 1979, w/no evident* of disc cracking or stress corrosion 
found 

CAHILL, W J Consolidated Edison Co of New York 79/12/20 2pp 


B00109033B Discusses low pressure turbine disc cracking observed in 
unit* similar to plant, per West l nghauie 791226 info No 
external evidence of disc cracking or disc corrosion found 
during June-Jul 1979 insp Mill inspect unit 800115 
CAHILL, W J Consolidated Edison Co of New York 79/12/20 2pp 

0001040552 Forward* application for Amend I to 701214 application for 
amond to QL* 

CAHILL, W J Consolidated Edison Co of New York 79/12/31 lp 

— 8001040556 Application for Amend l to 781314 application for amend to 
OLi DPR-9, DPR-26 it DPR-64 , remov Ing requirement to sample 
beach seine std Station 11, which is inaccessible to 
grounded barges 

CAHILL. M J Consolidated Edison Co of New York EARLY, P J 
Power Authority of the State of New York 79/12/2D 9pp 


6001000370 Forward « "TMI-2 Lessons Learned Task Force Recommendations, 
Details & Method* of Implementation " Category A TMI Lessons 
Learned Talk Force requirements implemented per commitment 
contained in 791217 

ZARAKAB, P Consolidated Edison Co of New York 79/12/31 Ip 


— 8001000302 “TH1-2 Lessons Learned Task Force Re c ommen d sti on * , D* ta 1 1 s it 
Methods of 1 mp I ementat i on “ Drawing* re position indication, 
saturation meter It containment isolation eye sncl Drawing* 
available In Cantral Files only 

• Consolidated Edison Co of New York 79/12/31 60pp 


0001090302 Forwards three applications to amend OL It two amends to 
application to amend OL Affidavit of Eve end 

CAHILL. U J Consolidated Edison Co of New York 79/12/31 5p p 


— 8001090307 Application to amend OL ra Tech Spec* 3 4 to require all 
auxiliary feedwater pumps to be operable prior to heating 
reactor above 350 F 

CAHILL, H. J Consolidated Edison Co of New York 79/12/20 2pp 


—8001090313 Revised Page 3 4-J to Tech 8p»cs, to require all auxiliary 
feedwater pump* to be operable pTior to heating reactor 
above 390 F Safety evaluation anc 1 

e Consolidated Edison Co of New York 79/12/31 4pp 


—8001090319 Application to amend OL r* Tech Specs 3 10, to limit control 
rod misalignment to no more than 12 steps from control rod 
bank demand position 

CAHILL, M J Consolidated Edison Co of New York 79/12/28 2pp 
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— GO01O9O323 Revised Page* 3 10-6.3 10-10 3 10-15 re Tech Specs* to 

limit control rod misalignment to no more than 12 stop* from 
control Tod demand position Safety evaluation ercl 
t Consolidated Edison Co of New York 79/12/31 fepp 


— 8001090326 Application to amend App A* Tech Specs 6 3 U b 8 to reflect 
administrative changes to nuclear safety committer 
CAHILL* M J Consolidated Edison Co of New York 79/13/31 2pp 


— 8001090332 Revised Pages 6-5. 6-6 & 6-S3 re App A Tech Specs to reflect 
administrative changes to nuclear safety committee Safety 
evaluation encl 

» Consolidated Edison C-o of New York 79/12/31 6f>p 


— 8001090340 Application for Amend I to 790207 application to amend OL, 
to reflect completion of plant metis approved by Amend 55, 
seismit reanalyse* of certain pipe lines U certain editorial 
tx technical changes 

CAHILL, W J Consolidated Edison Co of New York 79/12/28 2pp 


--0001090330 Revised Table 3 12-1 U Pages A 13-1 h A 12-2 to Tech Specs 
re seismic reanalytes of pipe lines Safety evaluation end 
* Consolidated Edison Co of New York 79/12/31 2lpp 


— 8001090356 Application far Amend 2 to 760416 application to amend QL. 
to reflect further fcuchntcal it editorial -clari ficatl on* & to 
Incorporate changes In isolation valve listings 

CAHfILL, W J Consolidated Edison Co of New York 79/12/18 2pp 


--BOO! 090369 Revised Table of Contents, Pag es i-3.3 3-4* $ 3-4<a>,3 3-4CEO, 
3 3-15,3 6-1 through 3 6 3*4 4-1 through 4 4-9 t Tables 
3 6-1 L A 4-1 to Tech Specs r» isolation valve* -Safety 
evaluation end 

* Consolidated Edison Co of New York 79/12/31 33pp 


8001160561 Submits addl info re turbine load U backpressure 
relationship He s t i nghous e performed calculations utiliiing 
techniques per 791220 Hr to NRC Crack depth ta crack size 
ratio does not exceed I 0 Graph, one I 

ZARAKAS, p Consolidated Edison Co of New York 60/01/02 2pp 


SO01O80445 Forwards payment of addl fee re 790907 application for amend 
to License DPR-26 Payment made under protest Fee end 
ZARAKAS.P Consolidated Edison Co of New York BO/Ol/03 tp 


8001090434 Provides info re adequacy of offsite power in response to 
791001 1 fcT Unit 2 not in operation on dates listed Info re 
Unit I held back pending decision to install ECCS 6 return 
unit tn sve 

ZARAHASj P Consolidated Edison Co of New York 80/01/03 ip 


0001150414 Responds to NflC 791109 * 27 Itrs re fuel cladding strain & 
full assembly blockage Unit I currently shut down 6 in 
defoelsd condition awaiting decision whether or net tn 
install ECCB Unit 2 stilt meet* criteria of J.QCFH30 46 
CAHILL, W J Consolidated Edison Co of New York 00/01/00 2pp 


□001220197 Summary of 791205 meeting u/utlli re review of site* in high 
population btm* t* reducing likelihood of severe reactor 
accident 

ZECH.0 0 Office of Nuclear Reactor Regulation 80/01/10 llpp 


00012 5 0111 Summary of 791220 nesting w/utils re licensee review nf 
interim measures 6 design changes to reduce probability of 
severe reactor accident & consequence* Agreed to separate 
meeting* to discuss technical aspects 

ZECH, 0 0 Division of Operating Reacton aO/01/10 3$pp 


8001 280 330 Forwards Westing house plant specific evaluation of potential 
impact of using fuel model* presented in draft NUREQ-0630 re 
LQCA/ECC3 analysis Acceptance criteria of 10CFR50 46 met at 
present peaking fatter limit 

CAHILL* W J Consfl I i dated Edison Co of New York 80/01/24 9pp 


0 Inspection reports* IE Bulletin* l< correspondent* 


0001240106 Forwards IE Insp Rept 50-247/79-10 on 790916-1013 No 
noncompl ianea noted 

BRUNNER* E V Region 1, Philade lph ia* Reoctcr Operations Nuclear 

Support Stanch 79/J1/21, 2pp 


--BQOU401U IE Imp Rept 50-247/79-18 on 790916-1013 No noncomp 1 i ancc 
noted. Ha jar areas inspected shift logs U records* radl ation 
protection* physical security l* emergency planning Meeting 
KElhlOfR R Region I * Philadelphia* Reactor Operations Nuclear 

Support Drench REBEiOHSKIi T * JOHNSON, J Rag ion I. 
Philadelphia, Office of the Director 79/11/16 9pp 


8001020711 Responds to IE OulUten 79-13* Ravi * i on 2. "Cracking in- 
Feedwater Sy* Piping " Remaining feedwater sys insp to 
consist of volumetric e i am in* t i on on each main feedwater 
line -of all uninspected pipe girth welds 

CAHILL, W J Consolidated Edison Co of New York 79/11/23 ip 


8001030093 Responds to IE Bulletin 79-1 7, Revi s i on I re pipe cracks in 
stagnant berated water Unit i shut down 741031 6 currently 
kn defueled condition Info re Unit 2* contained in 790024 
response* ski II applicable 

CAHILL* U J Consolidated Edison Co of New York 79/11/30 Bpg 


8001240473 Responds to IE Bulletin 79-02, Revis ion 2, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " No 
Seismic Category ! piping supports are attached to concrete 
Mock wails at facility 

CAHILL. W J Consolidated Edison Co of New York 79/12/07 Ip 


Q001240376 Ack receipt of 7911S7 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-247/79-20 
BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/12/13 ip 


— BO0124Q379 Responds to NRC 791031 ltr re violations noted in IE Insp 
Rept 30-247/79-20 Corrective actions admin i » tra t i ve 
directive revised to require identification of date t* 
conditions of temporary procedure changes 

CAHILL, W J Consolidated Edison Co of New York 79/11/27 lp 


— SCO 1240302 Forwards IE Insp Rapt 50-247/79-20 on 791002-03 6 notice 
of violation 

BRUNNER. E J Region 1, Philadelphia* Reactor Operations Nuclear 

Support Branch 79/10/31 2pp 


— 800 1240384 Notice of violation from insp on 791002-05 

* Region 1* Philadelphia, Office of the Director 79/10/29 
IP 


—8001240386 IE Insp Rept 30-247/79-20 on 791002-05 Noncompliance noted 
failure to control temporary changes to procedures 

KISTER, H B Region 1. Ph i la de 1 p h i a. Reactor Operation* Nuclsaf 

Support Branch BLVMBERQ, N J , ZIMMERMAN* R P Region 1, 
Philadelphia, Office of the Director 79/10/29 19pp 


3001000194 Forward s IE Circular 79-23, "Shock Arrestor Strut Assembly 
Interference ” No written response required 

OR [ER. B H Region 1, Philadelphia* Qffico of the Director 
79/12/20 Ip 


GOOI07O1O7 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC1 Sc Automatic D*p res sur i la t j on Sys " No 
specific action or response requested 

Oft I ER* 0 H Region 1* Ph i lad elph la* Office of the Director 
79/12/21 ip 


□00 1110135 Forwards IE info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

CRIER, 3 H Region 1. Philadelphia* Office of the Director 

79/J2/2I lp 


8001000627 Forwards IE Info Notice 79-34* "Inadequate Design of Bafoty- 
Related Heat Erchanger* " No action or response required 
GRIER.D H Region 1< Philadelphia, Office of the Director 
79/J2/27 Ip 


0001110426 Forwards rept* "Visual Fuel Insp, Cycle 3/4 Refueling " 
CAHILL* 14 J Consolidated Edison Co of New York 79/12/31 3pp 


— 80Q1U0428 "Visual Fuel Insp. Cycle 3/4 Refueling " 

* Consolidated Edison Co of New York * Nuclear Assurance Carp 
79/12/31 123pp 


8001140197 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs. 11 No response required 

OFUER-B il Region 1* Philadelphia, Office of the Director 
79/12/31 lp 


G00115OO7O Forwards IE Info Notice 79-36* "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GFUEFt.B H Region 1* Philadelphia, Office of the Director 
79/12/31 lp 


GO 01 190172 Forward * IE Info Notice 79-35* "Control of Maint U Essential 
Equipment ” No response re-qulred 

ORFEfL B H Region I. Philadelphia* Office of the Director 

79/12/31 lp 
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6001 150170 Forwards IE Info Notice 00-01. "Fuel Handling Events " No 
specific action or response required 

GRIER, B H Region 1> Philadelphia, Office of the Director 
BO/Ol /Q4 lp 


€1001290369 Forwards IE Bulletin 79-01 Bj "Environ Gual i f ication of Class 
]E Equipment" u/a t tac hment s Action required 

DRIER, B H Region 1* Ph i 1 ad e 1 ph ia, Office of the Director 
00/0 1/14 1 p 


0001390170 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
j 90/01/17 Ip 

R Periodic operating reports & related correspondence 


0001 22 036 & Forwards monthly operating rept for Dec 1979 

CAHILL, W J Consolidated Edison Co of New York 60/01/15 Ip 


— 0001330370 Monthly operating rept for Dec 1979 

EICH, E Consolidated Edison Co of New York 80/01/07 7pp 


8 Reportable occurrences, LERs & related correspondence 


GOO 1 110605 Forwards LER 79-024/03L-0 

CAHILL, W J Consolidated Edison Co of New York 79/12/28 lp 


— 6001110616 LER 79-024/03L-0 on 791202, during power escalati on, r e ac tor 
coolant leaked into preasuriier relief tank Caused fay 
degradation of relief valve seating Valve seat U disc insart 
Top 1 aced 

MAKEPEACE, j H Consolidated Edison Co of New York 79/13/20 

2pp 


BOO 1290470 Forwards updated LER 78-022/OIX-2 

CAHILL, W J Consolidated Edison Co of Now York B0/01/IB lp 


-0001290476 Updated LER 78-022/01X-2 on 760617, during normal operation, 
vendor confirmed discrepancy between specified 8t as-supplied 
value of Cv for newly installed pressuriier power operated 
relief valves Cause not stated Valve sets replaced 
MAKEPEACE, J M Consolidated Edison Co of New York BO/OI/IB 
3pp 


U Congressional/Enecutive Correspondence 


GOOl 130146 Responds to 790917 1 tr re W Holden 790B26 ltr re plant 
safety issues Redundant safety equipment kept in separate 
room* w/separating conrete walls ALAO-436 accepted current 
seismic criteria 

C0S3ICK, L V Office of the Executive Director For Operations 
79/11/13 3pp 


GOO 1 240203 Responds to 791114 ltr to UM Hendrie ro emergency evacuation 
plans for heavily populated areas surrounding facility Task 
force is examining potential changes in plant design £ 
operation to lessen probability of severe accident 
009SICK,L V Office of the Executive Director for Operations 
00 / 01/02 2 PP 


BOO 1150162 Discusses UC8 790917 petition seeking resolution of issues 
t* facility safety h. site suitability NRC should begin 
formal proceedings to determine risk to public health l* 
safety in NY metropolitan area 

CHISHOLM, S House of Rep , Committee on Rules B0/01/D9 ip 


DOCKET SO -249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency it fire protection plans 


6001140054 Requests estimate* re evacuation of area* around nuclear 
power reactor* Format for reporting evacuation time 
estimate* end 

GRIMES, B K Assistant Director for Engineering it Project* 
79/11/29 4pp 


BOO! 030570 Advises that Subitem* a-e are acceptable per fire protection 
review of Item 3,1 5 re water suppression Add 1 info needed 
re sprinkler sys cable concentration on menanine turbine 
bldg Item 316 still open re gas suppression sys 
HALLxR E Drookhaven National Laboratory 79/12/20 lp 


B001U0429 Informs that fees identified in NRC 791207 it 10 ltr* re 
review of security personnel training & qualification plans 
ar* acceptable Payment end 

PEOPLES, D L Commonwealth Edison Co 79/12/31 2pp 


0001110440 Forwards draft revision to emergency plans Plans withheld 
i ro f 10CFR2 790) 

PEOPLES, D L Cammonuiea 1 fch Edison Co 90/01/03 3p p 


8001230000 Forwards summary of NRC 791210-13 audit of small break LOCA 
emergency procedures & operator retraining at selected OF 
OWR operating plants List of attendees end 

THOMAS* C O TMU-2 Unresolved Safety Issues 80/01/03 I2pp 


0001240276 Forwards comments o-n 790323 saf flguar ds contingohry plan 
Requests plan be revised according to end comments Comments 
withheld (ref 10CFR2 790) 

Z1EMANN.D L Operating Reactors Drench 2 00/01/00 2pp 


8001290230 Forwards modified amended security plan, Revision 6, Copies 1, 
2, 4 5 Enel withheld <r*f 10CFR2 790) 

PEOPLES. D L Commonweal th Edison Co 80/01/21 lp 


6001300409 Forwards responses to NRC 791022 request for add) info re 
fire protection safe shutdown analysis Addresses all 
questions except Items B(n) tc 0(1) Response provided by 
Q00301 Si* oversize maps end fo-r Centra) Files only 
JANECEK,R F Commonwealth Edison Co 80/01/23 43pp 


H General correspondence 


6001030549 Discusses review of seminar outline re Dak Ridge Associated 
Umv course in radiation safety for NRC Accepts proposed 
program Requests more specific outline of training course 
PEOPLES, D L Commonwealth Edison Co 79/12/26 lp 


P Operating license stage documents 6 correspondence 


BOO 1 040390 Forwards Nov 1979 Revision 1 af branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in DL applicant review* ?« Tech Spec update 
GAMM1LL p W P Division of Operating Reactors 79/11/27 HSpp 


8001070276 Forwards NSS9 vendor tc fuel supplier Itrs re impact of 
cladding heating-rote dependent burst temp effects on 
rupture time U stra l n/b 1 oc kag-c Lfcrs will help licensees 
respond to NRC 791 109 ltr ro rupture strain it flow blockage 
EISENHUT. D G Division of Operating Reactor* 79/11/27 3pp 


8001030845 Forwards request for add! info ro containment purge sys 
LA I NAB, 0 Plant System* Branch 79/12/07 2pp 


9001210J87 Responds ta NRC 791030 Hr, End 1, Section 2 2 1a, "Lessons 
Learned Task Force Recommendat 1 on* re Shift Supeiviso-r 
Requirements " Forward* copy of mgt directive emphasizing 
primary mgt responsibility of shift aupervi sot 
FALMER, F A Commonwealth Edison Co 79/12/14 2p p 


BOO 1 070362 Advises that Bulletin & Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of util* to be audited ta assure successful Incorporation of 
revised procedures Audit plan cncl 

EISENHUT, D g Division of Operating Reactors 79/12/17 12pf> 


BOO 1 180233 Notifies that review completed re "need for access'* aspects 
of vital area ac-co-ss control program Procedures reducing 
number of employees w/author i r ed access ut/a escort will be 
implemented by 800137 

PEOPl E3> D L Commonwealth Edison Co 79/12/2L Ip 


0001140015 Advises that i/fcil commitments h schedule of Imp 1 rmen t a 1 1 an 
of TMl-2 Lessons Learned Task Force re c ommpn-d ati on s are 
acceptable 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


0001230051 Respond* to discussions w/££ c oncersi np info supplied in 
util 791207 ltr ro cooling lake Investigation revealed no 
statement that granular matl under dike need to bo removed 
Surveillance program Instituted to inspect dlkos 
PEOPLES, D L Commonwealth Edison Co 79/12/31 2pp 


8001100442 Forwards addl c amm 1 tmon t s t< info re near-term lequiToments 
o-f TM1 Lessons Learned Task Force 

PEOPLES, D L. Commonwealth Edison Co 80/01/01 76pp 


8001100459 Forwards proposed amend to Tech Spec* extending time limit* 
for inoperability of ECCS ring header hydraulic snubber 
PEOPLES, D L. Commonwealth Edison Co 80/01/04 2pp 


0001100461 Changes to Tech Specs, App A, Page* 916 It 99a re operability 
requirements fo-r ECC8 snubbers 
* Commonwealth Edison C,n 80/01/04 6pp 



34 


DOCKETED ITEMS 


B001I5Q418 Forward* commitments to meet near-term r equipments of THI 
Lesson* Learned Task Farce re emergency power -supply, 
i nadver t enfc l y omitted from QOOSOl Itr 

PEOPLES, D L Commonwealth Edison Co 00/01/04 78pp 


BQ 011 00248 Confirms 000110 meeting w/util to discuss recent events at 
facility, including core spray valve c lasl ng*. unp lanned 
radioactive liquid releasi, gaseous effluent releases, 
personnel errors 4- cooling lake leakage 

KEPPLER , J 0 Region 3. Chicago, Office of the Director B0/CH/04 

Lf 


00-01130519 Forwards info re generic cladding swelling & rupture model 
Info submitted by WSSS vendors, re NUREG-0630 OE approved 
models conservative West ing h ous-e plants comply w/ 
r egulat Ions 

PEOPLES. D L Commonwealth Edison Co SO/Ol/Ofl Bpp 


C0CM3Q0429 Proposes to amend App A Tech Specs to modify automatic 
d epressur i i at ion sgs operability requirements to allow 
seismic design review, per IE bulletin 00-01 Forwards 
proposed Tech. Spec changes ?, Class I fc HI Fees 
PEOPLES, D L Commonwealth Edison Co BO/Ol/24 3p p 


B001300437 Proposed temporary changes to App A Tech £>pecs to allow 
operation w/Four of five automatic depressor l lafcion sys 
valves operable until Q0D131 Page 70 revised for Dresden 1 & 

2 Page □ 3/4 3-5 revised for Quad-Cities 1 
* Commonwealth Edison Co 80/01/24 6pp 


000 1 300435 Provides addl info to 800124 proposed Tech Spec changes 
hods, test* fc maps ensuring seismic qualification 
requirements of air suppLy lines will be performed du-rtng 
scheduled Tefueking outages 

PEOPLES, D L Commonwealth Edison Co 00/01/20 2pp 


0 Inspection reports. (E Bulletins fc correspondence 


7904300133 IE Bulletin 79-07, "Seismic Stress Analysis of Safety- 
Related Piping " 

* Office of Inspection L Enforcement, Office of the? Director 
79/04/14 7pp 


00011 504Q2 Forwards IE Insp Repts 50-010/79-22,50-237/79-26 fc 
30-^49/79-24 on 791001-1102 fc notice of violation 
HEiSHMAM, R F Region 3, Chicago, ReactoT Operations Hue 1 ear 

Support Dranch 79/11/21 2pp 


— BOO 1 1 50403 Notice of violation from lnsp an 7910-01-U02 

* Region 3, Chicago, Office of the Director 79/11/16 Ip 


— 0001 150405 IE Insp Repts 50-010/79-22,50-237/79-26 fc 50-249/79-24 on 
791001-1102 Moncomp 1 len.ee noted unqualified equipment 
attendant allowed to perform valving evolution resulting in 
spent fuel pool overflow 

SPE6SARD.R L , BARKER, J L Region 3, Chicago, Office off the 
Director 79/LI/I6 Bpp 


800 1160261 Forward s IE Insp flepts 5O-237/79-22.50-249/79-2O, 
50-234/79-24,50-265/79-21,50-295/79-21 fc 50-304/79-20 on 
790926-27, 1003-04 fc 22-23 6 I J 07-09 

FIORELLliO Region 3, Chicago, Reactor Conttnic 1 ion fc Engineering 

Support Branch 79/12/05 2pp 


—8001160271 IE insp Repts 50-237/79-22.50-249/79-20, 50-254/79-24, 
50-265/79-21.50-295/79-21 fc 50-304/79-30 on 790926-27, 

100-3-04 & 22-23 fc 1107-09 Mo noncompliance noted Major areas 
Inspected followup to IE Bulletin 79-02 

HAVES, D W , GALLAGHER, E J ricglon 3, Chicago. Office of the 
Director 77/11/30 I6pp 


8001170044 Forward* response tD NRC 791100 request for addl info re IE 
Bulletin 79-02, Revision 2. concerning use of concrete 
expansion anchor* Includes response* to revised sections of 
Item 2 fc addl Items 5 & 6 

PEOPLES, D L Commonwealth Edison Co 79/12/07 22pp 


□ 0010 40633 Sumntar lies 791126 meeting w/NRC fc Sargent 6, l undu re items 
in I£ Bullet tin 79-02 Discusses results of util concrote 
expansion test program Items included number of plates Insp 
fc anchors load tested, angul arlty & shell projection 
PEOPLES, 0 L Commonwealth Edison Co 79/ 12/1 fc 235pp 


0001100292 Forwards, IE Info Notice 79-31. M V»t of Incorrect Amplified 
Response Spectra IARS) " Mo action or response required 
KEF PL Eft, J 0 Region 3* Chicago, Offite of the Director 79/12/13 

lp 


BOO 1070329 Provides addl response to IE Bulletins 79-01 fc 79-01A, 
"Environ Dual i f ic afcian of Class IE Equipment " Refers to 
791001,1101 fc 15 ltrs to MRC u/infn on preventive maint for 
ASC-0 solenoids 6 qualification of equipment u/chemicals 
PEOPLES, D L Cornmonwea i th Edison Co 79/12/14 2pp 


GOO 100030? Forwards IE Circular 79-23, '"Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER. JG Region 3, Chicago, Office of the Director 79/12/20 

IP 


80012301 IS- Forwards response to IE Bulletin 79-25, "Failures of 
Westlnghouse BFD Relays in Safety-Related Sys " Discrepant 
components not in use except at Zion Relays in use will be 
replaced Relays In storage removed fram stock 
PEOPLES, DL Commonwealth Edison Co 79/12/20 3pp 


Q001I $0063 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER < -J 0 Region 3, Chicagio, Office of the Director 79/12/26 

ip 


0OO1UO25B Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for ItPCl 6 Automatic Depressurization Sys " Mo action 
or response requested 

KEPPLER, 0 9 Region 3, Chicago, Office of the Director 79/12/26 

ip 


BOOitGOOOS Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchanger* " No action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of thp Director 79/12/27 

IP 


Q 001090465 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs ' No response required 

KEPPLER. J G Region 3. Chicago, Office of the Director 79/12/28 

!p 


6001 100503 Ac k receipt of 791207 Itr informing NRC of steps taken to 
correct violations rioted in IE Insp Repts 50-237/79-23 6 
50-249/79-23 Add! info requested 

FIORELLI- 0 Region 3, Chicago, Reactor Construction fc Engineering 

Support Dranch 79/12/20 Ip 


■0001 10D3I2 Fle*ponds to NRC 791116 lfcr re violations noted in IL Insp 
ftopte 50-237/79-25 6 50-249/79-23 Corrective actions addl 
dike surveillance will be performed 

PEOPLES, D L Cornna nwea l th Edison Co 79/12/07 2pp 


0001160267 Forwards IE Info Notice 79-36, "Computer Code Defect In 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, J 0 Reg i on 3. Chicago, Office of the Director 79/J2/20 

IP 


0001100203 Forward* IE Info Notice 79-35, "Control of Maint fc Essential 
Equipment No action or response required 

KEPPLER, J 0 Region 3, Chicago, Office dF the Director 79/12/31 
If 


8001150105 Forwards IE Info Notice BO-Ol, "Fuel Handling Events ° No 
specific action or response required 

KEPPLER, JG Region 3. Chicago, Office of the Director 00/01/04 

»P 


0001170004 Respond* to IE Bulletin 79-26 re boron loss from control 
blades Me blades reached 347. U10 depletion at fair utils 
Predicts 26 blades will reach depletion by next outage at 
util 

PEOPLES, & L Commonwealth Edison Co 00/01/04 4pp 


8001 160593 Respond* to IE Bulletin 79-28 NAM CO Model EAJ0O limit 
switches havo been installed fc are planned for Installation 
on some saf oty-r e late d equipment Na switches date-coded 
between Feb-Aug 1979 

PEOPLES, D L Commonwealth Edison Co B0/01/G9 2pp 


8 0D1230049 Ack receipt of 791217 Itr informing NRC of steps taken to 
correct violation* noted in TE Insp Repts 30-010/79-22, 
50-237/79-26 fc 50-249/79-24 

HEISHMAN, R F Region 3» Chicago, Reactor Operations Nuclear 

Support Branch 80/01/10 Ip 


--Q0012300&3 Responds to NRC 791121 Itr re violations noted in IE Insp 
Repts 90-010/79-22,50-237/79-26 fc 50-249/79-24 Corrective 
actions valves correctly fc prominently labeled fc fuel pool 
fill valves locked 

PEOPLES, DL Commonwealth Edison Co 79/12/17 4pp 
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6001290493 Forwards IE Bulletin 00-01, "Operability of Automatic 
Depressuri ration Sya Valve Pneumatic Supply " Action 
required 

KTPPLER, J 0 Region 3* Chicago, Office of the Director 90/01/11 

lp 


BC01290103 Forwards IE Circular 80-01. "Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER. G Region 3. Chicago, Office of the Director 80/01/17 
lp 


R Periodic operating reports fc related correspondence 


000113047$ Forwards monthly operating repts fur Dec 1979 
STEPHENSON. D B Commonwealth Edison Co 00/01/10 Ip 


-- BOO t 1 50479 Monthly operating Tepts for Dec 1*779 

CIESZKIEWICZ, B Commonwealth Edison Co 80/01/04 20pp 


B Reportable occurrences, LERs fc related correspondence 


0001150442 Forwards LER 79-Q34/03L-0 

3TEPHENSDN.D fl Commonwealth Edison Co 80/01/07 ip 


--3001150450 LER 79-034/O3L-0 on 791215, while testing valves per MOD 
M- 12-3-79-33, pump back sys purposely shut off fc A03-1601-56 
valve closed Caused by shutdown of pump back sys No 
corrective action necessary 

BADRAN, S Commonwealth Edison Co 80/01/07 lp 


3001190661 Forwards LER 79-033/O3L-O 

STEPHENSON. B U Commonwealth Edison Co 80/01/03 ip 


0001150669 LER 79-Q33/03L-0 on 791 21 0, during normal up erat ions, h i g h & 
downscale lights were up foT Tod block monitor 3 on front 
panel w/no lights on batk panel Caused fay bad fuse in dc 
power supply Fuse* replaced fc monitor returned to svc 
* Commonwealth Edison Co 00/01/00 lp 


9001220514 Forwards LER 79-035/03L-0 

BTEPHEN6DN. U If Commonwealth Edison Co 80/01/ iO lp 


—900 1 220523 LER 79-035/03L-0 on 791217. during normal op ef at i on, control 
room operator observed no position indication for valve 
MO 3-1501-3A Cause unknown Breaker closed & electrical feed 
restored 

SMITH, B L Commonwealth Edison Co 00/01/11 2 p-p 
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F Security, medical, emergency fc fire protection plans 


0001140034 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES, B K Assistant Director for Engineering fc Projects 
79/11/29 4pp 


SO-0 1030343 Forwards Revision 1 to security plan Flan withhold 
<ref 10CFB2 790) 

UHftlQiR E Florida Power fc Light Co 79/12/27 Ip 


8001300333 Forwards final inputs for 6-month period re util fire 
protection review Recommends acceptance of plans f-or fire 
detection *yt fc proposal for screen wash pump as backup, 

Mod necessary on water suppression sys 

HALL#R E Brookhaven National Laboratory BO/OJ/22 4pp 


0 Adjudicatory eorr eepondance 


8001070015 Requests to make limited appearance statement at licensing 
prehearing 

WARDLAW, W C Affiliation Unknown 79/12/12 lp 


B001040732 Response to licensee objections to infcervenor 
Interrogator!** & request for documents InteTroga tories 
beyond scope of proceeding are withdrawn Remaining 
interrogatories discoverable W/Certi f lcate of Svc 
MAR6HALL, R A Oncavage, Mar k MARSHALL, R, A, Marshall. R A 
79/12/17 42pp 


&001I00331 Answers to NRC interrogatories fc request for production of 
documents Confirms A Bowen, W Goldberg, R Anderson, 

D Br idenbaugh, KZ Morgan It AR Tamplin as witnesses Consider* 
safety evaluation fc EIA to be deficient 
QNCAVAGE.M P, Oncavage, Hark 79/12/17 13pp 


0001140207 Responses to intervener MP Oncavage 791027 interrogatories & 
request for production of doc ument *, per A3LB 79)115 order 
Object* tD majority of questions as irrelevancy fc 
immateriality Certificate of Svc fc affidavit encl 
COLL.N A Florida Power C< Light Co CDLL, N A Steel. Hector b 
Davis 79/12/17 I90pp 


0001090516 Order granting extension until B00114 for licensee to 
respond to intervener 791217 motion to compel responses to 
objectionable interrogatories 

BDWER3. E S Atomic Safety and Licensing Hoard Panel 79/12/21 

2pp 


EOO119OS08 Motion Far extension until 790114 to reply to intervenor 
791217 responses treated as motion to compel Withdrawal of 
certain objections to intervener discovery depends on 
available technical personnel Certificate of Svc encl 
REt5,H F Florida Power 6 Light Co REIS, H F 
Lo wens t e i n, Nouirnan, Re i a . An e 1 rad k TdI) 79/12/21 4pp 


6001030277 Motion to compel intervonoT responses to NRC interrogatories 
t> request for production of document* Intervenor declined to 
anoweT certain que s t ions, p rov i d ert no documents to carry cast 
lc failed to support objections W/Cer t i f ica 1 0 of (Jvc 
CDLDBEF15, S C Hearing Branch 2 79/12/27 7pp 


0001250179 Response in support of NRC 791227 motion to compel complete 
response by infcervenor to NRC discovery Disputes NRC 
interpretation of 10CFR2 740(f)(1) re need for protective 
ordfiT W/Cert ifi ca fc e of Svc 

REIS. H F Florida Power fc Light Co REIS, H F 
Lower ste in . Newman > Re i s > A i o 1 r a d k Toil 00/01/09 5-pp 


00012B0175 Notices of appearance in steam generator repair proceeding 
Certificate of Svc fc NY State Dept of Environ Conservation 
791227 1 fcr end 

CHONIN, N . HARNAQE.HH On c avoge , Mar k CHONIN. N Chonin, N 

00/01/11 6pp 


9001280446 Reply to intervenor 791107 responses re applicant 79110/ fc 
27 objections to 791027 interrogatories & request far 
document* Withdraws objections to question* 6 responds to 
others w/o waiving objections Certificate of Svc end 
COLL, N A , BARKLTT*vJ M Florida Rower N Light Co COlL, N A Steel, 
Hector fc Davis B0/<H/L4 21pp 


J Insurance 6 indemnity information 


8001090433 Forwards Endorsement 49 to ANI Policy NF-105 

FIELDEFl, J Harsh fc McLennan. Inc . M fc 14 Nuclear Consul bants, Inc 
Div Q0/O1/04 2p p 


8001100461 Forwards Endorsement 42 to MAGLU Policy Mf- 55 

FIELDER. J Harsh fc McLennan, Inc . M fc M Nuclear Con sultan ts. Inc 
Div 80/01/07 2pp 


8001310175 Forward* Endorsement 3 to NELIA atnder ED 7', 

FIELDER, J Marsh k McL ennan , I nc , M fc M Nuclear ( i ' Jltants, Inc 
Div BO/Ol/15 3pp 


BOO-13101BQ Forwards Endorsement 3 to NELIA Hinder ER-25 

FIELDER, J Mar *b fc McLennan. Inc , M & M Nuclear Consultants. Inc 
Div 00/01/15 3pp 


BOO) 310207 Forward* Endorsement 90 to NELIA Policy NF-105 

FIELDER, J Marsh & McLennan. Inc » M & M Nuclear Consul tants, Inc 
Div 80/01/15 2pp 


M Antitrust correspondence 


0001040200 Order exercising discretion not to initiate antitrust 
proc ted in g *< p end 1 ng decision of District Court Dissenting 
opinion of PA Bradford encl 

CHILK.S J Office of the Secretary of the Commission 79/12/21 
iopp 


8001250317 Forwards notice of appearance of NC Wise on bihalf of FL 
Power fc Light Co 

WISE, W C Wise. W C 80/01/09 2pp 


P Operating license stage documents Sc correspondence 


0001040390 Forward* Nov 1979 Revision 1 of branch technical position on 
direct radiation measurement# re radiological enviTon 
monitoring program requirements Revised ttds being 
implemented in QL applicant reviews fc Tech Spec update 
QAMMILL, W P Division nf Operating Reactors 79/11/27 33pp 
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eC0lQ7<127& Forwards NSS5 vendor V fuel supplier Itrs re impact of 
cladding Seat ing -r a t e- dependent hurst temp effects or 
rupture tine i, strain/h iackag s Ltrs util help licensees 
respond to NRC 741109 Ur re rupture strait L f \ old blockage 
£t£Elp<UT, D 0 Division of Operating Heat ton 79/it/27 3pp 


630104010'? 6u-narijes correspondence From 790705-0023 re revised valv* 
test program Requests review of NflC position re cycling 
rtqumrents for check valves fc indication of acceptance or 
reject l on 

5CHW?NC£fl A Operating Reactors Branch J 79/11/30 3pp 


Q03l07O3ts2 Advises that Bulletin & Orders Task Force has approved small 
break LOLA guidelines for operating plants Provides schedule 
of utils to he audited to assure successful incorporation -of 
revised procedures Audit plan encl 

EJSEWJ7. D G Division of Operating Reactors 79/ 1 2/17 12pfj 


60012410235 Forwards safety evaluation re util proposed overpressure 
mitigating sy, t< EG’^5 Idaho, Inc rept, 'Technical Evaluation 
of Electrical. Instrumentation l* Control Aspects of 
Overpressure Mitigating Sys 

LA I WAS. 3 Plan-t Systems Granch 79/i27i? Ip 


— 0001240239 Safety evaluation Supporting proposed overpressure 
mitigating s«js 

* Plant Systems Branch 79/13/31 2pp 


— 8001540240 'Technical Evaluation of Electrical. Instrumentation & 
Control Aspects of Overpressure hitiqating Sys ■■ 

• EO 6 G, Inc 79/12/17 lOpp 


0001290517 Forwards Drawing 560 -M- 339 / 79 - 1 1 2 in response to 791212 Itr 
re Lessons Learned Task Force rec ommenijo 1 1 tins concerning 
duiiliery feedwater ays During available in Central Files 
UHfllQ, R E Florida Power h Light Co 00 / 01/23 ip 


0 Inspection reports. Ik lulletin* & correspondence 


SOOl 1 B 0157 Responds to 1 C Bulletin / 9 - 25 , “Failure, of We* t i ngh qub * 
DFD Relays in Safety-Related Sy* " Wnstlnghousc DFP relays 
used in reactor protection U safeguards sys at facility All 
GFD relays replaced to insui e operable xelaya installed 
UHfUC.ft E Florida Power 6 Light Co 79 / 12/20 lp 


90010702-00 Forwards IE Info Notice 79-32, “Sopai a t i on of Electrical 
Cables far HPC I fc Automatic Depre ssur 1 j a t i op By* " No 
specific action or response requested 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


SOO110O2O8 Responds to IE Bulletin 79-14, “Seismic Analysis for 
As-Built Saf e lated Piping Sys " Accessible piping 
outside containment evaluated Final Unit 3 insp being 
conducted during current refueling outage 
UHRIG.R E Florida Power It Light Co 79/12/21 lp 


0001240124 Forwards IE Info Notice 79 - 33 , “Improper Closure of Primary 
Containment Equipment Access Hatches M No action ar response 
required 

O'REILLYiJ P Region 2 , Atlanta, Office of the Director 

79/ia/ai 2 pp 


6001110051 Requests extension to 000215 For completion OF Tfll Lessors 
Learned 7asi Force nods Multiple -unit outages would 
i*opardwe ability to meet customer requirements 
UHPIG>R E Florida Power h Light Co 79/12/21 3pp 


6001020627 Forwards response to fJFtC 790910 request for info r B steam 
generator water harmer AddI info available in util 700103 
1 tr 

LKRlQ, R E Florida Power % Light Co 79/12/26 6pp 


3031240400 Forward* IE Info Notice 79-34, “Inadequate Design of Uarofcy- 
Related Heat Exchangers " No action or response required 
O'REILLY, J p Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


0001250 1 00 Forwards ie Info Notice 79 - 37 . “Crocking in Low Pressure 
Turtjre Disci 11 No response required 

D*REiLLY, J p Region 2 , Atlanta, Office of the Director 
79 / 12/23 2 pp 


CCD 1040524 Forwards check in response to NfiC 791206 1 tr 
UHFIO, R E Florida Pduer ft Light Co 79/12/27 2pp 


BOO 1 090 3 22 Notifies that util will submit info re actions 
eOOUl™ ,r ' tS *° NUREO-O570,Cat«gory A items by 

UNRIG.* £ Florida Power 6 Light Co 6D/01/04 ]p 


taken to meet 


9001 150403 
fuel clad 
response 
by 300123 
UHfllQ.fi E 


Responds to NRC 79H09 U 27 Hr* re potential effect 
research on ECCS afialys-is NSSS vendor proparjpr) 
based on discussion* u/NflC fiept wilj he forwarded 

Florida Power L Light Co SO/Ol/lO tp 


of 


neu 


B001210U9 Forwards addl mfe re actions taler to meet commitment to 
I-eSiir'ml 6 ^-term Lessons Learned T fl ,k Force Category A* 

sar«rs?t:. c 5:.r w ’ 1 ” ' ,r '“‘ na encl 11 ava,ii,b " f *- 

UHflro.R E Florida Power L Light Co BO/Ol/lJ 74 pp 

B001 210203 Not i f ios M.ct response to NfllC 7910QJ request for hffsito 

assist * ” ' e,na c ° mpiiad pia " 6 “> f«r«r3 1 ;r;; 

UWIIQ.R E Florida Power L Light Co 8Q/0I/14 i p 


0001230415 Forwards raspon-ses to WRC 7«?lbia 1*- . 

For C e recommendation*. I , 7 V/ 2 f 7 l I 

UHRtu, R c Ftof.ifj pouer i Light Co B0/0I/1A upg 


Ei2Vrv ? r I,ois ® r ™-" oo “ " M, “ *■'“ s,f,M 

UHR,0,R 6 Florid, Pouer K Light Co BO/Ol, IS Ip 

B0 Sh r ,1 ;j. t,on •• 

to Fq limit Of \ B 9 Current 1 adjustment necessary 

^Mir^n :: -fl> 4r ‘ consmuw ' & ln 

E Honda Power & Lif/It Co BQ/Qt/23 5 PP 

*' *•*•> re ins tall, t 

lire,, s, ♦liniMW .1 ke,t »oghovse mod, to rerfui:e 

UHR,ft * E HI* 0 ™** 


0001160281 Forward » IE Infp Notice 79 - 35 , “Control nf Maint U Fsacntirtl 
Equipment 11 No action or response required 
79 / 12 / 3 ]’ J i p Rc « iQn *’ Atlanta, Office of the Director 


UU 01^0050 Forwards IE Info Notice 79 - 36 , “Computer Code refect j» 
Stress Analysis 0 f Piping Elbow « No specific oction or 
re-sponsa required 

79 / 12 / 31 1 J 2 pp Res>or ' 3l Atlanta. Office of the Director 


“Fuel Handling Events “ N« 


0001290204 Forwards IE Info Notice BQ-Oi, 
specific action or- response required 
BO/Ol/oI’^ 2pp ftl39lori 2j Atlanta, Office of the Director 


discusses insp criteria L results Approval to return facJJty 
to power operation requested Util will bo ready to resume V 
power operation by eo0i ?6 Class III f B0 Bnc | 

(JKRIO. R E Florida Power Light Ca 80 / 01/10 3 jpp 

*0013-70423 Forwards IE Bulletin 79 -OUJ, “Environ Qualification of CL*** 
Stjfitiirri attachment. Action raquirod " " 

00 / 01 / h' ' ip ^ 9iot} 2 ’ Atlanta, Office of the Diroctor 


0001220420 Supplements result, of util steam oen*P„fco« t, 

rR V t^i V 0O^n E stt Ufl9 o nfl VI* V 2 ° ln °^Jratir $A 

iialVs" g: 

UHRIG. R E Florida Power & Light Co 80 / 01/10 2 pp 


DOCKET 50-251 TURKEY POINT PLANT, UNIT A 

& fire protection plans 

80 ?«f? 3 ?™ 2 r “»r R ’ vl, “"’ 1 *° pl,n. Plan .114.1, 

UHRIO, B E Florida Pp UBr L Light Co 79/12/87 lp 


5. i . ! 1 1 h° n / v ri,"; roj o7;r r, t^* ,,e '* ,,ce h of ' *'»"» f«r nr. 

hauTP’V °ih“ s * ,r •<**“•«•« £ P “" P *• Mut 

MLL.K.B flroofchovon Notional Laboratory BO/Ol/Sa. 4pp 
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0 Adjudicatory c orre sp undone o 


0001070015 Request* to make limited appoaronco statement at licensing 
prehearing 

VIARDLAW, W C Affiliation Unknown 79/15/18 lp 


£001040732 Response to licensee objections to Intervenor 
interrogator i os k request for documents Interrogatories 
beyond scope of proceeding are withdrawn Remaining 
interrogatories discoverable W/L er t if i ca fce of Qvc 
MARSHALL. R A Oncavage, Mark MARSHALL, R A Marshall, R A 
79/12/17 42pp 


0001100331 Answers to NRC interrogatories k request for production of 
documents Confirms A Bowen, W OoldUerg.R Anderson, 

D Dridenbaugh, KZ Morgan & AR Tamplin as witnesses Considers 
safety evaluation & EIA to be deficient 
ONCAVAGE, M P Oncavage, Mark 79/12/17 I3pp 


BOO 1 140207 Responses to intervenor MP Oncavage 7910 27 interrogatories it 
request for production of documents. per A5LD 791115 order ► 

Objects to majority of questions as irrelevancy t 
immateriality Certificate of Svc it affidavit end 
COLL.N A Florida Power & Light Co COLL. N A Steel, Hector & 

Davis 77/12/17 i90pp 


3001090916 Drder granting extension until 800114 for licensee to 
respond to intervenor ?712i7 motion to compel responses to 
objectionable interrogatories 

BOWERB, E S Atomic Safety and Licensing Board Panel 79/12/21 

2pp 


BOOllSOiGB Motion for extension until 790114 to reply to intervenor 
791217 responses treated as motion to compel Withdrawal of 
certain objection* to intervenor discovery depend* on 
available technical personnel Certificate of Svc end 
REIB.H F Florida Power U Light Co REIS.H F 
Lowenstein, Newman, Rei *, Axolrad & Toll 79/12/21 4pp 


□001030277 Motion to compel intervenor responses tg NRC interrogatories 
it request for production of document* Intervenor declined to 
answer certain ques 1 1 on*, prov i d ed no documents to carry caso 
It failed to support objections W/Cort i f l cate of 8vc 
OOLDDERQ, S C Hearing Branch 2 79/12/27 7pp 


G00125017? Response in Support of NRC 791227 motioh to compel complete? 
response by intervenor to NRC discovery Dispute* NRC 
Interpretation qf 10CFR2 740<f)<l) re need for protective 
order W/C er t i f i ca te of Svc 

R£1S,N F Florida Power & Light Co REIG,H F 

Lo wen* te i n, Newman, R« i s , Ax e 1 rad U Toll Q0/01/09 3pp 


8001280175 Notices of appearance in steam generator repair proceeding 
Certificate of 8vc k NY State Dept of Environ Conservation 
791227 ltr end 

CHONIN.N , HARNAOE, H H Oncavage, Mar k CHONIN.N Chonih.N 
SO/Ol/li 6pp 


0OQT20O446 Reply to intervenor 791107 response* re applicant 791107 & 
27 objections to 791027 interrogatories & request for 
documents Withdraws objections to question* & respond* to 
others w/o waiving objections Certificate of Svc end 
COLL.N A , BARKETT , J M Florida Power k Light Co CDLL, N A Steel, 
Hector it Davis 80/01/14 21pp 


J Insurance k indemnity information 


B0010B0459 Forwards Endorsement 49 to ANI Policy NF-IQ9 

FIELDER, j Marsh it McLennan, Inc , M & M Nuclear Consultants* Inc 
Dtv B0/01/04 2pp 


0001100401 Forward* Endorsement 42 to MAELU Policy MF-53 

FIELDER, J Marsh & McLennan, Inc , M J< M Nuclear Consul tants# Inc 
Dlv 00/01/07 2pp 


6001310175 Forwards Endorsement 3 to NELIA Binder EB-26 

FIELDER, J Marsh k McLennan, Inc , M 4< M Nuclear Consultants , Inc 
Div 80/01/13 3pp 


6001310100 Forwards Endorsement 3 to NELIA Binder EQ-2S. 

FIELDER, J Marsh k McLennan, Inc , M L M Nuclear Consul tents, Inc 
Div 00/01/15 3pp 


8001310207 Forwards Endorsement 50 to NELIA Policy NF-1B5 

FIELDER, J Marsh fc McLennan, Inc , M k M Nuclear Consul tarts, Inc 
Div, 00/01/15 2pp 


M Antitrust correspondence 


6001040280 Order exercising discretion not to initiate antitrust 
p roc eed Ings, pend l rig decision of District Court Dissenting 
opinion of PA Bradford enc 1 

CHILK, 9 J Office of the Secretary of the Commission 79/12/21 
lOpp 


B0OI25O317 Forward * notice of appearance of WC Wise on behalf of TL 
Power k Light Co 

WISE, H C Wise, WC 90/01/03 2pp 


P Operating license stage documents k corr c 5 pendant: e 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurement* re radiological environ 
monitoring program requirements Revised itda being 
implemented in QL applicant reviews k Tech Spec update 
OAMMILL-W P Division of Operating Reactor* 79/11/27 35pp 


0001070276 Forwards NSS3 vendor K fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time * *traln/b lot (cage Ltr* will help licensees 
respond to NRC 791109 ltr re rupture strain & flow blockage 
EISENHUT.O Q Division of Operating Reactors 79/11/27 3p P 


0001040109 Summarises correspondence frum 79070&-0923 re revised valve 
test program Requests review of NRC position re cycling 
requirements for check valve* k indication of acceptance or 
re j oc tion 

SCHW6NCER, A Operating Reactors Branch 1 79/11/30 2pp 


8001020053 Forward* Amend 43 to License DFft-41, safety evaluation k 
notice of issuance k availability 

SCHHENCER, A Operating Reactor* Branch 1 79/12/14 2pp 


— 000 1020 ODD Amend 43 to License DPR-41, p ermi ttinq two addl affective 
full power months for ln*p of steam generator* 

8CHWENCER, A Operating Reactors Branch l 79/12/14 5pp 


■BOO 1 020061 Safety evaluation supporting Amend 43 to License J>Pft-4i 
* Office of Nuclear Reactor Regulation 79/12/14 4pp 


— BQ01020064 Notice of Issuance & availability of Amend 43 to License 
DPR-41 

SCHHENCER, A Operating Reactors Branch J 79/12/14 2pp 


0001070362 Advise* that Bulletin k Order* Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENKlJT , D Q Division of Operating Reactor* 79/12/17 I2pp 


□001240235 Forward* safety evaluation re util pi oposed overpressure 
mitigating ays k EGtO Idaho, Inc rapt, "Technical Evaluation 
of Electrical, Instrumentation k Control Aspect* of 
Over pressure Mitigating Sy* 11 

LA1NAS. 0 Plant Systems Branch /9/12/17 lp 


— 000 124023B Safety evaluation supporting proposed overpressure 
mitigating sy g 

* Plant System* Branch 79/12/31 2pp 


— BG01240240 “Technical Evaluation of C I ec t r ica 1 , In* trumenta t i on 6 
Control Aspect* of Overpressure Mitigating By* “ 

• EO l 0, Inc 79/12/17 lOpp 


6001 1 10051 Request* extension to 000213 for completion of Till Lessons 
Learned Task Force mods Multiple unit outages would 
jeopardlte ability to root customer requirement* 

UHRIQ, R E Florida Power It Lifrhfc Co 79/12/21 3pp 


0001020627 Forward* response to NRC 790918 request for Info re steam 
generator water hammer Addl info available in util 700103 
1 tr 

UNRIG, fl H, Florida Power & Light Co 79/12/26 6pp 


0001040524 Forwards c h « c It In respom# to NRC 791206 ltr 
UHR10, R E Florida Power k light Co 79/12/27, 3pp 


8001090322 Notifies that util will submit info re actions taken, to meet 
commitment* to implement HUREG-0S7B, Category A item* T» y 
a ooi ii 

UHRIO, R E Florida Power k Light Co 00/01/04 Ip 
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8001130408 Respond* ta NRC 791109 L 27 Itr* re potential effect of new 
fuel clarf rnttafc^i on ECCS analysis HS5S vendor preparing 
response based on d l ic u* * i on« ur/NRC Rept will b* forwarded 
by 800123 

UHRJO, ft £ Florida Power l< Light Co 99/01/10 Ip 


6001 2101 19 Forwards. add] inf* re- action* taken to meet commitment to 
implement short-term Lesions Learned Task Forte Category A 
requirement* One oversije draining anil t available in 
Central Files only 

UHRIO.R E Florida Power A Light Co 80/01/JI 7 4pp 


0001210200 notifies that response to NRC 791001 request for offsite 
power info is being compiled Plan* to- forward info by 
800121 

UKftlO, R £ Florida Power L Light Co {10/0 1/14 lp 


8001220418 Forward* responses to NRC 791212 )tr re Lessons Learned Task 
Forde recommend* turns, 1 tern* 2 1 7 a A 2 ( 7 b Auxiliary 
feedwater sys is automatically initiated except for steam 
generator level maint 

UHRIQ, fl £ Florida Power A Light Co 80/01/14 ]Ipp 


B00131004B Requests registration a* user of Models hN-100 Series 1, 
HN-tOO Series 2, HN-100 S.HN-200 t HN-600 
IMfllO. R E Florida PeweT L Light Co 80/01/15 i p 


0001390317 Forwards Drawing 560-M-339/79- 1 12 in response to 791212 Jtr 
re Lessons Learned Talk Force recommendations concerning 
auxiliary Feedwater sys During available in Central Files 
UHRIO.R E Florida Power t> Light Co BQ/01/23 ip 


8001290242 forwards Westinghou** evaluation of effect of fuel clad 
research data on ECCS analysis No add! adjustment necessary 
to Fq limit of I 09 CufTrnt models are conservative L In 
compliance ur/code requirements 

UHRlG.R E Florida Pouict L Light Co 80/01/23 5pp 


3 Inspection report** IE Bulletins A correspondence 


BOO 1 180t 37 Responds to IE Bulletin 79-25* “Failure* of West i ngh aute 
BFD Relays in Safety-Re lated Ey* ” Westlnghouie Of D relays 
used In reactor protection L safeguard* sys at facility All 
BFD relays replaced to insure operable relay* installed 
UHR10.R £ Florida Power A Light Co 77/12/20 l P 


8001070200 Forward* IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCJ A Automatic Dtpret turl-ia t ion By* " No 
specific action or response requested 

D^REJLLY, J F Region 2, Atlanta. Office of the Director 
79/12/21 Spp 


000 1 160209 Responds to IE Bulletin 79-14. "Seiimic Analysis for 
Aa-Built Safety-Related Piping Sy* " Accessible piping 
outside containment evaluated Float Unit 3 incp being 
conducted during current refueling outage 
UHfl I G, R E Florida Power U Light Co 79/12/21 lp 


0001 240124 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches M No action or response 
required 

0 r RElLLV» J P Region 2. Atlanta. Office of the Director 
79/12/21 2pp 


8001240480 Forward* IE Inf-o Notice 79-34. "Inadequate Design of Safety- 
Related Neat Exchanger* " No action or r up once required 
0 J REJLL^JP Region 2. Atlanta. Office of the Director 
77/12/27 2pp 


6001250100 Forwards I£ Info Notice 79-37. "Cracking In Lou Pressure 
Turbine Diici " No response required 

O'REILLY , JP Region 2. Atlanta. Office of the Director 
79/12/20 2pp 1 


8001 1 A 0201 Forwards IS Info Notice 79-35. "Control of Maint 8< Essential 
Equipment " No action or rajponse required 
0'REILLV. J P Region 2, Atlanta. Office of the Director 
79/12/31 Ip 


6001240050 Forward* IE Info Motic* 79-36. "Computer Code Defect in 
Stress Anelg*is of Piping Elbow " No specific action or 
response required 

O'REILLV.J F Region 2 , Atlanta. Office of the Director 
79/12/31 2pp 


8001290234 Forward 4 IE I n ro Notic# 00-01. "Fuel Handling Evanfc* ■* No 
specific action or response required 

D'REILLY.J P Region 2, Atlanta. Office of the Director 
00/01/04 2 pp 


8001290428 Forward# IE Bulletin 79-0ID, "Environ Qua 1 1 f i c a 1 1 on of Clan 
IE Equipment" ui/d fctachment » Action required 
O'REILLV.J P Region 2. Atlanta. Dffice of the Director 
80/01/14 lp 

600 S 290533 Requests extension of two effective full power months of 
operation before performing steam generator insp Extension 
will eliminate 3-4 wueJk -outage L will save customer costs 
Class 113 f b b artel 

UHR10, R £ Florida Power t, Light Co B0/01/23 Jp 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F Security, medical, emergency L fire protection plans 


2001140054 Requests estimates re evacuation of areas around nut I ear 
power reactors Format for reporting evacuation time 
estimate* enel 

CRIMES, B K Assistant Director for Engineering L Projects 
79/11/29 4pp 


EOO1O40&41 Confirms 791227 h 20 telcons W/Rfl Devan on completion 
schedule for facilities re fire protection mods Unable to 
complete mods by 791230 per 790727 safety evaluation Mod 
completion date expected to be 800*30 
PEOPLES, D L Commonwealth Edison Co 79/12/23 lp 


8001110429 Informs that fees identified in NRC 791207 L 10 Itrs re 
review of ircurlty personnel training A qual i f icat ion plans 
are acceptable Payment end 

PEOPLES. D L Commonwealth Edison Co 79/12/31 2pp 


B00109D330 Provides status T»pt of fire protection mods listed in Table 
3 1 of safety evaluation Completion date of 000*30 doe* not 
include refueling floor detection ays L depends on manpower 
requirements for TMl-2-related mods 

PEOPLES, 0 L Commonwealth Edison Co 80/01/03 3pp 


8001(10440 Forward* draft revision to emergency plans Plans withheld 
(ref I0CFR2 790) 

PEOPLES. D L Commonwealth Edison Co 80/01/03 3pp 


0001300405 Respond* to NRC 791022 request far addl info re fire 
protection nfe- shutdown analysis Response to Items BfcHo) 
Hll) will be forwarded by 000301 

JANECEK.R F Commonwealth Edison Co 80/01/23 20pP 


H General e orrasp ond once 


BO0i 040*27 Respond s to 791007 request for mfo re nuclear waste 
disposal facilities Add 1 low level waste storage facilities 
under const bo assure adequate storage capacity 
IPPOLITO. T A Operating Reactors Branch 3 /9/11/04 3pp 


8001210165 Respond* to 79110$ itr re 791030 meeting w/util re emergency 
preparedness NRC notified util & local media 10 days prior 
to date uP meeting Announcement did not get into newspaper 
as early a* expected 

MrLLER.J R Assistant Director for Reactor Safeguards 79/12/21 
app 


00010-30349 Discusses review of seminar outline re Gak Ridge Associated 
Univ course in radiation safety for NRC Accepts proposed 
program Request# more specific outline of training course 
PEOPLES, D L Commonwealth Edison Cd 79/12/2* lp 


P Operating license stage documents & correspondence 


BOOIO4039O Forward* Nov 197? Revision 1 of branch technical position On 
direct radiation measurements re radiological environ 
monitoring program requirement* Revised stds being 
implemented in OL applicant reviews & Tech Spec update 
OAHNILL.H P Division of Operating Reactors 79/11/27 35pp 


0001070276 Forward* NfiBS vendor & Fuel supplier Itr* re impact of 
cladding heating-rate dependent hurst temp effects on 
rupture time 4 stra in/hloc tag* Ltr* will help licensees 
respond to NRC 791409 itr re rupture strain 6 flow blockage 
EISENHUTiD 3 Division of Operating Reactors. 79/11/27 3pp 


8001070362 Advise* that Bulletin & Ordare Task Force has approved small 
break LQCA guideline* for operating plants Provides schedule 
of util* to be audited to 1 assure successful incorporation of 
riviced procedural. Audi t plan *nc 1 

E IflENNUT, D O Divi lion of Operating Reactors 79/12/17 12pp 
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0001140015 Advises that util comrm tmen ts U schedule of i mplomentat i on 
of TMI-2 Lessons Learned Task Torce recommendations arc 
acc ep tab 1 a 

DENTDN, H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


0001070130 Forwards Amends 49 ft, 54 to Licenses DPR-19 ft. DPR-29, 
r e sp ffc t i v# 1 y, sa f ety evaluation ft, notice of issuance & 
aval lability 

IPPOLITO. T A Operating Reactors nranch 3 79/12/20 2pp 


— 0001090132 Amends 45 54 to Licenses DPR-19 ft, DPR-29 respectively, 

extending max average planer linear heat generation rate 
curves 

IPPQLITO. T A Operating Reactors Branch 3 79/12/20 9pp 


—-0001090135 Sofety evaluation supporting Amends 45 ft. 54 to Licenses 
DPR-19 Sc DPR-29i respect ivoly 

* Office of Nuclear Reactor Regulation 79/12/20 3pp 


— 0001090130 Notice of issuance ft. availability of Amends 45 ft. 54 to 
Licenses DPR-19 & DPS-29, respect ivsly 

ROONEVj V L Operating Reactors Branch 3 79/12/28 Epp 


□ 001100442 Forwards add) commitments ft. info ro near-term requirements 
of TNI Lessons Learned Task Force 

PEOPLES. D L Commonwealth Edison Co 80/01/01 76pp 


8001150418 Forwards commitments to meet near-term requirements of Tdl 
Lessons Learned Task Force re emergency power supply, 
inadvertently omitted from 800101 ltr 
PEOPLES. D L Commonwealth Edison Co 80/01/04 7 Qpp 


8001 IBO240 Confirms 800110 meeting w/util re recent events at 
facility Including core spray valve clcs ings, unp lanned 
radioactive liquid release. gaseous effluent releases, 
personnel errors ft. cooling lake leakage 

KEPFLCFt.J 0 Region 3. Chicago. Office of the Director 80/01/04 

tp 


0001150519 Forwards info re generic cladding swelling ft. rupture model 
info submitted by NSS 8 vendors re NUREQ-0&30 QE approved 
models conservative Uestinghouse plants comply w/ 
r egu lations 

PEOPLES. D L Commonwealth Edison Co 00/01/08 Bpp 


8001300429 Proposes to amend App A Tech Specs to modify automatic 
d e pre t sur i tat i on »y» operability requirements to allow 
seismic design review. per IE Bulletin 80-01 forwards 
proposed Tech Spec changes l< Class I ft. Ill fees 
PEOPLES, D L Commonwealth Edison Co 00/01/24 3pp 


--0OOI3OO437 Proposed temporary changes to App A Tech Specs to allow 
operation w/four of fivo automatic depressuri i»tion sys 
valves operable until 800131 Page 78 revised For Dresden i ftc 
2 Page 3 5/4 5-5 revised for Quad-Cities 1 
* Commonwealth Edison Co 80/01/24 6 pp 


0001300439 Provides add) info re 800124 proposed Tech Spec changes 
Mods, tests ft. insps ensuring seismic qualification 
requirements of air supply lines will be performed during 
scheduled refueling outages 

PEOPLES. D L Commonwealth Edison Co 80/01/28 2pp 


S001 160261 Forwards IE !nsp Repts 50-237/79-22.50-249/79-20. 
30-254/79-24, 50-265/79-21.30-295/79-21 ft. 50-304/79-20 on 
790926-27. 1003-04 ft. 22-23 ft, IJ07-09 

F10RELL I , 0 Region 3, Chicago, Reactor Construction ft. Engineering 

Support Branch 79/12/05 2 pp 


—□001160271 IE I nsp Repts 50-237 Z79-22, 50-249/79-20, 50-294/79-24 , 
50-265/79-21,30-295/79-21 ft. 90-304/79-20 on 790926-27, 

1003-04 ft. 22-23 ft. 1107-09 Nu noncomp 1 ian c e noted Major areas 
Inspected followup to IE Bulletin 79-02 

HAYES. 0 14 > QALLAQHER. £ J Region 3, Chicago, Office of the 

Director 79/11/30 16pp 


0001 170044 Forwards response to NRC 79110B request for add! info to IE 
Bulletin 79-02. Rev 1 » i on 2. concerning use of concrete 
expansion anchors Includes responses to revised sections of 
Item 2 8 . addl Items 5 ft. 6 

PEOPLES, D L Commonwealth Edison Co 79/12/07 22pp 


8001040633 SJummariies 791126 meeting w/NRC ft. Sargent & Lundy re items 
in IE Dullfcltln 79-02 Discusses results of util concrete 
expansion test program It«jns. included number of plates insp 
ft* anchors load t ested# angui ari ty ft. shell projection 
PEOPLES, D L Commonwealth Edison Co 79/12/H 255pp 


8001100252 Forwards IE Info Notice 79-3i. "Use of Incorrect Amplified 
Response SpectTa IARS) M No action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/13 
*P 


GOQ1O7O320 Provides add 1 response ta IE Bulletins 79-Oi ft. /9-01A, 
“Environ Qualification of Class IE Equipment " Refers to 
791001.1101 ft. 15 ltr* to NRC w/lnfa on preventive maint for 
ASCO solenoids h qualification -of equipment w/chomicals 
PEOPLES, D L Commonwealth Edison Co 79/12/14 2pp 


D -001000309 Forwards IE Circular 79-23, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLCR, J O Region 3, Chicago, Office of the Director 79/12/20 

Ip 


G0Q122011D Forwards response ta IE Bulletin 79-25, "Failures of 
West inghpuse OFD Relays in Sa Fety -Rela ted Sys ■' Discrepant 
components not in use except at 2ton Relays in use wil) be 
replaced Relays in storage removed from stock 
PEOPLES, D L Commonwealth Edison Co 79/12/20 3pp 


8001110063 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLCR.J 0 Region 3, Chicago, Of Pice of the Director 79/12/26 
lp 


B0Q1110259 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables For HPCI ftc Automatic Depressuri lati on By s " No action 
or response requested 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/12/26 
IP 


0001100002 Forwards IE Info Notice 79-34, "Inadequate Design of Bafoty- 
Flelated Heat Exchangers ’■ No action or response required 
KEPPLERj J 0 Region 3, Chicago. Office of the Director 79/12/27 

If 


0 Inspection reports, IE Bulletins ft. correspondence 


0001100030 Forwards IE Insp Rept* 50-254/79-22 ft. 90-263/79-19 on 
791003-1102 No none omp 1 i anc » noted 
. HEIBHMAN. R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/11/21 2pp 


— 800UB0034 IE Insp Repts 50-254/79-22 ft, 50-269/79-19 on 791003-1102 No 
noneompl iance noted Major areas inspected maint, plant 
operations, phys leal protec tion. securl ty organixation ft. 
access control fc refueling activities 

6 PE 8 BARD. R L , CHRI880TIMQ8, N Region 3, Chicago. Office of the 
Director 79/11/20 5pp 


B001 160332 Forwards IE Insp Repts 50-234/79-23 ft, 50-265/79-20 on 
791029-1102 No none omp 1 i anc* noted 

davis. A B Region 3, Chicago. Fuel Facility 4. Materials Safety 

Branch 79/11/28, 2 pp 


—0001160340 IE Insp Repts 50-254/79-23 ft. 50-263/79-20 an 791029-1102 No 
noneompl lance noted Major areas inspected emergency planning 
including examination of licensee audit of emergency plan ft. 
facilities ft. equipment 

ESSIQjT H , QREERiR J , CHR IB80TIM0S, N Region 3, Chicago. 

Office of the Director 79/11/21 5pp 


□001240302 Forwards IE Insp Repts 50-234/79-27 ft, 50-265/79-24 on 
791105-09 ft. notice of violation Notice of violation withheld 
< r of 10CFR2 790) 

HIND. J, A Region 3, Chicago. Safeguards Branch 79/12/27 2 pp 


—8001240304 IE Insp Repts 50-254/79-27 ft. 50-265/79-24 on 791105-09 
Noncomp 1 lance noted failure to maintain adequta isolation 
lone ft. failure to tearch individuals ft. hand-carried items 
prior to admittance Details withheld <ref 10CFR2 790) 

CHR JBTOFFER, 0 M Region 3, Chicago, Safeguards Branch 
BELANGER, T L . HIND, J A Region 3, Chicago. Office of the 

Director 79/12/10 2pp 


0001090465 Forwards IE Info Notice 79-37, "Cracking In Lou Pressure 
Turbina Disci " No response required 

KEPPLEff, J 0 Region 3, Chicago, Office of the Director 79/12/20 

lp 


0001160267 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

HEPPLER, J, 0 Region 3. Chicago, Office of the Director 79/I2/2S 

lp 



40 


DOCKETED ITEMS 


0001100203 Forwards IE Info Notice 79-35. ''Control of Mamt Jr Essential 
Equipnent " No action or response required 

KEPFLER, J G Region 3. Chicago Office of the Director 79/12/31 

ip 


0001150105 Forwards If Info Nolle* 60-01- ''Fuel Handling Events " No 
specific action or reiporup required 

KEPPLEfi.W 0 Region 3 Chicago. Office of the Director G0/01/04 
IP 


8001170004 Responds to IE Bulletin 79-26 re heron loss From control 
blades No blades reached 34' DIO depletion- at fair utils 
Predicts 26 blades ui I l reach depletion by nsit outage 
at one util 

PEOPLES. DU CorriaonueaJ th Ed i son Co 60/01/04 4pp 


0001160553 Responds to IE Du 11 el m 7 9-20 NAHCO Mod 1 el E A 1 0 0 limit 
switches have been installed ?- are planned for installation 
on some -safety-related eouipment No witches date-ceded 
between F-eh-Aug 1979 

PEOPLES. 0 L Commonwea 1 t h Edison Co 9O/OJ/09 2pp 


8001^00495 Forwards IE Bulletin 00-01 "Op grab 1 1 1 ty of Automatic 
Depressurization Sya Valve Pneumatic Supply " Action 
required 

KEPPLER.J G Region 3 Chicago, Office of the Director 00/01/11 

Jp 


6001290105 Forwards JL Circular 00-01, "S-c Advice Ptir GE Induction 
Disc Relays " No response required 

KEPPLER.J G Region 3- Chicago. Office of the Director 00/01/17 

lp 


ft Periodic; operating reports b related correspondence 


0001 14021 0 Forward s listing of changes, tests V e i per inherit s conducted 
during Dec 1979 

KAL3V JAWAKIS. N Connonuea 1 th Edison Co 00/01/03 5pp 


00-01150262 Forwards mpn-thly operating repits Fur Dec 1979 
KALIVIANAKIS. N CcnnonudaJth Edison Co 00/01/02 lp 


— B0011SO364 Monthly operating repts for De-r 1979 

BROWN. B C offimonupa 1 t Ri Edison Co 60/01/03 22p p 


S Reportable occurrences, LERs £r related correspondence 


80GS11OO27 PfJO-II I-79-4Q on 79 J 1 13-1 5. Region 3 inspectors conducted 
insp of onsite radwaste packaging U shipping activities 
lr>sp included review of licensee inp lamentation- of nods 
instituted per issues raised by SC Dept of Health ft Environ 
GRECER, L R , FISHER. I-J L Region 3, Chicago. Office of the 

Director 79/M/I6 lp 


0001100593 PNC- 1 II -79-04 1 on 7?1 1 19. J i cense-a discovered small crack in 
3/4-inch drain line between nain feed pump discharge 6 
feedwater iegulatnr valve Leakage rate lou U licenses u«1] 
attempt repair in hot standby made 

I30VD. D C . CHRIS SOT !H0B, N Region 3. Chicago, Office of the 
Director 79/11/19 lp 


0001070433 Forwards LER 79-03.&/03L-0 

KALIV1ANAK I S. M Commonwealth Edison Co 79/12/0 7 lp 


— 0001070-434 LER 79-036 /O3L-0 on 79J 1 ] 3, d or jng in-place freon test an 
1/2-G-7-S09 standby gas treatment sys. freon penetration 
through charcoal absorbers was I 057 Caused by faulty 
compressing of internal gaskets New gaskets installed 
KGOlirt Conmonueanh Edison Lo 79/12/07 2pp 


0001070471 Forward* LER 79-03Q/01T-0 

KALIVIAWAHIS, N Commonwealth Edison Co 79/12 /|{J lp 


— 0001070474 LER 79-039/01T-0 on 79 M2kJ. scram «r ECCS initiation setpoints 
set lower than required by Tech Specs Caused by initial 
instrument re-f leg calculations based - on tamp of 135 F 
indicating switches recalibr 

CLARK. D Commonwealth Edison Co 79/J2/tO 3pp 


0001070469 Forwards LER 79-037/Q3L-G 

KAL I Vf ANAKIS j N Common we a 1 th Edison Co 79/12/11 lp 


— B001070473 LER 79-037/03L-0 on 791 1 16. dies* 1 generator starting air 
supply valves 1/2-4699-121 Ipcied m closed position Caused 
by operator error Generator not rendered Inoperable due to 
redundant valve Valve opened It locked 
WYKQFF.D Commonweal th Edison Co 79/f2/Il 3jip 


6001150451 Forwards LER 79-042/03L-0 

KALI VIANAK IS, N Commonwealth Edison Co 80/01/04 Ip 


— 8001 1504 56 LER 79-042/O3L-O on 791 214, wh i 1 e per Forming MSTV closure- 
timing survei ] l ance. A3 1-203-1C found to close in 5 2-s 
Caused by varied speed control valve adjustment an hydraulic 
control cylinder Valve adjusted 

HAFERA, T Commomnea 1 1 h Edison Co 00/01/04 2pp 


0001240463 Foi wards LER 79-O4O/O3L-0 

KALIVIANAK1S, N Commonwealth Edison Co 80/01/U lp 


—0001240464 LER 79-O4O/O3L-0 on 791213. during routine Instilment ch«l k 
variations between control room pane] V local sight glass 
readings caused suppression pool level to exceed Tech Spec 
limit Caused by partially blocked instrument tensing lines 
KOPACZ , J Commonwealth Edison Co 00/01/11 3pp 


0001240436 Forwards LER 79-041 /03L-0 

KALI VTANAKI3, N Commonwealth Edison Co 80/01/15 Ip 


—800124044S LER 7<?-04 1 /03L-0 on 791217, while testing purge 
isolation va J ve. d ryue 1 1 purge valVD AO- 1 -1601 -2 1 exceeded 
max close time Caused by speed control being out of 
adjustment Speed control adjusted 
CLARK, D Co mmonwea 1 th Edison Co 30/01/15 2pp 


8001240446 Forwards LER 79-O39/O3L-0 

KALIVIANAK.IS. N Common wealth Edison Co 00/01/15 lp 


—6001240454 LER 79-039/03L-0 un 791220. while reviewing fuel segment 
exposures, found BD250-type fuel w/exposures up to 30,596 
MWD/T New max average planar linear heat generation rate 
received 791221 showed limits not exceded 
MNOESPEL P Commonwealth Edison Co 80/01/15 3pp 


BO0I29O511 Forwards updated LER 79-034/OJL-l 

KALIVIANAKIS.N Commonwealth Ed>»on Co B0/01 /IQ lp 


— BO0129C5I0 Updated LER /9-O34/03L-1 pn 791030, while adding m trojan to 
suppression chamber *« after decreasing d i f f erent i a 1 
pressure, suppression pool level noted below limit Caused by 
slow response by chamber narrow range in s trumen ta t i on 
VAHRENWALD,J Commonwealth Edison Co 80/01/16 2pp 


DOCKET 50-255 PAL1SADE5 NUCLEAR PLANT 


F Security, medical, emergency *< fire protection plans 


RQ0M4O05-4 Requests estimate* re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES. B K Assistant Director for Engineering & Projects 
79/11/29 4pp 


8001240296 Notification of 000115,16 & 1/ meetings w/util in Covurt»HI 
to review emergency planning for facility, to receive public 
com-tiBtifca on emergency planning & ta hold technical review 
open to public 

SILVER. R D Operating Reactors Qranch 2 80/01/11 2pp 


6001210229 Forwards 000102 draft upgraded site emergency plan in 
response to NHC 79101D request Upgraded emergency plan will 
not be implemented until NftC has completed evaluation Plan 
available in Central Files anly 
HOFFMAN. D P Consumers Power Co 60/01/16 lp 


G Adjudicatory correspondence 


0001220057 Responds to 791129 1 tr protesting proposed imposition of 
civil penalties 8, requesting remission of penalties Review 
of items revealed that noncompliances did occur !< no valid 
reasons were found for remission of proposed penalties 
STELLO.V Office of Inspection & Enforcement, Office of the 
Director 79/12/20 6pp 


— 0001220062 Order imposing civil penalties in amount of *450,000 for 
nonermp 1 lances noted during routine insp on 790914 
8TELL0. V Office of Inspection & Enforcement. Office of the 
Director 79/12/20 3pp 


8001310097 Requests hearing, on behalf of util, re NRC 791220 ardor 
imposing civil penalties Util will file notice of appearance 
upon receipt of hearing notification 
MILLER. M I 1 sham, Lincoln Beale 00/01/08 2pp 
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BOO13OQ004 Notice of hearing before administrative law judge re 791109 
notice of Tech Spec violations 8- 791220 ord ir imposing civil 
penalties Date $, place will be set before prehearing 
con f eretic e 

CHILK.S J Office of the Secretary of the Commission B0/01/17 
3pP 


Cool ing 6 WateJ D sJ' !° D hRC or . SEP Topic JX-3 "Station SvC 

1 ob r i cat j on cool ino ? ilRPlfc# t l0 * * ■' forging p u -p seal 
ar* oppribl elllJr Ijlt l * v#l 41 “'‘•eh oerp* 

KUEHI U Con! V" mU C0Cl,n S 

Pc« f Co 77/12,27 Ip 


0001310100 Forwards notices of appearance of JP Murray, J Lieberman it 
SG D urns on behalf of NRC Also forwards related documents 
Related documents not end 

BURNS, S G Rulemaking i< Enforcement Division 00/01/21 5pp 


H General correspondence 


0001020444 Agrees to NRC 791119 request for ofc space for second 
resident inspector 

HOFFMAN* D P Consumers Power Co 79/12/20 lp 


0001 1701 1 S Confirms 000114 meeting re discussion of NRC regulatory 
program for protection of public health it safety as related 
to facility Tentative meeting agenda end 

KCPPLER, J Q Region 3, Chicagoi Office of th o Director 00/01/04 

3pp 


1 Financial information 


re 

har-usicr, R m 


” • <■ » r* 1 jr urn 

Consumers Power 


clarification of jnf o 
cvirn j« drawing *nc 1 

Cg 77/12/27 Jipp 


sent 


to H L0^ in 


commitments & 5C 
Task Force Categ 
imp 1 ementina rea 
DENTON, HR Qff 


o# completion of re.iew D f 79101? JQ 1121, |2U 
Bduje for i rip 1 erentat l on of Leiien* Learned 
ory A requirements Requests method of 
uirement* 

ice of Nuclear Reactor Regulation 79/12/27 




3pp 


1? 


0001020430 Notif 
II-l D L I l-l 
791129 request 
HOFFMAN* D P 


its that util found no errors 
C during review performed in 

Consumers Power Co 79/12/2B 


in CEP Tcpics 
rrpscrvs* to NRC 

IP 


II-l 


A. 


Damage, Use of Sensitized Stamps, Steel h Fatigu 

; a "5 e ' t !" rea P 0 ns* to NRC 7711 16 request No 
errors identified 

HOFF MAN « D P Consumers Power Co 79/12/23 lp 


"Irradiation 

gross 


0001160411 Forwards statement of internal cash Plow for 12 months 
ending 791 130 U projected for 12 months endtng 800130, 
as evidence of payment guaranteed for deferred premiums 
DOFUBpW R Consumers Power Co 80/01/U 3pp 


J Insurance & indemnity information 


0001090310 Forwards executed Amend 0 to Indemnity Agreement JJ-40 
IRELAND, J H Consumers Power Co 00/01/04 3pp 

BQOL25O420 Forwards Endorsement 63 to NEHA Policy Nf-179 & Endorsement 
57 to MAE! U Policy MF-50 

IRELAND, J H Consumers Power Co 80/01/18 3pp 

80012304 4 5 Forwards Endorsement 63 to NELIA Policy NF-179 8c Endorsement 
37 to MAELU Policy MF-30 

IRELAND, J H Carolina Power «. Light Co 80/01/10 3pp 


000 ] 250451 Forwards Endorsement 3 to MAELU Excess Binder XB-20 
IRELAND, J 11 Consumers Power Co 80/01/10 3pp 


-Jil? 69 assessment of capability of all ta fe ty-r elated 

electrical equipment t, Nonseisnic Category I auxiliary 
items to resist seismic forces Remedial reaturtt should be 
r^rZuT^ t0 incrBa5e safety rargins W/draft info notice 

G Division of Operating Reactor* CO/Ol/OJ 5pp 


0OOU 40390 Forwards response to NRC 790009 Hr r# adequacy of electric 
distribution sys voltages Modi involving sequential loading 
or partial shedding are not necessary Strategic points or 
power sys will be monitored 

HOFFMAN, D P Consumers Power Co 90/01 /09 3pp 


8001210124 Forwards review of Euan Nuclear Co submittal re fuel 
cladding swelling & rupture during LOCA Concurs that us* of 
util model reduces calculated peat cladding temps for all 
facility fuel types Previous calculations conservative 
HOFFMAN* D P Consumers Power Co 00/01/16 7pp 


0OOt24 , O141 Notification of 9001)0 meeting u/uti I t he* t ingho use in 
Bathesda,MD to discuss Wes t in ghouse turbine blade cracks 
SILVER. R 0 Operating Reactors Dranch 2 00/01/17 Ip 


P Operating license stage documents U correspondence 


□001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews & Tech Spec update 
GAMMILL, H P Division of Operating Reactors 79/11/27 35pp 


BOOL25D5D2 Forwards correction to 600116 Itr indicating info re fuel 
clad swelling & rupture during LOCA Applies to both unit* 

HU5T0N, R W Consumers Power Co Q0/G1/21 )p 


— 0001250511 Corrected copy of Itr indicating info prepared by 
Nuclear Co, Inc re compliance w/newly proposed NRC clad 
swelling J* rupture models Applies to both units 
HOFFMAN, D P Consumer* Power Co 80/01/21 7pp 


3001070276 Forwards NSSS vendor & fuel supplier Itrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time Zt b tra i n/b 1 oc kag e Ltra will help licensees 
respond to NRC 791109 Itr rc rupture strain b flow blockage 
El SENHUT* D 0 Division of Operating Reactors 79/11/27 3pp 


9001250503 Responds to NRC 791221 request for info re applicab 
main steam line break analysis Current meant of manual 
actuation of auxiliary feedwater sys It proposed tontTol 
grade sys acceptable 

HUSTON, R W Consumers Power Co 00/01/21 I9pp 


3001070362 Advises that Bulletin & Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to ti* audited to assure successful incorporation of 
revised procedures Audit plan end 

EISEtiHUT* D Q Division of Operating Reactors 79/12/1 7 I2pp 


0001200130 Discusses 791203 l< 11 conversations w/util clarifying NUREG- 
0370 requirements Util informed that Implementation plans 
should bo documented ir sent to NRC by 0DO1O1 Implementation 
status must be determined prior to startup 
SILVER, R, D Operating Reactors Branch 2 79/12/19 Ip 


8001110000 Requests Tech Specs for auxiliary feedwater sys mods & 
revision of normal & energency operating procedures Sample 
Tech Spec pages end 

REID, R W, Operating Reactors Branch 4 79/12/21 I2pp 


— 8GO125O5C0 "Best Estimate Hein Steam Line Break Analysis to Asses 
b Containment Response W/Automatic Auxiliary Feedwater 
Actuation " 

a American Air Filter Co 80/01/01 39pp 


Q Inspection reports, IE Bulletins & correspondence 


BOOl 100314 Forwards IE Insp Rept 5Q-253/79-17 on 79100 l-DS* 09-1 3 * 
23-26 Sc 29-31 h notice of violation 

KEISHMAN, fl F Region 3, Chicago, Reactor Operation* Nudi 

Support Dranch 79/11/26 2(>P 

—8001100317 Nottce of violation from insp on 791001-05 09-12,15-19, 
* 5 ~ 56 Region 3 X Chicago. Office of the Director 79/11/21 Ip 


00-01210010 Forward* tabulations re status S* categor l lation of BEP 
topics Tabulations provide generalised assessment of 
expected licensee involvement on each topic review 
VOLLMER , R H Systematic Evaluation Program Branch 79/12/21 
9pp 


-ROOl 100325 IE Insp Rupt 50-235/79-17 on 791001-05,09-12,15 19,25 
8 39-31 Konc onp IU m •„»*,* ,.ll»r. t. r„ U ,T.< ch..t.tr V 

samp 1 ing U violation of procedural limit on refueling water 

BDmD C , JORGENSEN* D L Rr9*°" 3* Chicago. Office of the 
Director 79/11/21 6pp 
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8001160006 F oruard? IE Tnsp Rept 50-255/79-15 an 790904-06,13-14,17-21 
V 25-20 & notice of violation W/q notice 

KEPPLEH.J & Region 3, Chicago, Office of the Director 79/11/27 

2f»P 


— 0001160016 IE Insp Kept 50-255/79-15 or 79Q904-06. 12-14 , 1 7-21 L 25-20 
Mane nmp 1 lance rioted containment integrity violated Failure 
to adhere to required procedure & to confirm manual 
containment isolation values after refueling outages 
BOVD.D C , JORGENSEN, R L Region 3, Chicago, Office of the 

Director 79/10/12 7pp 


0001100199 Forwards IE InFa Notice 79-35, ‘'Control of Maint 6 Essential 
Equipment " No action or response required 

KEPPLER.J Q Region 3, Chicago. Office dF the Director 79/12/31 

ip 


8051000432 Disagrees w/lE Info Notice 79-37 re need for repairs to low 
pressure turbine discs prior to plant startup Cased on 
Westlnghouse recomme ndat i on, cond i t i on of turbine does not 
warrant repair at this time 

HOFFMAN, D P Consumers Power Co 80/01/04 ip 


BOO 1 1 1 0031 Fnruards response to IE Bulletin 79-13, Item 4,t« Feedwater 
pipe sya Piping 6 elbows being replaced following 
investigation indicating weld 6 elbow degradation 
HOStQN.F u Consumers Power Co 79/12/i l 6pp 


B0U1 110071 Forwards 790925 response to IE Bulletin 79-19>re packaging 
of low level raduaste For transport & burial, in response to 
NRC 791127 Itr NRC had no record of response 
HUSTON. R U Consumers Power Co 79/12/11 Ip 


CO0USO124 Forwards IE Info Notice 00-01. "Fuel Handling Events « No 
specific action or response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 80/01/04 

ip 


8001230103 Notification at 800110 meeting w/utll in Bethesda, MU- tu 
discuss insorvice insp of steam generator tubes during 1979 
refueling outage 

SILVER, R D Operating Reactors Branch 2 00/01/08 2pp 


— BOO 1 1 1 0076 Responds to IE Bulletin 79-19 re packaging of lou level 
radwaste for transport U burial Personnel responsible for 
transfer of low level radwaste are designated in plant 
administrative procedures 

D 1 XEL, D A Consumers Rower Co 79/Q9/25 5pp 


B001240173 Responds to IE Dullatin 79-23, "Possible Malfunction of 
NAMCO Model EA1BQ Limit Switches at Elevated Tumps " 

Switches not in use ot planned for used in safety-related 
sys 

HOFFMAN, D P Consumers Power Co 00/01/09 lp 


8001110159 Forwards response ot IE bulletin 79-02. Revision 2. Items 5-0 
Installed five safety seismic pipe supports/restTa i nts on 
concrete well Final rept to be sent upon completion of 
response to entire bulletin. 

HUSTON, ft W Consumers Power Co 79/12/11 I2pp 


0001100262 Forwards IE Info Notice 79-31, "Us* of Incorrect Amplified 
Response SpeckTd (AFISJ “ No action or respon&e required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/IS/13 

lp 


0001230055 Ac k receipt of 791222 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-253/79-17 
HEIEHMAN.fi F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 00/01/10 lp 


— 0001330063 Responds to NRC 791121 itr re violations noted in IE Insp 
Rept 50-250/79-17 Corrective actions adherence to sampling 
6 verification procedures stressed it repairs made to leaking 
units 

FRQBT.S R Consumers Power Co 79/12/22 2pp 


8001080331 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference * No written response required 

KEPPLER, J Q Region 3, Chicago, Office of tha Director 79/12/20 
ip 


8001 21 OL 18 Forwards steam generator insp results, per 800110 mooting u/ 
IffiC Util agreed to meet w/NfiC prior to ne»t steam generator 
insp in late L90J.to discuss insp plan it techniques 
HOFFMAN, D IP Consumers Power Co BO/Oi/16 36pp 


B0011100D4 Forwards JE Info Notice 79-33* M Improper Closure of Primary 
Containment Equipment Access Matches " No specific action or 
response requested 

KEPPLER.J S Region 3. Chicago, Office of the Director 79/12/26 
lp 


BOCH 110269 Forwards IE Info Notice 79-12, "Separation of Electrical 
Cables for MFC I A Automatic Depressurization By* " No action 
or response- requested 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/12/26 
IP 


8001 100006 Forwards JE Info Notice 79-34. "Inadequate Design 
Related Heat: Ewchang e r « 1 No action or response required 

^ EPPLER. J Q Region 3, Chicago, Office nf the Director 
lp 


of Sa,f oty- 
79/12/27 


8001020473 Discusses util 791025 presentation of preliminary findings fc 
proposed corrective action re feedwater pipe cracks Util 
will re i n s p ec t feedwater pipe during nest refueling outage 
as part of inservic« insp program 
HOFFMAN, D P Consumers Power Co 79/12/28 Ip 


8001 090476 Forwards IE Info Notice 79-37, "Cratliing in Low Pressure 
Turbine Discs " No response required 

FEPPLER.J 0 Region 3, Chicago. Office of the Director 79/12/20 

4 


8001100311 A c k receipt of 791210 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-255/79-16 
KFPPLER. J O Region 3, Chicago, Office of the Director 79/12/20 
1 P 


—6001100316 Responds to NRC 79U07 Hr re violations noted In IE 
Rept 90-255/79-16 Corrective actions free water *t burial 
site analyzed It licensee to dispose of matl according to 
burial site license 

FROST, S R Consumers Power Co 79/12/20 3pp 


Imp 


8001270123 Forwards It Circular 00-01, "Svc Advice for QE Induction 
Disc Relays " No response required 

KEF PL EH, J 0 Region 3. Chicago. Office of the Director G0/01/I7 

lp 


R Periodic operating reports & related correspondence 


0QD1 140244 Forwards monthly operating rept for Dec 1979 
ADAHB, W E Consumers Power Co 00/01/04 lp 


— 8001140249 Monthly operating rept For Dec 1979 

D0DTKE, P J Consumers Power Co 80/01/04 4pp 


8001310219 Submits bimonthly status repts for Qct-Nov 1979 it Doc 1979- 
Jan 1980 Bechtel is preparing final design details for 
long-tem cooling mods scheduled For 1901 refueling outage 
HUSTON. fl W Consumers Power Cd 00/01/20 lp 


S Reportable occurrences, LER* & related correspondence 


6001130416 HO on QD0L09*pipe 4< pipe support stress ana 1 y s es, per f armed 
in accordance u/ IF. Bulletin 79-14, id ent i f i ed several lines 
not meeting F9AR acceptance criteria 

LEWIS, J 0 , PETITJEAN. O H Consumers Power Co B0/01/09 lp, 


QOOI2&04Q9 Forward* LER 79-044 /Q3L-0 

HUSTON. H W Consumers Rower Co 00/01/21 lp 


—8001250499 LER 79-044/03L-0 on 790729, after shutdown cooling syi leak 
test, valves 3363 ES it 3364 ES left in closed position so 
that sodium hydroiide addition tys was not returned to svc, 

Caused by Inadequate surveillance procedure 
* Consumers Power Co 00/01/21 lp 


8001290410 Forwards LER 60-001 /Q1T-0 

HOFFMAN, D P Consumers Power Co 80/01/23 lp 


0001160292 Forward * IE Info 
Stress Analysis of Piping 
response required 
KEFPLER, J 0 Region 3. 
lp 


Notice- 79-36. "Computer Code Defect in 
Elbow u No specific action or 

Chicago. Office of the Director 79/12/20 


—8001270416 LER 0O-&OI /O 1 T-0 on 800109, pipe J|< pipe support stress 
analyses per IE Bulletin 79-14 identified lines not meeting 
FBAft criteria for 3BE o-r OBE Apparently caused by 
differences in design documents it a»-bullt conditions 
* Consumers Power Co 00/01/25 lp 
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U C o n g r b 5 fi i ona 1 /E * ec u t i v b Corf es pond enc e 


8001 130206 Responds to 791004 ltr rs Valley Alliance 790921 inquiry 
on conflicts between agencies issuing permits to replace 
«ttam generator 5- financial assistance to interveners No 
Conflict exists, 

CQSSICVLL V Office of the Executive Director for Operations 
79/ i 1/00 4pp 


Q 00 i 1 30 1 a 5 Responds to 791029 1 tr re V McCrarken request for info 
concerning nuclear plants in MI Forwards list of MI plants, 
describing nuinorship. locations, design S, starting date of 
operation flL Ferguson 7910J29 fc v McCracken 790926 ltrs end 
C0SS1CK, L V Office of the Executive Director for Operations 
79/11/15 0pp 


DOCKET 50-239 BRQWN9 FERRY NUCLEAR POWER STATION, UNIT 1 


F Security! medical, emergency it fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactin'* Format for reporting evacuation time 
estimates one 1 

GRIMES, □ K Assistant Director for Engineering & Projects 
79/11/29 4pp 


□001090200 Ras^onds to NRC 791121 ltr re upgraded emergency plans Nil) 
revise emergency plans far all util Facilities Federal 
Emergency Mg t Agency will review new requirements w/respect 
to state ! local emergency plans 

HILLB'L. rt Tennessee Valley Authority 00/01/03 2pp 


G Ad jud 1 catufy correspondence 


00013L0204 Forwards confirmatory order ro util 791017 6 1116 
commitments to implement ell lessons Learned Task Force 
Catego-ry A requirements Requests description of methods 
vied to implement requirements by BOOlOi 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 2pp 


^-0001310216 Order directing util to implement Lessons Learned Task 
Fores Category A requi r omenta , ex c op t [tern 2 1 7 a, by 600)31 
Justified equipment delays will extend implementation date 
for Item 2 I 7 □ to G00601 

DENTON, H R Office of Nuclear Reactor Regulation 60/01/02 4pp 


II Oinsral correspondence 


□ 001230163 Responds to NRC /91002 ltr re radiation safety course 
presented by Oak Ridge Associated Univs NRC personnel should 
receive plant-spec 1 f ic emergency training 6 briefing on 
unique radiological ?< safety haiards 
MILLS, L M Tennessee Valley Authority DO/01/16 lp 


J Insurance b indemnity information 


GOO 1 000377 Forward* Endorsement 49 to NEL1A Policy NF-199 

FIELDER. J Marsh & McLennan. Inc , M fc M NucUar Consul tants, Inc 
Div 00/01/04 2pp 


8001 170-346 Forward* Endorsement SO to NELIA Policy NF-198 

FIELDER. J Mar*h it McLennan, Inc , Mi H Nuclear Consul tants. Inc 
Div GO/Oi/14 9pp 


8001 170377 Forward* Endorsement 3 to AN! Eicon Binders ED-38, ED-39 b 
EB-4Q 

FIELDER. J Marsh «< McLennan, Inc , K 6 M Nuclear Consul tents, Inc 
Div eO/O-J/14 7pp 


P Operating license stage document! 6 correspondence 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurement* re radiological environ 
monitoring program requirements Revised stds being 
implemented in QL applicant reviews 4, Tech Spec update 
QAMMTLL.W F» Division of Operating Reactors, 79/11/27 39pp 


0001070276 Forwards N9Q8 vendor it fuel supplier ltrs r* impact of 
Cladding heating-rate dependent burst temp effects on 
rupture time 4< stra in/bloc kage Ltrs will help licensees 
respond to NRG 79U09 ltr r« Tupture strain «< flow blockage 
EI5ENHJT , D G Division of Operating Reactors 79/11/27 Opp 

BOO l 000294 Forwards request for addl info re history of loss of offsite 
p-owe-r event* to complete review of offsite pouieT sys 
adequacy 

IPPQLITO.T A Operating Reactors Branch 3 79/12/13 3pp 


0001070362 Advises that Bulletin 6 Orders Task Force has approved small 
break LOCA guidelines far operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENHUT.D G Division of Operating Reactors 79/12/17 i2pp 

9001090468 Forwards 79)127 request for addl info re Amend 43 tD DPR-30 
permitting operation w/cne isolated recirculation loop 
Requests data 6 evaluation re Fall 1976 single loop 
operation 6 recirculation pump trip 

IPPOLITEJ, T A Operating Reactors Branch 3 79/12/17 3pp 


8001210158 Forwards request for addl info re containment purge sys t 
containment venting ays Requests info within 30 days to 
complete NRC evaluation of electrical overt ide /by pas s 
aspects 

LAINAS , O Plant Systems Dranch 79/12/16 2pp 


0001140219 Responds to NRC 791109 6 27 request* for confirmation that 
fuel rod strain-flow blockage models are conseivatlve w/ 
respect to NRC model derived from ORNL multirod burst 
facility data Submits confirmation 

MILLS. L M Tennessee Valley Authority 60/01/09 Ip 


600)250004 Notification of 6001 16- meeting w/util in flethesda, MD ta 
discuss plans for storage of low level waste an site 
CLARK, R J Operating Reactors Dranch 3 60/01/10 lp 


9001130364 Requests amends to Licenses DPR-33, DPR-52 U DPR-6B, changing 
Tech Specs to provide temporary second offsite power source 
to shutdown boards Tech Specs & fee end 
MILLS, L M Tennessee Valley Authority BO/Ol/14 2pp 


--BOO 1 1 00367 Proposed changes to Tech 9pecs 3 9A V 3 9fl for temporary 
oFfsite power source to shutdown boards 
» Tennessee Valley Authority 00/01/14 I7pp 


6001250516 Forwards Tech Spue changes omitted from 790629 ltr fc 
responds to NRC 791025 ltr re msni Steam line radiation 
monitor Changes supplement requested amend to Licenses 
DPR-33, DPR-52 it &PR-68 

MJLL9, L M Tennessee Valley Authority 0O/O1|M4 2pp 


— 0001230524 Revised Tech Spec 3 2 ro main steam lino radiation monitor 
* Tennessee Valley Authority 60/01/14 7pp 


8001210245 Forwards response to NRC request for addl info re util 
791001 request For Tech Spec change for Reload 3 Revisions 
to Tech Specs and 

MILLS, L M Tennessee Valley Authority B0/01/1S 4pp 


— BC01210269 Revised Pages ) 0. 25. 29, 30, 130, 160, 168, J 69 b 219 to Tech 
Specs re elimination of reactor low pressure instrumentation 
surveillance requirements 

* Tennessee Valley Authority 80/01/19 Upp 


0001290360 Updates 790412 h 0510 ltrs re recall of 4-inch elbows 6 
2-inch tees from Lot W6719 Lists nuclear power plant* at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/15 2pp 


3001230119 Forwards d ocumenta t i nn of method* used for implementation of 
NJREQ-0&78 short-tarm requirements, in response to NRC 791030 
ltr 

MILLS. L M Tennessee Valley Authority BO/Oi/17 SBpp 


0001290347 Requests amend to Licenses DPR-33, DPR-52 & DPR-6S to allow 
storage pf low level radioactive trash onsite not to cxeed 
1,320 Ci total "Plan for Temporary Onsite Storage bf Low 
Level Radwaste" end 

MILLS,! M Tennessee Valley Authority 80/01/21 2pp 


■0001290377 "Flan for Temporary Onsite Storage of Low Level Radwaste “ 
# Tennessee Valley Authority BO/Oi/21 18pp 


□001280297 Forward* requested amend to license changing Tech Specs for 
auxiliary electrical sys Proposed amend is Class 111 for 
Unit 1 it Class T far Units 2 U 3 

MILLB.L M Tennessee Valley Authority B0/01/24 2pp 


— 8001260300 Proposed Pages 292 , 293,295-99,324,325 l 327 to Tech Specs 
re auxiliary electrical sys 

* Tennessee Valley Authority 60/01/24 12pp 
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G Inspection reports? I£ Bulletin* U < orresp ondence 


7902120050 Forwards IE Info Notice 79-01, "Uergen-Patorson Hydraulic 
Shod & Swag Arrestors (HSSA> M 

Q'SEILLV, J P Region 2< Atlanta* Office of the Director 

79/02/02 2pp 


B00102Q696 Forwards Waste Packaging In»p f?ept 79-C4A on 791029 S< 31 
No- naftcomp] lane f noted 

SUTHERLAND- -J T Region 2, Atlanta. Fuel Facility & Materials 

Safety Branch 79/11/19 2pp 


—0001020707 Waste Packaging Insp Rept 79-04A on 791029 b 31 No 
non c ojrip L i ance noted Major areas inspected compliance ui/D-QT fe 
NRC regulation* ro shipping paper requirements, DDT placard 
rp qu i r emen t *, rad i a 1 1 a r> levels -6 removable contam Ina 1 1 pns 
PUTTER, J P , DROWN, R A Region 2* Atlanta, Fuel Facility l< 

Materials Safety Branch 79/11/19 Spp 


D001 170025 Forwards IE Irsp Repts 50-259/79-35,50-260/79-35 b 
50-296/79-35 on 791022-26 No noncomp 1 1 ant e noted 
SUTHERLAND - J T Region 2, Atlanta, Fuel Facility t* Materials, 

Safety Branch 79/11/23 2pp 


--0DOU7OO29 IE Insp Rcpts 50-259/79-35,50-260/79-35 l t 30-296/79-33 on 
791022-2* No none omp 1 i anc e noted Major areas inspected 
radiation protection procedures, e eposure control , license 
audits & mat l s control 

GIDEON, A F Region 2, Atlanta, Fuel Facility L Materials Safety 

Branch JACKSON, L L Region 2, Atlanta. Office of the Director 

79/11/23 0pp 


□001020697 Forward* r«&poni« to IE Bulletin 79-02. Revision 2, "Pipe 
Support Base Plate Design? Lfstng Concrete Erpansion Anchor 
Bolts 11 No expansion anchor bolts used in concrete block 
walls to attach piping support* in safety-related s y» 

MILLS. L M Tennessee Valley Authority 79/12/06 4pp 


8001020721 Forwards first progress rept re work performed in compliance 
WlE Bulletin 79-14 

MILLS, L M Tennessee Volley Authority 79/12/14 9pp 


0001030046 Responds to IE Bulletin 79-25 Investigations reveal re 
tJefi t iFighauso DFD or I4BFD relays used in safety-related «yf 
MILLS, L M Tennessee Valley Authority 79/12/10 ip 


(1001 030060 Ark receipt of 791205 1 tr informing NRC of steps taken to 
Correct violation* noted In IE Imp Repts 50-259/79-2 7, 

50-260/ 79-27 U 50-296/79-27 

LEWIE, ft C Raglan 2> Atlanta. Reactor Operation* NutUar Support 

Branch 79/12/19 lp 


--(1001030071 Forwards response to 7PI1C0 I tr re violations noted In 
]E ] nsp Rept* 30-25 9/79-27*50-260/79-27 & 50-296/79-27 
Corrective action* mechanical Malnt Instruction 1, revised 
clarifying procedure for transferring moiiture separator 
MILLS, LM Tennessee Valley Authority 79/12/05 4pp 


— 0OO1O3O07Q Forwards IE Imp flepts 50-259/79-27.50-260/79-27 b 
50-296/79-37 an 790806-09)4 U notice of violation 
LEWIS, R C Region 2 , Atlanta* Reactor Operation! Nuclear 

Support Branch 79/il/00 Spp 


— 000 1 0 300 £M Notice of violation from i nip on 790BO6-O9M 

* Region 2, Atlanta, Bffice of the Director 79/ii/CD lp 


□001030090 [E Ins? Rept* 30-259/79-37*50-260/79-37 6 30-276/79-27 on 
79OB06-O914 M&nc dmp 1 i anc » noted failure to follow procedures 
during transport of * team separator j, failure to provide 
escort in protected area 

DANCE, H C Region 2, Atlanta, Reactor Operation* Nuclear 

Support Branch SULLIVAN, H F Region 2, Atlanta, Office of the 
Director 79/11/00 6pp 


0001070210 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cables for HRCI It Automatic Oepressuri ja tion 8ys " No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 3pp 


□001240133 Forwards CE Info Notice 79-33, "improper Closure of Primary 
Containment Equipment Access Hatche* " No action or responsi 
required 

O'REILLY, J-p Region St Atlanta, QFflce of the Director 

79/1 a/21 3pp 


8001 080023 Forwards evaluation of licensee responses to IE Bulletin 
79-00. "Events Relevant to JJWRs Identified During TMI 
Incident " Licensee ha« taken appropriate actions to meet 
requirements 

IPPDLITCL T A Operating Reactors Branch 3 79/12/37 21pp 


8001240407 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Enchanger* " No action or response required 
O'REILLY, J P Region 2,. Atlanta, Office of the Director 
79/12/27 2pp 


0001250126 Forwards IE Info Notice 79-37, "Cracking In Low Pressure 
Turbine Discs " No response required 

n'REtLLViJ P Region 2, Atlanta, Office of the Director 

79/12/20 Spp 

0001160013 Forwards IE Info Notice 79-35, "Control of Maint b Essential 
Equipment 11 No action or response required 
0'REILLY*J P Region 2, Atlanta. Office of the Director 

79/i2/3l Ip 


□001240069 Forwards IE Info Notice 79-36, "Computer Coda Defect m 
□ tress Analysis af Piping Elbaui " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 3pp 


0001 160109 Atk receipt of 791221 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/79-33, 

30-260/79-33 tr 50-296/79-33 

LEWIS, R C /legion 2, Atlanta. Reactor Operations Nuclear Support 

Drench 80/01/03 lp 


— 800(160115 Responds to MRC 791204 l tr re violations noted In IE Insp 
Rapt* 50-259/79-33. 50-260/79-33 it 50-296/79-33 Corrective 
action* computer program developed, listing all item* of 
measuring 5, testing for calibr checks 

MILLS, l- M Tennessee Valley Authority 79/12/21 3pp 


-8001160110 Forwards IE Insp Rapt* 50-259/79-33,30-260/79-33 & 
50-296/79-33 on 791022-2 7 h notice of violation 
LEttlS,n C Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/S2/C4 Spp 


— 0001160122 Notice of violation from insp on 791022-27 

* Region 2, Atlanta, Office of the Director 79/11/20 lp 


--0001160133 IE Insp Rept* 50-259/79-33,50-260/79-33 fc 50-296/79-33 or> 
791022-27 Mancomp 11 a nc e noted failure to follow OA 
procedure m control of testing U measuring equipment 
HCB9MAN, R M Region 2, Atlanta, Reactor Operations Nuclear 

Support Drench MOON, 0 T Region 2, Atlanta, Office of the 

Director 79/(1/28 6pp 


0OO122OUO Forwards notice of vi ola t Idh, notice of proposed imposition 
of civil penalties order modifying license re util 
791206-09 operation of facilities w/o primary containment 
integr i ty 

STELLCI, V Office of Inspection b Enforcement, Office of the 
Director 00/01/04 Spp 


GOO 1 2201 J 4 Notice of violation from- insp on 791210-14 

* Office of Inspection L Enforcement, Office of the Director 
00/01/04 2pp 


— 800 1 220 1 1 9 Notice of proposed imposition of civil penalties 

a Office of Inspection U En f ore ament, Office of the Director 
80/01/04 Ip 


— -0001220120 Order modifying license inmed ia te 1 y « d i*« to util 791206-09 
operation of facilities w/o primary containment Integrity 
5TELL0, V Office of Inspection & Enforcement, Office of tho 
Director 00/01/04 5pp 


BQ0129O3OO Forward* IE Info Notice 00-01, "Fuel Handling Events " No 
specific action o-r response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

0O/OI/O4 Ip 


6001300253 Furwards IE Insp R*pt* 50-259/79-45,30-260/79-45 & 
50-296/79-45 on 791210-14 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Rranch 60/01/04 Spp 
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3J30O262 IE I n 9 p Rnp ta 50-239/79-45.50-260/79-13 h 30-276/79-45 on 
7-91210-M None omp J lane e noted failure to control safety 
9 ctl vj tie s- Pa 1 lure to shot down poactor after not mooting 
limiting condition & failure to notify NRC 

-rWlBi H C Region 2, Atlanta, Reactor llperationo Nuclear 

Support Drancli BULL I VAN. R F , PRICE. D Q Region 2, Atlanta, 

Jffice of tho Qlr i»C tor HQ/Ol/04 )Opp 


190319 Forwards response* to NRC 000)04 1 tr forwarding notice of 
a lotion, notice of imposition of civil potialtloo 8, ardor 
jifglng license Outliim* corrective action* taken Forward* 

/ll penalty foe 

IRltn N Q Tennessee Valley Authority 00/01/10 6pp v 


2004(14 Forwards IE Bulletin 00-01, "Operability of Automatic 
>ro*iuri lat 1 on Qy* Volve Pneumatic Supply " Action 
lulr ed 

1EIUY.J P Region 2. Atlanta. Office of the Director 

'01/11 ip 


H Qeneral correspondence 


BQ0I23O165 Responds to NRC 791008 Itr re radiation safety course 
presented by Dak Ridge Associated Unlv* NRC perionnel should 
receive p lant-sp o c i F i c emergency training t* briefing an 
unique radiological & safety haiards 

MILLS, L M Tennessee Valley Authority QO/Ql/16 lp 


J Insurance 6 indemnity information 


S0010Q0377 Forward* Cndo r s omen t 49 
FIELDER. J Marsh L McLonnan ■ Inc 
Div 00/01/04 3pp 


to NELIA Polity 
, M 6 M Nuc lear 


NF-19B 

Consultants. Inc 


0001 170348 Forwards Endorsement *JO 
FIELDER, J Marsh I* McLennan* Inc 
Div 00/01/14 ?pp 


to NELIA Policy NF-19B 
» M & 14 Nuclear Consul tants, Inc 


190442 Forward * IE Gullotlrj 79-011), "Environ Oua 1 1 f i ca t i on of Claes 
Equipment" w/.q ttachments Action required 
IEIU V. J P Region 2* Atlanta, Office of the Director 

'01/14 Ip 


0001)70377 Forwards Cndoraoment 3 to AN [ 
ED-40 

FIELDER, J Ma-rsh b McLennan, Inc . h 8< 
Div 00/01/14 7pp 


Excess Binders ED -30, ED-39 l 
11 Nuclear Consul tants. Inc 


*rlodit operating reports A, related c arr espondanc* 


P Operating License stage document* t, corr Dependent e 


304110 Fot wards monthly operating ropts for Doc 1977 
:flCn0Mllir.»l L Tennessee Valley Authority 00/01/07 ip 


*1)30491 Monthly operating reptsi fur Dor 19/9 

'IHIMi f Tonne nee Valley Authority 00/01/03 2f)pp 


■partabLs occurreiunii LER s b related cpr r espondunew 


H07«M Forwards LER 79- 033/03 L-0 

HOUN, J R Tennessee Vallay Aulhoitly 79/1P/2U Ip 


H0307J6 LFR 79-033/OJL-O »n 791 129. LIO-O- 1 04 did not trip at equal 
° or greater than 344 Inchon above vssuel loro Caused by 
rntrument drift Instiumont recaUbr l« tested at proper 
. otpoint 

Tennessee Valley Authority 77/12/20 2pp 


■90300 I orwards LER 79-035/03L-0 

HOUW.J H Tonnes s uo Vallay Authority 00/01/08 Ip 


H070312 LFR 79-039/0JL-0 iin 791203, dor Ing survoU lance testing. HPCl 
tup valve would not stay Open Caused by compression apring 
«n hydraulic trip mechanism not having enough comprosnlon 
o keep oil pressure Prom escaping by piston 
Tonnes* us Valley Authority 00/01/02 2pp 


■3013R Forwards LER flO'QOl/OlT-O 

MQUN, J ft Tininesses Valley Authority rm/01/lfl lp 


■ 1230140 LER E30- 00 1 /01 T-0 an BQQ107, in cold shutdown while performing 
*!ts per 1C Dullatln 79-80, speed control on dleoel 
ensTStor 3A was lost Caused by broken coupling which 
onnucts speed pickup to generator shaft Coupling replaced 
T enness e e Valley Authority QO/Oi/lQ 2pp 


■90391 Forwards LER 79-036/03L-0 

HHUNi J R Tennessee Valloy Aulhorlly 00/01/24 lp 


000)010390 Forward* Nov 1979 Revision l of branch technical position an 
diruct radiation measurement* re radiological environ 
monitoring program ruqutr oments Revised sfcda being 
implemented in 0L applicant review* b Tech Spec update 
GAMMILL.U P Division of Operating Reactor* 79/11/87 35pp 


0OOID7O27A forwards N9S5 vendor i fuel supplier ltr a ro impact of 
cladding heatiny-rato dependent burst temp effects on 
rupture time h. stra in/bloc k age Ltrt wilt help licensees 
respond to Nnc 79110? ltr ro rupture strain k flow blockage 
EI&ENHUT.D O Division of Operating Reactors 79/11/2/ 3pp 


000 1 000294 Forwards requost For addl Info rc history of I033 of offsite 
power events to complete review of offsite poweT sy* 
adequacy 

iPPDLlTO, T A Operating Reactors Rranch 3 79/18/13 3pp 


00010/0362 Advises that Dullutm U Orders Task Forte has approved small 
break L0CA guidelines for operating plants Provide* schedule 
of utils to bo audited to assure successful incorporation of 
revised procedure* Audit plan end 

-EiaENHUT. D 0 Division of Oporating Reactor® 79/12/1/ LSpp 


0OO121Q15O Foruai ds request for addl Info to containment purgm sys %* 
containment venting sys Request* info within 30 day* to 
complete NRC evaluation of electrical override/bypass 

•ASpflC t» 

LAIMAS. 0 Plont Gyatems Branch 79/I2/ID 2pp 


8001110474 Notifies of completion of review of util 791017, 1116 t. 1219 
submittal* ri commitments ?< schedule far i mp L omenta 1 1 on of 
TMI~2 Lessons Learned Tusk Force Tec amrnenda 1 1 o n s Ac l 
commitment to implement Category A roqu 1 remonts 

DENTON, H R Office of Nuclear Reactor fUgul^Uan 79/18/27 2pp 


0001140^19 Responds to NRC 791109 & 27 requests for c oiif 1 rirra 1 1 on that 
fuel rod *troln~flow blockage models arc conservative w/ 
respect to NftC model derived from DRNL multiTOd burst 
facility data Submit* confirmation 

MILLS, L M Tennessee Valley Authority 00/01/09 kp 


■ 1270190 LER 79-036/03L“0 on 791226. during normal ep ora 1 1 on, dry wo II 
ontinuous air monitor l-RM-90-236 had low sample flow 
*u««d by failure of Bchwltier Model 14347J pump Pump 
uplacad 6 continuous air monitor roturnad to svl 
T ann»»*oe Valley Authority 00/01/24 2pp 


T 30-260 DROWNS FERRY NUCLEAR POWER STATION* UNIT 2 
curUy, medical, emergency b fire protection plans 


40094 Request* estimate* re evacuation of areas around nuclear 
or reactor* Format for reporting evacuation time 
imetes enc 1 

hES.D K Assistant director for Engineering l« Pro/ecls 
U/S9 4 p p 


90200 Responds to NRC 791121 ltr re upgraded emergency plan® Will 
Isa emergency plans for all util facilities Federal 
rgancy Mg t Agency will review new requirements u/re*pect 
state & local emergency plans 

1.8, L M Tennessee Valley Authority 00/Ol/OJ 2pp 


0001250004 Notification of 800116 meeting w/util in Dethesda. MD to 
discuss plan* for storage of low level waste on site 
CLARK. ft J Operating Reactor* Branch 3 00/01/10 lp 


G0QHG0364 Requeet* amend* to License* DPR-33* DPR-92 6 DPR-60. c hang ing 
Tech Specs to pTgvlde temporary second aPfstte power source 
to shutdown, hoards Tech Spue* 6 fee encl 
MILLS. L M Tennettoee Valley Authority 80/01/14 2pp 


— 0001100367 Proposed change® tn Tech Spec* 3 ?A 6 3 90 for temporary 
off*ite poweT source to shutdown board* 
s Tennessee VaElsy Authority 80/01/14 I7pp 


8001250516 Forward* Tech Spec changes omitted from 790689 Hr l* 
respond* to NRC 791025 ltr re main steam lias radiation 
monitor Change* supplement requested amend to Licenses 
DFR-33, DPR ~S2 & OPR-68 

MILLS, L H Tennessee Volley Authority BO/OI/14 2pp 


— 8001850584 Reviled Tech Epee 1 2 re main st^am line radiation monitor 
* Tennessee Valley Authority 00/01/14 7pp 
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8001290360 Updates 790412 4, 0510 ) trs re recall of 4-inch elbows b 
2-inch tee » from Lot W67I9 Luts nuclear power plant* at 
which fittings have been located L»st« facilities from uhieh 
fittings have been removed 
HAYDEN* L E Eon Corn 00/01715 2pp 


9001230119 Forwards documentation of method* used for imp! emxnfcati on of 
NUREC-0570 short-term requirement*. in response to NflC 791030 
ltr 

MILLS. L M Tennessee Valley Authority 00/01/17 2Gpp 


B00J290367 Request* anond to Licenses DPR-33. DPR-52 L DPR-68 to allow 
storage of low level radioactive trash onsite not to exeed 
£*■□20 Cl total "Plan for Temporary Dnslte Storage of Low 
Level Radwaste" end 

MILLS. L H Tennessee Valley Authority 00/01/21 3pp 


--0OO129O37? "Plan for Temporary Onsite Storage of Low Level Raduast* 
* Tenneosee Valley Authority 00/01/21 IGpp 


0001290297 Forwards requested amend to license changing Tech Specs for 
auxiliary electrical syt Proposed amend is Class 111 for 
Unit 1 h Class I for Units 2 L 3 

M!LLS*L H Tennessee Valley Authority 00/01/24 3pp 


--8001200300 Proposed Pages 292* 293, 295-99, 324* 325 b 337 to Tech Spec* 
re auxiliary electrical iy* 

* Tennessee Valley Authority 80/01/24 12pp 


Q Inspection reportsi [E Bulletin* S. correspondence 


0001 1 70023 Forwards IE Insp fiepts 50-259/79-35* 30-260/79-35 i* 
50-296/79-35 on 791022-26 No noncomp l 1 ance noted 
SUTHERLAND * J T Region 2* Atlanta* Fuel Facility 6 Materials 

Safety Branch 79/11/23 Spp 


--8001 1 70029 IE Insp Ropts 90-259/79-35.30-360/79-35 i- 50-296/79-39 on 
791022-26- No noncomp l lane* noted Major areas impacted 
radiation protection procedur es* exposure control* 1 icenie 
audit* t matl* central 

0 1 QSON* A F Region 2. Atlanta- Fuel Facility I* Material* Safety 

Dranch UACK80N.L L Raglan 3. Atlanta. Office of the Director 
79/11/23 Bpp 


8001020637 Forwards response to IE Bulletin 79-02* R evi si on 2* "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolt* " No expansion anchor bolt* used in concrete block 
walls to attach piping supports in safety-related »y« 

MILLS* L M Tennessee Valley Authority 79/12/06 4pp 


0OOJO2072I Forwards first progress repfc re wort performed In compliance 
w/IE Bulletin 79-14 

MILLS. L M Tennessee Valley Authority 79/(3/14 9pp 


0001030046 Respond* to IE Bulletin 79-33 Investigations reveal no 
Wostinghouse DFD or NBF0 relay* used in -safety-related ty« 
MILLS* L M Tennessee Valley Authority 79/12/10 lp 


800103086Q Ack receipt of 791205 J tr Informing NRC of stepi taken to 
correct violation* noted in IE Insp Rapt* 50-259/79-27. 

30-260/79-27 6 50-296/79-27 

LEWIS* R C Region 2. Atlanta* Reactor Operation* Nuclear Support 

Branch 79/12/19 lp 


— BOOIO3O071 Forwards response to 791103 ltr re violation* noted In 
IE Insp Septs 50-239/79-27. 30-260/79-27 4* 50-296/79-27 
Corrective action* mechanical Maint Instruction I, revised 
clarifying procedure for transferring moisture srpamtor 
M I LL 8 > L M Tennessee Valley Authority 79/12/03 4pp 


--3001030970 Forward* IE Insp flepts 50-299/79-27*30-260/79-27 4* 
30-296/ 79-27 on 790806-0914 |< notice of violation 
LEWIS* R C Region 2* Atlanta. Reactor Operation* NucleaT 

Support Dranch 79/11/00 2pp 


— 0001030884 Notice af violation from Insp on 790B06-0914 

* Region 3* Atlanta. Office of the Director 79/11/08 ip 


— BOOIO3QB90 IE In*p Repts 50-239/79-27,30-360/79-27 tr 50-296/79-27 on 
790006-0914 Noncompl lance noted failur* to follow procedures 
during transport of steam separator & failure to provide 
escort irs protected area 

DANCE. H C Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch SULLIVAN. R F Region 2. Atlanta. Office of the 
Director 79/11/00 6pp 


8001070216 Forwards IE Info Notice 7?-33* ''Separation of Electrical 
Cable* for HPCI L Automatic Depre s s ur 1 1 at 1 on Sys " No 
specific action or response requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/12/21 3pp 


8001240133 Forwards IE Info Notice 79-33, “Improper Closure of Primary 
Containment Equipment Access Matches " No action or response 
required 

O'REILLY* J P Region 2* Atlanta. Office of the Director 
79/12/21 3pp 


B0010BQ020 Forward* evaluation of licensee responses to IE Bulletin 
79-08* "Events Relevant ta DWRs Identified During TMI 
Incident * Licensee has taken appropriate actions to meet 
requ i rements 

IPPOLITOpTA Operating Reactor* Branch 3 79/13/27 21pp 


0OO124O4B7 Forwards IE Info Notice 79--D4. "Inadequate Design of Safety- 
Related Heat Exchanger* " No action or response required 
D'RCILLY. J P Region 2. Atlanta. Office of the Director 
79/12/37 2p p 


B00I23O126 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Disc* " Na response required 

O'REILLY. J P Region 3* Atlanta, Office of the Director 
79/12/29 3pp 


8001160313 FarwdTds IE info Notice 79-35. "Control of Maint & Essential 
Equipment " No action or response required 
CKREIILY. J P Region 2. Atlanta, Office of the Director 
79/13/31 lp 


0001340069 Forwards IE Info Notice 79-36* "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

0 'REILLY. J P Region 2. Atlanta* Office of the Director 
79/12/31 3pp 


QOO i 1 60109 Aek receipt of /9S221 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Flopti 50-259/79-33. 

50-260/79-33 U 50-296/79-33 

LEWIS, R 0 Region 2, Atlanta* RedCtoT Hperattan# Nuclear Support 

Dranch 00/01/03 (p 


— 0001160115 Responds to NRC 791204 ltr re violation* noted In IE Insp 
Rep t* 50-259/79-33, 50-260/79-33 b S0-296/79-33 Corrective 
actions computer program d ovp 1 oped. 1 i it i ng all Items of 
measuring it testing for cakibr check* 

MILLS, L M Tennesson Valley Authority 79/12/21 3pp 


--8001 1601(0 Forwards IE Insp Repts 50-2 59/79-33.30-260/79-33 b 
SO-296/79-33 on 791022-27 U notice of violation 
LEWIS. FI C Region 2. Atlanta* Reactor Operation* Nuclear 

Support Branch 79/12/04 2pp 


— H0QLl6Oi22 Not J c e of violation from trap an 791022-27 

* Region 2, Atlanta. Office of the Director 79/U/2G lp 


—8001*60132 IE imp flop t a 50-299/79-33,50-260/79-33 «* 30-296/79-33 on 
791023-27 Noncomp 1 1 one o- noted failure to follow GA 
procedure in control of testing b measuring equipment 
WEBSMAN* R H Region 2. Atlanta* Reactor Operation* Nuclear 

Support Dranch MOON* 0 T Region 2* Atlanta, Office of the 
Director 79/11/28 6pp 


8001220110 Forward* notice of vlo l at ion. no t i ce of proposed imposition 
of civil penalties L order modifying license re util 
791206-09 operation of facilities w/o primary containment 
i ntegr 1 ty 

8TELL0. V Office of Inspection L Enforcement. Office of the 
Director 00/01/04 2pp 


— 8001220114 Notice qf violation from insp on 791210-14 

» Office of Inspection i* Enforcement. Office of the Director 
00/01/04 Bp p 


•8001220119 Notice of proposed imposition of civil penalties 
* Office of Inspection fc Enforcement. Office of the Director 
00/01/04 ip 


■8001220120 Order modifying license immediate ly* du« to util 791206-09 
operation of facilities w/o primary containment integrity 
BTELLOj V Office of Inspection U Enforcement* Office of the 
Director BO/01/O4 5pp 


8001290300 Forward* IE Info Notice 80-01. "Fuel Handling Event* " No 
specific action or response required 

Q'RETLLY.J P Region 2* Atlanta, Office of the Director 
00/01/04 \ ?r - 
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153 Forwards IE Insp Repts 50-259/79-45,50-260/79-45 U 
,/79-45 on 791210-14 , 

R C Region 2, Atlanta. Hmickflr Operation* Nuchar Bupport 

00/01/04 2pp 

■5262 IE Insp Repts 50-259/79-43,30-260/79-45 fc 30-296/79-45 PH 
10-14 None omp 1 i an c a noted failure to control safety 
vi ties, fa 1 lure to shut down reactor after not meeting 
tins condition 6 failure to notify NRC 

g.rt c Region 2, Atlanta, Reactor Operations Nuclear 

art Branch SULLIVAN. R F , PRICE, 0 9 Region 2r Atlanta, 

ce of the Director 80/01/04 lOpp 

19 Forwards responses to NRC B0OIO4 ltr forwarding notice of 
ion, notice of imposition of civil penalties tc order 
ing Ikconse Outlines corrective actions token Forward* 
penalty fee 

,lt 0 Tennessee Valley Authority 00/01/10 6pp 


B4 Forwards IE Bulletin 00-01, 4, dp erab i 11 1 y of Automatic 
suriiatton By s Valve Pneumatic Supply “ Action 
ed 

LY.JP Region 2, Atlanta, Office of the Director 
11 lp 


00010*10563 Forwards updated gmergency plan in response to /VIOIO 
request Heviiiori 13 does not meet latest emergency planning 
guidance re tichnical support ctr, early alert «y* t 
disseminating svacuatton Info to public 
UILEV, £. , U Carolina Rower L Light Co 79/12/ Kl 2pp 


--□001040360 Cmargcncy plan & pr«jc edur ** , fl* vis ion 13 

CRQCKULO Carolina Power ft, light Co U3 pp 


0001160964 Forwards detailed evaluation of Item .1 'I, e • propane lank h 
piping In. facility design review ft supplemental evaluation 
submitted on 791211 

IIALUfl r. Dr col haven National Laboratory 00/01/09 4pp 


0001200326 Respend* to NRC 791129 request for info re estimates fui 
evacuation of areas around nuclear reactors Util cannot 
supply info by 000131 Details for acc op leb le, govt- approved 
local emergency evacuation plane must be developed first 
litl.CV* E r Carolina Rower ft Light Co im/01/22 «Jpp 


G001310299 Requests auppl to HftC fir* proleutlon safety evaluation, 
originally Htusd as 01 Amend '11 Description uf proposed 
mods encl 

UTLFV, t E Caroline Rower I, Light Co 00/01/20 Hlpp 


42 forwards IC Bulletin 79-01H, “Environ dual 1 H cat Ion of Clase 

ipanent" w/attachments Action required 

_Y,V P Region 2, Atlanta, Office of the Director 

14 lp 


lie operating reports ft related cor rasp omlenco 


]Q rqruard* monthly operating rapt* for Dec 1979 

]NB I E , H L Tennessee Valley Authority UO/Oi/09 lp 


)49 l Monthly operating repts for Doc 1979 
T Tennessee Valley Authority 00/01/05 2Q|ip 


P Operating licsnse stage doc umenl* I. c or respond sne* 


E100 1040390 Forward* Nov 147V Revision 1 of branch technical position <m 
direct radiation measurement* re r ail i e> lug l ca 1 tnvlmn 
monitoring program requirement* Revised aid* being 
Imp I tmented in (H. applirant reviews ft Tech IJpec update 
CAHHllLL.W P division of Operating Reactor* 7V/|l/*l/ 'I3pp 


CJ001070276 ForwrtTd* NSflfl vendor L fuel supplier Ur* re imparl of 
cladding healing -rate dependent burst temp effect* on 
rupture time t « train/b) oci ag e Lire will help lirsmees 
respond to NRC 79H09 l Lr re rupture strain ft flow blockage 
EIOKNHUT.OO Division of iiparaimg neaclprs /V/lfc/*l/ .ipp 


;able occurrences. LERi 6 related corroipnndrnc* 


.5 Forwards LER 79-023/03L-0 

6J R Tennessee Valley Authority 00/01/04 Ip 


I3J9 LER 79-025/03L-0 on 79 1203, wh i 1 * performing Btd I nstr uc 1 1 ati 
i-7. main steam line high flow switch P0JB-1-3QD exceeded 
Spec limit Caused by switch drift Bwltch recalibr 
■nnessee Valley Authority 00/01/04 2pp 


000109020 1 Forward* Amend 43 to- l keen*# DPR iLL safely evaluation ft 
notice of Issuance 6 availability 

BCMWENCCfL A Operating Reactor* Branch I /9/IH/D3 l/pp 


-►•0001090233 Amend 43 to 1 lc#m*e OFR 2.1. rheng lug ferh (Jpeo by 
Incorporating limiting conditions tnr operation l 
surveillance requirements for control r now veuli Utlon 
BCNWENCFIL A Operating Reactors Branch 1 /9/I2/03 I4pp 


-- OOO 1 09O25D Qaftky evaluation supporting Amend 43 to I. Items |1* v ll 4 1 
5 Forwards LER 0O-CO2/O3L-O ■ 0ffl«» of Nuclear Reactor Regulation WlSl/M, p 

I.J P Tetmessoe Valley Authority 00/01/IQ lp 


■410 L€ft 00-002/031-0 on 771222, u/un l t in cold shutdown, found 
flow control valve 2-FCV-6B-79 on recirculation *ys 
not operate Caused by motor pinion guar being 
llod backwards installment procedure* will be revised 
nines* e e Valley Authority 00/01/10 2pp 


•4 Forwards LER 79-026/03L-0 

I, J R Tennessee Valley Authority 00/01/10 ip 


■459 LER 79-026/ 03L-0 on 791223, d ur in g startup ft, followup PCJ8 
dry we 1 1 -to- 1 nr u s differential pressure indicator not 
ting Caused by blown fuse Fuse replaced No recurrtnce 
ol action planned 

nneasee Valley Authority 00/01/21 2pp 


--DOO 1090260 Nolle* of Issuance L availability of Amend 43 to ItieMae 

DFn-ar? 

ECHWCNCtfl. A Operating Reactors llranch l /V/ 12/03 2pp 


0001070362 Advise* that Bulletin ft Orders Task force has approved *rta I 1 
break LOCA guideline* for opirattng plants Provides schedule 
of util* to be audited to enure successful i nc «rp or all no- of 
revised procedui *s Audit plan encl 

EIOrNJHUT, D 0 Division of (IperaUng Raaclprs 79/12/1/ I2pp 


9001030610 R « spond i to NRC 791109 ltr requstllng umf ira*Uon on data 
re CCCB evaluation modsls und to analyi* fusl cladding 
swelling ft rupture Agrses w/Ivseuii Nuclear Dorp that mnd*l |« 
mors conmr vatlve than NRC date n rupture strain 
l/TLEY, E L Carolina Rawer l Light Co /9/12/J/ Ip 


2 Forward* LER 80-001 /OPL-O 

,J R Tennessee Valley Authority 00/01/23, ip 


371 l£R 0O-OO1/O3L-O on 791 229, dur i ng normal opera 1 1 on , wh 1 1 * 
rising 81 4 2 D-l, switch 1 on reactor water level 
3-580 failed to operate Caused by random failure of 
h in Yarway Model 44J0CE Switch replaced 
nnessee Valley Authority 00/01/25, 2pp 


>261 H D ROBINSON PLANT, UNIT 2 


0001070367 Qubmite turbine disc imp schedule in response to 
presentations by West l rvg house Turbin# Dw at 79IOTO L 121/ 
meeting*, Insp ot turbin.# in flay 19G0 It reasonabla U 
conser v* 1 1 ve course of action 

UTLGTj C E Carolina Power b Light Co /9/12/2H 2pp 


BOO 1 B20 k 94 Comment* on propnsid Reg Quid* 5 XXX I nr on* L Klsoc lee in 
scope of reporting 4< in time limits required for rifts 
J* rop o a # d rule doe* not adequately define “sign If ic *ntiy 
threaten *' 

UTLEY. G E Carolina Power t, Light Co 79/12/29 3pp 


ty, medical, emergency b fir* protection plan* 


4 Requests estimates re evacuation of areas around nuclear 
sectors format for reporting evacuation time 


Assistant Director for Enginaering ftt Projects 
4pp. 


0001290509 Dlacussei methods of implementation of Category A 
rsqu ( reeient* In retpont* to 791030 request re Leesons 
Learned T**k Fore* shnrt-t«rm recommendation* Category A 
Item* completely implemented 

UTLEY, E E Caroline Fouer L Light Co 79/12/31 Ip, 
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8001310297 Forwards response ti> NRC 791030 request for documentation 
re method of implementation of Lessen Learned Task Force 
Category A requirements AN Category A requirements 
implemented Sects meeting re Category B Section 2 1 6 b 
UTLEY. E E Carolina Power A Light Co 79/12/31 iAOpp 


3001140495 Forwards Flu* Maps 313 ?« 320 from Cycle 7 startup, in 
response to MRC 791220 request 

UTLEY, E E Carolina Power & Light Co 30/01/03 Lipp 


0001240530 Notification of S00113 meeting u/util & A IF in Bethesda.MD 
to discuss QA requirements for spare & replacement parts 
LIEDERBACH, F J Quality Assurance Branch 80/01/11 lp 


GO-01290349 Forwards response to 791227 Itr requesting info re mods to 
small break LOCA operator guidelines Procedures will be 
revised to require 40 F min subteoling margin Supporting 
data end 

UTLEY. E E Carolina Power *, Light Co BO/Ol/23 7pp 


G0O13OO4GO Forwards annotated version of 791129 document review It Itrs 
referenced in review 

MACDQUGALL.E A Brookhaven National Laboratory 00/01/23 lp 


— E3 00 1 300492 Annotated version of 791 L29 Itr re documents needed from 
facilities for design review Rolf Jensen it Assoc late*. ] nc 
790525 Itr re Qinna SFF? suppl end 

MACDOUOALL > E A Drookhaven National laboratory BO/Ol/23 5pp 


Q Inspection reports, IE Bulletins t correspondence 


8001180072 Responds to IE Bulletin 79-23, "Failures of West l ng house OFD 
Relays in Safety-Related Sys " Specified relays are in use 
at util LER 70-29 contains info on sticking normally 
energiied relays Affected relays currently considered safe 
Ftinn.B j Carolina Power U Light -Co 79/12/20 2pp 


□001070182 Forwards IE Info Notice 79-32. ’"[separation of Electrical 
Cables for HPC I ti Automatic Depressur l lat ion Bys " No 
specific action or response requested 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/12/21 2pp 


8001240115 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hate Ms " No action or response 
required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/12/21 Spp 


B00S2404&.7 Forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Neat Exchangers *' No action or response required 
O'REILLY. J P Region 2, Atlanta, Office af the Director 
79/12/27 2pp 


□001250044 Forwards IE Info Notice 79-37. "Cracking In Low Pressure 
Turbine Discs " No response required 

□ ■'REILLY, J P Region 2. Atlanta. Dfflce of the Director 
79/12/2& 2pp 


8001160233 Forwards IE Info Notice 79-33. "Control of Maint & Essential 
Equipment " No action or response required 

□ 'REILLY. J P Region 2, Atlanta. Office of the Director 
79/12/31 Ip 


0001240031 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow “ No specific action ot 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 2pp 


8001290257 Forwards IE Info Notice 80-01. "Fuel Handling Event* 7 No 
specific action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
60/01/04 2pp 


BO ?i 2 2° 4ie Ft>rtjariis IE Bulletin 79-018, "Environ Qualification of Class 
IE Equipcio n fc ,p u/attac hfne ruts Action required 
□ 'REILLY, J p Region. 2, Atlanta. Office of the Director 
00/01/14 lp 


R Periodic operating reports & related correspondence 


8001140230 Forwards monthly operating rept for Dec 1979 
STARKEY, R Q Carolina Power & Light Co 60/01/04 Ip 


"" 90 m 1J2222 7 MBnt,,1 y operating rept for Dec 1979 

WATFORD, hi L Carolina Power & Light Co 00/01/03 3pp 


V Operator Ex amine t ions 


8001040301 Advises that operator h senior operator examinations will 
resume based on response to IE Dul letin 79-06, "Review of 
Operational Errors L 0ys Misalignments During TMI Incident " 
COLLINS. P F Operator Licensing Branch 79/12/20 ip 


DOCKET 50-262 BRIGHAM YOUNG UNIV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins & correspondence 


&0G10904B9 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbin* Discs " No response required 

KEPPLER, J O Region 3, Chicago. Office of the Director 79/12/28 
IP 


DOCKET S0-2A3 MONT I CELLO NUCLEAR GENERATING PLANT 


F Security, medical, emergency L fire protection plans 


000)140054 Requests estimates re evacuation of areas around nucleai 
power reactors Foimat for reporting evacuation time 
estimates encl 

GRIMES, B K Assistant Director for Engineering Projects 
79/11/29 4-pp 


8001070400 Forwards emergency plan draft proposal to moot upgrading 
guidance outlined in NRC 791010 Itr Informs that state & 
local plans are under revision Itwill be completed by 
early Jan 1980 

MAYER, L 0 Northern States Power Co 79/12/31 lp 


— 8001070409 Emergency plan, draft proposal 

* Northern States Power Co 79/12/31 69pp 


800 1 1 00452 Advises of revised schedule for submitting evaluations if 
info required by fire protection safety evaluation Results 
will be submitted on 000-331 Design details for cable 
spreading room gas suppression sys Will bo filed by B0050I 
MAYER. L 0 Northern States Power Co 79/12/31 Ip 


□ 004 100313 Forwards Factory Mutual Engineering Corp A7D2P3 rapt. 
"Pyralarm Detectors F3/5A U F50 (Sensitivity to Polyvinyl/ 
Chlorine Combus t ionh “ in response to NRC 790829 fire 
protection safety evaluation Sections 3 3 1 ( a > t, 4 2 
MAYER, L O Northern States Power Co 79/12/31 lp 


— 000110051* "Pyralarm Detectors F3/5A *< FSB (Sensitivity to Polyvinyl/ 
Chlorine Combustion) " 

* Factory Mutual Engineering Corp 67/02/23 iSpp 


BOO) 1504 57 Revises schedule for completing evaluation of fire pump 
capacity required by fire protection safety evaluation 
Completion. OF TMI Lessons Learned Category A procedures has 
delayed evaluation Rept will be forwarded by 000201 
MAYER. L 0 Northern States Power Co 00/01/09 lp 


BOOl 22044 9 Discusses fire pump evaluation required by 790029 fire 
protection safety evaluation Fire pump installation complies 
u/8ran<h Technical Position ABB 9 5-1, Section C 5 6<3> 
r equlrements 

MAYER, L □ Northern Stakes Power Co 00/01/IB 2pp 


0001290302 Submits design info re hose station equipment mods required 
by NRC 790029 fire protection safety evaluation Two new hose 
stations were Installed in torus area Addl hose to existing 
hose stations mill provide adequate coverage 
MAYER. L 0 Northern States Power Co 80/01/24 3pp 


G0012B03Q1 Submits design info re exterior hose house mods required by 
fire protection safety evaluation Mods leave adequate room 
for hose handling on platform while opening doors of Hose 
House 2 

MAYER. L G Northern Gtafces Power Co 80/01/25 ' ip 


H General correspondence 


G001030B37 Forwards changes in corporate organiiafeion effective 600101 
LJ WachtoT named vice president for power sys operation L 
maint OE Gilberts promoted to vice president for power 
production LO flayer reports to DE Gilberts 
MAYER, L D Northern States Power Co 79/12/31 2pp 
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*KI01O4OS47 Proposes that, as of 800101. all items filed by wtil w/NRC be 
filed under oath or affirmation by LQ Mayer . Man a g er op 
Hue ) ear Support Gvcs Signature authorization per BQQ103 Itr 
end 

HAVER. L 0 Northern States Power Co 80/01/03 2pp 


P Operating license stage documents & correspondence 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
4«on.i tor mg program r equiremunls Revised stds being 
implemented in DL applicant reviews & Tech Spec update 
OAHMILL, W P Division of Operating Reactors 79/11/27 35pp 


8001070276 Forwards NS98 vendor it fuel supplier l trs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time & s tra i n /b 1 oc k ag e Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain it flow blockage 
EISENHUT# D G Division of Operating Reactors 79/11/27 3pp 


0001070362 Advises that Bulletin 6 Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan cncl 

EtBEWftUT, D 0 Division of Operating Reactor# 79/12/17 I2pp 


E3QO524O0S5 Forwards request for addl in f q re containment purge s<jb 
R equests Teply within 30 days to Facilitate completion of 
evaluation of electrical override/by pass aspects 
LAINAS, 0 Plant Systems Branch 79/12/18 3pp 


OOQI I7O04S Notification of 8Q0124 meeting w/QE.uti) i< Nufcech.lnc in 
Bethesda, MD to discuss feedwater nanlo leakage 
determina ti on 

SHAIDER.R P Systematic Evaluation Program Oranch 79/12/27 

2pp 


00 011 00060 Forwards Amend 42 to License GPR-32, sof e ty evaluation £ 
notice of issuance & availability 

IPPCLITO, T A Operating Reactors Oranch 3 79/12/20 2pp 


8001 100066 Amend 42 to License DPR-22 involving mod to average planar 
linear heat generation rate limitations on fuel 
IPFOLITCLT A Operating Reactors Branch 3 79/12/20 4pp 


— SOO 1100073 Safety evaluation supporting Amend 42 to License DPR -22 
* Office of Nuclear Reactor Regulation 79/12/20 4pp 


--8001020122 IE lnsp flepts 50 - 263 / 79-1 7, 50-283/79-30 & &0-JOA/™ 2*2 
791017 No noncomp I l9 nco noted Major areas inspected U 
inapt, enf or c oment, nonroutine events L resident lntp«cfc*iT 

WAR MI CK^R F , CHOULES.N C . FE1CRAUCND. t D Roy | on. :i< (him^jo. 

Office of the Director 79/11/07 2pp 


0001040 LOQ Forwards Waste Packaging lnsp lUpt 79-0 1A on 79101/ III No 
noncompl lane e noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel racially *, Mater %Al% 

Safety Branch 79/11/15 Spp 


— 8001040224 Wasto Packaging Snap Rept 79-034 on /V 101 /-ICI Nu 

noncomp il ance noted Major arena inspected c omp I I anc e w/lJlli P. 

NRC regulations re shipping papnr mqu 1 romuti tn . TO T plainrd 
requirements. Tad tat ion levels 6 rcmnvoblw g o n tnrti i n a l I on , 

POTTER., J P Region 2. Atlanta. Fuel Tarlllty 6 Material* 'infatj 

Branch 79/11/13 4pp 


8001100304 Forwards IE lnsp Rept 50-263/79-15 on 790910-13. Ul *■*<' If 101/ 
5f notice of violatlnn 

HE19HMAN, R T Region Chicago, Roactor Operations Nuclear 

Support Dranch 79/11/27 2pp 


—8001100307 Notice of violation from lnsp on 7909 10- Ilf *!!> *.'ft «* KM/ 
# Region 3. Chicago. Office of the Director /'//11/JfJ Ip 


— B001 100310 IE 1 nap Rept 50-263/ 79- I 3 on 790910 - 13. -26 U 101/ 

Noncomp 1 lane e noted failure to establish pi ogram fur 
QA training 

LITTLE, VI 8 , JACKIN. T N , SWANSON. L H Itogion 3. Chirayw, tlfTli* 

of the Director 79/11/2J 17pp 


8001100276 Forwards JE Info Notice 79-01, 'HA » of Incorrect Amplified 
Response Bpucfcra <AR5> " No action nr response inquired 
KEFPLER . J 0 Reg i on 3, Chicago. Offlc# of the Mrocten /9/l^/ll 
lp 


8001 100291 Forward s IE lnsp Rept 50-263/79 - ill on 7VUI.M5 Nil 
noncomp 1 lane o noted 

H El AMMAN, R F Region 3, Chicago, Rene tor llpvr Allans Hui Lem 

Support Branch 79/k2/i3 2pp 


— BG0U80295 IE lnsp Rept 50*263/79-10 on 79LUJ-1JV Nn tiom »mp I Iaih u 
noted Major areas inspected nonroutine event followup. Ik 
bulletin f< circular f o 1 1 owup , ons 1 1 e review conuui t tee 
activities U containment purging 

WARNrCK*R F . CH 0 ULCB, N C Region 3. Chicago, Ilf flee uf t-h u 
Director 79/12/07 5pp 


— 0001100070 Notice of issuance & availability of Amend 42 to license 
DPR -22 

ROONEY, V L Operating Reactors Drench 3 79/12/2B 2pp 


□QQ 10306 13 Submits addl info re Cycle 8 extended exposure test program 
Includes info r« Bundle Surveillance Programs EDGE) 6 & 7, 
intended burmip bundles exposure. bund lo mods & PClOMRfi* 

Startup Test Program BOCB & environ effects 
KAYEH.L □ Northern States Power Co 79/12/31 Bpp 


0001070365 Forwards description of methods in which util Is meeting 
requirements of NUREG-G37Q, "TMI-2 Lessons Learned Task 
Force Status Rept t< Short-Term Recommendations ° 

MAYEH.L 0 Northern States Power Co 79/12/31 40pp 


0001 1 40271 Discusses review of vendor & NRC inffr re fuel cladding 
strain & fuel assembly flow blockage models No basis to 
change plant ECCS analysis or Tech Spec* 

MAYER, L □ Northern States Power Co 00/Oi/OB 2pp 


8001230102 Submit* addl info requested by NRC 791214 ltr re Interim 
position for containment purge k vent valve operation Util 
will remove permanently installed bypass capability h 
upgrade combustible gas control sys during Mar 1980 outage 
MAYEft.L O Northern States Power Co 00/01/17 Bpp 


0001220423 Responds to NRC 800102 order to show cause for not 
implementing Category A Lessons Learned Task Force short- 
term requirements by 000131 Complied w/termt. exc Bpk for Item 
2 1 4 Affidavit end 

HAYEftrL O Northern States Power Co 80/01/IB 3pp 


0 Inspection reports, IE Bulletins b correspondence 


B&01O7O521 Respond* to IE Bulletin 79-26. "Boron loss frniti IHlH C’stnlinl 
Blades 11 Cumulative control blade eipnsuro history roLurdod 
No blades predicted to roach 34*/. depletion in blade up pur 
quarter During next outage, «M blades will t>» roplnted 
WACHTCFLL J Northern Stales Power Cn 79/1*1/14 lp 


Q0O1O4O722 Approves of actions talon, by util Pur each of I*! t m 

IE Bulletin 79-00 Forward* NRC evaluation o P licensee 
reapansos 

IPPOLITO.T A Operating lloactore Dranch 3 79/iy/!9, IVflp 


8001080356 Forward* IC Circular 79-23, "tihack Arrost^r tHrut Auvnlilij 
Interference M No written response required 

KEPPLER.J 0 Region 3» Chicago- Office of Uio Director /9/|||/*,VI 

tp 


□001110090 Forward* JE Info No-tlco 79-33. "Improper Cloeure <if Primaiy 
Containment Equipment Access Matches " hlo specific nclioi* or 
ratponi-e requested 

HEFPLER , \J 0 Region 3* Chicago. Ufflro of tho Director 79 

ip 


0001110285 Forwards IE Info Notice 79-32. “Heparmtion of i:ierlrtknl 
Cables for HPCI & Automatic DsprssiurhaUon Oys ,J No action 
or response requested 

KEPPLER,J Q Region 3, CHicago. Office of the Director S0/!«//wlt 


8O0UOOO 17 rorwerds IE Info Notice 79-34, "InaUnquata Deekyn of Uafsl u 
Related Heat Eichangers 11 No action or response required 
hEPPLER , J 0 Region 3, Chicago. Office of the Director. 79/13/3/ 
1 P 


BOO 10201 16 Forwards IE lnsp Rept* 50-263/79-17, 50-282/79-2B U 
50-306/79-22 on 791017 No noncomp l ianct noted 

H6I6HMAN.R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/11/13 2pp 


8001 160315 Forwards IE Info Notice 79-36, "Computer God* Defeil in 
Stress Analysis bf Piping Elbow '* No specific actlun or 
response required 

KEPPLER .3 0 Region 3 . Chlcogo. Office of the Director 


’i 

f 

H 
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B0Q1310237 Forwards response to NfiC 791030 request for documentation 
re method of implementation of Lessons Learned Task Force 
Categoi y- A requirements All Category A requirement* 
implemented Seeks meeting re Category G Section 216b 
UTLEY, £ B Carolina Pouit U Light Co 79/$2/3S 160pp 


60011*10493- Forwards FIui Haps 310 t< 329 from Cycle 7 startup* in 
response to NHC 791220 request 

UTLEY, £ E Carolina Power l Light Co 00/01/00 3pp 


800124Q530 notification of 800110 meeting w/util U AIF in Bethesda,MD 
to discuss QA requirements for spare U replacement parts 
L lEDERBACH, F J duality Assurance Branch 80/01/11 lp 


0001290349 Forwards response to 791227 l tr requesting info re mods to 
small break LCCA operator guidelines Procedures will be 
revised to require 40 F min subcoolirg margin Supporting 
data and 

UTLEY, E E Carolina Power S» Light Co 90/01/23 7pp 


0001300480 Forwards annotated vorslon of 791129 document review & Ltrs 
referenced in review 

MAC I) QUO ALL. E A Brookhaven National Laboratory 00/01/23 lp 


— 0001300492 Annotated version of 791129 1 tr re document! needed from 
f a< 1 i i ties for design review Rolf Jensen & Assoc late s, Inc 
790325 Itr re Glnna SER suppl enc i 

HACDOUGALL.E A Drookhaven National Laboratory BO/Oi/23 bpp 


Q tnspec bi an reports. IE Bulletins & correspondence 


0001100072 Responds to IE Bulletin 79-23* “Failures of West 1 n ghouse BFD 
.Re-lays In Safe ty-Reia ted Sy s “ Specified relays are in use 
at util LER 7B'29 contains Info on sticking normally 
energised relays Affected relays currently considered safe 
FLTRR. D -J Carolina Fewer & Light Cn 79/12/20 2pp 


0001070182 Forwards IE Info Notice 79-32. ’'Separation of Electrical 
Cables for HPC 1 *c Automatic Dep r essu r i ration By s " No 
specific action or re-spo-nse requested 

O'REJLLY.J P Region 3. Atlanta. Office of the Director 
79/12/21 2pp 


0001240115 Forwards IE Itifa Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

0 'RE ILLY* J V Region 2. Atlanta, Office of the Director 

79/12/21 2pp 


8001240467 Forwards IE Info Notice 79-34. M Inadequate Design of Safety- 
Related Heat Etchange-rs * No action ar response required 
0 'RE ILLY. J P Region 2, Atlanta, Office of the Director 

79/12/27 2pp 


00-01250044 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/28 2pp 


8001160235 Forwards IE Info Notice 79-33, "Control of Maint 4c Essential 
Equipment " No action or response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/31 Ip 


0001240031 Forwards IE Info Notice 79-36. ''Computer Code Defect in 
Stress Analysis of Piping Elbou " Nd specific action or 
response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/31 2pp 


000 J 290257 Forwards IE Info Notice BO-01, "Fuel Handling Events t No 
specific action or response required 

D J RCILLY,J P Region 2. Atlanta, Office pf the piTector 

80/01/04 2pp 


8001290410 Forwards IE Bulletin 79-0ID, "Environ Oualificat l on of -Class 
TE Equipment" w/a t tac hmen t & Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

80/01/ 14 Ip 


R Periodic operating reports & related correspondence 


80011 4023 0 Forward* monthly operating rept for Dec 1979 
STARKEY. R 3 Carolina Power It Light Co 00/01/04 lp 


* — 00-01140237 Monthly operating rept Por Dec 1979 

WATFORD, M L Carolina Power & Light Co 80/01/03 3pp 


V Operator Examinations 


0001040301 Advises that operator h senior operator examinations will 
resume based on response to IE Bulletin 79-06, "Review of 
Operational Errors 2< 9ys Misalignments During TMI Incident 11 
COLLINS, P F Operator Licensing Branch 79/12/20 lp 


DOCKET 50-262 BRIGHAM YOUNG UN IV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins & correspondence 


0001090489 Forwards IE Jnfo Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER.J 0 Region 3, Chicago- Office of the Director 79/12/20 

lp 


DOCKET SO -263 MONTICELLO NUCLEAR GENERATING PLANT 


F Security, medical, emergency tc fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclaai 
power reactors Foimat for reporting evacuation time 
estimates eric! 

GRIMES, B K Assistant Director for Engineering & Projects 
79/11/29 4 PP 


8 OQIQ 704 G 8 Forwards emergency plan draft proposal to meat upgrading 
guidance outlined in NRC 791010 ltr Informs that state 6 
local plans are under revision L will be completed fay 
early Jan I9B0 

MAYER, L D Northern States Power Co 79/12/31 lp 


— 8001070409 Emergency plait, draft proposal 

* Northern Statu* Power Co 79/12/31 69pp 


6001100452 Advises of revised schedule for submitting evaluations & 
infa required by fire protection safety evaluation Results 
will be submitted on 800331 Design details for cable 
spreading roam gas suppression sys will be filed by 800501 
MAYER. L O Northern States Power Co 79/12/31 lp 


0001100513 Forwards Factory Mutual Engineering Corp 670223 rapt, 
"PyTalarm Detectors F3/5A h F3D (Sensitivity to Polyvinyl/ 
Chlorine Comhus t i on! « " in response to NRC 790829 firo 
protection safety evaluation Sections 3 3 1(a) 4 2 

MAYER. L 0 Northern States Power Co 79/12/31 lp 


— 8001100516 "Pgralar/ri Detectors F3/5A S< FS0 (Sensitivity to Polyvinyl/ 
Chlorine Combustion! " 

« Factory Mutual Engineering Corp 67/02/23 1 5p p 


0001150457 Revises schedule for completing evaluation of fire pump 
capacity required by fire protection safety evaluation 
Completion of TMI Lessons Learned Category A procedures has 
delayed evaluation Rept will be forwarded by 000201 
MAYER, L 0 Northern States Power Co 80/0t/09 ip 


8001220445 Discusses fire pump evaluation required by 790029 fire 
protection safety evaluation Fire pump installation compiles 
u/Branch Technical Position ASD 9 $-1, Section c 5 6<3> 
r equ l rements 

MAYER. L O Northern States Power Co 80/01/10 2pp 


BOD1290382 Submits design info re hose station equipment mods required 
by NRC 790029 fire protection safety evaluation Two new hose 
stations were installed in torus area Add! hose to existing 
hose stations will provide adequate coverage 
MAYER . U O Northern States Power Co BO/01/24 3pp 


900)200301 Submits design info re exterior hose house mods required by 
fire protection safety evaluation Mods leave adequate room 
for hose handling on platform while opening doors of Hose 
House 2 

MAYER, L 6 Northern States Power Co 80/01/25 ' lp 


H General correspondence 


BOO 1030037 Forwards changes in corporate organisation effective 800101 
LJ Wachfcer named vie* president for power sys operation & 
maint DE Gilberts promoted to vice president for power 
production LO Mayer reports to DE Gilberts 
MAYER, L 0 Northern States Power Co 79/12/31 2pp 


DOCKETED ITEMS 


49 


0001040547 PiopoflB* that* at, of (JOOlOl.all items filed tig util w/NRC b* 
filed under oath tn afflimatlon bg LO Mayor, Manager of 
Nuclear Support live* Signature author t xat l on per BOOIOJ ltr 
enr 1 

HAVER, I. t) No? thorn Bl.itco Rniuor Co 00/01/03 2pp 


P Operating license nlngo documents 8, correspondence 


D001G40390 Foiwaids Nov 197? Revision 1 of branch technical position on 
direct radiation measui omen t» ro radiological environ 
monitoring pi 0 (jram rvqnn omentc Revised stds being 
implemented In ill applicant reviews 6 Tech bpe,. update 
OAMMIU.iJ P Division of Operating Reactors 79/11/27 33pp 


0001070276 Torujordfl NS^S vendor K fuel supplier Jtrs re impact of 
cladding hea t ing-rotu dependent bui ot temp effects on 
rupture time U t train/b loc kogo l tin will help licensees 
respond lu NRC 791107 lti re ruptoro strain 8, flow blockage 
ITIGLNHI/T, J) Q Division of Operating Reactors 79/11/27 3pp 


0001070362 Advises that DuMotin t 4 Orders Task force ha* approved small 
break LOLA guidelines for ppotating plants Provides schedule 
of utils to be audited to atauro successful incorporation of 
revised pToiudures Audit plan oncl 

LISCNNUT, D Q Division of Operating Reactors 79/12/17 12pp 


0001340019 I orwards roquout for addl info re containment purge sya 
Requests reply within 30 dags to facilitate completion of 
evaluation of electrical uvorri do/by pass aspects 
LAlNAB. 0 Riant fig stems Branch 79/12/10 3pp 


BQQ1 17004 9 Notification of 1)1)0124 meeting w/OC, util 6 Nutoch, Inc in 
Bethe«da,ND to discuss foudwatev noulu leakage 
de t m mination 

flNAIDCR.H P By a t emn t 1 c Evaluation Program Branch 79/12/27 

2pP 


-3001020122 IE Imp Repts 50-263/79-17. SO-282/79- 38 «, 50-306/79-22 o 
791017 No noncompl lance noted Major areas inspected IE 
insps, enforcement, nonroutine events 6 resident inspector 
programs 

WARWICK, R F . CHOULES, N C . FEIERABEND, C D Region 3, Chicago, 
Office of the Director 79/U/07 2pp 


0OO1O4O1OB Forwards Waste Packaging Insp Rept 79-03A on 791017-IB No 
noncemp 1 i ance noted 

SUTHERLAND. J T Region 2. Atlanta, Fuel Facility i Materials 

Safsty Branch 79/n/15 5pp 


— 0001040224 Waste Packaging tnsp Rept 79-03A on 791017-10 No 

noncompliance noted Major areas inspected compliance w/DOT 6 
NRC regulations re shipping paper requ i remen t» . DDT placard 
requirement a, radiation levels & removable contamination 
POTTER.JP Region 2, Atlanta, Fuel Facility 6 Materials Safety 

Branch 7?/lt/l3 4pp 


0001100304 Forwards IE Insp Rept 50-263/79-15 on 7909i0~i 3, 25-26 8. 1017 
& notice of violation 

HEISHKAN, R F Region 3. Chicago, Reactor Operations Nuclear 

Bupport Branch 79/U/27 2pp 


— 0001100307 Notice of violation from insp on 790910-13,25-26 t* 1017 
* Region 3, Chicago. Office of the Director 79/11/23 lp 


— B001100310 IE Insp Rept 50-263/79-15 on 790910-13.25-26 & 1017 
Noncamp 1 lane e noted failure to establish program for 
GA training 

LITTLE. W S , JACKIW. T N , SWANSON. E R Region 3, Chicago, Office 
of the Dimctor 79/11/23 17pp 


0001100276 Forwards IE Info Notice 79-3i, "Use of Incorrect Amplified 
Response Spectia 1ARS) “ No action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/13 

lp 


flOOl 100060 Forwards Amend 4P to l.u viioq DPR 22, safety evaluation & 
notice of isnuaitcu & availability 

IPPOl I TO, T A Operating Reartars Branch 3 /9/12/3B 2pp 


— 0001100066 Amend 4J tu 1 Ucn»e DPR 22 involving mod to average planar 
linear hoot generation rate limitations an fuel 
IPPfJI-ITO* T A Operating Root tore Drench 1 79/12/20 4pp 


--0001 1 0007J Safety evaluation supporting Amend 42 to License DPR-22 
M Office of Nuclear Reactor Regulation 79/13/20 4pp 


3001100291 Forwards IE Insp Rept 50-263/79-10 on 791113-iS No 
noncomp 1 iance rioted 

HEIBHMAN.R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/12/13 fipp 


—0001100295 IE Insp Rept S0-263/79-1B on 791113-15 No noncomp 1 i arc b 
noted Major areas inspected nonroutine event f 0-1 1 ouup, IE 
bulletin 8, circular fol lowup, ansi t# review committee 
activities & containment purging 

WARNICK, R F , CHOULES, N C Region 3, Chicago, Office of the 
Director 79/12/07 3pp 


(JGO 1100070 Notice of issuanro P. availability af Amend 42 to License 
DPR. 22 

ROONEY, V L Operating Rear tan Branch 3 79/12/29 2pp 


0001030613 Hubmits addl info rp <yclo 0 extended exposure test program 
Includes info re Bundle liurvoil lance Programs COCB 6 & 7, 
extended burnup bundle* e ipoput e, bund le mods 6 PClOMRs, 

Btar tup Test Program 1HJCH environ affects 
HAYHIiL 0 Nor thorn lllatao Puwer Co 79/12/31 Gpp 


0001070365 Forward* dtaciMp t inn of methods in which util is meeting 
requirement* of NURro-09/D, M Tm 2 Lonsons Learned Task 
Fore# Ola t us Rept 6 Uhort ‘Term Rer ornmondat i nna 11 
HAVER, t i] Nut thorn States Power Co 79/12/31 40pp 


000 1 1 4 027 1 Discusses leview of vondur & NRC info rc fuel cladding 
strain 6 fuel assembly flow blockage models No basis to 
change plant CCCR analysis or Tech Opocs 
HAYCR, L t) Northern Dtate* Power Co 00/01/00 2pp 


0001330102 Rubmi t« addl info requoited by NRC 791214 ltr rc interim 
position for containment purge 8* vent valve operation Util 
will remove permanently installed bypass capability *< 
upgrade combustible gas control sys during Mnr 1900 outage 
HAVER, L □ Northern States Powor Co 00/01/17 3pp 


0001220423 Respond* to NRC 000102 order to show cause for net 
implementing Category A Lessons Learned Task Tore* short 
term requirement* by G00131 Complied w/torm*. except for Item 
2 I 4 Affidavit end 

MAYER, L 0 Northern Slate* Power Co B0/01/1B 3pp, 


0 Inspection reports. IC Bulletins t, correspondence 


0001020116 forward* IE In*p Ropts 50-263/79-17,50-202/79-20 * 
90-306/79-22 on 791017 No noncomp 1 lance noted 

HE 1 8 MM AN i R F Region 3. Chicago, Reactor Operations Nuclear 

Bupport Branch 79/11/13 2pp 


0001070521 Responds to IE Bulletin 79-26, "Boron Los* from BUR Control 
Blades " Cumulative control blade exposure history recorded 
No blades predicted to reach 344 depletion in blade upper 
quarter During next outage, 24 blades will be replaced 
WACHTER, L J Northern States Power Co 79/12/14 Ip 


0001040722 Approves of actions taken by util for each of 12 items in 
IE Bulletin 79-OB Forwards NRC evaluation of licensee 
responses 

IPPOLITO, T A Operating Reactors Branch 3 79/12/19 19pp 


8-001000356 Forwards IE Circular 79-25, “Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/13/20 

ip 


8001110093 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 79/12/26 

IP 


800 1 1 1 0205 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cable* for HPCI 6 Automatic Depressur 1 lation By* " No action 
or response requested 

KEFPLER, J G Region 3, Chicago, Office of the Director 79/12/26 
IP 


8001 100017 Forward* IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchanger* 11 No action or response required 
KEPPLER, J G Region 3. Chicago, Office of the Director 79/13/37 

Ip 


0001160315 Forwards IE Info 
Stress Analysis of Piping 
response required 
KEPPLER, J 0 Region 3, 
lp 


Notice 79-36. "Computer Code Defect in 
Elbow " No specific action or 

Chicago, Office of the Director 79/12/20 
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8001100219 Format'd* IE Info Notice 79-35* "Control of tlaint & Essential 
Equipment " No- action or retpoivse required 

KEPPLER* J G Region 3* Chicago, Office of the Director 79/12/31 

»P 


6001150145 Forwards IC Info Notice 80-01, "Fuel Handling Events *• No 
sparlflc action or response required 

KEPPLER. J C Region 3, Chicago, Office of the Director 00/01/04 

IP 


0001240199 Responds to ]E Bulletin 79-20 re possible malfunction of 
NAKCQ limit switches No NAMCO limit switches w/a p p 1 i c ab L e 
date code have been installed 

GILBERTS* D E Northern States Pouter Co 00/01/11 lp 


0001250027 Ack receipt of 791220 1 tr informing NRC of steps taken to 
correct violation noted in NRC 791127 1 fcr 

HE I SFIMAN, R F Region- 3, Chicago. Reactor Operations Nuclear 

Support Branch 00/01/11 Ip 


— 0001250031 Responds to NRC 791127 Itr re violation noted in IE insp 
fept Corrective actions written DC training program will be 
tmplempn ted by 000601 

WACHTER, L J Northern States Power Co 79/12/20 2pp 


BOO J 200204 Forwards IE Bulletin 00-01, “Operability of Automatic 
Depressor i lat ion Sys Valve Pneumatic Supply " Action 
required 

KEPPLER , J G Region 3. Chicago, Office of the Director 00/QL/ll 
IP 


600-12901-46 Forwards IE Circular 80-01. “Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER, J G Region 3. Chicago, Office of the Director 30/01/17 

IP 


8001240406 Forwards NEDE-25245, '’OKS Fuel Surveillance, Program. End-o f - 
Cycle 6, Fourth Post-Irradiation ln*p, • for Oct 1979 
Affidavit encl Rept withheld Iref 10CFR2 790k 
SHERWOOD, <3 0 Antibodies. Inc 00/01/22 4pp 


R Periodic operating reports N related correspondence 


0001150-529 Forwards monthly operating rept for Dec 1979 
MAYFR.L D Northern States Power Co 80/01/03 Ip 


--0001150530 Monthly operating rept for Doc 1979 

NYRABD.A L Northern States Power Co 00/01/03 4pp 


5 Reportable occurrences, LEHs L related correspondence 


6001090244 RO-79-023, Buppl l on B00I03, confirmed fuel typ* 8DB2J9L had 
peak planar eiposure of 27.000 MWD/ST while prsceii computer 
programmed for max value of 35,000 MVJD/^T Fuel vendor 
contacted & changes initiated to prevent recurrence 
EL)AS0N,L R Northern States pouier Co B0/01/03 2pp 


000 i 1 9057 6 Forwards LER 79-022/03L-0 

MAYER, L O Northern State* Power Co 00/01/11 lp 


’ — 00011505109 LER 79-022/03L-Q on 79 12 1 3, dur ing normal o parat i on, 1 eak 
discovered In 90-degree elbow on J-mqh condensate line 
from Steam supply to recombiner train drain trap Caused by 
erosion from hat steam drains Elbow modified 
NPLAN.L L Northern States Power Co BO/Ql/ll Ip 


0001 170421 Forwards updated LER 79-023/01T-1 

MAYER# L 0 Northern States Power Co B0/01/S4 lp 


— -0001170425 Updated LER 79-023/0 IT- 1 on 000103, one fuel type noted to 
tie e i d mar allowable max average plamaT linear heat 
generation rate value t< another as Improperly programmed in 
plant computer Caused by inadequate review 
NEVIN9KI*D E Northern States Rower Co 00/01/14 3pp 


0001250532 Forwards LER 79-024/03L-0 

MAYER, L Q Northern State* Power Co 80/Gt/lfl Ip 


— Q001250535 LER 79-024/03L-0 on 791220, during normal operation* routine 
operator Jhsp revealed steam leak in i-inch 90 degree elbow 
in reactor core isolation cooling steam line drain to 
eondenser Caused by pinhole failure of 3, 000-lb socket weld 
0VERL1D, T W Northern States Power Co BO/O-1/10 Ip 


DOCKET 50-264 DON CHEMICAL CQ 


Q Inspection reports, IC Bulletins 5, torrespondenr e 


0001220096 Forwards IE Tnsp Rept 50-264/79-0J on 791022-24 ?< notice of 
violation 

HE IBHMAN, R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/12/05 2p p 


- -800 122000 8 Notice of violation from insp on 791022-24 

* Region 3, Chicago, Office of the Director 79/12/03 lp 


—8001220095 IE Insp Rept 50-264/79-03 an 791022-24 None amp li a nee noted 
failure to perform monthly checklist in June 

BROUN, C H > DOYD, D C Region 3, Chicago* Dffico nf the Director 
79/12/03 3pp 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 
F 9ecurity, medical, emergency fc< fire protection plans 


B001140054 Requests estimates re evacuation of areas around nuclear 
pawer reactors Format for reporting evacuation time 
estimates end 

CRIMES, D K Assistant Director for Engineering 6 Projects 
79/11/29 4pp 


8001040541 Confirms 791227 i> 2D telcons w/RB Bevan on completion 
schedule for facilities re fire protection mods Unable to 
complete mods by 791230 per 790727 safety evaluation Mod 
completion date expected to be G00690 
PEOPLES, DL Commonwealth Edison Co 79/12/20 lp 


000 l 1 10429 Informs that fees identified in NRC 791207 t 10 ltra re 
review of security personnel training 8< qualification plans 
otd acceptable Payment encl 

PEOPLES. D L Commonwealth Edition Co 79/12/31 2pp 


0001090330 Provides status rept of fire protection mods listed In Table 
3 i c*P safety evaluation Completion date of (300630 does not 
include refueling floor detection sys I, depends on manpower 
requirements for TM I ~2-r e 1 ated mods 

PEOPLES, D l Commonwealth Edison Co 00/01/03 3pp 


6001110440 Forwards draft revision to emergency plans Flans withhold 
(ref I0CFR2 790) 

PEOPLES, D L Conwonwca 1 1 h Edison Ca 00/01/03 Jpp 


8001300405 Responds to NRC 791022 request for addl info re fire 
protection safe shutdown analysis Response to Items Q(c)(o} 

L 0(1) will be forwarded by BO03O1 

JANECEK.R F Commonuiea l th Edison Co 80/01/23 2Bpp 


H General correspondence 


BQG104Q627 Responds fco 791007 request for info re nuclear waste 
disposal facilities Addl low lfjvel waste storage facilities 
under con3t to assure adequate storage capacity 
EPFOL I TO, T A Operating Reactors Branch 3 79/11/04 3pp 


8001210165 Responds to 791105 Itr re 791030 meeting w/util rt emergency 
preparedness NRC notified util 6 local media 10 days prior 
t° date of mepting Announc ement did not get into newspaper 
as early 4s expected 

MILLER, J FI Assistant Director for Reactor Safeguards 79/IB/21 

2pp 


6001030549 Discusses review of seminar outline re Dak Ridge Associated 
Univ course in radiation safety for NRC Accepts proposed 
program Request* more specific outline of training cgurso 
PECPLE9, D L Commonwealth Edison Co 79/12/26 lp 


P Operating license stage documents L correspondence 


B001040390 Forward* Nav 1979 Revision l of branch technical position or 
direct radiation measurement* re radiological environ 
non i taring program requirements Revised stds being 
Implemented in OL applicant reviews & Tech 8pec update 
OANMILL.W P Division of Operating Reactor* 79/11/27 35pp 


0001070276 Forwards -N8SS vendor & fuel supplier Itrs re impact of 
cladding heating-rate dependent burst tump effects on 
rupture time & s t ra i n/b 1 oefcag e Ltrs will holp licenses* 
respond to NRC 7911Q9 Itr re rupture strain k flow blockage 
EISENHUT, D 0 Division of Operating Reactors 79/11/27 3pp 
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0QO131O187 Responds to NRG 791030 Itr.Enct If Section 2 2 I a, "Lessons 
Learned Task Force Recommendations re Shift Supervisor 
Requirements " Forwards copy of mgt directive emphasiring 
primary mgt responsibility of shift supervisor 
PALKERjF ft Commonwea 1 th Edison Co 79/12/14 2pp 


6001070369 Advises that Bulletin t, Orders Task Force has approved small 
break LQCft guidelines for operating plants Provides schedule 
cf utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENHJT.D 0 Division of Operating Reactors 79/12/17 i2pp 


000114001S Advises that util commitments 6 schedule of implementation 
of TMI-2 Lessons Learned Task Force recommendations are 
ac c optah 1 e 

DENTON, H R Office of Nuclear Reactor 1 Regulation 79/12/27 2pp 


0001100442 Forwards addl commitments & info re near-term requirements 
of TMI Lessons Learned Task Force 

PEOPLES, D L CDmrnonuiea 1th Edison Co 00/01/01 76pp 


0001190410 Forwards commitments to moot near-term requirements of TMI 
Lessons Learned Task Force re emergency power supply, 
inadvertently omitted from B0Q1O1 ltr 

PEOPLES* D L Commonwealth Edison Co 00/01/04 7Bpp 


G0Q11EO24B Confirms 0001 10 meeting w/util re recent events at 
facility including core spray valve c losings* unp lanned 
radioactive liquid rel ease. gaseous effluent releases* 
personnel priors A cooling lake leakage 

KEPPLER, J 0 Region 3* Chicago. Office of the Director 00/01/04 
Ip 


000115051? Forwards info re generic cladding swelling & rupture model 
inf u submitted by NS5S vendors re NUREQ-0630 GE approved 
models conservative Nestinghouse plants comply w/ 
regu lattons 

PEOPLES, D L Commonwealth Edison Co BO/Ol/OG 8pp 


G Inspection reports, IE Bulletins $< correspondence 


0001100030 Forwards IE Insp Repts 50-254/79-23 t* 50-265/79-19 on 
791003-1102 No nohe omp 1 i anc a noted 

HE 1 9HMAN, R F Region 3, Chicago* Reactor Operations Nuclear 

Support Branch 79/11/21 2pp 


**" 0OO11BOO34 IE Insp Repts 50-254/79-22 * 50-265/79-19 on 791003-1102 No 
noncomp 1 iance noted Majoi areas inspected maint, plant 
□ perati ons, phys i cal protec tt on. secun ty orqani i at i on t 
access control & refueling activities 

SPEB8ARD, R L , CHR ISSOTl MQQ, N Region 3* Chicago, Office of the 

Director 79/11/20 5pp 


8001160332 Forwards IE Insp Repts 50-254/79-23 l« 50-265/79-20 on 
791029-1102 No noncompliance noted 

DAVIS. A 0 Region 3, Chicago* Fuel Facility L Materials Safety 

Branch 79/11/28 2pp 


— BOOI 160340 IE Insp Repts 50-254/79-23 6 50-265/79-20 on 791029-1 102 No 
none omp 1 1 anc e noted Major areas inspected emergency planning 
including examination of licensee audit of emergency plan t, 
facilities tt equipment 

ESSIQ.T H , GREER, R J , CHR I SSOTIMOS, N Region 3* Chicago, 

Office of the Director 79/11/21 3pp 


6001 160261 Forwards IE Insp Repts 50-237/79-22,50-249/79-20. 
50-254/79-24,50-265/79-21.50-295/79-21 tt 50-304/79-20 on 
790926-27.1003-04 6 22-23 6 1107-09 

FIORELLI.G Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 79/12/05 2pp 


— 0001160271 IE Insp Repts 50-237/79-22,50-249/79-20,50-254/79-24. 
30-265/79-21, 50-295/79-21 6 50-304/79-20 on 790926-27, 

1003-04 & 22-23 & 1107-09 No noncompliance noted Major areas 
inspected followup to l£ Bulletin 79-02 

HAYES, D N Region □, Chicago, Office of the Director 79/11/30 

J6pp 


B001170044 Forwards response to NRC 791100 request for addl info re IE 
Bulletin 79-02, Revision 2, concerning use of concrete 
expansion anchors Includes responses to revised sections of 
I tew 2 6 addl Items 5 (* A 

PEOPLES, D L Commonwealth Edison Co 79/12/07 22pp 

8001040633 Summarises 791126 meeting w/NRC & Sargent St Lundy re items 
in IE Bulleltln 79-02 Discusses results of util concrete 
expansion test program Items included number of plates insp 
& anchors load te s ted , ang ul ar 1 ty V shell prqjectian 
PEOPLES, D L Commonwealth Edison Co 79/12/11 235pp 


8001100252 Forwards IE Info Notice 79-31. "Use o-f Incorrect Amplified 
Response Spectra (ARS) 111 No action or response required 
KEPPLER, J Q Reg lan 3, Chicago, Office of the Director 79/12/13 

IP 


8001070320 Provides addl response to IE Bulletins 79-01 & 79-OIA, 
"Environ Qualification of Class IC Equipment 11 Refers to 
791001.1101 £< 13 Itrs to NRC w/mfo on preventive maint for 
ASCO solenoids h qualification of equipment u/chemicals 
PEOPLES, D L Commonwealth Edison Co 79/12/14 2pp 


0001090309 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J G Ret) i o n 3, Chicago, Office of the Director 79/12/20 

ip 


0001220115 rorwards response to IE Bulletin 79-23, "Failures of 
Nestinghouse DFD Relays In Safety-Related Sys " Discrepant 
components not in use except at Zion Relays in use will be 
replaced Relays in storage removed from stock 
PEOPLES, D L Common wea 1 t h Edison Co 79/12/20 3pp 


8001110063 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Matches “ No specific action or 
response requested 

KEPPLER, j G Region 3, Chicago* Office of the Director 79/12/36 

ip- 


8001110258 Forwards IE Info Notice 79-32* "Separation of Electrical 
Cables for HPCI & Automatic Depr « s s ur i i a 1 1 on Oijs 11 No action 
or response requested 

KEPPLER, J G Region 3. Chicago, Office of the Director 79/12/26 

Ip 


8001100002 Forwards IE Info Notice 79-34, "Inadequate Design of Qafety- 
Ralotfld Heat Exchangers " No action or response required 
KEPPLER, J 0 Region. 3, Chicago, Office of the Director 79/12/2/ 


8001240302 Forwards IE Insp Repts 30-254/79-27 6 50-265/79-24 an 
791105-09 6 notice of violation Malice of violation withheld 
(ref 1GCKR2 7901 

HIND, J ft Region 3, Chicago, Safeguards Branch 79/12/27 2|ip 


— 8001240304 IE Insp Repts 50-234/79-27 & 50-263/79-24 on 791105-09 
Noncomp 1 i ante noted failure to maintain adequte isolation 
zone It failure to search individuals !< hand— c qrriod items 
prior to admittance Details withheld <ref 10CI'R2 790) 

CHR IQTGFFER, 0 M Region 3, Chicago. Safeguards Branch 

BELANGER, T l , HIND, J A Region 3. Chicago, Office n f the 

Director 79/12/10 2pp 


0001090465 Forwards IE Info Notice 79-3/, "Cracking ill Low Pressure 
Turbine Discs " No raspanso required 

KEPPLER, J 0 Region 3* Chicago* Offico of the Director 79/12/28 

ip 


BOO 1 160267 Forwards IE Info Notice 79-36, "Computer •Cade Defect In 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/13/28 

ip 


0001100203 Forwards IE Info Notice 79-35, "Control of Ma 1 n t & Essential 
Equipment " No action or response required 

KEPPLER, J G Region 3, Chicago* Office of the Director 79/13/31 

IP 


8001 1 50105 Forwards IE Info Notice B0-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J 0 Region 3, Chicago, Office o.f the Director 00/01/04 

lp 


6001170004 Responds to IE Bulletin 79-26 re boron loss Prom control 
blades No blades reached 347. BIO depletion at fair utils 
Predict* 26 blades will roach depletion by nest outage 
at one util 

PEOPLES, D L Commonwealth Edison Co 80/01/04 4pp 


8001160553 Responds to IE Bulletin 79-28 NAMCO hodel LA) 80 limit 
switches have been Installed !t are planned for Installation 
on some saf ety-reloted equipment No switches date-coded 
between Feb-Aug 1979, 

PEOPLES, D L Commonwealth Edison Co BO/01 /09 2pp 


8001280495 Forwards IE Bulletin 00-01, "Operability -of Automatic 
Depresguriiation Sys Valve Pneumatic Supply " Action 
r squired 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/01/11 

ip 
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8001290105 Forwards IE Circular 80-01. "Svc Advice far GE Induction 
Disc Relays " No response required 

KEPPLER. J Q Region 3. Chicago, Office of the Director BG/01/17 

IP 


R Periodic operating reports 6 related correspondence 


8001140210 Forwards listing of c hang* s • tes t* & e up er ime-nts conducted 
•during Dec 197"? 

KALIVIANAIUB, N Commonwealth Edison Co 00/01/02 5pp 


8001 1 50362 Forward s monthly operating re-pts for Dec 1779 
KALI y IAN AK.I S, N Commonwealth Edison Co 80/05 /02 Ip 


■B-001 150364 Monthly operating repts for Dec 1979 

SHOWN, B Commonweal th Edison Co 80701703 22pp 


6 Reportable occurrancei. LER* & related correspondence 


BOOl 1 1 0027 Pfia-11 1-79-40 on 791 113-15, Reg ion 3 inspectors conducted 
insp of onsite redwaote packaging 6 shipping activities 
Insp included review of licensee implementation of mads 
instituted per issues raised by SC Dept of Health i, Environ 
GREQER, L R , FISHER, W L Region 3. Chicago. Office of the 
Director 79/1J/16 Ip 


B00107045B Forwards LER 79-027/03L-0 

KALIVIANAKI8, N Commonwealth Edison Co 79/12/24 2pp 


■800 1 070467 LER 79-027/03L-0 on 791126. sii occurrences identified 
whereby eicassive leakages were measured w/respuct to 
primary containment isolation valves during local leak rate 
testing All vaWes to be repaired {< tested 
VAHRENWALD, J Commonwealth Edison Co 79/12/24 4pp 


BOOl 150636 Forwards LER 79-O20/O3L-O 

KALIVI ANAK1 B, N Commonwealth Edison Co 79/12/31 Ip 


-8001150644 LER 79-02Q/O3L-0 on 795205, while performing reactor core 
isolation cooling turbine area high temp calibr, four temp 
switches tripped in excess of Tech Spec limit Caused by 
instrument setpoint drift Switches recalibr 
KAN. 3 Commonwealth Edison Co 79/12/31 Bpp 


0001130670 Forwards LER 79-029/03L-0 

KAL1VIANAKI6, N L omnionw D a 1 th Edison Co 00/01/02 Ip 


--B001 550673 LER 79-O29/03L-0 on 791206, pTlor to performing leak test, 
primary containment oxygen analyser Teturn Isolation valve 
AO 2-3803 would not fully close Caused by binding of valve 
stem u valve packing Valve removed ?< repacked 
SQDEM. R Commonwealth Edison Co 80/01/02 lp 


8001290486 Forwards LER 79-030/03L-0 

KALI VIA NAK IS. N Ccmmomuea 1 th Edison Co 00/01/25 lp 


--30012904-96 LER 79-03 0/03L-0 on 791220, while performing surveillance 
procedure 009 30-2. bed plate drain valve AO 2-4999-39 failed 
to close when float switch was activated Caused by component 
failure Corrective maint underway 
HANNUM. D Common-wealth Edison Co 80/01/21 ip 


DOCKET 50-266 POINT BEACH Nl/CLEAR PLANT. UNIT 1 


F Security, medical, emergency & fire protection plans 


6005140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format For reporting evacuation time 
estimates enc 1 

GRIMES. D K Assistant Director for Engineering S, Projects 
79/11/29 4pp 


0 Adjudicatory correspondence 


8001030159 Forwards 791130 confirmatory order amending OL par util 
791129 commitments Health & safety uiill not be endangered by 
continued operation 

SO H WENGER i A Operating Reactors Branch 1 79/ 11 /30 2pp 


*8001030704 Advises that WI Environ Decade 79U14 i, 26 petitions are 
denied per encl director'* decision under 10CFR2 206 
CASE, E O Office of Nuclear Reactor Regulation 79/11/30 2pp 


— 8001Q30B15 Notice of confirmatory order for OL amend t*b increased steam 
generator leakage Limit* & modified limits & surveillance 
requirements for reactor coolant radioactivity Hearing may 
be requested by interested persons 

CASE. E G Office of Nuclear Reactor Regulation 79/11/30 5pp 


8001040041 Forward* request for hearing an NRC 791130 confirmatory 
order for license mod Urges review of 791130 director's 
decision per 10CFR2 206 denying U1 Environ Decade petition 
Raises question of inleakag* in tubes during LQCA 
FALK, K M Wisconsin's Environmental Decade 79/12/17 2pp 


--8001040048 Request for hearing on NRG 791130 confirmatory order for 
license mud 

FALK, K M Wisconsin's Env 1 ronmenta 1 Decade 79/12/17 lp 


— 00010400SB Memorandum in support of /91217 request For hearing on NflC 
791130 confirmatory order for license mod Urge* closing of 
facility pending resolution on tube degradation issue Safety 
should be placed above Industry convenience 

FALK, K M Wisconsin's Environmental Decade 79/12/17 23pp 


— 800-1D40066 Affidavit confirming P Anderson statement made during 791126 
meeting w/NRC Util package of tasting, survei 1 lance Sc 
monitoring measures wouid not provide satisfactory assurance 
minimiiing risks 

ANDERSON, P Wisconsin''* Environmental Decade 79/12/17 Ip 


SD01040233 Orders extension until 800109 for Commission to determine 
whether to review 791130 denial of enforcement action 
CHI LK, S J Office of the Secretary of the Commission 79/12/20 
IP 


□001070525 Response in opposition to Wl Environ Decade, Inc 791217 
request for hearing on NRC 791130 confirmatory order for OL 
mod Draws attention to Decade 791114 original petition 
denied per 50CFR2 206 Interest not established 
CHARNDFFrQ Wisconsin Electric Power Cn CHARNQFr, 0 Shaw, 
Pittman, Potts tc Trowbridge 79/12/27 7pp 


— 8001070-529 Discusses 791 L05 tc 20 meetings w/NRC re info 6 data on steam 
generator tube problems, presented in LER 79-017/01T-0 an 
795116 Certificate of Svc 

BLRSTEI N, S Wisconsin Electric Power Co 79/12/21 Bpp ' 

DOOJ17C04Q Forwards HR Denton 900103 order modifying 791130 
cor f irfoatory order 

SCHWENCER, A Operating Reactors Branch 1 80/01/03 2pp 


BOOl 570053 Order modifying 791130 confirmatory order Amends 8L to 
include conditions in additon to those listed in 791130 
order Facilty will be operated at reactor coolant pressure 
of 2, 000 ps la 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/03 Jpp 


□001160240 Response in opposition to WI Environ Decade /9i207 petition 
to intervene Petition became moot by withdrawal of 
application for OL amend Issues raised may be considered if 
interv*nor request* hearing on 791130 6 000103 orders 
REIS, E J Hearing Branch 3 8Q/01/0B 5pp 


• B00S140246 OrdeT modifying 791130 confirmatory order Facility will 
operate at reactor coolant pressure of 2,000 psia w/ 
associated parameter* , ef fee t i vo immediately Affected persons 
may request hearing 

DENTON, H Office of Nuclear Reactor Regulation 00/01/03 3pp 


-8001160270 Safety evaluation supporting licensee request for Tech Spue 
change correcting tube degradation due to deep crevice 
corrosion Facility will operate at reactor coolant pressure 
of 2,0-00 ps la 

* Office of Nuclear Reactor Regulation QO/01/03 7pp 


— -5001160276 Discusses Tech Spec Change Request 60 re operation of 
facility at 2,000 psia primary 1 ays pressure Certificate of 
Svc and 

0UR8TE IN, B Wisconsin Electric Power Co 79/12/31 3pp 


BOOl 170332 Order granting extension until B00116 for Commission to 
determine whether to review 791130 denial of enforcement 
action 

CHELK, 8 vl Office of the Secretary of the Commission ^0/01/00 
If 


P Operating license stage documents & correspondence 


8005 220k 67 Forward* request for addl info needed for inservice testing 
program review completion Requests arrangement for B00206 
meeting at facility, 

LAINASiQ Plant System* Dranch 79/11/09 Bpp 
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B001030852 Forwards interim position on containment purging & venting 
during normal operation pending resolution of isolation 
valve operability Commitment to comply u/encl position 
should be submitted within 43 days 

SCHWENCER. A Operating Reactors Branch 1 79/11/19 9pp. 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews & Tech Spec update 
QAMMILL.W P Division of Operating Reactors 79/ t 1 /27 35pp 


0001070276 forwards N9S3 vendor & fuel supplier Itrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time k s tra In/b 1 oc ka ge Ltrs will help licensees 
respond to NRC 791109 Itr re rupture strain L floiu blockage 
EISENHUT.D G Division of Operating Reactors 79/11/27 3pp 


8001070362 Advises that Bulletin t* Orders Task Force has approved small 
break LDCA guidoiines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Aud i t plan end 

EIQENHUT, D 0 Division of Operating Reactors 7?/i2/i7 12pp 


0001040317 Summarizes 791204 tdcon w/utll re TMI Lessons Learned Task 
Force recommendations implementation 

TRAMMELL* L M Operating Reactors Dranch i 79/12/19 3pp 


BOO I 030581 Forwards supplementary response to short-term TMI Lessons 
Learned Task Force requirements & provides schedule of 
implementation of commitments Seven oversize drawings end 
BURSTEIN, S Wisconsin Electric Power Co 79/12/31 215pp 


2001040636 Withdraws 791102 request for Tech 9pec change re steam 
generator tube degradation Anticipates receiving NRC 
amended confirmatory order authorizing lower pressure 
operation to assist in minimizing generator tube problems 
BURSTEIN, S Wisconsin Electric Power Co 79/12/31 2pp 


8001210034 Discusses 791130 confirmatory order far mod of License 
Reactor coolant pressure of 2,000 psia rather fchatn 2.250 
pstg will reduce internal pressure stresses NRC proposes to 
issue order following B00S02 briefing 

DENTQNiH R Office of Nuclear Reactor Regulation 79/12/31 2p p 


0-00 1 2300 1 2 Discusses steam generator problems at facility Eddy current 
tnsps of generator tubes did not find BO/, defect at tube 
sheet tog Problem may be generic to all PWR atoam 
generators Requests action plan development by 800114 
SHAD, L C Engineering Branch 80/01/04 Ip 


8001 140304 Discusses licensee 791221 Itr re steam generator tube 
degradation Licensee deliberately misrepresented facts No 
reliable basis for concluding that identified defects 
outside crevice are of pre-1973 origin 

FALK, K M Wisconsin's Environmental Decade B0/01/0B 6pp 


B001160513 Provides commitments sought in NRC 79H19 Itr Forwards 
790917 Itr to Dechtel re purge valve capability 
verification NRC guidelines will be considered during 
evaluation of mods for improved purge valve reliability 
BURSTEIN, S Wisconsin Electric Power Co 80/01/09 3pp 


800U60539 Responds to NRC 791109 t< 27 ltrs requesting confirmation of 
representations re fuel cladding l* fuel assembly blockage 
models used in ECCB analyses Final resolution will be 
achieved when fuel rod models are resolved 
BURSTEIN, S Wisconsin Electric Power Co 00/01/09 7pp 


0 Inspection reports, IE Bulletins & correspondence 


B001170561 Forwards IE Insp Repts 50-266/79-16 *< 50-301/79-18 on 
790924-20 No none amphence noted 

HElSHMAN.fl F Region Chicago, Reactor Operations Nuclear 

Support Branch 79/11/20 2pp 


— 8001170566 IE Insp Repts 50-266/79-16 50-301/79-10 on 790924-28 No 

noncomp 1 i ance noted MajoT areas inspected review nf design 
changes t* mods, IE bulletin U circular actions 6 independent 
insp 

WARWICK* R F , SMITH, J D Region 3, Chicago* Office of the 

Director 79/11/14 4pp 


9001160322 Forwards IE Insp Rept 30-2A&/79-17 on 791015-19 No 
noncompliance noted 

HEI6HMAN, R F Region 3. Chicago, Reactor Operations Nuclear 

Support Dranch 79/11/21 2pp 


—8001160327 IE Insp Rept 50-266/79-17 on 791015-19 No no n c omp 1 lance 
noted Major areas inspected refueling activities 
STREETER, J F * MAKER , K R Region 3, Chicago, Office of the 

Director 79/11/20 4pp 


8001100286 Forwards IE Info Notice 79-31, ‘Use of Incorrect Amplified 
Response Spectra <ARS> “ No action or response required 
KEFFLEfltvl G Region 3. Chicago, Office of the Director 79/12/13 

Ip 


3005000371 Forwards IE Circular 79-25,. 11 Shock Arrestor 3trufc Assembly 

Interference H> No written response required 

KEPPLER*U 0 Region 3* Chicago* Office of the Directoi 79/12/20 

ip 


8001220005 Responds to IE Bulletin 79-25. "Failures of Uesfcinghoune 
DFD Relays in Safety-Related Sys " Replacement program for 
OFD relays in safeguards 6 reactor protection circuitry 
underway U scheduled to be completed by Fall 1981 
FAY, C W Wisconsin Electric Power Co 79/13/20 2pp 


8001220040 Submits progress rept re response to IF Bulletin 79-14 
Design info re sve water piping obtained & mop package 
will be prepared insp of piping planned for Unit 2 refueling 
outage 

FAY, C W Wisconsin Electric Power Co 79/12/20 7pp 


8001220034 Responds to IE Bulletin 79-28, "Possible Malfunction nf 
NAM CO Model EA1Q0 Limit Switches at Elevated Temps " No 
NAM CO Model EA180 limit switches received during 1979 
FAY. C U Wisconsin Electric Power Co 79/12/21 Ip 


8001110119 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

HEPPLER/J 0 Region 3* Chicago, Office of the Director 79/12/26 

»P 


9001110299 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables far HPCI I* Automatic Depressur i lation 9y s " No action 
or response requested 

KEPPLER* J <5 Region 3, Chicago, Office of the Director 79/12/26 

Ip 


9001100024 Forwards TE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER* J 0 Region 3, Chicago, Office of the Director 79/12/2 7 


0001300489 Forwards safety evaluation to be substituted for end in Itr 
per agreement reached at 791213 meeting re containment 
purge 

LAINASp G Plant Systems Branch 80/01/11 ip 


8001090505 Forwards 1C Info Notice 79-37. "Cracking sn low Pressure 
Turbine Discs M No response required 

KEPPLER, J 0 Region 3, Chicago* Office of the Director 79/J3/2P 

Ip 


— 8001300497 Safety evaluation approving el ectrical « instrumentation tr 
control design aspects of override of containment purge 
valve 1 solation* except radiation monitors used to initiate 
containment purge isolation 
* Plan* Gystems Dranch 80/01/11 lp 


8001160329 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow rt No specific action or 
response required 

KEPPLER, J 0 Region 3, Chicago. OFftco of the Director 79/J2/2G 

lp 


BOO 1 280340 Responds to NRC Dec 1979 request for info re safeguard 
motor voltage ratings Safeguard motors rated to start 
5 < accelerate loads w/00% voltage Motors can carry normal 
loads at BOY. w/o overheating 

FAY, C W Wisconsin Electric Power Co 00/01/17 2pp 


BOO 1 290365 Forwards small break LOCA operator guidelines Min RCS 
subcooling margin set at 36 F prior to terminating safety 
in jection 

FAY, C 14 Wisconsin Electric Power Co 00/01/22 ?pp 


BOOl 100229 Forwards IE Info Notice 79-35* "Control of Maint fc Essential 
Equipment ” No action or response required 

KEFPLER.J Q Region 3, Chicago. Office of the Director 79/12/31 

lp 


8001280148 Advises pf schedule change for completion of commitments to 
IE Bulletin 79-19 Mg t-controll ed audit of waste disposal 
activities will be conducted between 80Q101 C< 31 Addl 
health physics training changed to 800131 
FAY, C U Wisconsin Electric Power Co 00/01/03 lp 
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BOOllS-OiSB Forwards IE Info Notice 00-01, "Fuel Handling Events " Wo 
specific action or response required 

KEPPLER. J 0 Region 3. Chicago. Office cjf the Director 00/01/04 

ip 


0001210143 Responds to NRC 791237 Itr tb low pressure turbine rotor 
Insp at util Requests meeting during uk af 000204 to discuss 
ut i 1 rep t If ana L y s i a 

BURSTEIN, S Wisconsin Electric Power Co 00/01/07 ip 


0001230002 Submits add] response to 3E Bulletin 79-02. Revuion 2. 
supplementing 791207 response Located 19 small Category 1 
pipe supports on masonry walls All 22 large & imall pips 
supports will be relocated to reinforced concrete structure 
BURSTEIN, Q Wisconsin Electric Power Co a0/01/0B 1* 


500 J 290159 Forward* IE Circular 00-01. "Svc Advice for GE Induction 
Disc Relays Na response required 

KEPPLEfl.JO Region 3- Chicago. Office of the Director 80/01/17 
1? 


R Periodic operating reports 6 related correspondence 


0001160432 Forward* monthly operating repts for Dec 1979 
■FAV, C W Wisconsin Electric Power Co 00/01/11 lp 


— 8001 ] 60439 Monthly operating repts for Dec 1979 

FAY. C W Wisconsin Electric Power Co 80/01/04 11pp. 


S Reportable occurrences. LER* 6 related correspondence 


0001070477 Forwards LER 79-O21/01T-0 

BURSTEIN, S Wisconsin Electric Power Co 79/12/22 Ip 


— 0001070480 LER 79-021/01T-0 on 79 12 1 1 > dur ln s normal oporation# 
increasing steam generator primary to secondary leakage 
noted Caused by leaking tube in steam generator D Plugs 
welded & repaired 

BUR6TEIN. S Wisconsin Electric Power Co 79/12/22 5pp 


8001240420 forwards LER 79-O22/01T-0 

QURSTEIN. S Wisconsin Electric Power Co 80/01/09 lp 


— 0001240427 LER 79-022/01T-0 an 791226. safety injection pump 3 failed to 
start during operational k sys leak test Caused by 
incomplete breaker closure Breaker closed 1* returned to SVC 
Following cold shutdown 

FAY. C W Wisconsin Electric Power Co BQ/01/09 2pp 


T Hearing transcripts on non-ant i trust matters 


8001160420 Transcript of B00102 public briefing In Ua s h ington , DC re 
confirmatory order on facility steam generator tube 
degradation Pp 1-23 Viewgraphs end 

» Office of Nuclear Reactor Regulation 00/01/02 27pp 


— BOOl 160420 Advises af proposal to issue confirmatory order following 
Commission briefing scheduled for 800102 an staam generator 
tube degradation 

DENTOW.H R Office of Inspection b Enforcement. Office of the 
Director 79/12/31 2pp 


DOCKET 90-267 FORT ST VKAIN NUCLEAR GENERATING STATION 


J Insurance & indemnity information 


9001223488 Forwards Endorsements 50 L 91 to NELI A Policy NF-192 
Endorsement 3 to NELI A Binder ED-33. End orsament 44 to MAELU 
Policy hF-69 6 Endorsement 3 to MAELU Cinder KB-33 
HOCK, D D Public Service Co of Colorado 80/01/17 7pp 


P Operating license stage documents & c orr espond enc* 


0001300256 Forwards "Rept to NRC on Effect qf Installing Core Region 
Constraint Devices on Seismic Response of Plant Core " 

DENNETT. J Q Los Alamos Scientific Laboratory 79/04/24 2pp 


— 8001300263 "-Rept ta NRC on Effect of Installing Core Raglan 
Constraint Devices on Seismic Response of riant Core 11 
DOVE. R C . BENNETT. J 0 . ANDERSON, C A Lot Alamos Scientific 
Laboratory 79/04/24 19pp, 


0001090216 Responds ta 700711 b 791003 1 trs , mod i f i ed per 791130 ltr.Te 
Sys 21 instrument calibr b functional testing Concurs w/ 
proposed program 

MADSEN. O L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/12/14 lp 


— 0001090220 Advises of encl changes made for some l n s trumen t s. as part of 
continuing calibr & functional testing program on Sys 21 
controls 6 instrumentation 

WAREMDOLFRG. D Public Service Co of Colorado 79/10/03 2lpp 


— 8001090226 Forwards new tables updating info transmitted w/P-7B107 *, 
P-79225 re 3ys 21 control 6 instrumentation classes 6 
functional test categories Encl tables reflect changes h 
addl t ions 

WAREHBOURG.D Public Service Co of Colorado 79/11/30 2lpp 


8QQL090131 Ac k receipt of 791031 ltr requesting relief from Tech Spec 
reporting requ J r bments Considers Ofc of Nucloar Reactor 
Regulation to be proper channel for request Will initiate 
no further action 

MADSEN. G L Region 4. Dallas. Reactor Operations Nucloar Support 

Branch 79/12/21 ip 


— 800 JCBO 1 36 Request* relief from Tech Spec reporting rrqu u oments until 
plant attains tOOX full power operation, or until 707. it> 
determined to be max attainable power level 

WaREMHOURGp D Public Service Co of Colorado 79/10/31 lp 


□001040640 Forward* rasponse to NUREG-0570 TMl Lessons Loarnod Task 
Force short-term requirements re plant shielding A environ 
qualification of equipment used in post-occ idont operations 
SWART, F E Public Service Co of Colorado 79/12/20 J6pp 


BOOJ290397 Forward* application for proposed amend to App A of License 
DFR-34 6 proposed Tech Spec Changes 

LEE. 0 R Public Service Co of Colorado 00/01/11 2pp 


— 8001290407 Application for proposed amend to App A of License DPfl-34 
* Public Service Co of Colorado 00/01/11 2p p 


— BOO 1290422 Proposed changes to Tech Specs 71 1. 7136/4 re 
administrative controls 643 10, Table 4 3 10-1 re limiting 
condition* for operation* 

• Public Service Co of Colorado 80/01/11 15pp 


0 Inspection report*. IE Bulletins 6 correspondence 


8001090475 Responds to IE Bulletin 79-14, "Sei&mic Analysis for 
As-Ruilt Bafety-Re la ted Piping 3ys " Audit being conducted 
on all accessible 2 1/2-inch fc larger 6 2-inch 6 under 
computer analyifid Class I piping 

SUART.F E Public Service Co of Colorado 79/10/15 Jpp 


0001160582 Respond* to IE Bulletin 79-24 re frojen lines All line* 
are either inside heated bldgs, heat traced or heat traced b 
insulated 

WAREMDGURQ. 0 Public Service Co of Colorado 79/11/01 ip 


0001040075 Forwards IE Insp Rspt 30-267/79-16 on 791022-26 No 
noncemp 1 ian c a noted 

MAD5EN. ti L Region A, Dallas, Reactor Operations Nurlear Support 

Branch 79/11/00 2pp 


— 0001040002 IE Insp Rep* 50-267/79-16 on 791022-36 No noncomp 1 lance 
noted Major areas inspected qa program, orgam lat ion b 
administration & rece l pt, storage A handling of equipment b 
matl* 

UEBTERMAN, T F , SMITH, R Region 4, Dallas, Office of the 
Director 79/11/07 Spp 


BD01090007 Farwarde IE Bulletin 79-02# Revision 2. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

SEVFRIT, K V Region 4, Dallas, Office of the Director 79/11/00 
lp 


8001020120 Forwards TE Insp Rept 50-267/79-15 on 790929-1026 b notice 
of violation 

MADSEN, 0 L Region 4# Dallas, Reactor Operations Nuclear Support 

Branch 79/11/0? Spp 


—9001030124 Notice of violation from insp on 790929-1026 

4 Region 4, Dallas, Office of the Dimctor 79/11/07 lp 
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— BGOlOPOiae IE Insp Rapt 50-267/79-15 on 7909a9-102A Ncncompliance 
noted failure to make proper valve lineups as required 
6« failure to issue plant trouble rept 

SMITH.R , DEAN, S R , WE5TERMAN, T F Region 4/ Dallas# Office of 

the Director 79/11/07 12pp 


000109003!} Forwards I E Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant By n Instrumentation During Operation " No 
specific action or rosponso required 

SCYFRII.K V Region 4, Dallas, Office of the Director 79/11/16 

IP 


8001080086 Forwards IE Info Notice 79-32, ''Separation of Electrical 
Cables for HPCI U Automatic Depressurization Sys " No 
specific action or response requested 

5EYFRIT, K V Region 4. Dallas, Office of the Director 79/12/21 
tp 


8001110021 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/21 

IP 


RQQl 100043 Forwards IE Info Notice 79-27, "Rteam Generator Tuba 
Ruptures at Two PWH Plants “ No response required 

8EYm IT. K 9 Region 4# Dallas, Office of the Director 79/11/16 
IP 


DOO l 100129 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads " No specific action or 
response requested 

3EYFR IT, K 9 Region 43 Dallas, Office of the Director 79/11/16 

lp 


0001090023 Forwards IC Circular 79-23, "Motor Starters t< Contactors 
Failed to Operate " No response roquired 

EEYFR IT, K 9 Region 4, Dallas, Office of the Director 79/11/26 

IP 

(1(501100159 Forwards IE Circular 79-24, "Proper Installation t Calibr of 
Coro Spray Pipe Break Detection Equipment on DWRs " Nn 
written response roquiied 

JaCYFft IT# K 9 Region 4. Dallas, Office of the Director 79/11/26 

lp 


0001210128 Ack receipt of 791213 Itr informing NRC of step* taken to 
correct violation noted in IE tnsp Rept 50-267/79-li Adtfl 
info required re J tsm 3 of notice of violation 

MADSEN , 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/12/26 lp 


0001160010 Forwards IE Info Notice 79-34, "Inadequate Oesign of 
Safety-Related Heat Eichangers " No action or response 
requested 

SEYFRIT.K 9 Region 4, Dallas# Office of the Director 79/12/27 

tp 


8001 160098 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs “ No response required 

SEYFRIT.K V Region 4# Dallas, Office of the Director 79/12/28 

Ip 


BQOi 100135 Forwards IE Imp Rept 50-267/79-20 on 791203-07 No 
none omp 1 lance noted 

MADSEN.O L Region 4, Dallas, Reactor Operations Nuclear Support 

□ranch 79/12/28 lp 


8001090044 forwatds IE Info Notice 79-30# "Reporting of Defects L 
None omp 1 iatitos, I0CFR21 " No action or response required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/06 

IP 


0001100130 Forwards IE Info Notice 79-2B, "Overloading of Structural 
Clemente Duo to Pipe Support Loads " Action required 
8EYT flit. K V Region 4, Dallas. Office of tho Director 79/12/07 

lp, 

000 1 2 10304 Forwards 1C Insp Rept 50-C67/79-17 on 791027-1130 No 
none omp 1 iante noted 

MADSEN, 0 L Region 4# Dallas# Reactor Operations Nuclear Support 

Branch 79/12/1! 2pp 


— 0001210306 IE Insp Rept 00-267/79-17 on 791029-1130 No noncomp 1 » anc a 
noted Majoi areas inspected review nf plant operation# 
physical protection, followup on bulletin# h circulars, cal i br 
It review of event repfcs 

WERTERMAN, T F , DILKCIWON, M W Region 4. Dallas. Office of thu 
Director 79/12/10 3pp 


BOO 1310172 Responds to IF Bulletin 79-02. Revi sicn 2# "Base Plate 
Designs Using Concrete Expansion Anchor Dolts " Based on 
calculations performed in random sample audit.no reduction 
in fartor of safety required to design for 8SE condition 
SWART, F F Public Service Co of Colorado 79/12/12 2pp 


— B001 180140 IE J nsp Rept 50-267/79-20 on 791203-07 No none omp 1 1 anc e 
noted Major areas inspected security plan, security program 
audi t# secur i ty organization It protected area physical 
barriers Details withheld (ref 10CFR2 790) 

MADSEN, 0 L Region 4. Dallas. Reactor Operations Nuclear 

Support Branch CALDWELL, R A Region 4, Dallas, Office of the 
Director 79/12/28 Ip 


□00! 160024 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 

IP 


B00116009B Forwards IE Info Notice 79-35, "Control of Maint It Essantial 
Equipment " No action or response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 

lp 


0001290492 Forwards IE Bulletin 79-01B. "Environ Qualification of Class 
IE Equipment 1 ' w/a ttachments Action required 
SEYFRIT.K V Region 4, Dallas, Office of the Director 

IP 


00/01/14 


8001290069 Forwards IE Circular 00-01 
Disc Relays " No response required 
SEYFRITiKV Region 4, Dallas 

lp 


"Svc Advice for OE Induction 
Office of the Director 80/01/17 


0001100067 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Opoctra " No specific action or response requested 
HEVFRIT# K V Region 4, Dallas, Office of the Director 7 
lp 


79/12/13 


8001240009 Informs that status of util re IE Bulletin 79-14 w411 
further evaluated by 000301 Requests addl reply by 000215 
to include list oP nonconformances ?< summary of resolution 
for each 6< status of work completed I# yet to be completed 
fiCYFRIT.K V Region 4, Dallas, Office of the Director 79/12/14 

IP 


ft Periodic operating reports 6 related correspondence 


800U90494 Forwards monthly operating rept for Dec 
WAREMBDURO, D Public Service Co of Colorado 


1979 

80/01/09 


IP 


— B001 150497 Monthly operating rep 
OAHM, J W Public Service Co 


t for Dec 1979 
of Colorado BO/01/03 


6pp 


S Reportable occurrences, LERs 6* related correspondence 


3(101020123 Ack receipt of 791203 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-267/79-15 . 

MADBEN, 0 L Region 4, Dallas, Reactor Operations Nuclear auppoTt 

Branch, 79/12/20 lp 


— BOO 1 020 1 30 Responds to NRC Itr ro violations noted in IE Insp Rept 
30-267/79-15 Corrective actions all personnel to report 
valve damage immediately !< recorder for PINO monitor has 
been repaired , „ 

LEE, 0 R Public Service Co of Colorado 79/12/03 ip 


0001030224 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required -To/iaz-xi 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/*-0 

!P * 


BOOl 1.50561 Forward* LER 79-060/03L-0 

WAREMBDURO, D Public Service Co of Colorado 


79/12/20 6pp 


001150369 LER 79-060/03L-0 on 791 120 , dur i ng maint shutdown, found 
bearing water pressure differential switches 
l,,s conservative than Tech Specs Caused by instrument 
drift Switches readjusted 


0001070417 Forwards LER 79-Q62/03L-0 
WAREMBDURO, D Public Service Co of 


Colorado 


79/12/20 4pp 
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-“GOO 1 070419 LEft 79-062/O3L-O ar» 791201 , during routine surveillance 
t est 1 ng ■ th ree mots-turc monitor flow transmitters found out 
of tolerance Caused by instrument calibr drift Transmitters 
recalibr tc reteited successfully 

OAHMi J 14 Public Service Co of Colorado 79712/28 ip 


SOOIOBQ475 Forwards LEH 79-064/Q3L-0 

WAREMBQURG, D Public. Servite Co of Colorado 00/01/02 Spp 


—0001000400 LER 79*-064/03L-0 on 79 1 205. dur mg surveillance test on Class 
1 hydraulic snubbers, three snubbers found inoperable b 
two installed w/mcorrect orientation Caused by piston ring 
being out of tolerance on one snubber 

QAHMpJ 14 Public Service Co of Colorado 00/01/02 Ip 


*—8001 1 10508 Safety evaluation approving preliminary design for safety- 
grade anticipatory reactor trips an lass of main feedwater h 
turbine trip 

* Office of Nuclear Reactor Regulation 79/12/20 7pp 


G001110&27 Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory reactor trip on loss of feedwater 
Si turbine trip Requests addl info for final design approval 
RElDi R W Operating Reactors Branch 4 79/12/20 3pp 


GOOllAOltO Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory Tractor trip on loss of feedwater 
Si turbine trip Requests add 1 info foT final design approval 
RE1D.R W Operating Redctors Branch A 79/12/20 2pp 


BOO 1 280280 Forwards LEF) 00-001 /01T-0 

■WAREMQDURO, 0 Public Service Co of Colorado RO/Ol/22 3pp 


0001260202 UER 80-QQl/OlT-O on 800 1 00, uh i le operating plant at appro > 
1 57, of rated power, leak discovered on helium circulator 
static seal internal IB to circulator Cause unknown Reactor 
shut d-Own & circulator replacement begun 

QAHMj J U Public Service Co of Colorado Q0/01/22 2pp 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency •< fire protection plans 


OOQ1140Q54 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc 1 

OftIMES. B K Assistant Director for Engineering & Project's 
79/11/29 4pp 


G0QIQ30519 Forwards revised emergency plan in response to NRC 791010 
request Intends to implement revised emergency plan JO days 
following NRC approval of plan 
PARMER, 14 0 Duke Rawer Co 79/1?/ ,27 Ip 


- -BOO } 020 323 Revised emergency plan 

* Dukfr Pd we T Co 00/01/01 t?3pp 


G DO I 020327 Replies to NRC 790021 1 tr re Item 7-iA benchmark analysis 
of sequential ancillary feedwater flow to steam generators 
following loss of main feiedwater Analysis will be submitted 
by 000 1 1 3 

PARKER, W Q Duke Power Co 79/12/21 ip 


QQQ1020395 Forwards response to NRC 791107 1 tr requesting addl info re 
Intercommunication ays reliability analysis Schedule for 
Lmp 1 e mentati on of identified mods contingent upon completion 
of final design 6 availability of equipment 
PARKER, W a nuke Rawer Cq 79/12/21 3p p 


3QD1020459 Forwards "Auxiliary Feedwater Bya Reliability Analyses - 
Generic Ropt for Plants W/BNW Reactors" V "Emergency 
Feedwater Sys Reliability Analysis for Oconee Units 1-3 " 

Lists mods designod to eliminate oc d op «? nd one i es 
PARKER, II □ Duk □ Power Co 79/12/21 2pp 


— 00010204/0 ■"Emergency Feedwater Sys Reliability Analysis for Oconee 
Units 1-3 " 

WEAVER, W 14 . DORMAN, fl W , ENZ INNA, R 5 3M Co , Minnesota Mining K 
Mfg Co 79/11/30 lOOpp 


0001020401 Responds to NRC 790021 request for detailed analysis of 
tbarmal-mecAcinicai conditions of reactor vessel during 
recovery from small breaks w/o*tended loos of feedwater Rept 
available by 8002)5 

PARKER, W O Duke Power Co 79/12/21 Ip 


P Operating license stage documents t> cor r espondemc o 


0OOIO4O3RO Forwards Nov 1979 Revision 1 of branch technical position an 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
imp UfliBntad in CL applicant reviews fc Tech Spec update 
CAMM ILL , ij P Division Of Operating Reactors 79/11/27 35pp 


3001070276 Forwards N5S9 vendor ti fuel supplier ltn re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time 6 s traln/b lockage Ltrs will help licensees 
respond to NRC 79)109 Itr re rupture strain t, flaw blockage 
ElBENKl/f, l) Q Division of Operating Reactors 79/L1/27 3pp 


B00103Q672 Forwards updated info re volts ac available reserved 
Available capability represents installed capability reduced 
by scheduled main outaged & reductions Requests approval of 
Feb shutdown of Unit V 

TNIE0. A C Duke Power Co 79/12/2/ 5pp 


0001000021 Ack receipt of util c oirimj Iment* to implement Category A 
requirements of TMl Lessons Learned Task Force 
recommend* t ions, prior to plant operation after 791231 
DENTOWi-H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


SOOID40603 Forwards addl info in response to NRC 791121 Itr re small 
break LGCA Complete response will be submitted by 000815 
BARKER. W O Duke Power Co 79/12/20 Clpp 


0001030590 Taruards request for addl info re automatic reactor coolant 
pump trip during small break LOCA Requests response within 
30 days 

REID^R U Operating Reactors Branch 4 79/12/17 5pp 


9001070362 Advises that Bulletin t- Orders Task Farce hoc approved small 
break LQCA guidelines far operating plants Provides schedule 
of utils to be audited to assure successful incorporation. oP 
revised procedures Audit plan oncl 

EISENHUT. D 0 Division of Operating Reactors /9/I2/17 I2pp 


0001230034 Notification of 791220 meeting w/B&U t D6W licensees in 
Hethesda.MD to discuss control rod guide tube wear 
CONNER, EL Operating Reartor* Brooch 4 79/12/17 !ipf» 


0QO1O2O3Q6 Responds to NRC 791023 Itr re containment purging & venting 
during normal operation Often nocossary to purge reactor 
bldg prior to or following cold shutdown to allow personnel 
entry to perform safety-related functions 
PARKER, W O Duke Pqw*t Co 79/12/19 3pp 


0001040344 Summary of 791023 meeting w/B6U owners group, H&tJ, QHNL U ORNl 
consultants from Scientific Ap p Uc«t i ana, Inc in Lynchburg, VA 
re integrated control sya reliability analysis 

79/12/19 ° EkeetTlc ’ Instrumentation 6 Control Systems Branch 


0001110470 Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory reactor trip on loss of feedwater 
6 turbine trip Requests add! info for Final design approval 
RE3D, R W Operating Reactors Branch 4 79/12/20 2pp 


U001040329 Notifies that plant was shut down for refueling on 791121, 
in Cycle 5 Four Mark B4 asasmblles will be used during Cycle 
6 In place of four Mark B2 demonstration fuel assemblies 
Plant startup testing methodology ropt by mid-Jan 1900 
PARKER* W 0 Duke Power Co 79/12/31 Ip 


G001000434 Supplement* ut 1 1 791019,1121 U 1217 responses to NUREO-O570 
Includes inFo re emergency power supply requirements, 
instrumentation for detection of inadequate core cooling 6 
integrity aP syt outside containment 
PARKER, U O Duke Power Co QO/Ol/02 I3pp 


BODU0O1I7 Forward % Amends 7ft, 70 if 73 to Licensee DPR-30, DPH-47 U 
DPR-59, Tespec bi voLy. saFety evaluation & notice of issuance 
U ava i la b 1 ] I ty 

REID. R W Operating Roactore Branch 4 B0/01/04 2pp 


— 0001100121 Amends 70,78 !, 75 to Licenses DPR-3B, DPR-47 t* DPR-55, 
ro»pec t ively, r evis i ng core protection safety limitsi 
protection lys setpoints, control rod p g si ti on, power 
imbalance 6 exkal power shaping rod position 
REID, R W Operating Reactor* nranch 4 00/01/04 16pp 


— 0QOI ISO 1 27 Safety evaluation supporting Amends 70,70 6 75 to Licenses 
DPR-3Q, DPR-47 U DPR-33* r e spec tlve i y 

* Office of Nuclear Reactor Regulation- 00/01/04 6pp 


— 800UD0132 Notice of Issuance U availability of Amends 70,70 fc 75 to 
Licenses DPR-3B. DFfl-47 tc DPR-5S, r espoc tivsly 
REID, fl W Operating Reactors Branch 4 00/01/04 2pp 
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0001140421 Forwards revised pages to "Auxiliary Feedwater Sys 
Reliability Analysis Generic Rept For QLW Designed Plants 11 
PARKER. W O Duke Power Co 80/01/07 Ip 


■0001140430 Revised Figures 10 & 01 for Pages 19 i, D-4 to "'Auxiliary 
feedwater Sys Reliability Analysis Generic Rept foi RLW 
Designed Plants " 

* Duke Power Co 80/01/07 2pp 


0001150330 Forwards response to NRC 790021 request For performance of 
benchmark analysis For sequential auxiliary Feedwater flow 
using CRAFT-2 ui/t h reo-nod e steam generator representation 
PARKER. W 0 Duke Power Co 60/01 /OB 17pp 


6001150404 Responds to NRC 791109 lfcr re fuel clad swelling mode) 
utilized in ECCS analysis Q&W Fuel clad swelling model is 
conservative compared to NRC proposed model No add) ECCS 
calculations are necessary 
PARKER, W 0 Duke Power Co 00/01/00 3p P 


B001290042 Notifies of generic concern re voiding transients on Bt*W 
plants Void formation may be taking place in hotter regions 
of reactor vessel Requests analytical prediction usinq 
transient analysis within 30 days 

REID. R W operating Reactors Branch 4 80/01/09 85pp 


0001320441 Forwards Umv of SC ”0ept on 790025 Jocassee Earthquake." 
supplementing Law-Engineering Testing Co rept 
PARKER, W 0 Duke Power Co 90/01/17 ip 


—0001230446 "Rept on 790825 Joc^gspb Earthquake " 

TALWANI, P , STEVENSON. D , TAYLOR, K South Carolina, Univ of 
80/01/17 15pp 


BOO 13 BO 303 Forwards O&W iupts. "Inadequate Cai e Coaling Decay Meat 
Removal Sys Mode of Operation" A "Analysis Summary in 
Support of Inadequate Core Cooling Guidelines," in response 
to NUREG-057G 

PARKER. W 0 Duke Power Co 80/01/33 2pp 


—0001300310 "Inadequate Core Cooling Decoy Heat Removal Sys Mode of 
Operation " 

3ECHNER.D A 3M Co . Minnesota Mining !. Mfg ( n 3UIJP-20004 
79/12/13 26pp 


--0001300317 "Analysis aummary in Support of Inadequate Core Cooling 
Guidelines " 

* 3M Co . Minnesota Mining S< MPg Co 79/12/12 40pp 


6001290357 Forwards response to NRC 791121 Itr requesting addl Info re 
small break LOCA Loads imposed on tubes of oncc-through 
steam generator during postulated slug Flow evaluated it 
found acceptable 

PARKER, W 0 Duke Power Co 80/01/24 3 PP 


8001390426 Informs NRC of delay until 800208 In responding to 791017 
request re several questions of partial /complete Losses of 
offsite power 

PARKER, W 0 DukB Power Co 80/01/24 Ip 


000)290436 Informs that reactor coolant pump trip design review is 
warranted prior to Initiating analysis efforts requested 
Following 800229 review comp 1 etion, resul ts of review L 
followup actions will be submitted 
PARKER, W O Duke Power Co 80/01/24 ip 


Q Inspection reports, IE Bulletins L correspondence 


6001040108 Forwards Waste Pockaging Insp Rept 79-03A an 791017-18 No 
noncompliance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility Jk Materials 

Safety Branch 79/11/13 5pp 


--8001040224 Waste Packaging Insp Rept 79-03A on 791017-18 No 

noncompliance noted Major areas inspected compliance w/DD7 S< 

NRC regulation* re shipping paper requirements, DOT placard 
requirements, radiation levels tt removable contamma 1 1 on 
POTTER, J P Region 3. Atlanta. Fuel Facility fc Materials Safety 

Branch 79/11/13 4pp 


8001020123 Forwards IE Insp Rept* 50-269/79-27,30-270/79-25 *c 
50-287/79-27 on 791022-34 No noncompliance noted 

MUftPHYiC E Region 2, Atlanta, Reactor Construction Engineering 

Support Branch 79/11/19 3pp 


—8001020127 IE Insp Repts 50-269 / 79-37 , 50-270/79-25 fc 50-287/79-27 on 
791022-24 No ronc&mpl iance noted Major areas inspecte-d 
procedures . work activities t, records for as-built safety- 
related piping insp 6 concrete anchor insp 
HERDT.AR Region 2, Atlanta, Reactor Construction 8, 

Engineering Support Branch AND. W P Region 2, Atlanta. OFfice 

of the Director 79/11/14 3pp 


80010301 32 Forwards IE Insp Ropts 50-269/79-31.50-270/79-29 U 
50-207/79-31 On 791001-1031 No non c amp l i ance nofcod 

LEWIS, R C. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/11/21 2pp 


—0001030137 IE Insp Regts 50-269/79-31.50-270/79-29 *. 50-387/79-31 on 
791001-31 Ntj noncomp 1 1 an c e noted Major areas inspected plant 
o p erat ions, IE Bulletin f o 1 low up . te* t witnessing 1. unit 
s tartu p 

* Region 3> Atlanta, Office of the Director 79/11/21 /pp 


8001180360 Forwards IE Insp Rcpte 50-269/79-29,50-370/79-27 t 
50-287/79-29 on 791025-1102 No n one omp l lance noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nucleij-r Support 

Branch 79/11/20 2pp 


—8001160267 IE Insp Rept* 50-269/79-29.30-970/79-27 t 30-207/79-29 on 
791025-1109 No no nc omp 1 ianc e noted Major areas inspected 
witness & review of initial -Cycle 5 operation K. lera-power 
physics tests 

MARTIN. R D Region 2. Atlanta. Reactor Operation* Nuclear 

Support Branch QURNETT, P T Region 2, Atlanta. Office of the 

Director 79/11/28 4pp 


6001170001 Forwards IE Insp Rept* 50-369/79-30.50-270/79-30 U 
50-207/79-30 on 791039-1102 Mo non c emp 1 i anco noted 
SUTHERLAND. J T Region 2, Atlanta. Fuel Facility ft* Materials 

Safety Branch 79/13/03 2p p. 


—0001)70002 I& Insp Repts 30-269/79-30. 50-270/79-29 t< 50-207/79-30 OH 
791029-1102 No non amp I i a nc e noted Major area*) inspected 
radiological environ monitoring program 

JENK1M3, 0 R Region 2. Atlanta, Fuel Facility S< Materials 

Safety Branch MAC ARTHUR, T C Region 2, Atlanta, Office of the 

Director 79/12/03 3pp 


6001070188 Forwards IE tnfD Notite 79-33. “Separation -of Electrical 
Cables for HPCI 6 Automatic Do p r ns a u r i i a t iqn Sy * " No 
specific action of response requested 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/12/21 2pp 


0001240117 Forwards IE info Notice 79-33, "improper Closure of Primary 
Containment Equipment Accon Hatches M No action or response 
required 

D'REILLY.J P Region 2, Atlanta, Office of the Director 
79/13/21 2pp 


8001240470 Forward* IE Info Notice 79-34, "Inadequate Design of 8af©ty- 
Relatod Heat Exchangers “ No action or response requirotl 
a 'REILLY* J P Region 2. Atlanta. Office of the Director 
79/12/27 2pp 


6001030543 Ac k receipt of W1C 791123 Itr re implementation of control 
rod tube insp program Program results presented at 791220 
meeting show control rod guLde wear Is not significant 
problem Requests extension of Cycle 4 
PARKER. W 0 Du V o Fewer Co 79/13/20 2pp 


8001110006 Notification of 800104 meeting w/util in ft 4 theada,MD is 
* team generator insp 

UDOKEY.a L Operating Reactors Branch 4 79/12/20 2p p 


8001160211 Forwards IE Insp Rept* 30-269/79-40,50-370/79-37 «. 
50-367/79-39 on 791130 No noncamp I i once noted 
O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/12/38 2pp 


— 0001160221 IE Insp Rept* 50-269/79-40, 50-270/79-37 L 50-207/79-39 on 
791130 No noncampl iancc noted Major areas discussod at 
meeting requested 791029 by NRC enforcement h i * tory, 1 i c ens e e 
events it total performance 

MARTIN. R D Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch JAPE. F Region 2, Atlanta, Office of the 

Director 79/12/26 3pp 


8001250073 Forwards TE Info Notice 79-37, "Cracking In Low Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/20 2p p 
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GjQI 140240 Forward* It Info Notice 79-35, "Control of Main* & Essential 
Equipment “ No action or response required 
n fiELLV, J P Region 2 Atlanta Office of the Director 

■>9/12/31 Ip 


6:0124C336 Forwards IE Info Notice 79-36. Computer Code Defect in 
Stress Analysis of Piping Elbcw '* Ha specific action or 
response required 

G'FEILLV J P Region 2, Atlanta. Office of the Director 
79/12/31 2pp 


G00129C27O Forwards IE Info Notice 80-01, "Fuel Handling Events “ No 
specific action or response required 

0 RE ILL /, J P Region 2, Atlanta, Office of the Director 
63/01/04 2pp 


— BOO 11 704 A 6 Affidavit stating that 8C Public Svc Authority reserve 
status for Feb-May 1980 t> total mlscoUancuus capacity 
reductions on 800102, mere furbished to util 

CftAMLlNQ, C s South Carolina Public Service Authniity UO/OI/tO 

2pp 

— 0001170453 Affidavit stating that CP6L reserve status for hob-May i VFJO 
& total miscellaneous capacity reductions an 000102, were 
furnished to util 

KIRK, J W Carolina Power & Light Co 00/01/10 2|>p 


— 800U 70450 Affidavit stating that SC Eloctilc It Oaft Co reserve status 
for Feb-May 19Q0 It total miscellaneous capacity rodurtiono 
on 000102, were furnished to util 

YOUNG, J K Southern California Edison Co 00/01/1) 2pp 


6031290423 Forwards 1£ Bulletin 79-018. ‘Environ Qualification of Class 
IE Eqjipnert u/*t tacftments Action required 
Q'REILL/ J P Region 2. Atlanta. Office of the Director 
60/01/M Ip 


— B001170462 Affidavit stating that VEPCO reserve statue for \ pb-Nfly 1WQ 
U total miscellaneous capacity reductions on 1100 102, were 
furnished to util 

ELLIS.L H Virginia Electric ?, Power Co B0/01/I1 Upp 


S Reportable occurrences LERs A related correspondence 


8001100447 Forwards LER 79-Q35/03L-0 

PARKER U 0 Duke Power Co 80/01/04 3pp 


— 0001170473 Expresses concerns re proposed plant shutdowns Reserve 
levels in VA-Carolina h FL subregions expected to be 
particularly low during Feb-Mar 

BROWNLEE, W R Southeastern Electric Reliability Council 

80/01/10 2pp 


--8C01 100449 LER 79-035/03L-Q on 791205. area radiation monitor RIA-6 in 
spent fuel pool area found to be inoperable during routine 
ver if icaticr Caused by personnel error Responsible personnel 
counselled & steps taken to assure monitor repair 
LEWIS. S R Duke Pouer Co 80/01/04 3pp 


6001 1 50439 Forwards LER 79-036/03L-0 

PARMER. W 0 Duke Power Co BO/OJ/O? 3pp 


■8w 0U50443 LEf? 79-036/03L-0 on 791210, high pressure svc water pump D 
declared inoperable 6 removed from svc as result of pump 
motor cooler leakage Leaking tubes soldered Valves will be 
installed on supply lines 
LEWIS S ft Duke Power Co 00/01/09 ip 


8001220357 Forwards NC Utils Commission comments re NHC 000102 order to 
show cause why licensee should not implement TNI Lessons 
Learned Task Force short-term requirements by 0002 1 1 ! 

KQOER.R K North Carolina, State of 00/01/10 4pp 

8001240400 Forwards NC Utils Commission communis ro order to show causv 
issued by HR Denton on 000102 

KOQER.R K North Carolina, State of HO/Ol/lG Ip 

8001240412 Response to NRC 000102 order to show enuoo why util should 
not implement Category A requirements of place facilities in 
cold shutdown or refueling mode Opppsoos order Sc requests 
util be allowed to implement preferred schedule 
* North Carolina, State of 80/01/10 3pp 


DCMET 30-270 OCONEE NUCLEAR STATION, UNIT 2 

m *dical emergency L fire protection plans 


6001)40054 Requests estimates re evacuation of areas a 
pcwpr reactors Format for reporting evacuation time 
estimates end 

79/11/29 K 4pp A * ,l * ta, ' t DUeetor for engineering 6 Projects 


nut i ea 


SO i l J«u°frinIInI<' , L’'!r?"’ ‘T”' 8 "'"' l l!9n >" r,iponse to NRC 79IOII 
equest Intends to implement revised emergency plan 30 days 
following NRC approval of plan * 

PARMER, w 0 Duke Power Co 79/J2/27 )p 


6001030528 Revised emergency plan 
* Duke Power Co 80/01/01 193pp 

/ 

C Adjudicatory correspondence 


6001210066 Forwards order to show cause. in response to util intenti 
ill** l* P l*V nX aU C * t *» or * A TNI Lesson, Learned Task 
requirements by 800131 Methods of 

Kto l?R 2 m?? P 800101 5houU described 

DENTON, H R Office of Nuclear Reactor Regulation QO/Ol/02 So 


Cal.jor, A JMl Lm”,J lUori-^rm 

*° C °' >P '' 1 5 '" ,u! ' , 6e !»■“»»•< 
OENTOM.H » Off,,, ef Nvdeer R,. ct „ r ao/01/02 


6001170372 Forwards answer to 800102 director's nP H a 
PARMER H 0 Duke Power Co 80/01/13 lp 


show cause 
ty 


H General correspondence 


B°O123O1B0 Discusses effects of NRT 600102 show couig order 
ltnultaneous multi-unit shutdown will seriously joopardiie 
pomer reliability within state Recommends that Facilities 
be sequentially removed from svc 

YONCE.H 0 South Carolina, State of 00/01/17 2pp 


* lCen,e stage documents & c orrpspond unc o 


direct radiation measurements re radiological environ 
tori "9 P r<J 9ram requirements Revised stds being 

GAMjiill^p n m ? p ? Jlcant ^view, «< Tech Spec update, 

G M-MILL* W P Division of Operating Reactors 79/11/2/ 


3Dp |i 


rupture time li 5 tra i n/b 1 oc k an e Ltr» mI l i hoi i < 

JISSSSSil o nc 7 p! 1 ? 9 , u ’' Pe ruplu ” ^ f 

EISENHUT, D o Diviaion of Operating Reactors 79/11/27 3pp 


8001030590 Forwards reauesfc #n P . * 

T5aj; ip dUr1 " 9 Sma11 br0ak LDCA re s p ons^wlth i n° r C °° U,lt 

Operating Reactors Branch 4 


days 
RE1D.R W 


79/12/17 Dp p 


break LOCA gitdellnls for l oje?ati°j' f !r‘ I a ’p r °TJ* hils i, PP rov »^ tm»II 
of at.], to bo aud 1 ted 'to 3 Pl*nti Provide, .th.dulo 

revised rrocedures Audit plan enc i ° ,,,f “* 1 f'orporat i on of 
E,SENHUT - D ° ^„io„ opening Reactor, la „ 

* «»*< » 

C0^R. E L Op.rat,„,° R n ,* P :; o ;r D ?:;^ e i° b, 7^L. 7 S pp 


•8001170378 Forward, util 0001 
show cause 

PARKER, W 0 Duke Power Co 


14 answer to HR Denton 800102 order 
00/01/15 Ip 


to 


Fore* shork-t#ra r*qui rtn.nti CnI«ff L t L ” r "»d Task 

««*? 'iKiWeS" - 


during normal operation Often nec es fi Ir u* inmerit 
bldg prior to or follouina miT ! S !, ry tD pu, '9 e factor 

S* T# S r ? func tion, b ° a,1 °“ 

PARKER, W 0 Duke Power Co 79/12/19 3pp 


« venting 
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8001040344 Summary of 791023 mooting w/BMd owners grou p-, B&t-l, ORNL & 0RNL 
consultants from Scientific Ap p U cat i ons, I nc in Lynchburg, VA 
re Integrated control *ys reliability analysis 

THATCHER, D Elottric, I ns trumenta t i on L Control Systems Branch 

79/12/19 1 9pp 


B00111O49B Forward g safety evaluation approving preliminary design for 
safety-grade anticipatory reactor trip on loss of feedwater 
l« turbine trip Requests ad d 1 info for final design approval 
FiEIDi R W Operating Reactors Branch 4 79/12/20 2pp 


—0001110508 Safety evaluation approving preliminary design for safety- 
grade anticipatory reactor trips on loss of main feedwater 1* 
turbine trip 

* Office of Nuclear Reactor Regulation 79/12/20 7pp 


0001110627 Forwards oafety evaluation approving preliminary design for 
saf e ty-grad o anticipatory reactor trip on lass of feedwater 
it turbine trip Requests addl info for final design approval 
REID, R W Operating Reactors Branch 4 79/12/20 3pp 


0001140110 Forwards safety evaluation approving preliminary design for 
safety-grado anticipatory reactor trip on loss of feedwater 
& turbine trip Requests addl info for final design approval 
REID.R W Operating Reactors Branch 4 79/12/20 2pp 


0001020327 Replies to NRC 790021 l tr ro Item 7-iA benchmark analysis 
of sequential auniliory foodwator flow tej steam fonoratori 
following loss of main Feedwater Analyst* will b« submitted 
by 800119 

PARKER. W □ Duke Power Co /9/12/21 ip 


0001020399 Forwards response to NRC 791107 l tr requesting addl info re 
intercommunication sys reliability analysis Schedule for 
implementation of identified mods contingent upon completion 
of final design 6 availability of equipment 
PARKER, W a Duke Power Co 79/12/21 3pp 


3001020459 rorwards "Auxiliary reoduatar Gys, Re 1 iab i 1 i fcy Analyses - 
Generic Ropt fur Plants U/flM-J Reactors" 6 ‘’Emergency 
Feedwater 8y* Reliability Analysis for Deane® Units 1-3 " 

Lists mods designed to eliminate ac dependunc t «s 
PARKER, W 0 Duke Power Co 79/12/21 ?pp 


— 8001180127 Safety evaluation supporting Amends 78, 7B & 75 to Licenses 
DPR-3Q. DPR -47 t, DPR-35, respectively 

* Office of Nuclear Reactor Regulation 80/01/04 App 

--0001130132 Notice of issuante h availability of Amends 70,78 k 75 to 
Licenses D-PR-3B, DPR-47 U DPR -55, respectively 
Reid, R W Operating Reactors Branch 4 80/01/04 2pp 


G001210249 Reference* NRC 800102 order to show cause re implementation 
of Lessons Learned Task Force Category A requirements 
Forwards info necessary for NRC evaluation of re-que-st for 
extension of 800215 deadline 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/04 4pp 


8001140421 Forwards revised pages to "Auxiliary Feedwater Sy s 
Reliability Analysts Generic Rept far BMJ Designed Plants " 
PARKER. U O Duke Power Co 80/01/07 Ip 


— 0001140430 Revised Figures IB 8< BL fur Pages 19 8< D-4 to "Auxiliary 
Feedwater 8y» Reliability Analysis Generic Rapt for DIW 
Designed Plante " 

» Duke Power Co 90/01/07 2pp 


□001150333 Forwards response to NRC 790821 request for performance of 
benchmark analysis for sequential auxiliary feedwater flow 
using CRAFT-2 w/fchr ee-node steam gen-orator representation 
PARKER, W 0 Duke Power Co BO/Ol/CB I7pp 


8001150404 Responds to NRC 791109 1 tr re fuel clad swelling model 
utillicd in ECC5 analysis B&U fuel clad swelling model Is 
conservative compared to NRC proposed model No addl ECCS 
calculations are no-cossary 

PARKER, W 0 Duke Power Co 80/01/09 3pp 


6001290042 Notifies of generic concern re voiding transients on B!*W 
plants Void formation may be taking place in hotter regions 
of reactor vessel Requests analytical prediction using 
transient analysis within 30 days 

RE-ID, R W Operating Reactors Branch 4 80/01/09 H5pp 


8001220441 Forwards Univ of 9C "Rep t on 790025 Jocassec Earthquake, 11 
supplementing Law-Eng ltieormg Testing Co rupt 
PARKER, W O Duke Power Co 00/01/17 lp 


--0001 020470 "Emergency Feedwater 8ys Reliability Analysis for Oconee 
Units 1-3 " 

WEAVER, W W , DORMAN, R W , ENZ INNA, R Q 3H Co , Minnesota Mining it 
Mfg Co 79/11/30 iOOpp 


6001020401 Responds to NRC 790D21 request for detailed analysis of 
tbormal-mechnn ica l conditions of reactor vessel during 
recovery from small breaks w/cxtend«d loss of feedwater Ropt 
available by 800213 

PARKER, U O Duke Powor Cn 79/12/21 Ip 


0001030672 Torwords updated info re volts ac available reserve* 
Available capability repi psonts installed capability reduced 
f by scheduled main nutaged 6 reductions Request* approval of 

Feb shutdown of Unit 2 

TMICS, A C Duke Power Cn 79/12/27 5pp 


8001040603 Forwards addl Info in response to NRC 791121 Hr re small 
break LOCA Complete response will be submitted by 000215 
PARKER, H 0 Duke Power Co 79/12/28 3pp 


8001000434 Bupplements util 771019,1121 1217 responses to NURC0-097D 

Includes info re emergency power supply r equ i reman t s, 

Instrumentation for detection of inadequate core coaling L 

Integrity of sy* outside containmont 

PARKER, W 0 Duke Power Co 00/01/02 13pp 


8001090313 Discusses effective full-power day* length- Tigures far end 
of Cycle 4 suitable to maintain parameters within range 
assumed in safety analyses through at least 307 effective 
Full-pawer day* 

PARKER, W 0 Duke Powor Co 00/01/02 Ip 


9001100117 Forwards Amends 78,70 U 79 to License* DPR-3B, DPH-47 & 
DPR-BEJi respec tively. safety evaluation t notice of Issuance 
& aval lability 

REID, R U Operating Reactors Branch 4 80/01/04, 2pp 


■B0011P0121 Amends 70,78 U 79 to Licenses DPR-30, DPR-47 U DPR-S5, 
respectively , rtvi s Ing core protection safety limits, 
protection sys letpoints, control rod posl tl on, power 
imbalance U axial power shaping rod fosltton 
REID, R W. Operating Reactors Branch 4 00/01/04 16pp 


-*•000122044 6 "Rept on 790025 Joca*fl»e- Earthquake " 

TALWANl.P , STEVENSON, 0 , TAYLOR, K South Carolina, Untv of 
80/01/17 I9pp 


0001220450 Supports Duka Power Co proposal In response to NRC 000102 
show cause order Request* that Util bo granted sufficient 
t imo, through 000531, to comp lute NUREG-057B Category A 
requirements to minimus impact on NC power reliability 
F1SCHDACH, R North Carolina, State of 00/01/1/ 2pp 


0001280303 FoTVJ&rds Did-J ropts, '"Inadequate Cora Cooling Decay Heat 
Removal Sys Mode of Operation" U "Analyst* Summary in 
Support of Inadequate Coro- Cooling Guidelines," In response 
to NURE0-0978 

PARKER, WO Duke Powor Cq 80/01/23 2fp 


0001290337 Forward* rosp-onau to NRC 771121 1 tr requesting addl info rc 
email break LQCA Load* imposed on tubes of once-through 
steam generator during postulated slug flow evaluated & 
found acceptable 

PARKER. W 0 Duke Power Co 80/01/24 2pp 


8001290426 Inform* NRC of delay until GOQBOB In responding to 79101/ 
request re several question* af par fckal/c umplote losses of 
Off a i to power 

PARKER, W 8 Duke Power Co 00/01/24 ip 


0001270436 Informs that reader coolant pump trip design review is 
warranta-d prior to initiating analysis effort* requested 
Following 000229 review comp let ! on, resu 1 ts of review 6 
followup actions will be submitted 
PARKER. W Q Duke Powor Co 80/0-1/24 lp 


0 Inspection reports, IE Bulletins L correspondence 


8001040108 Forwards Haste Packaging !n*p Rapt 79-03A on 791017-18 No 
ho-rtcomp 1 i ante noted 

SUTHERLAND, U T Region 2, Atlanta, Fuel Facility t Material* 

Safety Branch 79/11/15 9pp 
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--3001040224 Haste Packaging Insp Rept 79-03A or 791017-10 Mo 

noncomp 1 lane e noted Major areas inspected compliance w/DQT l< 

NRC regulations, re shipping paper requirements, DOT placard 

r 0 qu i r cmen ts j r a d i a 1 1 on levels {< removable contamination 

ROTTER, J P Region 2, Atlanta. Fuel Facility L Materials Safety 

Branch 79/11/13 4pp 


0001020123 Forwards IE Insp Repts 50-269/79-27. 30-270/79-25 t* 
50-207/79-27 on 791022-24 No none ompl lane e- noted 

MURPHY.C E Region 2. Atlanta. Reactor Construction t Engineering 

Support Branch 79/11/19 2pp 


—0001020127 IE Insp Repts SO -269/7 9 -27, 50-270/79-25 t< 30-207/79-27 on 
791022-24 No non c omp 1 lane e noted Major areas inspected 
pr ocsdur es> work activities L records for as-built safety- 
related piping insp i< concrete anchor insp 
HE ROT, A ft Region 2 « Atlanta. Reactor Construction & 

Engineering Support Branch ANG, W P Region 2. Atlanta. Office 
of the Director 79/11/14 3pp 


BOO 10201 32 Forwards IE Insp Rcpts 50-269/79-31.50-270/79-29 & 
50-287/79-31 on 791001-1031 No noncomp l i anc e noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

□ranch 79/11/21 2pp 


—0001020137 IE Insp Repta 50-269/79-31.50-270/79-29 Be 90-207/79-31 an 
791001-31 Mo noncompliance noted Major areas inspected plant 
ppBra 1 1 ons. IE Bulletin f ol 1 evup . tee t witnessing U unit 
Startup 

«* Region 2. Atlanta. Office of the Director 79/J1/21 7pp 


SO01LGO26O Forwards IE Insp Rept* 50-269/79-29.50-270/79-37 *. 

50-207/ 79-29 on 791025-1102 No none amp ] lane e noted 

LEWIS. R C Region 2. Atlanta. Reactor Operation* Nuclear Support 

Branch 79/11/20 2pp 


—8001100267 IE Insp Rapts 50-269/79-29,50-270/79-27^ 50-287/79-29 on 
791025-1103 No nonco/ipl lane a noted Major areas inspected 
witness L review of initial Cycle 5 operation & iera-pnuier 
physics tests 

HART1N.R 0 Region 2. Atlanta. Reactor Operations NuclrAr 

Support Branch BVRNETT.P T Region 2. Atlanta. Office flf the 

Director 79/H/2& 4pp 


SOO 1 170001 Forwards IE Insp Rcpts 50-269/79-30, 50-270/79-20 h 
30-237/79-30 On 791029-1102 No noncomp 1 ianc e noted 
SUTHERLAND, J T Region 2, Atlanta. Fuel Facility & Materials 

Safety Branch 79/12/03 2pp 


—0001170002 IE Insp Repts 50-269/79-30.50-270/79-20 & 50-207/79-30 nn 
791029-1102 No none nmp 1 lane e ndtod Major areas inspected 
radiological environ monitoring program 

JENKINS, GR Region 2, Atlanta, Fuel Facility 6 Materials 

Safety Branch MACAR7HLIR. F C Region 2, Atlanta, Office of the 

Director 79/12/03 3pp 


8001070100 Forward! IE info Notice 79-32. "Separation of Electrical 
Cables for HPCI 6 Automatic Dopressumation Sys " No 
specific action or response requested 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/21 2pp 


B001240117 Forwards IE Info Notice 79-33, "Improper Closure qf Primary 
Containment Equipment Access Hatches “ No action or response 
required 

’O'flElLLY.J' P Region 2. Atlanta. Office of the Director 
79/12/21 2pp 


0001240470 Forwards IE Info Notice 79-34, "Inadequate Resign of Safety- 
Related Heat Exchanger* " No action or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/27 2pp 


800 1 03 0343 Ac It receipt of NRC 791123 ltr re implementation of control 
rod tube insp program Program results presented at 791220 
meeting show control rod guide wear is not significant 
problem Requests extension of Cycle 4 
PARKER . W 0 Duke Power Co 79/12/20 2pp 


0001160211 Forward* IE Insp Ftrpfcs 50-269/79-40. 50-270/79-37 U 
50-287/79-39 on 79M30 No none amp 1 1 ante noted 
O'REILLY, J P Region 2. Atlanta, Office ef the Director 
79/12/23 2pp 


—0001160221 IE’ Insp Repts 50-269/79-40,80-270/79-37 6 SQ-287/79-3? on 
791130- No npnc-Qflip 1 lance noted Major areas discussed at 
meeting requested 791023 by NRC enforcement history , l icensee 
events U total performance 

MARTIN, R D Riglon 2. Atlanta, Reactor Operations Nuclear 

Support Branch JAPE, F Region 2, Atlanta, Office of the 

Director 79/12/26 3pp 


B00125D073 Forwards IE Info Noti-ce 79-37, “Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/20 2pp 


BOO 1 16024-0 Forwards IE Info Notice 79-35, "Control of Maint & Essential 
Equipment 14 No action or response required 
□ 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/31 Ip 


0001240036 Forwards IE Info Notice 79-36, “Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required » 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 2pp 


000 1290273 Forwards IE Info Notice 80-01. ''Fuel Handling Events “ No 
specific action or response required 

D ' REILLY, J P Region 2, Atlanta, Office of the Director 

□0/01/04 2pp 


8001290423 Forwards IE Bulletin 79-01R, "Environ Qualification of Class 
IE Equipment" w/attachments Action required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 

80/01/(4 lp 


0 Reportable occurrences. LERs V related correspondence 


800115043? Forwards LER 79-036/03L-0 

PARKER, W □ Duke Power Co 00/01/0? 3pp 


--8Q01 150443 LER 79-036/03L-0 on 791210, high pressure sve water pump B 
declared inoperable L removed from, sve as result of pump 
motor cooler leakage Leaking tubes soldered Valves will be 
installed on supply lines 

LEWIS, 9R Du Vo Power Co 00/01/09 lp 


0001 170439 Forwards LER 79-C03/03L-0 

PARKER, H 0 Duke Power Co 00/01/14 2pp 


--0OQJ 170449 LER 79-000/031-0 an 791 12 1 . dur ing insp required by IE 
Bulletin 79-14, hanger was discovered missing from quench 
tank drain line Caused by failure to install hanger during 
piping erection Hanger equivalent was Installed 
LEWIS, 8 H Duke Power Co 80/01/14 lp 


DOCKET SO-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security* medical, emergency fire protection plans 


□001 1 40034 Request* estimator re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc 1 

GRIMES, □ K Assistant Director far Engineering Sc Projects 
79/11/29 4 p p 


8001080477 Forwards revised emergency plan Plan contains info protected 
under Privacy Act 

MOODY, D E Vermont Yankee Nuclear Power Corp 00/01/04 Ip 


0001240421 Submits addl info far fire protection safety evaluation 
Discusses gas suppression sys.ftre barrier penetration, fire 
water loop «, shutdown capabilities Forwards drawings for 
water suppression sys 

NODDY, D E Vermont Yankee Nuclear Pdwpt Corp 80/01/17 3pp 


— 8001240423 'Diesel Fire Pump Sprinkler Sys " Sys 1 
* United Pocahontas Coal Co 79/09/15 ip 


— 8001240426 "Sprinkler Sys Drawing ,J 

* United Pocahontas Coal Cn 79/09/05 lp 


— 8001240428 "Tu-rbine Dldg Loading Day , El evat i on 232 Ft 6 Inches " Sys 2 
* United Pocahontas Coal Co 79/09/05 lp 


— 0001240438 "Recirculation Mo tor- (So nor ator Foam Suppression Sys, 
Elevation 200 Ft " Sys 5 

* United Pocahontas Coal Co 79/09/05 ip 


--0OOJ24O439 "Recirculation Motor-Generator Foam Suppression Sys 
Sections " Sys 5 

* United Pocahontas Coal Co 79/09/05 lp 
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G Adjudicatory correspondence 


BOQ110O4O4 Faruards order to show cause in response to util Intention 
not to implement all Categnig A TMl Lessons Learned Task 
Force short-term requirements by 500131 Methods of 
implementation completed by 000101 should he described 
OENTQNi H R Office of Nuclear Reactor Regulation BO/Ql/02 2pp 


— B0011B0415 Order to show cause why licensee should not implement 
Category A TMI Lessons Learned Task Force short-term 
requirements by 000131 Failure to comply should be justified 
by timely documentation 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


BQQ1220394 Forwards response ta NRC 000102 order to show cause why 
licensee should not implement Category A TMf Lbssotis 
Learned Task Force short-term requirement's by 800131 
SMITH, R L Vermont Yankee Nuclear Power Corp 00/01/16 ip 


— 0001220401 Response to NRC B001Q2 order to show cause why licensee 
should not implement Category A TMl Lessons Learned Task 
Force short-term requirements by 000131 Incompleted Items 
3 l 3A It 2 14 ore justifiably delayed until B00216 
VANOENBUROH, D Vermont Yankee Nuclear Power Corp 00/01/16 5pp 


H General correspondence 


BOQ1040570 Informs Df change in personnel responsibilities R Smith to 
handle NRC correspondence 

EDWARDS, D W Vermont Yankee Nuclear Power Corp 79/12/20 lp 


Insurance fc indemnity information 


9001220396 Forwards endorsement 42 to MAELU Policy MF-&6, End o rsemen ts 
51 V 52 to NELIA Policy NF-109, Endorsemen t 4 to MAFLU Hinder 
XO-32 Endorsement 5 to NELIA Excess Didder ED-32 
CAREY. W W Vermont Yankee Nuclear Power Carp BQ/Ol/17 7pp 


P Operating license stage documents 6 correspondence 


8001250209 Forwards summary of Nuclear Review Group Visit 3-?9 to 
Inspect util rosponso to NRC bulletins $< TMI task force 
recommendations Ltr forwarding rept to State of VT one) 

DECK,*) W Vermont Yankoe Nuclear Power Corp 79/11/16 4pp 


800H106BQ Forwards request for addl sys info re containment purging, 
including provisions to ensure insolation valve closure will 
nqt be prevented by debris entrained in escaping air St 
steam 

IPPQLITOiT A Operating Reactors Branch 3 79/11/17 3pp 


9001040390 Forwards Nov 1979 Revision 1 of branch technical position nn 
direct radiation measurements ro radiological environ 
monitoring program requirements Revised stda being 
implemented in QL applicant reviews it Tech Spec update 
GAMM I LL , W P Division of Operating Reactors 79/U/27 35pp 


8001070276 Forwards N58S vendor «< fuel supplier ltr* ro impact of 
cladding h ea t i ng-ra to dependent burst tump effects on 
rupture time & strain/blockage Lfcrs will help licensees 
respond to NRC 791109 ltr re rupture strain 1* flow blockage 
EI8GNHUT, D 0 Division of Operating Reactor* 79/11/27 3pp 


8001080205 Forwards request for addl info re history of loss of offsite 
power events to complete review of offsite power sys 
adequacy 

IPPOLITDi T A Operating Reactors Branch 3 79/12/13 3pp 


8001070362 Advises that Bulletin A Orders Task. Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
Of utils to bo audited to assure successful incorporation of 
revised procedures Audit plan and 

EISENHUT, D G Division of Operating Reactors 79/12/17 12pp 


0001020431 Notifies of util intention to use RETfl'AN code for reload 
licensing in 1901 

SMITH, R L Vermont Yankee Nuclear Power Corp 79/12/20 2pp 


8001020453 Submits info re NRC 791109 interim position for containment 
purge & vent valve operation Normal online purging of 
containment not routine operation Isolation for purge h 
vent sys provided by butterfly valves 

JOHNSON i W P Vermont Yankee Nuclear Power Corp 79/12/27 4pp 


8001090450 Forwards documentation of EPA acceptance of Demonstration 
Document 316 in response to NRC 791214 t< 17 requests 
SMITH. R L Vermont Yankee Nuclear Power Corp 80/01/02 0$>p 


BOOl 140406 Forwards description of manner in which util has met NtiREG- 
0570 recommendations 

MP3DV, D E Vermont Yankee Nuclear Power Corp BO/Ol/OB 22pp 


8001220399 Forwards response to UUREG-0570 recommendations Reactor 
vessel power operated safety relief valves are air operated 
t- provided w/accumul alor s for operation despite temporary 
loss of plant air supply 

MDDDY.D E Vermont Yankee Nuclear Power Corp 80/01/08 20pp 


0001290527 Forwards startup test rapt. Cycle 7 

SMITH. R L Vermont Yankee Nuclear Power Corp 80/01/10 Ip 


BOO 1 290531 Startup test rept. Cycle 7 

* Vermont Yankee Nuclear Power Corp 90/01/18 IGpp 


8001250477 Forwards "Primary Containment Leak Rate Testing." for 
1978-79 

SMITH. R L Vermont Yankee Nuclear Power Corp 80/01/21 lp 


— 0001250492 "Primary Containment Leak Rate Testing." for 1970-79 

ANDERSON, J W . HUMPHRIES, J S Vermont Yankee Nuclear Power Corp 
79/12/31 23pp 


8001290265 Provides supplemental info to 791227 ltr to NRC Conforms to 
NRC interim positions re containment purging ^ venting 
Completed evaluation ro environ qualification of solenoid 
valves Valves qualified t< will operate during accident 
JOHNSON, U P Vermont Yankee Nuclear Power Corp 00/01/21 2pp 


0001310269 Proposed Change 60. Suppl 2- to License 0PR-2B, App A Revision 
reflects current orga n 1 1 a 1 1 ona J structures Supersedes 77U07 
5 1 229 proposed changes 

VANDENDURGH, D Vermont Yankee Nuclear Power Corp 80/01/25 2pp 


— 8001310270 Offsite organ i lat ion chai t foT Yankee Atomic Electric Co, 
Nuclear Sv<s Dlv 

« VoriTtont Yankee Nuclear Power Corp 80/01/25 Ip 


— 6001310271 Organ* ration table far facility Plant operations review & 
audit responsibilities end 

» Varment Yankee Nucle-ar Fawai f»rp 80/01/25 2pp 


<J Inspection reports. IF Bulletins & correspondence 


BQOIQ4OIO0 Forwards Waste Packaging lnsp Rept 79-03A on 791017-10 No 
noncomp 1 lance noted 

SUTHERLAND. J T Region 3. Atlanta. Fuel Facility & Materials 

Safety Branch 79/11/lb 5-pp 


— 8001040224 Waste Packaging lnsp Ropt 79-03A an 791017-10 No 

noncomp 1 lance noted Major areas inspected compliance w/UOT L 

NRC regulations re shipping paper r equ i r emen ts< DLJT placard 

requirements, radiation levels t* removable contamination 

POTTER, J P Region 0, Atlanta, fuel Facility J, Materials Safety 

(Jranch 79/IL/I3 4pp 


BOO 1 2401 44 Forword IE lnsp Rnpt 50-871/79-13 on 790926-20 & 1002-04 
No noncompliance no tot) 

BRUNNER, E J Region 1. Philadelphia, fteartor Operations Nuclear 

Support Branch 79/11/23 2pp 


— 0001240151 IE lnsp Rept 50-271/79-J3 on 791116 No noncomp 1 lane e noted 
MojQ-r areas inspected refueling preparation tc activities, 
refueling outage * containment integrated leak rate test 
preparations 

WElfHG,n R Region 1, Ph 1 la d o 1 ph i o, Reactor Operations Nuclear 

Support Branch KALMAN, G . RElU TO, W Region !> Philadelphia. 
Office of the Director 79/11/16 10pp 


0001020719 Provides supplemental response to IE Bulletin 79-03 re 
longitudinal weld defect* Soarch of purchase orders reveal* 
that AS ME SA-312 Type- 304 or other welded pipe manufactured 
by vendor never used at util 

MUDDY. 0 E Vermont Yankee Nuclear Power Corp 79/U/26 Ip 


600 1 220244 Forwards IE Imp rept 90-271/79-15 on 791015-19 U 30-31 Nd 
n oncomp 11 ancc noted 

CARLOON, R T nog ion ). Philadelphia, Reactor Construction 6 

Engineering Support Branch 79/11/28 2pp 


—0001220247 IE lnsp Rept 50-271/79-15 on 791015-18 & 30-31 No 
noncomp! lance noted Major areas inspected inservice insp 
program ?< implementation of testing It examination 
requirements for refueling outage 

BANDERS, W F Region 1, Philadelphia, Office of the Director 
TRIPP. L E Region. V, Philadelphia, Reactor Construction It 

Engineering Support Branch 79/11/27 7pp 
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GOD ) 0902 1 1 Forward* IE Circular 79-25* "Shock Arrestor Strut Assembly 
Interference " No written response required 

DRIER. □ H Region V- Philadelphia. Office of the Director 

79/12/20 Ip 


SCO 1 070171 Forward* IE fnfo Notice 79-32* "Separation of Electrical 
Cables foT HPC | h Automatic OeprH s s tir 1 la t i on Sys " No 
specific action or response requested 

DRIER. D H Region I. Philadelphia. Office dF the Director 
79/12/21 Ip 


0001110226 Forwards IE Infc Notice 79-33. “Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

CRIER. 0 H Region l* Philadelphia, Office of the Director 
79/12/21 lp 


BOOIOBQ676 Forwards IE Info Notice 79-34. “Inadequate Design of Safety- 
Related Heat Exchangers “ No action or response required 
CRIER. B H Region 1. Philadelphia. Office of the Director 

79/12/27 lp 


000 l 1 4GS93 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs '■ No response required 

GRIER* 0 H Region 1* Ph i 1 a d e Iph ia , Office of the Director 

79/12/20 lp 


0001110459 Forwards evaluation of util 790427 6 0504 responses to tE 
Bulletin 79-00. "Events Relevant to BUR* Identified During 
TNI Accident 11 Apppropriate action has been taken to meet 
bulletin requirements 

JPFGLITO. T A Operating Reactors Branch 3 77/12/31 S9pp 


000113012! Forwards IE Info Notice 79-36, ‘"Computer Code Defect in- 
Stress Analysis, of Piping Elbow “ No specific action or 
response required 

GRIER* 8 H Region 1« Philadelphia* Office of the Director 
79/12/31 lp 


8001 150237 Forwards IE Info Notice 79-35, "Control of Maint t Essential 
Equipment 11 No response required 

GR I ER* B H Region 1* Philadelphia. Office of the Director 
79/12/31 ip 


0001150233 Forwards IE Info Notice 30-01. "Fuat Handling Events " No 
specific action or response required 

GRIER. Q H Region 1. Philadelphia* Office af the Director 
00/01/04 lp 


8001280494 Forwards IE Bulletin EJO-Oi* “Operability of Automatic 
Depressurization Sys Valve Pneumatic Supply " Action 
required 

ORlERpQ H Region 1. Philadelphia. Office of the Director 
□0/01/14 lp 


000129=0401 Forwards IE Bulletin 79-OlG* "Environ Qualification of Class 
IE Equipment" Wattaehment s Action required 

GRIER, D H Region 1. Philadelphia, Office of the Director 
□0/01/14 43pp 


B00129021B Forwards EE Circular 00-01. “Ovc Advice for GE Induction 
Disc Relays “ No response required 

GRIER. D H Region 3. Philadelphia* Office of the Director 
□0/01/17 Ip 


0001290253 Forwards "Inservice Examination Imp Hep t, 770924- l 1 04 " 
9MITH.fi. L Vermont Yankee Nuclear Power Dorp 00/01/10 ip 


— 0001290254 “Inservlce Insp Examination Rept, 790924-1104 “ 
» Vermont Yankee Nuclear Power Corp GO/Ol/18 39pp 


ao0!3l034fii Forwards Page 2 of iniervice in*g rept on 790924-1104 Page 
inadvertently omitted In previous distribution 
SMITH, R L Vermont Yankee NucleaT Power Corp 00/01/28 lp 

—00013103+9 Page 2 of inservlce insp rept on 790924-1104. ine J ud ing 
certificate of inservice insp 

SMITH, R L Vermont Yankee Nuclear Power Carp 00/01/11 lp, 


S Reportable occurrences, LER* It related c or respond en c e 


0OOIOBOS49 Forwards LER 79-032/03U-0 

CONWAY. +1 F Vermont Yankee Nuclear Power Corp, 00/01/02 ip 


— B001080594 LER 79-032/D3L-0 on 79 1 204 , Be i cmi c Class I hanger CBT-HD19U 
found to be damaged 1 inoperable duTlng review per IE 
Bulletin 79-02 Cause under investigation Hanger replaced & 
design changes are being tested 

CCNNAV, W F Vermont Yankee Nuclear Powbt Corp 80/01/02 2pp 


600U70367 Forwards LER 77-035/03L-0 

CONWAY* W F Vermont Yankee Nuclear Power Corp 80/01/14 ip 


—8001170370 LER 79-039/03L-0 on 7912L5* during surveillance testing 
MS IVs , inboa rd valve V2-B0A in main steam Iihb A closed 
but when repositioned to open.was found to bB partially 
open Caused by spring plate binding on guide shaft 
CDNWAY. W F Vermont Yankee Nuclear Power Corp 80/01/14 Bp p 


0001100307 Forwards LER 79-036/03L-0 

CONWAY, V F Vermont Yankee Nuclear Power Corp 80/01/15 lp 


— 0OOJ1BO311 LER 79-036/03L-0 on 791219. during testing of reactor core 
isolation cooling high steam line differential pressure 
switches, di fferontial pressure switch actuated at -176 
Inches of water Caused by setpoint drift Switch adjusted 
CDNWAY, W F Vermont Yankee Nucle-ar Power Corp 00/01/15 2pp 


D0012EJ02A4 Forwards LER 00-006/01 P-0 

CONWAY. W F Vermont Yankee Nuclear Power Corp 00/01/23 Ip 


— 0001200277 LER 80-006/0 1P-0 on 000122. low flow alarm received on offgas 
sampling sy a* rend e r 1 ng offgas radiation monitors 17-150A □ 

inoperable Cause may be related to flow blockage in sample 
sys components Addl details to follow 

CONWAY, W F Vermont Yankee Nuclear Power Corp DO/Ol /23 2pp 


DOCKET 5C-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F Security, medical, emergency Fire protection plans 


8001000236 Forwards comments on 790319 safeguards contingency plan 
Revisions L addl info required within 30 days Comments 
withheld Iref 10CFR2 790) 

5CHWENLER * A Operating Reactors Branch 1 79/11/27 2pp 


9001090055 Summary of 791011 public meeting w/ 1 i c on* oe. s tote k local 
govt* in Hancock* Bridge. NJ re emergency planning 
R053, l*J J Operating Reactors Branch 1 79/11/28 6pp 


□001140054 Request s estimates re evacuation of areas around nuclear 
power reactors Format For reporting evacuation time 
estimates enc 1 

GRIMES, D K. Assistant Director for Engineering k Projorts 
79/11/29 4pp 


0001 1 10364 Forwards Submittal 2 of 000104 contingency plan Enel 
withheld ( ref I0CFR2 790) 

L I UR t ZZ I* F p Public Service Electric l Gas Co of New Jersey 
□0/01/04 lp 


G Adjudicatory correspsndonco 


8001020075 Opposition to Public Advocate of State Df NJ 791106 request 
to ratipen lntervenors Culemnn Contention 9 Appeal Is proper 
procedure if lntervenors dissatisfied w/ASLB initial 
decision Certificate of Svc one 1 

WETTERHAHN, M J Public Service Electric U Gas Co of New Jersey 
HETTERHAHN, M j Conner, Moore & Corbet 79/12/10 9pp 


80011 10400 Forwards comme-nfci by Public Svc Electric U Gas ct o 1 
lntervenors Coleman petition for issuance of order to show 
cause No show cause proceeding suspension or revocation of 
licenses warranted 

WETTERHAHN, M J Conner, Moore & Corber 80/01/10 ip 


-Q0011104B9 Opposition to lntervenors Coleman 791010 request for action 
under IOCrfl2 206 NRG Fulfilled statutory duty per Endangered 
Species Act No new matters raised by lntervenors request 
UETTERHAHN.M J Public Service Electric t Gas Co of New Jersey 

WETTERHAHNiM J Conner, Moore & Corber 00/01/10 19pp 


—000 1 1 1 0494 Un» ig ned affidavit re effect of facility on endangered 
population of shortnose sturgeon Generating stations not 
expected to Impact »hortno*« sturgeon population in DE River 
estuary 

SCHVLER, V J Ichthyological Assoc iatesr Inc 00/01/10 18pp 



DOCKETED ITEMS 


K 


— 8001 110500 Affidavit re effect of facility on endangered population, of 
ehortnose sturgeon Describes circulating water intake 
structure L mods effected to ensure troubte-free operation 
0-QUGLAS. R P Public Service Electric l< Gas Co of Mew Jersey 
90/01/08 Upp 


0001910231 Forwards Vj Schuler 790114 affidavit re impact of facility 
■on sbortnose sturgeon in DE River Estuary 
WETTERHAHN, M J Conner. Moore t* Corber 00/01/16 I4p 


— 8001210237 Affidavit re impact of facility! an sbortnose sturgeon in 
DE River estuary 

SCHULER. VJ Ichthyological Assoc late s, Inc 00/01/14 lBpp 


J Insurance & indemnity information 


800131 0220 Forwards Endorsement 3 to MAELU Hinder XB-feO 

CORREA, M A Marsh & McLennam Inc . M t< tl Nuclear Consultants. Inc 
Div 80/01/24 2 p p 


P Operating license stage documents correspondence 


8001240173 Informs NRC that impingement monitoring program repts no 
longer required rc Amend 19 to DL Amend enable util to 
follow Section 316(b) plan of study required by EPA Plan It 
directed toward evaluating environ rept 

LlTJRlZZliF P Public Service Electric Sc Gas Lo of New Jer*»y 
79/11/07 2pp 

7912260158 Discusses Uestinghouse interim procedural position re 
analysis of single dropped rod events at West inghous e 
plants Plants may operate in manual control Pram 0% to 100/. 
power w/no change* in current rod insertion limits 
KNIELjK Core Performance Branch 79/11/23 2pp 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised * td * being 
implemented in OL applicant reviews 6 Tech Spot update 
GAMMILL.W P Division of Operating Reactors 79/11/27 35pp 


0001070276 Forwards N9S8 vendor b fuel »uppli«T ltrs r« impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b strain/blockage Ltrs will help licensees 
respond to NRC 791109 ttr re rupture strain & flow blockage 
ElSENHUTiD G Division of Operating Reactor* 79/11/27 3pp 


800 J030329 Forwards safety evaluation re postulated fuel handling 
accident Inside containment Accident consequences within 
acceptable limits 

BCHWENCER.A Operating Reactors Branch 1 79/U/2Q Ip 


— 8001030334 Safety evaluation re postulated fuel handling accident 
inside containment Accident consequences within 
acceptable limits 

* Office of Nuclear Reactor Regulation 79/11/20 4pp 


8001310061 Forwards Amend 23 to License DPR-70. EIA 4 notice of issuance 
b availability 

8CHWENCER. A Operating Reactors Branch l 79/12/13 2pp 


—8001210065 Amend 23 to License DPR-70. me k i ng admins tratlve changes 
clarifying 4 improving Tech Specs by removing comJenstT 4 
suspended solid limits 4 changing certain monitoring 4 
sampling requirements 

SCHWENCER.A Operating Reactor* Branch l 79/12/13 33pp 


— GOO 12 10067 El A supporting Amend 23 to License DPR-70 

» Office of Nuclear Reactor Regulation 79/12/13 8pp 


— 0001210069 Notice of issuance 4 availability of Attend 23 to License 
DPR-70 

BCHWENCER.A Operating Reactors Branch 1 79/12/13 2p p 


9001070362 Advises that Bulletin 4 Orders Task Foret has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

ElSENHUT. D 0 Division of Operating Reactors 79/12/17 12pp 


8001040656 Forwards WCAP-7410L, "duallf Uat ion Test of ITT/Oarfcon 
Transmitters! Production Lot 2 *' Application Par withholding 
& affidavit end. Proprietary version withheld (ref 
10CFR2 7901 

ANDERSON. T M Antibodies. Inc 79/12/21 I3pp 


• — 60010406GB ''Qualification Test of ITT/Darton Transmi fcters. Produc 1 1 on 
Lot 2» " nonproprietary version 

L1PCHAK.JB Antibodies. Inc UCAP-7410L 79/12/20 65pp 


8001020445 Forwards ad C 1 info re BuTveillance Procedures SPI0>4 7 i 2a 
4 b to demonstrate testability of automatic initiation of 
auxiliary feedwater *ys 

L1BF1I2ZI.F P Public Service Electric 6 Qa« Co of New Jersey 
79/12/27 Ip 


— BQ01O20446 Surveillance Procedures 0P(O>4 7 1 2a 4 b. Revision 3. for 
auxiliary feedwater sys . 

» Public gsrvicB Electric 6 Gas Co of New Joriey 79/12/2/ 

HP* 


0QO104O64B Forward* revised tesponse to NRC 790913 4 1030 ltrs 
requesting addl info re TMl Lessons Learned Ta*k Torce 
short-term requirements Update info transmitted in 791012 
lir Drawing* em 1 . aval lab 1 e in Central File* only 
LIBRIZZI'F P Public Service Electric 4 Gas Co of New Jersey 
00/01/02 99pp 


8001090432 Request* extension from 000107 to 000121 for response to 
791109 request ra evaluation of fuel cladding strain 4 fuel 
assembly flow blockage model* Completion pending receipt of 
West inghouse analysis duo 00-0111 

LIBRtZZI.F P Public Service Electrit 4 Gas Co of Now Jersey 
00/01/03 Ip 


8001140440 Forwards response to- NRC 791205 reqyost for addl info re 
containment purge reset circuitry 

L1BR1Z71.F P Public Service Electric 4 Oa* Co of New Jersey 
80/01/04 7pp 


□001110438 Forwards operating procedure PD-15 7 016. "Securing 
Da mineral I «er Operations 4 Dewatering." Revision 0. in 
support of 791126 request for license amend 

LIBRJZZI.F p Public Service Electric 4 On Ca of New Jersey 
80/01/08 ip 


--8001110443 Operating Procedure PD-15 7 01*. "Securing Deminer al i jar 
Operations 4 Dewatering." Revision □ 

« Public Service Electric t Qat Co of New Jersey 00/01/08 
Bp? 


0001170390 Respond* to NRC 791031 ltr Reflect* agreements reached at 
□00107 meeting ro monitoring shortnoao sturgeon ERA joins 
in consultation w/MRC prior ta agency action w/Nati Marine 
Fisheries Bvc 

SANCHEZHM0RALE3 Environmental Protection Agency GQ/Ol/09 2pp 


600)220537 Respond * to NRC 791109 4 27 requests For info re ECCB 
evaluation modal* West inghouse performed analyse* of fuel 
cladding strain 4 fuel assembly flow blockage model effects 
on LOCA analysis 

SCHNEIDER. F U Public Service Electric b Oas Co of New Jersey 
80/01/ 1 5 3pp 


0 Inspection reports. IE Bulletins- 4 correspondence 


0001090394 Ac V receipt D f 791029 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-272/79-23 
MARTIN. UO Region t. Philadelphia. Safeguards Branch 79/12/03 

lp 


** -800 1 0 90396 Forward* IE Jn*p Rept 50-272/79-23 on 790731-0001 U notlc< 
of violation Notice of violation withheld (ref 10CFR2 790) 

MARTIN. U G Region 1. Philadelphia. Safeguards Branch 

79/10/09 2pp 


--□001090400 IE Insp Rept 50-272/79-23 on 790731-0001 Noncomp 1 i anc e 
noted infraction re access control Detail* withheld 
(ref 10CFR2 790) 

BAILEY. 8 J Region 1. Philadelphia. Office of the Director 
PEYLIN. J W Region i, Philadelphia, Qafeguard* Branch 

79/10/02 lp 


B001240478 Responds to IE Bulletin 79-02* Revision 2< ’‘Pip* Support Das 
Plate Designs Using Concrete Expansion Anchor Dolt* " 

Facility investigation revealed no anchor bolts Installed in 
concrete block wall* for safety-related hangers 
SCHNEIDER, F W Public Service Electric 6 ©a* Co of New Jersey 
79/12/05 lg 


0001310112 Forwards IE. Insp Rept 50-272/79-30 on 791031-H02 No 
noncomp 1 lane i noted 

CARLSON. R T Region 1. Philadelphia* Reactor Construction 

Engineering Support Branch 79/12/12 2pp 
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— BQ013IQ122 IE Insp Ropt 50-272/79-30 on 791031-1102 No none amp 1 1 arc a 
noted Major areas inspected lnservlcs mip data package & 
licensee action on previous insp findings 

TRIPP, LE Region 1, Philadelphia. Reactor Construcfcioin i 

Engineering Support Hranch MCJ3REARTV, R A Region 1. 

Philadelphia, Office of the Director 79/12/10 4pp 


£001240340 Responds to IE Bulletin 79-EB, "Possible Malfunction of 
NAMCO Model EA10O Limit Switches at Elevated Temps " NAM TO 
EA1B0 switches have been installed None fails in identified 
group w/faulty gaskets 

SLHNE I D£R< F W Public Service Electric t< Gas Co of New Jersey 
79/ 12/18 Ip 


BOO 105020 1 Forwards IE Circular 79-25, "Shock Arrestor Stmt Assembly 
Interference 1 No. written response required 

GRIER, D H Region l, Philadelphia* Office of the Director 

79/12/20 Ip 


0001070162 Forwards IE Info Notice 79-32. 'Separation of Electrical 
Cables for HPCI b Automatic Qepressurl i a t i on Qys " No 
specific action or response requested 

GRIER. B H Region 1, Philadelphia. Office of the Director 

79/12/21 ip 


0001110205 Forwards JE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requester 

GRIER. n H Region ]■ Philadelphia, Office of the Director 
79/12/21 ip 


0001240355 Responds to IE Bulletin 79-25 re failures of Westinghouse 
BFD relays in safety-related sys ties ttnghcus* BID relays In 
liquid waste disposal sys were replaced 

SCHNEIDER . F W Public Service Electric it Gas Co of New Jersey 
79/ S 2/2 1 Ip 


0001000660 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
CRIER, □ H Region L. Plh I ) adolpti to. Office of the Director 
79/12/27 ]p 


0001140547 Forwards IE Info Notice 79-37, "Cracking In Lou Pressure 
Turbine Discs " No response required 

GRIER. D H Region 1. Ph 1 1 a d e 1 ph i a. Office of the Director 
79/12/20 Ip 


0001150113 Forwards JE Info Notice 77-36, “Computer Code Defect in. 
Stress Analysis of Piping Elbow “ No specific action or 
response required 

GRIER. D If Region 1. Ph t lad e l ph ia. Offlco of the Director 
79/12/31 lp 


0)150219 Forwards IE Info Notice 77-35. "Control of Mainl V Essentia] 
Equipment ” No response requirod 

GRIER, G If Region 1, Philadelphia. Office of the Director 
79/12/31 lp 


)O13-0Q5Q3 Act receipt of 791123 Itr informing Nllf of steps taken to 
correct violation noted in IE Insp Repts 50-272/79-27 & 
50-311/79-34 

GRIER, B H Region 3, Philadelphia, Office of the Director 
00/01/03 1$ 


’0001300525 Responds to NRC 791101 Itr rq violation noted in IE Jnsp 
Repts 50-272/79-27 6 50-311/79-34 Corrective actions fire 
extinguishers given identification numbers (4 re » p on* lb i 1 i ty 
for insp being defined 

MART1N.T J Public Service Electric i, Ga* Co of New Jersey 
79/11/23 3pp 


-0001300940 Forwards IE Insp Repts 90-372/79-27 b 50-311/79-34 on 
790910-1006 !, notice of violation 

BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/11/01 2pp 


-0001300544 Notice of violation from insp on 790910-1006 

* Region 1. Philadelphia, Office of the Dimeter 79/10/31 
lp 


—0008300555 JE Insp Repts 50-272/79-27 U 50-311/79-34 on 790910-1006 
Nonccmplmnce noted failure to conduct monthly Insp of fire 
extinguishers 

REIM1G.R R Region 1* Philadelphia, Reactor Operation* Nuclear 

Support Branch NORRHDLM* L J Region I, Philadelphia, Office of 
the Director 79/10/31 15pp 


6001290400 Forwards IE Bulletin 79-OID* "Environ Qualification of Class 
IE Equipment' u/afctac h me-nts Action required 

S!!!E?' D - H . R* 9 ion 1, Philadelphia, Office of the Director 

00/01/14 4 5p p 


0001290207 Forwards IE Circular 00-01, "Svc Advice for GE Inductio 
Disc Relays " No response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 

BD/01/J7 Ip 


R Periodic operating reports & related correspondence 


□001170333 Forwards monthly operating rept for Dec 1979 

h 1 DURA, H J Public Service Electric & Oas Ca of New Jersey 
00/01/11 Ip 


— BOOl 170337 Monthly operating ropt for Dec 1979 

MILLER, L K Public Service Electric V Gas Co of Now Jersey 
BO/Ol/lt 22 p p 


0001290406 Corrected copy of monthly operating ropt for Dec 1979 
MILLER, L K Public Service Electric & Gas Co of Now Jersey 
00/01/11 lp 


S Reportable fteturr e-ncD-s , LERs t« related c orr os pond one e 


7900010329 RO 79-40/O1P on 790709 wall thickness degradation found 
in steam generator tubes adjacent to tube lane blocking 
devices in Generators 11.13 it )4 Degradation exceeded 40/ 
limit in six of 60 tubes inspected 

M [CURA, H J Public Service Electric Gas Co of New Jersey 
79/07/09 Ip 


0001110052 PN0-1-/9-20 on 791115, at normal operating temp & pressure, 
minor leakage detected from pressure boundary for in-core 
thermocouple seaJs on reactor vessel head N in upper manway 
in pressuraier Plant cooling down for repairs 

JOHNSON, D . HE1MIG. R R , BRUNNER, C J Region 1, Philadelphia, 

Office of the Director 79/11/16 ip 


□001 150330 NonToutino environ operating rept on 790023. At lanti c 
Loggerhead sea turtle inadvertently captured during environ 
monitoring Released unharmed Species considered threatened 
LIDRIZZJ,F P Public Service Electric !< 0<is Co of Now Jersey 
79/12/10 2pp 


G0010R0418 Forwards supplemental LER /9-D5L/ 03X-1 

LIORIZZI. r P Public Service Electric it Oas Co of New Jersey 

□0/01/02 3pp 


-00010B0420 Supplemental, LER 79— OSL/03X-1 on 7901 04> dur x ng normal 
operation, individual rod position indication tor rod 2Db 
began oscillating Cause could not tt identified Connectors 
chocked U RP1 coil stack replaced 

K APPLE, A W Public Service Electric 6 Ona Co of Now Jersey 

00/01/02 lp 


BO0TQOO492 Qubmlts addl Info le adequacy of offsite power sys in 
response to NRC 791001 request Si/a functioned as designed 
Forwards LERs 77-OJ2/O3L-0, 77-037/Q3L-Q, 77-043/03L-0, 
77-046/03L-0 it 70-O35/O3L-O 

LIBRIZZIiT P Public Service Electric It Gaa Co of New Jersey 
00/01/01 4pp 


—6001080490 Forwards LER 77-032/03L-0 

SCHNE l-DFfl, F U Public Setvico Electric & Gas Co of Now Jersey 
77/05/ 1 3 3pp 


— G001QD0500 LER 77-032/-03L-0 on 7704 10 . d ur 1 n y Mode l operation, 
protective relay operation caused loss uf 5024 500-kV 
transmission line Caused by smoko from Forest fire 36-37 
mi les from fac i 1 J ty 

SPENCER, T L Public Service Electric !* Gas Co of Nbw Jersey 
77/09/02 lp 


—BOOl 000506 Forwards LER 77-G37/03L-D 

LIDR1ZZ1,F P Public Service Electric t< Oao Co of New Jersey 
77/06/02 3pp 


— 0001000512 LER 77-037/03L on 7905 1 4, dur i ng Mode S op erat 1 on. 5023 500-kV 
transmission line tripped Caused by forest fire between 
towers 36/1 it 36/3 

SPENCER. T L Public Service Electric & Gas Co of Now Jersey 
77/05/10 lp 


—8001000515 Forwards LER 77-045/03L-Q 

HJJJ1IZZI,F P Public Service Electric S< Gas Co of New Jersey 
77/07/19 3pp 
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— 0001080526 LER 77-045/03L-0 on 770626, during 100/. generator trip test. 
3<?2f 5 O 0 -*V transmits ion line became inoperable Caused by 
but sections l~S t< 5-6 breaker flashover NHC I IA relay 
remaining energiied Relay removed prom svc 

SPACER* T L Public Service Electric & Gas Co of New Jersey 
77/07/10 lp 


■3001000532 Forwards LER 77-046/03L-0 

LJBFUZZI.F P Public Service Electric h Oas Co of New Jersey 
77/07/19 3fJP 


--8001.080530 LER 77-046/03L-0 on 770626. during Mode 2 d p erat i on, sta t i on 
power transformer became inoperable due to protective relay 
operation Caused by personnel error in not tagging breaker 
failure 

SPENCER, T L Public Service Electric 4c Oas Co of New Jersetj 
77/07/12 lp 


0001000541 Forwards LER 70-O35/O3L-O 

LJ£RTZZr»F P Public Service Electric 6 Oas Co of Neu Jersey 
7B/07/20 3pp 


6001080549 LER 70-O3S/O3L-O on 700630, gas starting turbine relay 
operation caused loss of power to station pouior transformor 
Caused by personnel error in preparing unit For svc Operator 
reinsfcructed on proper breaker operation 

* Public Service Electric & Oas Co of New Jersey 70/07/20 lp 


BOQIOB058G forwards RO 79-73/04L 

LIUR IZZI, F P Public Service Electrlt b Oas Co of New Jersey 
eo/tf; /o3 i p 


--0OO1OHO5O0 RD 79-73/04L on 791207. during release of radioactive water 
from monitor tank, liquid release monitor failed downscale 
Caused by short in detector high voltage connections from 
ground water leak, opening detector circuit 

KAPPLE, A W Public Service Electric i< Oas Co of New Jersey 
00/01/03 2pp 


6001090376 Forwards RO 79-73/Q4L 

LtBRmi.r P Public Service Electric t> Oas Cd of New Jersey 
30/01/03 Ip 


— 8001090305 RO 79-73/04U on 791207, during release of radioactive water 
from VIC9CS monitor tank, liquid release monitor channel ini8 
failed down scale Caused by short resulting from ground 
water leakage into detector cable connector lOiB 
MFPLE, A W Public Service Electric 6 Oas Co of Now Jersey 
BO/Oi/03 2pp 


0001310227 Forwards LER 79-Q76/03L-0 

UQfUZZ!,F P Public Service Electric 6 Gas Co of New Jersey 
00/01/15 3pp 


--0001210233 LER 79-076/03L-Q on 791220, while taking chemical ^ vo 1 
control sys holdup tank 11 off recirculation & putting tank 
12 an recirculation. roc irculation pump was not changed, 
causing tank deformation Design mods implemented 
KAPPLE, A W Public Service Electric l< Qa* Co of N«w Jersey 
80/01/13 ig 


8001300231 Forwards supplemental LER 79-001 /03X- 1 

U0RIZ71,F P Public Service Electric 6 Gas Co of Now Jersey 
00/01/22 Ip 


— 0OO12SO23S Supplemental LER 79-001/03X-1 on 790102, d ur in g normal 
operations* containment fan coil 12 shifted to slow speed 
Operator noticed no indication of svc woterflou Caused by 
burned out coll in solenoid valve SV-624 Coil replaced 
KAPPLE»A W Public Service Electric L Oas Co of New Jersey 
80/01/52 lp 


8001280350 Forwards supplemental LER 78-075/03X-1 

LIDJUZZ1.F P Public Service Electric !< Oas Co of New Jersey 
00/01/22 lp 


— SOO120O357 Supplemental LER 7B-073/03X-1 on 78U30, while containment 
entry ir> progress, inner door of air lock elevation 130 ft 
would not fully open Caused by failed cam roller on inner 
door operating mechanism Cam roller replaced 
KAPPLE, A W Public Service Electric L Oas Co a# New Jersey 
00/01/25 lp 


0001290240 Forward* «</pp lemental LER 79-052/01X-J 

LlBRUZI.F P Public Service Electric Gas Co of New Jersey 
80/01 /ss j p 


—0001290246 Supplemental LER 79-052/01 X-t on 790009, during rrviow uf 
License Amend 4 re safety analysis. found imposition of 1 2 
inches/minute rate of Mae restriction could produce 
unrev tewed safety question Cause not stated 

KAPPLE, A W Public Service Electric & Gas c » «f New Oorsoy 
□0/01/23 tp 


0001 2903 Q 2 Forwards supplemental LER 79-036/0 1 *d 

LI BR12Z 1 » F P Public Service Electric V Gas Co of New Jet aoy 
□0/01/22 3op 


— O00i29O29Q Supplemental LER 79-036/01 X~1 on 7904 1 0, wh i 1 a In mod* 5 for 
refueling, station notified of apparent deatgm deficiency 
Differential relay for 4 kV vital busps may not meet design 
seismic qualifications Caused not stated 

HAPPLE, A VI Public Service Electric 5 Oas Co of New Jersey 
□0/01/22 Ip 


0001290329 Forwards LER 79-077/03L-0 

LIORIZZI.F P Public Service Electric i, Gaft Co of Maw Jurftey 
EjO/Ot/23 3pp 


— 0001270337 LER 79-077/03L-0 on 79 1 224. 4 wring » tar tup , break ar UA13D 
t r ipp c d. d e- cnorg Ming 4 kV vital bus 1A J. supplied plant 
loads Caused by failure -of components in logic circuit Five 
logic boards l on* relay replaced 

KAPPLE, A U Public Service Electric t< Oas Go of New Jersey 
□0/01/23 tp 


0001390293 Format d* LER 00-001 /03L-0 

LlBRIZZl.F p Pub lu Service Electric I* Oas To of New Jersey 
□0/01/24 3pp 


— G001290303 LER 00-001/031-0 on 000101. ai 1*1 flu* difference determined 
ta be outside tar g a t band Caused by signal output failing 
high Signal isolator was replaced L ailal riuic difference 
monitor mcalibr 

MtlflPNV.h J Public Service Electric 6 Oas Co of New Jersey 
00/01/24 Lp 


0001290312 Forward* l Efl 79-07Q/D3L-0 

LIDRIZZI.F P Public Service Electric U Gas Co af Now Jersey 
80/01/24 3pp 


- 0001290319 LER 79-O70/Q3L-O on 7?1 226 , dur lng startup operation, control 
room operator attempted to start containment Pan coll unit 
In high speed High speed breaker tripped Cauarnd by improper 
closing sequence of two high speed breakers 

KAPPLE, A U Public Service Electric & Gas Co of New Jersey 
00/01/24 lp 


0001290447 Forwards LER 79-074/03L-0 

LIBRIZZKF P Public Service Electric <* Gaft C& of New Jersey 
00/01/24 3fP 


— 0001290461 LER 79-074/03L-0 on 79 1 225* d up t ng startup oper at 1 an *, mill n a 
shift operability test showed auxiliary alarm typewriter 
was not operating properly Caused by foiled compdfionts In 
typewriter logic control Logic control boards replaced 
KAPPLE, A W Public Service Electric t, Gas Co op Now Jersey 
a0/01/24 tp 


U Congresslonat/Executtvc Correspondent h 


0001 140519 Responds to Subcommittee on Energy U Environ request for 
Clarification of 790319 testimony re NRC shutdown of five 
plants deqignnd by 8bU Plants ordered shut down due to use 
of SHDCK-I I Code use unare&ptab Lp under NRC Quldelinos 
DENTON, H R Office of Nuclear RHfictor Regulation 79/11/20 6pp 


^*-□001 140536 Forwards 790419 memorandum re A0LP 1PE, conf trml ng Info 
furnished at 790416 mooting Five bench mark problem 
solutions, published in ENL-NUREG 2124 1-REJ b nNL-NJflC0-2364Q 
utilising present version of ADLPIPE, will be verifkoii 
01 NOWELL, I W Arthur 0 Little, Inc 79/04/19 29pp 

0OO116O5B7 Torwardi response to CD Cal«oyas 790031 b lOlS 1 tr* re 
seismic design calculations, insurance protection L 
radioactive emissions 

OQSSICK.L V Office of t*e Executive Director for Operations 
79/12/06 tp 


GftCH 160597 Responds to 790831 it 1031 Itrs re seismic design 

palcut ations. Insurance protection U radioactive emlsilons 
Correspondents, indemn i ty agreements, nuc 1 ear liability 
insurance policies 8< Info re 1977 plant releasee end 
KNIGHT* J P Assistant Director for Engineering 79/11/00 
300 pp 



DOCKETED ITEMS 


2KE7 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


Ap- p 1 i c a fc i on/cad5 true t lor stages documents l c arrps p ondence 


01110034 ffotlf Jr a t » <m of 791126-27 meeting w/util representative's to 
discuss criteria to be used in evaluation of multiple 
failure of Nonseismic Category I piping Meeting cancelled 
BUCKLEY , 3 C Light Water Reactors Qrarch 1 79/11/15 3pp 


01040290 flpferenen 790E16 1 tr indicating that review of equipment l 

sys uncovered over 150 violations of separation criteria 

Requests plant-wide field audit of installed electric 

equipment l sys to determine con-f orma nc e to criteria 

STDLZj U F Light Water Reactors Branch l 79/11/30 3pp 


01040656 Forwards WCAP-7410L, “Qualification Test of ITT/Darton 
Transm J t ter®, Produc ti on lot 2 “ Application for withholding 
V affidavit enc ] , Propr letary version Withheld {ref 
10CFR2 ?90 )■ 

ANDERSON, T M Antibodies, Inc 79/J2/21 13pp 


□001040603 "Qualification Teat of IfT/Barton T ransn i tters . Produc 1 1 on 
Lot 2," nanpropr i etary version 

LIPCHAK,JB Antibodies, Inc WCAP-74 1QL 79/12/20 65pp 


01160-033 Forward* Revision 1 to branch technical position on 
radiological er/lron monitoring Revised requirements lui 1 1 bo 
1 mplertiervteiJ in licensing review l radiological effluent 
TbcR Spec update No supp] to License application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
Lp 


0001180061 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 17pp 


01110043 Responds to 791017 1 tr re review of Seismic matters h 
emergency operating procedur ea, per ACRS 791004 meet Ing 
Criteria for evaluating effects of Nonsei s ml l Category 1 sys 
failures on plant safety will be submitted in Jan 19110 
VASSALLO, D 0 Division of Project Management 79/12/27 2pp 


0001 1 10 04 7 Requests immediate review of seismic matters l< emergency 
operating procedures. per ACRS 791003 meeting 
FLEISCKAKER, D F I eischaker, 0 S 79/10/19 5pp 


Q10B03E6, Forwards revised info re results of evaluation to detect 

effects of moderate energy lino breads on equipment 

required far safe shutdown Also forwards revised actions to 

be taken, to protect vulnerable equipment 

CRANE, P A Pacific Gas i, Electric Co 79/12/20 9pp 


QI030744 Forwards "Status Rcpt Responding to NURCC-0370 'TMI-2 
Lessons Learned Tail: Force Status Repfc l Short-Term 
Recommendations ' 1 Clar \ f ications " 

LOCKE, R F Pacific Gas t, Electric Co 79/12/31 lp 


0001030751 "Status Kept Responding to NUREQ-0576 'TM1-2 Lessons 
Learned Task Force Rcpt tc Short-Term Rec ommondat i on * 4 l 
Clar i ft rations " 

* Pacific Gas U Electric Co 79/12/31 3*>pp 


0I16O35& Discusses 791227 teicon re access of Chumash Indians to 
portion of site having religious or cultural significance 
Informs of 0001 10 meeting at Santa Barbara Indian Ctr to 
resolve problems 

BALLARD, R L Environmental Projects Branch 1 79/12/31 Ppp 


'OIO7O370 Forwards addl info re Bnviran qualification op reactor 
coolant temp detectors ?< containment pressure transmitters, 

In response to NRC 79110B request Requests notification of 
receipt of info 

CRANE, P A Pacific Gas l Electric Ca 80/01/G2 9pp 


01 1B0 1 36* Notification of 000109 meeting w/utU in DetheetJa,hD to 
discuss MFtC comments on util submittal in response to short- 
term Lnaons Learned Task Force requirements 

BUCKLEY, D C Light Water Reactors Branch | 80/OJ/O7 4pp 


01220037 Requests comments on specific recommendations to NUREG-0660, 
to assist NRC review of ropt & evaluation of cacA 
recommend at ion for applicability to all QL applications 
Comments needed by 790215 

6T0L2.J F Light Water Reactors Branch l BO/Ql/OB 20pp 


0001230242 Summary of 791213 meeting w/utils re Revision 2 to Reg Quidu 
1 97, "Instrumentation for Light Water Cooled Nuclear Power 
Plants to Assess Plant l Environs Conditions During 6 
Following Accident " 

KINTNEfl. L L Operating Reactors Oranch l 60/01/i 1 2tpp 


8001160221 Responds to NRC 791102 ltr re environ qualification of Class 
IE electrical equipment Forwards tabulation of equipment 
located inside containment Info re chemical makeup nf 
qualified environ for continental cable will be supplied 
CRANE, P A Pacific Oas l Electric Co 00/01/14 7pp 


S0OI290255 Forwards addendum tg 791231 rept« "Status Repfc to NRC from 
Util, Responding to NUREG-057Q TMl-2 Lessons Learned Task 
Force Statue Rept 6 Short-Term Recommendations l 
Clarifications " Addendum responds to 000109 questions 
CRANE, P A Pacific Cas K Electric Co 00/01/25 65pp 


8001310357 Forwards response to NRC 7V1005 ltr re implications of 
calculations indicating that containment ovorprussumation 
might occur when auxiliary feedwater flow is induced in 
main steam line break analysis Flow adequately considered 
CRANE, P A Pacific Gas ?< Electric Co 00/01/20 1 I p p 


D NRC Draft/Finol Environments l Statements, euppls t» correspondence 


8001090336 Responds to 791130 request re consultation under Endangered 
Species Act of 1973 Section 7 Operation of util not likely 
to jeopard! ic distance of any threatened or endangored 
species in project area 

HOWARD, G V Cammerc e, Dop t of National Marine Fisheries Botvico 
00/01/02 2pp 


G Adjudicatory correspondence 


0001210033 Discusses facility licensing proceedings, impact nf TMI 
Lossons Learned Task Force recommendations l 79129 meeting 
re emergency planning Forwards NRC modified adjudicatory 
procedures l NURC0-Q625 W/o end 

ENOELHAFIDT. T F Deputy Eiecutivo Legal Director 79/11/27 i 


8001220(89 Request by joint intarverioM to be excused from requli ament 
of filing 20 copies of brief in support of except ions, due f 0 
limited resources Granted by ASLAli tjn 791227 

FLE I SC if AKER* D ri oischak or. D G PHllMPG.J R Centoi for Low in 

the Public Interest 79/12/17 2pp 


6001070441 Onof in opposition to infcorvenor Ban Luis Obispo Mothers 
for Peace 791015 notice of appeal it exceptions to A^LU 
790927 partial initial dec i s t an* Part IV Intervener 791019 
response waived right to participation W/Cert i f i cate of Svt 
STAENDFRG, M R Regulations Division 79/12/10 J9pp 


0001 10031Q Brief in response to intervonor Ban Luis Obispo Mothers for 
Peace brief r e exceptions to Part IV of initial decision on 
security issues Intervonor withdrew from proceeding on 
7901 19 Urges ASLAB to sustain ASLD partial Initial decision 
NORTON, D , FURDUGH.M H , QEHR , A C Pacific Qas l Electric Co 
79/13/10 26 pp 


8001)00320 Order determining that discovery should cover adequacy uf 
security plan in entirety Adnpts listing of A0LAB 770609 
decision ALA3-410 as presentation of various plan 
components Directs parties to roach agrooment re witnesses 
DOWERS, E 8 Atomic Safety and Licensing Board Panel 7//06/17 

2pp 


— 00011003-33 Order denying nit er von o r* ' 770029 motion to qualify LD 
DoNi k * to proceed w/dUcovory Grants 60-day extension for 
interveners to refine contention L produce qualified witness 
pn security issue 

DONERS, E 8 Atomic Safety and Licensing (loard Panel 7//11/03 

2pp 


— B00110033B Order directing ititorvenors to consider whether to proceed 
w/cqn ten fc i on re P0!,C security plan 

B0WER8, E 8 Atomic bafety and Licensing Board Panel 7Q/05/11 
6pp 


B001100344 Order agreeing w/NRC 1 POLE analysis stating that expertise 
has not been established L that no claim of expertise exists 
ro security plan identified tn ALAB-410 Denies intervonor*' 
petition to qualify I) Coney for discovery W/PGLE 770217 Hr 
90WCR3, E 9 Atomic Safety and Licensing Board Panel 70/09/03 
Bjip 


8001100357 Response urging denial of intervonor* petition to qualify D 
Comey for discovery Failed to prove Comey expertise in 
physical security U failed to establish relationship between 
subj of examination l contention* Certificate of Svc end 
TQURTELL07TE, J Hearing Branch 4 70/06/14 iOpp 
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0001040585 Identifies issues of concern re ASL8 791116 order admitting 
Oovernor Drown to participate In proceeding Issues Include 
emergency planning & preparedness & seismic considerations 
Certificate of Svc end 

BROWN, H H California. State of DROWN. H H Hill Christopher & 
Phillips 79/12/19 3pp 


C001 L00351 Order advising of 000123 oral argument in San Francisco. CA 
re intervenor exceptions to security plan issues Related 
matters will be specified in subsequent order 

TOMPKINS. B A Atomic Safety and Licensing Appeal Panel 00/01/02 
IP 


8001130401 Responds to 791030 1 tr requesting L Bicfcuit not to advise 
Commission on institution of proceeding re Handrio 6 Kennedy 
disqualification Hill notify when decision is made Notes re 
791019 meeting will be preserved 

BICKWIT,L Office of the General Counsel 00/01/03 Ip 


6001160441 Order scheduling oral argument on 800123 in 9an Francisco 
Each side given 1-h for orgumont Intervenor Ban Luis Obispo 
Mothers for Peace will be given opportunity for rebuttal 
Mamas of counsel shouls he mailed to ASLAB 

THOMPKINS, B A Atomic Safety and Licensing Appeal F’auel 80/01/04 

lp 


8001140130 Response to Joint Intervenor* request to be relieved from 
Cumm iss ion requirement to file 20 copies of brief Does not 
object Certlvicate of Svc end! 

KETCHEN, E Q Hearing Branch 4 00/01/07 3pp 


8001310312 Notion for continuance of 800123 oral argument. duo to 
Intensity of pretrial preparation 6 counsel time conflict 
Requests postponement of 800129.30 or 31 oral argument 
Certificate of Svc ertcl 

VALENTINE, P C Ban Luis Obispo Mothers for Peace VALENTINE, P C 
Valentine, P C 80/01/04 5pp 


8001160134 Motion for extension until 800220 to respond to Joint 
Sntervonors 791207 bTief supporting exceptions re seismic 
considerations & to respond to State of CA 791207 amicus 
curiae brief Certificate of Svc encl 
KETCHEN, E G Hearing flrqnch 4 80/01/10 6p p 


8001200106 Request by joint interveners that oral argument dti seismic 
Issues be held in San Luis Obispo, CA Holding argument in 
Qethosda.MD will exclude local interested persons whoso 
health 8t safety are directly affected W/Cert 1 f icote of Eve 
FLEI 8CHAKER. D rioisrhaver, D S PHILLIPS,*; R Center for Caw in 
the Public Interest 80/01/10 6pp 


0001290109 Brief in apposition to intervenors brief supporting 
exceptions to A8LB initial decision. Part III Intervenor 
evidence cited in brief is supportive of ASLD findings 
rather than intervenors position W/Corti f icate of Gvc 
NORTON. 8 , FUR BUSH, M K , GEHR, A C Pacific Gas k Electric Co 
80/01/1 i 46pp 


8001300126 Errata to applicant 800111 brief in mapotiso to intervenor* J 
brief* supporting exception* to Part III of initial 
decision Certificate of Svc end 

NORTON, B , FURBU6H, M H , GEHR, A C Pacific Gas it Electric Co 
80/01/15 Spp 


0001240307 Order denying intervenor motion for continuonce of 800123 
oral argument, due to ASLAB previous commitments 
DISHOPiC J Atomic Safety and Licensing Appeal Panel 60/01/16 

2pp 


6001240949 Notice of 800123 oral argument location change Argument will 
take place in US District Courti Courtroom 12, Ban Francisco, 

CA 

DI6HQP.C J Atomic Safety and Licensing Appeal Panel S0/01/L6 
iP 


0001290014 Notice of 800123 oral argument location change Argument will 
take place in UB District Court, Courtroom 12, Ban Francisco, 

CA 

BISHOP, C J Atomic Safety and Licensing Appeal Panel BO/01/16 

If. 


H General correspondence 


8001240319 Forwards info promised during 791123 meeting in Son Luis 
Obi»po,CA re facility emergency preparedness program First 
page of 790B21 ltr to Congressman Lagomarsino end 
BUCKLEY, B C Light Water Reactors Branch l 80/01/10 2pp 


Q Inspection reports. IE Bulletins U correspondence 


800U00546 Forwards IE Insp Rept 50-275/79-19 <m 790917-19 No 
none omp 1 ian.ee noted 

SPENCER. G S Region 5. San Francisco, Reactor Construction U 

engineering Support Branch 79/10/11 2pp 


— 0001100549 IE tnsp Rept 50-275/79-19 on 790917-19 No none omp 1 i anc o 
noted Major areas inspected fire protection mods 
PC1DD5.R T Region 5. San Francisco, Reactor Construction. & 

Engineering Support Branch BISHOP, T U , KLEINSORG. E A Region 

5. San Francisco, Office of the Director 79/10/10 4pp 


8001040001 Forwards IE Insp Re-pt 50-275/79-24 on 791001-31 No 
no n comp 1 lance noted 

CREWS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/11/21 Spp 


—8001040002 IE Insp Rept 50-275/79-24 on 791001-31 No noncoitip 1 janco 
noted Major areas inspected p r e op era 1 1 ana 1 tos t i ng, f i re 
pro tec t Inn, p 1 ant tour, IE chculars followup t< testing in 
progress 

YQUNQ, T Region 5, San Francisco, Office of the Director 

STCRMDERG, D M Region 5. San Francisco, Reactor Operations 

Nuclear Support Branch 79/11/13 4pp 


3001000247 Forwards IE Circular /9-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

ENCELKCN.R H Region 5, San Francisco, Office of the Director 
79/12/20 lp 


8001000090 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HF’C I 6 Automatic Depreseui 1 1 at i on 8yu " No 
specific action or response requested 

ENGCLKEN.R H Region 5. San Francisco. Office of the Director 

79/12/21 ip 


800 1 1 10020 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches 11 No specific action or 
response requested 

ENGELKFN, R H Region b. San Francisco, Office of the Director 

79/12/26 lp 


0001000602 Fo» wards IE Info Notice /9-34, " Inadequate Design of Safety- 

Related Moat Exchangers 11 No action or response required 
ENGELKEN, R H Region 5, San Francisco, Office of the Director 

79/12/27 lp 


000)100095 Forwards IE Info Notice /9-37, "Cracking in Low Pressure 
Turbine Discs ” No response required 

ENGELKEN. R H Region 5. San Francisco, Office of the Director 

79/12/23 lp 


800MS0042 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

ENGELKEN.R H Region 5, San Francisco, Office of tr Director 

79/12/31 lp 


8OO11302&5 Forwards IE Info Notice 79-35. "Control of Maint «< Essentia) 
Equipment ** No response required 

ENGELKEN.R H Region 5. Gan Francisco, Office of the Director 

79/12/31 lp 


0001 100069 Forward* IE Info Notice 80-01. "Fuel Handling Events u No 
specific action or response required 

ENGELKEN.R « Region 9, San Frandtto. Office of the Director 
83/01/34 lp 


8001290070 Forward* IE Circular QO-Ol. "Svc Advice for GE Induction 
Oitt Relays " No response required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
80/01/17 lp 


8031290496 Forward* response to NRC 791005 ltr it IE Bulletin 79-21 re 
temp effect* bn level measurement s Steam generator! have 
three narrow rang# differential pressure transmitters 
employing open column ref legs 

FURBU8H, M H Pacific Gas it Electric Co 00/01/22 30pp 


U Congr ossi onal /Execut i vo Correspondence 


8001130132 Responds to 791019 ltr re NJ Oanile request for info 
concerning nuclear plants in CA Forwards responses to 
questions CA receiving no significant burden of radioactive 
mail from NRC regulated sources 

G063ICK, L, V Office of the Executive Director for Operations 
79/11/15 4pp 
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"GTOHZOlS 7 Foru-srd* NJ Dorde July 1979 request for info re number of 
ftucleir pi art* in CA jjits burial in CA waste leakage into 
LA ralwast# ir Slag rati* t number of Uestinghouse 

plants ir C« Requests rcrient 
<"RAL3 Tl i, /. Senate 75M0M9 5pp 


Cu0ll4O5l3 Arlc receipt of _7 9lllS itr re private meetings between 
ffT Kennedy "1 Mendrie ♦, util concerning facility licensing 
Proceedings currently underway to determine whether Kennedy 
j Hendrie should be disqualified from facility hearing 
HAMPERS'?, C Office of Congressional Affairs 79/11/29 Ip 


GG0116jS 9^ Fcrvard* response *■<> CD Calsoyas 790331 b 1012 Itrs re 
seismic de>ign cal eolations, insurance protection b 
radioactive nmcn. 

CC3SJCK L V Qfr.ce of the Ei»cutw» Director for Operations 
79/'2/G£ Ip 


—CCDl 160 597 Responds to 79C331 b 1031 Itrs re seismc design 
calculation* insurance protection b radioactive emissions 
Carr t sporden: e indemnity agreements. nuc lear liability 
insurance policies *, info re 1977 plant releases end 
HNICHT J p Assistant Director for Engineering 79/11/30 
3u0pp 


P Operating license stage documents b correspondence 


8001040390 Forwards Hov 19 7 9 Revision 1 of branch technical position on 
direct radiation measui emetits re radiological environ 
monitoring program r cqn t emonts Revised stds being 
implemented in CL applicant reviews & Tech Spec update 
OAMHILL. W P Division ot Operating Reactors 79/11/27 J5pp 


&001070276 Forwards NSSS vendor b fuel supplier Itrs re impoct Df 
cladding heating-rate dependent burst temp effects on 
rupture time b strain/blockage Ltrs will help licensees 
respond to IlflC 791109 ltr re rupture strain V flow blockage 
EISENHUT, D 0 Division of Operating ReactdTa 79/11/2 7 *)pp 


0001090219 Forwards summary of 791127 meeting w/util in Oe th onda . ML) ro 
undervol fcago protection 

1PP0LJT0, T A Operating Reactors Branch 3 79/1 1 AM 9pp 


--B0Q1G9Q224 Summary of 791127 meeting w/util in Dethosda.MD ro proposed 
design of second level of undervultago protection for 
s.a f ety-related equipment 

VERRELLI.D N Operating Reactors Drench 3 79/11/29 Ip 


QGCH£0*10 Requests info re facility Forwards four Itrs from CD 
Calsoyas re licensing 
CRASSTDH A Senate 79/10/31 3pp 

SOD 1 160413 Requests estimated radioactive emissions of plants using 
WestinghDuie nuclear reactors Ltr to FERC re seismic 
considerations !r political collusion end 
C ALSO /AS, C D Affiliation Unknown 79/0B'26 2pp 

001160213 Respond* to 750905 ltr to DDE re info requested by Cenpac 
Associates Inc an amount b mineral content of radioactive 
dust to be released by plant Significant amounts of dust 
not generated during plant operation 

79/l2/17 L V 5 ? p° fMC,! ° f m Eiecotlve Director for Operations 


K>E7 50-277 PEACH BOTTOM ATOMIC POWER ST AT I Oil. UNIT 2 
— *" er 9* nc 9 *• fire protection plans 

““J””” ™ evacuation of are,. .round nuclear 

SstlmatJi e^ci ** for re * 3rt, "9 evacuation time 

79/11/29 K 4 pp H * $,5tdflf DirBCt0r * or Engineering *, Projects 

7912,9 °"“ ns t . 
preliminary draft emergency pUn 


Operating Reactors Branch 3 79/12/17 


2pp 


llV?# =SSs»" 

F.S L Philadelphia Electric Co BO/Ol /14 lp 
U Adjudicatory correspondence 

u Ecoi ° 9g 

appropriate territorial scop* is pending ,n eiport licensing 
IT'* J ,kt of the CoiriMsston 79/11/29 

3031500355 Foruards QNUL 79 lii*i u. 

EESTV A " ,,tln ‘ D ‘ rMt0r f " D 0'”“0"« 4 T.cno.u,, 

c«M.»„n*ritrwp>“^j“ijij! n j r j[" ” , 7 ! ioi7, i is i *■ i22, » 

A requirement, Requests descriotian 1* * If k Forcfi C * tB 9 °ry 

Sara** "”‘ hos * u,,< ,or 

0N ' HR R.a.t.r Bl , ulitl0 n BO/OI/oa ^ 

—0001310192 Order directmo „r,i * 

^re. categoty A requirL^ti, 1? ? j tI!% L f^° ns Lea ^ed Task 

X'oi 

“ M " — •.«>.*» B0/01 / 0a 4pp 


0001020134 Notification of 791214 meeting ui/util in Dothesda.MD lu 
discuss valve monitoring program 

VERRELLI i D M Operating Reactors Branch 3 79/12/10 2pp 

BOO l OB 0269 Forward* request for addl info ro hiatory of lous oP offuitn 
power events to complete review of offsite power sus 
adequacy 

IPPOLITQ.T A Operating Reactors Branch 3 79/12/13 3pp 

0O b^Ik 3 mr^ dVi ! i%I hak 5 uiIeUn & Orders Task Force has approvoci smalt 
break LOCA guidelines for operating plants Provides schedule 
Of util* to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENHUT, D G Division of Operating Reactors 79/12/17 I2pp 

0OG1°4°4BO Responds to NRC 791030 ltr re adequacy of electric 
distribution sys voltage Voltage at saPety loads within 
limits specified Forwards analyse re offsite power sources 
°L^ na " detection fc isolation logic 
OALTRDFF. S L Philadelphia Electric Co 79/12/31 I7pp 

9001040494 rorwards design review studies re short-tarm TM 1 L»o«nn* 
earned Ta*k Force requirements Proposes mods to plant sus 

xra/arasjj; “J 

i“r.‘lSn accpt.d.tng c . nt | nu „u 

rPPDLITO. T A Operating Reactors Drench 3 GO/01/0? hjjp 

formulating approved ECCS model y 

DALTROPF, S L Mll.d.lfhl, El.ttrlc Cu q tt /0,/ 0 A 3pp 



□RADLEY, E j Philadelphia Electric Co BO/Ol /14 i p 

« isj t0 cor ’ 

operations Certificate of Svc encl ^fueling 

DALTROFF.S L Ph i 1 ade 1 oh i * n l , 

rnnaoelphia Electric Co 80/01/14 e PP 

B001170491^R.WseD P ; , ; . 47 ,32 , 32 ., , 3 , { „ 3f . w B „ ^ 

Philadelphia Electric Co 0O/Ol/i4 i 2 pp 
L!g! ^- W > ,rtl ' IE °"‘» .U ns t, correspondence 

S0 ~°u:^r;2;.r ste Paclasins «»■» «•»* 77- 03A „ W10I7 . IB N „ 

SUTHERLAND. J T Reointi D t „ 

Safety Branch 79/ll/is S^Atl.nU, Fuel F.cllltg t, Mut.ri.U 
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— 9001040234 Waste Packaging Insp Ropt 79-03A on 791017-16 No 

none omp 1 i anc e noted Major areas inspected compliance w/DOT 6 

NRC regulations re shipping paper requirements* DDT placard 

requiroraents, radiation levels & removable contamination 

POTTER, J P Region 2, Atlanta, Fuel Facility U Matenale Safety 

Dranch 79/11/13 4pp 


6001030104 Forwards IE Insp Repts 50-277/79-22 «* 50-373/79-24 Dm 
790917-21 No noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/11/16 2pp 


--800L030110 IE Insp Repts 50-277/79-22 & 50-270/79-24 on 790917-31 No 
noncompliance noted Major areas inspected surveillance of 
pipe support (< restraint sys preparation for refueling *< 
refueling activity 

FOLEY, T , SMITH, T H Region 1, Philadelphia, Office of the 

Director CAPMTON, l) L Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/11/09 1 i p p 


8001070262 Ac k receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-ID & 

50-270/ 79-20 

□RUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/11/29 lp 


--8001070266 Forwards IC Insp Repts 50-277/77-10 & 50-278/79-20 on 
790701-31 notice of violation Details withheld 
(ref 10CFR2 7901 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Dranch 79/10/12 2pp 


— 8001070270 Notice of violation from insp on 790701-31 Details Withheld 
(ref 10CFR2 790) 

» Region I, Philadelphia, Office of the Director 79/10/02 

IP 


--0OO1O7O274 IE Insp Repts SO 2/7/79-10 f< 50-270/79-20 on 790701-31 
Noncompliance noted physical security barrier control 
Portions withheld (ref 10CrR2 790) 

QREENMAN, E 6 Region I, Philadelphia, Office of the Director 

MCCABE, C C Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/10/02 0pp 


8001240360 Responds to IE Bulletin 79-25 re failures of Wes t l nghouse 
□FD relays in sa f ety-r ela ted sys Util does not use DH)/NOFO 
relays identified In bulletin 

DALTRDFF , S L Philadelphia Electric Co 77/12/13 Ip 


0001250423 Ack receipt of 791114 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-277/79-17 & 

50-270/79-19 

MARTIN, WO Region 1, Philadelphia. Sofaguards Branch 79/12/13 

lp 


— 8001250426 Forwards IE Insp Repts 50-277/77-17 Sr 50-270/79-19 on 
790027-31 V 0904-07 Notice of violation withheld (ref 
I0CFR2 790) 

MARTIN, W 0 Region I, Philadelphia, Safeguards Branch 

79/10/25 2pp 


— 8001250429 IE Insp Repts 50-277/79-17 U 50-27B/79-19 on 790027-31 J, 
0904-07 Noncqmp 1 lane e note CAS alarm display Failiid to meet 
Interim Federal Spec W-A-00450-0 Details withheld 
Cref 10CFR2 790) 

DEVLIN, J W Region 1, Philadelphia, Safeguards Branch 

MADDEN, W , JONES, E W Region 1, Philadelphia, Office of the 
Director 79/10/23 lp 


6001240214 Responds to IE Bulletin 79-26, "Boron Loss from BUR Control 
Blades " No control blades exceed 347, BIO depletion No 
blades ore expected to exceed 347, BIO depletion during 
remainder of current operating cycles 

DALTROFFiS L Philadelphia Electric Co 79/12/17 5pp 


8001000192 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 

79/12/20 lp 


—QOO 1240370 Forwards Insp Repts 50-277/79-23 U 50-270/79-25 on 790901-30 
t, notice of violation 

DALTROFF, S L Region Ij Philadelphia, Reactor Operations 

Nuclear Support Branch 79/11/14 2pp 


—6001240372 Notice of violation From insp on 790901-30 

» Region 1, Philadelphia, Office Df the Director 79/11/09 

2pp 


—8001240375 IE Insp Repts 50-277/79-23 & S0-27B/79-25 on 790901-30 
Noncomp l lance no-tod failure to adhere to radiation work 
permit requirements 

MCCABE, E C Region 1, Philadelphia, Reactor Operations NucIeot 

Support Branch GREENMAN, E G Region l, Ph i l ade 1 p h 1 a , Office of 

the Director 79/11/09 ISpp 


9001240366 Responds to IE Bulletin 79-14, "Seismic Analysis for As- 
Built Safety-Related Piping Sys ■' Unit 3 safety-related 
piping has been inspected !, measured One nonconformance was 
identified N resolved 

DALTRDFF, S L Philadelphia Electric Co 79/12/20 2pp 


8001070145 Forwards IE Info Notice 79-32, "Separation of Electrical. 
Cables for HPCI & Automatic Depressurization Sys " No 
specific action or response requested 

GRIER. B H Region 1, Philadelphia, Office of the Director 

79/12/21 lp 


SOOit 10199 Forwords IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Matches " No specific action or 
response requested 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/21 Ip 


90010B0661 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers “ No action or response required 
GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/27 lp 


8001040549 Responds to IE Circular 79-21, "Prevention of Unplanned 
Releases of Radioactivity " Identifies potential pathways 
for unplanned release of radioactivity ?< corrective action 
to prevent unplanned release 

DALTROrF, 6 L Boston Edison Co 79/12/31 5pp 


6001140541 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, B H Region 1, Ph 1 1 a d e 1 ph 1 a , Office of the Director 

79/12/31 lp 


6001150103 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific acfclun or 
response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/31 lp 


6001130212 Forwards IE Info Notice 79-35. "Control of Mainfc t Essential 
Equipment " No response required 

GRIER, B H Region l, Philadelphia, Dffice of the Director 

79/12/31 Lp 


GO0I13O215 forwards IE Info Notice BO-OI, "Tuel Handling Events " No 
specific action or response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
60/01/04 ip 


600)200492 Forwards IE Bulletin 00-01, "Operability of Automatic 
Dapr essuri ration Sys Valve Pneumatic Supply " Action 
requi red 

GRIER, B H Region 1, Ph 1 1 a d e I ph i a, Office of the Director 

□O/0L/14 lp 


9001290392 Forwards IE Bulletin 79-01B, "Environ Qualification of Class 
IE Equipment" w/afctaeh merits Action required 

GRIER, □ H Region 1, Philadelphia, Office of the Diiector 
60/01/14 Ip 


8001290201 Forwards TE Circular 00-01, f, Svc Advice fur BE Induction 
Disc Relays “ No response required 

GRIER, B H Region 1, Philadelphia, Office of the Dirertor 
00/01/17 lp 


8001240357 Ack receipt of 791204 ItT informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-23 & 
50-270/79-25 

DRUNNERrE J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Dranch 79/12/20 lp 


— 0001240364 Responds to NRC 791114 Ur re violations noted in IE Insp 
Repts 30-277/79-23 U 30-270/79-23 Corrective actions 
Individuals instructed to adhere to radiation work permit 
requirements & procedures 

DALTRDFF, S L Philadelphia Electric Co 79/13/04 3pp 


R Periodic operating reports it related correspondence 


8001150523 Forward! monthly operating repts For Dec 1979 
COONEY, M J Philadelphia Electric Co 00/01/10 lp 


— B00U50527 Monthly operating repts for Dec 1979 

ALDEN, W M Philadelphia Electric Co 00/01/10 9pp 
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0OQ122O2QO Forward! ’MantMy Rapt 76 for Oct 1979* Thermal b 
Radiological Monitoring Program* ” 

WlLLSEY.W B Philadelphia Electric Co 60/01/10 ip 

— >000 1220-28 4 "Monthly Kept 76 for Oct 1979. Thermal & Radiological 
Monitoring Programs “ 

* Philadelphia Electric Co 79/10/30 10pp 


S Reportable occurrences* LER* b related correspondence 


0001170417 Update to RO 2-79-52/lP on 791205. d i scovered low safety 
factor for concrete expansion bolts Engineering analysis 
indicates stress in concrete bloet wall outer fibers will 
not exceed design allowable values for DBF 
ULLRICH. U T Philadelphia Electric Co 79/12/06 2pp 


0001140403 Forwards tER 79-053/01T-0 

COONEY* K J Philadelphia Electric Co 79/12/21 2pp 


“**0001310192 Order directing util to implement Lessons Learned Task 
Farce Categoty A requirements, except Item 2 1 7 a, by 000131 
Justified equipment delays will extend imp lemontatian date 
to 800601 

DENTON* M R Office of Nuclear Reactor Regulation 00/01/03 4pp 


P Operating license stage documents ft correspondence 


BOO l 04 0390 Forwards Nov 1979 Revision i of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews 6 Tech Bpet update 
GAMM1LL.W P Division of Operating Reactors 79/11/27 3Dpp 


B001 070276 Forwards N8S5 vendor b fuel supplier itrs re impact of 
claddLng heatmg~ra to dependent burst temp effects on 
rupture time U strain/b lockage Ltr a will help licensees 
respond to NRG 791109 ltr ro rupture stiain & flow blockage 
ElSENHUT.D G Division oF Operating Reactors 79/11/27 3pp 


— 8Q0114040B LER 79-053/017-0 on 79i2Q7. jumper, instal J ed to restore 
manual operation to recirculation sys sample isolation valve 
that failed to open. was found to inhibit automatic 
isolation Caused by technical personnel error 
COONEY* M J Philadelphia Electric Co 79/12/21 lp 


3001310259 LER 79-054/03L-0 on 791213* four channel B logic steam line 
temp monitors were indicating low Caused by power supply 
inability to provide sufficient output voltage Power supply 
replaced b monitors returned to sve after testing 
• Philadelphia Electric Co BO/OI/U lp 


8001290363 Forwards LER 80-001 /01T-0 

COCINEY.H J Philadelphia Electric Co 80/0i/17 3pp 


--B001290573 LER 80-001/01T-0 on 000103* w/Uni t 2 at power b drywell b»ing 
demerted in preparation for planned outage, drywell 
ventilation isolation valve* AO-2521A b A0-2521B discovered 
fully open Causjed by lack of procedural control 
COONEY, h J Philadelphia Electric Co 00/01/17 Ip 


V Operator Eramination* 


8001040735 Responds to 791120 ltr requesting postponement of annual 
written examinations b oral tests from 791130 to B0013I 
Postponement approved 

COLLINS. P F Operator Licensing Branch 79/12/19 lp 


DOCKET 50-270 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 
F Security, medical* emergency b fire protection plans 


BQOIMGQ 54 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

K „ Ai<lstant Director for Engineering b Project* 

' M l I /*7 4pp 


ao r"r" , r ,, '*“°i “L 7912 ” •«»«» in D.t.„ i *,hD t. 

discuss preliminary draft emergency plan 

CLARK. R J Operating Reactors Branch 3 79/12/17 2pp 


J?” Forwards emergency plan, Draft 4*per NRC 791010 request 
Additions 4, revisions will continue to be made as more info 
"“‘S' «■" pliable in Central Files only 
DALTRAFF* S L Philadelphia Electric Co BO/Oi/14 Ip 


0 Adjudicatory correspondence 


1 6co, °" 

*P*ropri.l. t.rrttori.l .cop. I, p.nOIr, in ..port Uc.n.ini 
CHILX.S J 

2pp 


Office of th e Secretary of the CommUiUn 79/11/29 


Wia/Sl 8 "^., A,sl, ‘ in * for Op.r.ttons i, I.chnolojl, 


w iiv 1 »» 

A requirements Resuest* * g !? Sh Forc * Category 

sara* 1 i: F : : i u,,d F " 

Office of Nuclear Reactor Regulation 00/01/02 2pp 


0001090219 Forwards summary of 791127 meeting w/util in Dothosrfa. Ml) re 
undervo) togo protection 

IPPQLITO.T A Operating Reactors Branch 3 79/11/29 9pp 


— 0001090224 Summary of 791127 meeting w/util in Be the sd o, Ml) re proposed 
design of second level of undervcl tage protection for 
safety-related equipment 

VERRELLI.D M Operating Reactors Branch 3 79/11/29 ip 


6001020134 Notification of 791214 meeting w/util in Bothssda, Ml) to 
discus* valve monitoring program 

VERRELLI.D M Operating Reactors Branch 3 79/12/10 SJpp 


80010B026B Forward*, request for addl info re history of loss of offsite 
power events to complete review af offsite power sys 
adequacy 

IPPQLITO.T A Operating Reactors Branch 3 /9/12/13 3pp 


0001070362 Advises that Bulletin it Orders Task Force ban approved small 
break LQCA guidelines for operating plants Provides schedule 
of utils to bo audited to assure successful incorporation of 
revised procedures Audit plan and 

EI3ENHUT.D 0 Division of Operating Reactors 79/13/17 t?pp 


0OO1O4O4SO Respond* to NRC 791030 ltr re adequacy of electric 
distribution sys voltage Voltage at safety loads within 
limits specified Forwards analysis re offsite power sources 
b description of voltage detection K isolation logic 
DALTRDFF*BL Philadelphia Eluctric Co 79/12/31 17pp 


0001040494 Forwards design review studios re short-term TNI Lessons 
Learned Task Force requirements Proposes mods to plant sys 
Nine overiim table* b two oversiie diagrams end 
DALTROFF* 8 L Philadelphia Electric Co R0/0I/G2 3Dpp 


0001210291 Forwards request for add 1 info re containment purge syu f. 
containment venting sys Review of responses to NRC 790927 h 
1022 itrs will determine acceptability of continued interim 
operat i on 

IPPQLITO.T A Operating reactor* Branch 3 00/01/02 4pp 


8001090354 Responds to NRC 791209 b 27 requests for review of info re 
new NRC fuel cladding strain b fuel assembly flow blockage 
models NRC test datA consistent u/dota used by CE in 
formulating approved ECCB model 

DALTROFF. S L Philadelphia Electric Co 80/01/04 3pp 


BQOJ 170422 Forward* application to amend OL re Tech Spot* re leting to 
coremonitoring* core flooding «. cooling sye operability 
requirements for assuring safe conduct of refueling 
operations Fee onrl 

BRADLEY. E J Philadelphia Electric Co BO/Oi/14 ip 


—6001170424 Application to amend OL re Tech Spec* relating 
moni tor ing. core flooding b cooling sys operability 
requirements for enuring safe conduct of refuelino 
operations Certificate of 9vc oncl 

DALTROFF. S L Philadelphia Electric Co 80/01/14 Qpp 


to core 


T..L a -T*. »*»«. IJS.1 1 JTl JOS. didUfl. 23 

’’f core moni toring, core flooding b cooling sys 
Dperability requirements for assuring safe conduct of 
refueling operations 

* Philadelphia Electric Co 80/01/14 I2pp 
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Q Jntpecfcion -reports. IE Bulletins U correspondence 


BO&124OI0O Forward® 790602-11 preservice insp rapt summariiing 
•laminations performed on circumferential pipe welds 
following installation of new check valve 
tOOrtEY.M J Philadelphia Electric Co 79/09/17 lpp 


8001040103 Forward* Waste Packaging Insp Rept 79-Q3A on 79LQ17-18 No 
nanc omp 1 1 anc e noted 

SUTHERLAND i J T Region 2, Atlanta, Fuel Facility $< Material® 

Safety Branch 79/11/15 3pp 


— 8QQ1040224 Waste Packaging* Insp Ropt 79-03A on 791017-18 No 
nencompl iance noted Major area* inspected compliance ui/DQT U 
NRC regulations re shipping paper requirements* DOT placard 
requirements, radiation levels L removable contamination 
POTTER. J P Region 2. Atlanta. Fuel Facility & Materials Safety 

Branch 79/11/13 4pp 


0001030104 Forwards IE Insp Repfcs 50-277/79-22 l 50-276/79-24 on 
790917-21 No noncompliance noted 

BRUNNER. E >| Region 1. Philadelphia- Reactor Operation* Nuclear 

Support Branch 79/11/16 2pp 


--*3001030110 IE Insp Repts 90-277 /79'-22 6 30-278/79-24 on 790917-21 No 
noncompllancB noted Major areas inspected surveillance of 
pipe support restraint syq preparation for refueling & 
refueling activity 

FOLEY* T * SMITH* T H Region 1. Philadelphia, Office of tha 
Director CAPHTON, D L Region 1* Philadelphia, Reactor 

Operations Nuclear Support Branch 79/11/0? Ilpp 


9001070262 Ack receipt of 791101 ltr informing NRC of steps taken to 
correct violations noted in IC Insp Repts 50-277/79-13 tt 
50-278/79-20 

BRUNNER, E J Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch 79/11/2? Ip 


—9001070266 Forwards IE Insp Rept* 50-277/79- IB fc 50-278/79-20 on 
790701-31 & notice of violation Details withheld 
< ref 10CFR2 790) 

BRUNNER. E J Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/10/12 2pp 


— 0001070270 Notice of violation Prom insp on 790701-31 , Dots I 1 * withheld 
(ref 10CFR2 790) 

* Region t, Philadelphia, Office of the Director 79/10/02 

IP 


— 000 1070274 IE Insp Repts 50-277/79-18 6 50-276/79-20 on 790701-31 
Noncamplianee noted physical security barrier control 
Portion* withheld <ref 10CFR2 790) 

OREENMANiE G Region 1, Philadelphia, Office of the Director 
MCOADErE C Region I, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/10/02 8pp 


BOO 13 1 0093 Forwards IE Insp Rept 50-270/79-29 on 791016*19 No 
none qmpl lance noted 

CA RLQON. R T Region i. Philadelphia, Reactor Construction U 

Engineering Support Branch 79/12/12 2pp 


-*8001310097 IE Insp Rept 50-278/79-29 on 791016-19 Nd noncomp 1 i anca 
noted Major areas inspected inaervice insp program & related 
nondestructive examination activities 

JERNIGAN.E P Region 1, Philadelphia, Office of the Director 
TRIPP, L E Region 1, Philadelphia, Reactor Construction U 

Engineering Support Branch 79/12/12 Bpp 


600 L 2403 00 Responds to IE Bulletin 79-23 re failures of Westlnghouse 
EFD relays in safety-related *y* Util does not usa BFD/N9FD 
relays identified in bulletin 

DALTH0FF.8 |_ Philadelphia Electric Co 79/12/13 ip 


8001290423 Ack receipt of 791114 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-277/79-17 «< 

50-279/79-19 

MARTIN, W G Region I, Philadelphia. Safeguards Branch 79/12/13 

Ip 


■6001250426 Forwards IE Insp Rept* 50-277/79-17 «, 90-273/79-19 on 
790B27-31 * 0904-07 Notice of violation withheld <ref 
1GCFR2 790) 

MARTIN, W G Region 1, Philadelphia, Safeguard* Branch 

79/10/29 2pp 


— 8001250429 IE Insp Rept* 50-277/79-17 U 50-278/79-19 on 790927-31 6 
0904-07 Non c omp l ianc e note CAS alarm display failed to meet 
Interim Federal Spec W-A-00450-P Detail* withheld 
Cref 10CFR2 790) 

DEVLIN, J W Region ! , Philadelphia, Safeguard* Branch 

MADDEN, W , JDNE8, E W Region 1. Philadelphia. Office of the 
Director 79/10/23 ip 


8001240214 Responds to IE Bulletin 79-S6, "Boron Loss from DWR Control 
Blades " No control blades eiceeri 34V, DIO depletion No 
blades are eipect^d to eiceed 34/ BIO depletion during 
remainder of current operating cycles 

DALTROFF. 5 L Philadelphia Electric Co 79/12/17 5pp 


0001080192 Forwards IE Circular 79-29> "Shock Arrestor Strut Assembly 
Interference ,J No written response required 

CRIER, 0 H Region I, Philadelphia, Office o F the Director 
79/12/20 lp 


0001 240357 Ack receipt of 791204 ltr informing NRC of steps taken to 
correct violation* noted in IE insp Repts 50-277/79-23 L 
50-270/79-25 

BRUNNER, 6 J Region 1. Philadelphia, Reactor Operations Nuclear 

Support Dranth 79/12/20 lp 


— 8001240364 Responds to NRC 79SL14 ltr re violations noted in tE Insp 
Repts 50-277/79-23 l< 50-27G//9-25 Corrective actions 
individual* instructed to adhere to radiation work permit 
requirements U procedures 

DALTROFF, B L Ph i lad elph la Elec trie Co 79/12/04 3pp 


— B0Q124O37O Forward* Insp Rept* S0-277/79-23 h 50-270/79-25 tin 790901-30 
8, notice of violation 

DALTROTF . 6 L Region 1 , Philadelphia, Reactor Operations 

Nuclear Support Branch 79/11/14 2pp 


— 0001240372 Notice of violation from insp on 790901-30 

* Region I, Philadelphia, office of the Director 79/11/0? 

2pp 


—0001240375 JE Insp Repts 30-277/79-23 N 30-278/79-25 on 790901-30 
Noncomp Uance noted failure to adhere to radiation work 
permit requirements 

MCCADE, E C Region 1, Philadelphia, Reactor Operations Nuclear 

Support Uranch GREENMAN. E 0 Region 1, Philadelphia, Office of 
the Director 79/11/09 12pp 


0001240364 Responds to IE Bulletin 79-14, ’"Seismic Analysis for A«- 
Built Safety-Related Piping 9ym " Unit 3 safety-related 
piping has been inspected 6 measured One nonconformance was 
identified & resolved 

DALTROFF, QL Philadelphia Electric Co 79/12/20 2pp 


00010701 45 Forwards IE Info Notice 79-32. "Hepar afcion of Electrical 
Cables for HPCI 1 Automatic Depres *ur i lotion 3y a 11 No 
specific action or response requested 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/12/21 ip 


0001 1 JO 1 99 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, 0 H Region I, Philadelphia, Office of the Director 
79/12/21 lp 


800 10 0966 I Forwards IE Info Notice 79-34, “Inadequate Design of Safety- 
Related Heat Exchangers "■ No action or response required 
DRIER, Q H Region 1. Philadelphia. Office of the Director 
79/12/27 lp 


6001040549 Respond* to IE Circular 79-21, "Prevention of Unplanned 
Releases af Radioactivity " Identifies potential pathways 
for unplanned T*)ea*e of radioactivity & corrective action 
to prevent unplanned release 

DALTROFF, S L Boston Edison Co 79/12/31 3pp 


8001140341 Forward* IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs 11 No response required 

GRIER, B H Region l, Philadelphia, Office of th* Director 
79/12/31 lp 


G001150103 Forward* IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER. B H Region 1, Philadelphia, Office of the Director 

79/12/31 Ip 


9001 150212 Feruacdt IE Info Notice 79-33, “Control of Maint & Essential 
Equipment n No response required 

OR IER, D H Region 1. Philadelphia, Office of the Director 
79/12/31 tp 


72 


DOCKETED ITEMS 


fl 00 L 1 502 1 & Forwardi IE Info Notice 0Q-O1, ‘Fuel Handling Events " No 
specific action or response required 

OHICIMJ H Heijion 1. Philadelphia, Office of the Director 
8Q/01/04 Ip 


8001370375 Forwards- project status summary re Amends 33 & 54 to QL«< 
reqmr i n j *fac i 1 i by mods for fire protection, & design 
descriptions of four mods Final installation of modified 
breath Ing air filling station util be completed by Apr 1980 
STALLINGS, C M Virginia Electric fc Power Co 80/01/14 7pp 


8001200492 Forwards IE Bulletin GO-01, 11 Op erab 1 1 1 ty of Automatic 
Depressor i tat loti Sys Valve Pneumatic Supply " Action 
requ ired 

G/irEW,B H Region 3, Ph, j 1 ad d 1 p h la. Office of the Director 

BO/Ol/14 Ip 


8001290392 f oruards IE Bulletin 79-019, "Environ Oualihcation of Class 
IE Equipment w/a t t achmon t s Action required 

GRIER, D H Region I, Philadelphia, Office of the Director 

80/01/14 ]p 


B00129020I Foiwards IE Circular GO-Oli "Svc Advice for <5E Induction 
Disc Relays " No response required 

GRIER. U H Region 1, Philadelphia, Office of the Director 

00/01/17 Ip 


R Periodic operating reports fc related correspondence 


8001150523 Forwards monthly operating repts for Dec 19/9 
COONEY, M J Philadelphia Electric Co £20/01/ lO Lp 


■8001190527 Monthly operating repts for Dec |979 

ALDEN.W M Philadelphia Electric Co 80/01/10 9pp 


H Qenoral correspondence 


8001290594 Endorses fc supports comments made in NRC 791116 Itr re 
importance of high quality mg t performance for utils w/ power 
reactor CL Uniformity in regulatory performance should be 
pursued 

RAGONE, 5 Virginia Electric fc Power Co /9/12/03 lp 


0001030654 Notifies that onsite pfe space for resident inspectors 
till 1 £ be expanded to 600 square ft by B00301 Appropi late util 
fc c ammun i c a fc 1 one facilities will be provided 

STALLINGS, C H Virginia Electric fc Pouter Co 79/12/28 lp 


6001080537 Suggests that correspondence be sent directly to station 
managers at plants to facilitate timely response to 
concerns Provides names fc addresses of appropriate 
p srsannel 

PROFFITT, W L Virginia Electric fc Power Co 80/01/04 ip 


D00J290515 Forwards organisation chart effective B0020 1 , re f 1 oc 1 1 nq 
assignment of JH Ferguson as Executive Vice President - 
Power, respon s i b l e for executive mgfc of operations, 
engineering fc const 

BAUM, C A Virginia Electric fc Power Co 00/01/24 lp 


0OQI22GP-OO Forwards ‘'Monthly Ropt 76 for Oct iV79, T h erroa 1 fc 
Radiol eg i cal Mcmtoring Programs " 

RlLLf>EY,W 0 Philadelphia Electric Co 00/01 /1G lp 


(1001220284 "Monthly Ropt 76 for Oct 1979, Thermal fc Radiological 
Monitoring Programs ' 

* Philadelphia Electric Co 79/1Q/30 10pp 


— 8001290521 Organltation chart reflecting assignment Df JH Fergu&un as 
Executive Vice President — Pcnu® r , r c s p ens i b l e for executive 
mg t of operati onB. eng Lneer i ng fc const 
* Virginia Electric fc Power Co £30/02/01 lp 


J Insurance fc indemnity information 


8 Reportable occurrences, LFRs fc related correspondence 


EJ001D20I41 Update to R03-79-39/lp on 79L 130, a M 1 ys i s of hangers inside 
primary containment issae i-aled w/cantrol rod drive piping 
lines indicated one member of each of eight hangers would be 
over str ess ed during DDE 

ULLRICH, W T Philadelphia Electric Co 79/ 12/04 2p p 


8001170917 Update to RO 2-79-52/ IP on 791 P05, dl » covered lew safety 
factor for concrete expansion bolts t rig i neer qoq analysis 
indicates stress in concrete block wall outer fibers will 
not exceed design allowable values for DDE 
ULLRICH, W T Philadelphia Electric Co 79/12/05 2pp 


8001150652 LER 79-040/0DL -0 on /9l 206, dur ing rout inn testing, care C 
spray pump discharge pressure switch P53-14-44C found to be 
9 0 psig above Tech Spec limit* Caused by setpoint drift 
Switch was re t a i l br« tes t cd fc ruturnod to svc 
COONEY, H J Philadelphia Electric Co 00/01/03 ip 


8001100451 LER 79-02I/03X-1 on /VOilO. dur i ng surveillance testing, mam 
steam sample lire inboard isolation valve faiLcd to clnsu 
Probably caused by valve packing binding or s-oLencJd valve * 
sticking while valve was at high temp 
COONEY, M J PbiUdalpli la CLecfcrU Co BO/OJ/04 Ip 


8001 16039 5 LER 79-04 l /03S -0 on 791210, while shut down for maint, 
feedwater flush valve M03-S-3RA failed to close during GT 
1 3 i Caused by tmpropci operation of limit switch Ewitch 
cleaned 6 adjuuted 

CCDNEYiM J Pfi l i ado Iph id Electric Co 00/01/Q9 Ip 


9 Operator Examinations 


8001040733 Responds to 79IJ20 Itr requesting pos tp onpinent of annual 
written ex ami rat ions fc oral tests from 791130 to 800131 
Postponement approved 

C0LLIN5, P T Operator Licensing Dranch 79/12/19 lp 


DOCKET 30-280 SURRY POWER STATION, OMIT 1 


F Security, medical, emergency fc fire protection plan* 


8001140034 Request* estimates re evacuation of areas around nuclear 
power reactor* Format For reporting evacuation time 
estimates end 

GRIMES, 0 K Assistant Director for Engineering fc Projects 
79/11/29 4pp 


8001 160363 Forward* Endorsements S3 fc 26 to NEL1A Policies NF-106 fc 
NF-240. respectively 

ANDREWS, C L Harsh fc McLennan, Inc , M fc M Nuclear Consul tan ts, Inc 
Div 00/Oi/U 3pp 


8001220476 Forwards endorsement 4 to NELIA Excess Binder ED-63 fc 
Endorsement 3 to NEHA Excess Binders EH-27 fc CQ *2B 
ANDREWS, C L Marsh fc McLennan, Inc , N fc N Nuclear Consu 1 tants, I nc 
Div 80/01/17 4pp 


P Operating license- stage documents fc correspondence 


8001070160 Clarifies Tech Specs ro RP 1 sys at West i nghouse PWRs Plants 
w/Tech Specs written in terms off 15-lnch misalignment should 
be considering 12-step instrument inaccuracy uhon monitoring 
rod position 

SCHWENCERiA Operating Reactor* Branch 1 79/10/29 3pp 


— -800IQ70I63 Tech Epees 3 1 3 1 fc 3 1 3 2 for reactivity contra) syo 
* Virginia Electric fc Powot Co 79/10/29 4pp 


□001030477 Concurs w/util 790913 request to increase surveillance 
period for HEPA filters Surveillance changed from monthly 
to quarterly 

SCIfWENCER, A Operating Reactor* Branch 1 79/11/19 2pp 


0001040390 Forward* Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological envn on 
monitoring program requirements Revised stds being 
implemented in QL applicant reviews fc Tech Spec update 
GANHILL, HP Division of Operating Reactors 79/11/27 35pp 


B00I070276 Forward® NSS8 vendor fc fual supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture tin* fc strain/blockage Ltrs uri 1 1 help licensees 
respond tu NRC 791109 J tr to rupture strain fc flow blockage 
EISENKUT, n G Division. of Operating Reactors 79/11/27 3pp 


8001080227 Approve* request that info re BHOCK-1,2 fc 3, PSTRESB fc 
NUPIPE-SM, submitted 790322 fc 0406, bo withheld fTom public 
disclosure tref 10CFR2 790) 

SCHWENCER, A Operating Reactor* Branch 1 79/12/06 5pp 


GOO 1070362 Advises that Bulletin fc Orders Task Force has approved small 
break LOG A guidelines for operating plants Provides schedule 
of util* to be audited to assure successful incorporation of 
revised procedure* Audit plan end 

riBENHUT.D G Division af Operating Reactors 79/12/17 12pp 
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0001020603 Notifies that info requested at 791217 meeting w/NRC wi 11 be 
provided upon completion of analysis of current Hast inghouse 
studies re turbine missilo probability & turbine missila 
energy 

STALLINGS, C M Virginia Electric 6 Pouer Co 79/12/25 Ip 


8001240143 Forwards IE Info Notice 79 33. "Improper Closer 
Containment Equipment Access Hatches "■ No action or ro*P 

tTREILLY. J P Region 2, Atlanta. DfPico of Direct 

79/12/21 2pp 


e o 

OllS 

or 


f 


Primers 


8001040555 Advises that steam generator replacement will be considered 
complete on 791231 for purpose of progress reporting 
requirements Final rept to be issued by 80022? 

STALL1NP9.C M Virginia Electric 6 Power Co QO/01/02 ip 


8001030842 Responds to IE Bulletin 70-12- "Atyp 
Reactor Pressure Vessel Wolds " Generic rapt 
WesfcinghDiise on 791029 West J ng h ous o inventor! 
surveillance weldment matl for verification 
STALL I NOB. C li Virginia Electric t> Power Co 


icdl Wuld Mntl in 
forwarded by 
od archive 

7V/|,»/2A Upf 


8001100490 Forwards "Steam 
for Qct-Nnv 1979 
STALLINGS* C M Virginia 


Generator Repair Program. Fr ogres s Wept 5” 
Electric & Power Co 90/01/07 lp 


6001030829 Notifies that all accessible we 1 A a i 
water sy* visually inspected during Nov 19/9* 
to IE Bulletin 79-17 

STALLINGS. C H Virginia Electric fc Power Cn 


n stagnant bora ted 
in renponoe 

79/1*2/1?/ Ppp 


— 0001100494 "Steam Generator Repair Program. Progress Rept 5" Fdt 
Q c t -Nov 1979 

» Virginia Electric A Power Co 79/11/30 29pp 


BC01150&35 Supplements 800103 ltr re SHOCK-Il computer calculations 
performed on piping of six Inches or less Surry 6 ME Yankee 
re-examined as part of show cause reanalyst* effort One 
piping problem remains at Fitipatrlck 

KENNEDY* W J L Stone 6 Webster Engineering forp 00/01/00 Ip 


8001240424 Ack receipt of NRC 791206 ltr re WJ Kennedy request for 
Withholding computer programs w/propr l etary info concerning 
pipe stress analysis Will notify when no longer necoasary to 
classify Info as proprietary 

JACOBS. 8 D Stone 6 Webster Engineering Corp 80/01/08 ip 


8001240494 Forwards IE Info Notice 79-34. "Inadequate llwskfln 
Related Neat Exchangers " Nt> action or response required 
O'REILLY. J P Region 2* Atlanta. Office of the Dirac tor 
79/12/27 2pp 


8001230 141 T orward s IE Info Notice 79-37, "(rocking in L huj »» 
Turbine Discs " No response required 

O'REILLY, J F Region 2. Atlanta. Office of the l)lr»cUn 

79/12/38 2PP 


8001 160348 Forwards IE Info Notice 79-35. 'Control of Mnint 
Equipment " No action or response required 

□ ‘REILLY, J P Region 2* Atlanta, Office of the IHrvUur 

79/12/31 ip 


t* 


of U* f u t y 


essiir v 


I s s e nl Ml 


8 001 160372 Responds to NRC 790913 request re statu* of imp 1 pmentat ion 
of TUI Lessons Learned Task Force short-term requirements 
Forwards implementation status *< add! info requested by NRC 
at 791130 meeting 

STALLINGS, C M Virginia Electric 6 Power Co 00/01/10 A2pp 


9001240004 Forward* IE Info Notice 79-36, "Compwtwi Lnda Defat t i« 
Stress Analysis ef Piping Elbow " No specific net ion or 
response required 

D'REILLY.J P Region 2, Atlanta. Office of the Director 

79/12/31 2pp 


S 00-1 240065 Notification of QOOllO meeting w/utlls in Do th esda , MD, to 
discuss Bergen-Patorson large bore snubbers Meeting 
rescheduled from 600100 

■JORDAN. E L Division of Reactor Operations Ins p ac fci on* 80/01/10 

3 pp 


6001 1 50052 Ack receipt of 791219 ltr informing NFK of steps taken to 
correct violations noted In IE loop Rapt* 50 -21)0/ 6'1 6 
50-2BI /79-Q3 

LEWIS. R C Region 2, Atlanta, Reactor Op&rnHoii* Nudoar fiupporl 

Branch G0/OI/O2 lp 


0001130300 Responds to di aft NUREG-0630 Application of NUREG -0630 w i 1 1 
result In peak clad temps in uxcoss of criteria delineated 
In 1GCFR3Q 46 Affidavit end 

STALLINGS, C M Virginia Electric b Power Co 80/01/11 Opp 

8001210 J S i Forwards "Revised Rept on Reanalysts of Safety-Related 
Piping 5y s " in response to 790313 order All mods, will tie 
completed by 000201 

SPENCER, W C Virginia Electric h Power Co 00/01/19 Ip 


— 8001210122 "Revised Ropt on Reanalysis of Safety-Related Piping Sys 
* Stone t Webster Engineering Carp 00/01/31 42pp 


0001250565 Comments on NRC position re 790406 request Par OL amend 
allowing 7-month equivalent full power operation prior to 
nest steam generator insp Accepts 6-month equivalent full 
power operation prior to next insp 

STALLINGS. C M Virginia Electric 6 Power Co 80/01/17 Ip 

6001290257 Provides up*datod info to 770509 ltr re mod to containment 
spray ays Mod originally included eductor ay* for caustic 
addition to containment spray Gravity feed design chosen to 
replace eductor sys 6 mod* will be implemented by B002J9 
STALLINGS, C M Virginia Electric 6 Power Co BO/Ol/24 Spp 


0 Inspection reports, IE Bulletins 6 correspondence 


7902090370 Forwards IE Insp Rept* 50-280/79-01 ic 50-201/79-01 on 
790104-tO No noncompliance noted 

KENNA. W 0 Region 2, Atlanta. Safeguards Branch 79/01/30 2pp 


— 6001150056 Responds to NRC 791123 ltr r-e violations noted in tl Intp 
Repts 30-200/79-63 6 50-2Q 1 /79-Q3 Co.rr*rtlv« actions 
future design changes will be aubmlttod evaluated in 
accordance tu/Section 3 of GA manual 

STALLINGS, C M Virginia Flntnc -I* Pmutfr Co W/tP/l? i/pp 


—0001.150039 Forward# 1C Insp Repts 30-500/79-6:1 L HO Will / W 1U im 
790924-20 h notice of violation 

LEWIBjR C Region 2* Atlanta/ lleactor Operations Nuclear 

Support Branch 79/1I/5J 2pp 


— 0001150059 Notice of violation from Itisp on 790924-28 

* Region 2, Atlanta, Office of tho Director /V/ll/ifJ IR 


— ' 8001 130060 IE ln*p Repts 50-260/79 63 U 5 0-2 HI / 79 U.l un W0V»M J[\ 
None ompl ianc e noted failure to fallow procedure* for making 
design change 

KELLOQGpP V Region 2, Atlanta, Reactor Dptirotlan* Nuclear 

Support Dranch ELROD, 8 A RefMon a, Atlanta, Office Of the 
Director 77/11/21 Opp 


8001 16008 5 Ack receipt of 791219 llr Informing NRC of steps taken to 
correct violations noted in IE In«p Rept 30-200/79-60 
LEWIS, R C Region 2. Atlanta. Ilaaclor iterations Nuclear tJupport 

Branch 00/01/02 Ip 


— 8001 160096 Forwards IE Insp Rept 30-280/79-60 on 7VI0VD-19 6 notice of 
violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Drench 79/11/2-6 2pp 


—7902090374 IE Insp Rept* 50-280/79-01 b 50-20 1/79-01 on 790104-10 No 
noncompliance noted Major area* inspected selected portions 
of security plan Details withheld (ref 10CFR2 7901 
HENNESSEY, R J , DAVIS, C L , GILLESPIE, Fp Region 2, Atlanta. 

Safeguard* Branch 79/01/29 Spp 


00010 30712 Respond* to IE Bulletin 79-25 BFD relay* not used in 
*af ety-related *ys 

STALLINGS, C M Virginia Electric «< Power Co 77/12/1? 6pp 


8001070242 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cable* for HPCI & Automatic Depre**ur 1 lotion Sy s " No 
fpeciflc action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


— 800 i 160099 Notice 
« Region 2. 


of violation f 
Atlanta. Office 


roe 

of 


insp on 791013-19 

the Director 79/11/21 


l |i 


-8001 160104 IE Insp Rept 50-200/79-60 on 791015-17 NonLfimpllAnc e 
noted inadequate valve check sheet* 

KELLOOQ. P J , ELROD* S A Region 2, Atlanta, [if f l r e of th* 

Director 79/11/23 3pp 


9001290315 Forward* IE Info Notice 0O-0J, "Fuel 
specific action or response required 
O'REILLY.-J P Region 2, Atlanta, Office of 
00/01/04 lp 


Handling Kv»nts 

th# Oiietlor 


Nn 
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0001290431 Forwards IE Bulletin 79-QJD, J ’£nvtron Qualification oF Class 
IE Equipment’ w/ a 1 1 achrnenfcs Ac 1 1 o-n required 
0 'REtLL /, J P Region 2. Atlanta. Office of the Director 

80/01/14 Ip 


00012-30209 Responds to NRC 791204 ltr re mgt J< program appraisal insps 
Program appraisal function eicellent idea Mgt appraisaal 
program requires objectivity to be mBaningful & beneficial 
for inp-roveil operations 

RAG-ONE. S Virginia Electric & Power Co 80/01/1-0 ip 


0001290444 Formarn j response to IE Insp Repfcs 50-280/79-65 I. 
50-201 /7 *} -35 No proprietary info 

STALLINGS. C M Virginia Electric & Power Co BO/Ol/25 3pp 


R Periodic operating reports t related correspondence 


—8001150596 LER 79“039/03L-O on 791214. during normal operation, boru 
acitf transfer pump strip heater 2B on heat tracing circuit 
26A failed Caused by water damage to haat tracing circuit 
Replaced strip heater & repaired boric acid leak 
STEUART, u L Virginia Electric fc< Power Co 80/01/10 2pp 


6001150605 Forwards LER 79-045/0IT-0 

STALLINGS. C M Virginia Electric i, Power Co B0/01/1Q Ip 


— BOOM506Q9 LER 79-04 5/01T-0- on 791P20, d iscover ed that removal of closed 
loop sys hi-hi signal from control circuit of safeguards 
area eihaust ventilation dampers would prevent air flow 
through filters Caused by Improper design 

STEWART. If L Virginia Electric £< Power Co 00/01/10 3pp 


0GO121O2O6 Forwards LER 79-044/03L-0 

STALLIMQS.C M Virginia Electric l* Power Co 00/01/17 lp 


8001140234 Forwards monthly operating repta for Dec 1979 

STALLING5.C H Virginia Electric ft Power Co BQ/Ol/tJ lp 


-- 0001140241 Monthly operating repfcs for Dec 1979 

COSTELLO. J Virginia Electric 6 Power Co 80/01/03 40pp 


S Reportable occurrences. LERs *c related correspondence 


000-1030781 Deviation rept on 79 J 029. dur i n g normal opera 1 1 on, r ad J a t i on 
alarm setpoint for component cooling sys found greater than 
two times background in Tech Spec Cause not stated Surge 
tank vent valve isolated & new alarm values set 
JOHNSON. R Virginia Electric U Power Co 79/10/29 2pp 


--00-0121021 1 LER 79-04 4/03L-0 on 791230. during cold shutdown, emergency 
diesel generator 3 started for operability test Noise 
detected in turbocharger Cause undfer investigation 
turbocharger replaced & returned to reconditioning 
STEWART. U L Virginia Electric £r Power Co 00/01/17 2pp 


6001230133 Forwards LER 79-043/03L-0 

BTALLSNQS.C M Virginia Electric h Power Co 00/01/17 lp 


--B001 230136 LER 79-043/03L-0 on 771 220. d ur i ng cold sh utd own. rad iat i on 
recorder RR-175 stopped printing Caused by control string 
disengaging from drive wheel String replaced 
STEWART. W L Virginia Electric ft. Power Co 00/01/16 2pp 


0001090509 Discusses Part 21 repts re ovor prqssuT l xafcion of c ontainmen t 
in PWR plant after steam line break Will determine effects 
of emergency feedwater »ys on containment pressure & review 
generic aspects on PWRs 

CRIMES. n K Assistant Director for Engineering 6 Projects 
79/ i 1 / J 3 5pp 


0001220559 RO on BOO1O0. while Unit I was operating at 50X power, cooling 
water outlet temp ejceede-d 3 F/hpur change rate While 
returning Unit L to s vc . d i s c harg e coolant temp increased to 
7 f/hour No t&mp effects or> river 

STALLINGS. -C M Virginia Electric 4 Power Co 80/01/10 lp 


8001030771 R0 on 791207. when radiation alarm setpoint reached in 
discharge line of air ejee lor s. trip valves diverted air into 
containment Caused by improper initial design concept Mods 
to maintain valve closed initiated 
* Virginia Electric b Power Co 79/13/10 lp 


0001020441 RO o-n 791217. condenser cooling water outlet temp exceeded 
mu temp rate change permitted by Tech Specs Caused by 
removing waterbo* fr-om sve too rapidly No adverse impact on 
environ. 

STALLINGS. C N Virginia Electric & Power Co 77/12/27 lp 


3001020402 Forwards LER 79-040/OIT-0 

STALLINGS. C M Virginia Electric & Power Co 77/12/27 lp 


— -0001020490 LER 79-04-0/01 T-0 on 791210. pipe stress reanalytls of shew 
cause lines outside containment determined that feed header 
to nonrsg c n e r at i vs 4* seal water heat exchangers over-stressed 
beyond 907. ultimate capacity Mods Initiated 
STEWART. W L Virginia Electric b Power Co 79/12/2B 2pp 


0001040550 Forwards LER 79-042/0IT-0 

STALLINGS. C M Virginia Electric & Power Co B0/OJ/O2 lp 


-“0001040554 LER 79-042/OIT-0 on 791220. a* result of pipe itres* 
reanalysis on show cause lines outside c ante lament, support 
on line 10 CC-143-121 found to be overstresie-d beyond SQK 
ultimate capacity Cause not stated Mod completed, 

STEWART. W L Virginia Electric It Power Co B0/0i/02 2pp 


0001070431 Forwards LER 79-041 /21X-0 

STALLINGS. C M Virginia Electric U Power Co 


BO/01/0'3- lp 


0001230109 Forwards LER 80-004/01T-0 

STALLINGS. C M Virginia Electric t< Power Co 


- -0001 230 U0 LER 0O-OO4/O1T-O an 000100. dur l ng routine s tar tup . C hec k 
valve i-FW-39 in discharge line of auxiliary feed pump 
stuck ojjen Cause to bo evaluated by vendor Feed pump U motor 
operated valves cycled to close valve 

STEWART. W L Virginia Electric 4 Power Co 00/01/22 2pp 


B001 250493 Forwards LER 90-001 /03L-0 

STALLINGS. C M Virginia Ejoctnc & Pawor Co B0/01/22 Ip 


— 90CH2S0498 LER 00-001 /03L-0 on 800101. u/uni t at cold shutdown. snubb er 
L-WrPD-HSB-14 found w/empty reservoir I* declared inoperable 
per Tech Spec Caused by leakage around pipe nipple threads 
on valve block b extended seal washers Snubber replaced 
STEWART, if L Virginia Electric Power Co 00/01/22 2pp 


3001290191 Forwards LERs GO-OQ2/03L-0 
BTALLINOB.C M Virginia Electric & 


S< BO-003/03L-0 
Power Co 00/01/25 


lP 


—0001390202 LER 0O-OO2/O3L-O an 800106. during routine release qf LWTT 
S0-95.LW effluent flow recorder paper did not rotate b thus 
no record of flew note was obtained Caused by inadequate 
mesh between recorder drive gears & tecorder paper roll 
STEWART. W L Virginia Electric & Power Co 00/01/30 2pp 


— BQ01290210 LER 0O-OO-3/O3L-O on 800107. during prestartup tasting. 
Feedwater bypass valve KCV-FW-l 53B did not fail closed upon 
loss ef instrument air as p«T design Caused by sticking, 
dirty pilot valve Valve cleaned & returned to sve 
STEUAftt.W L Virginia Electric 4< Power Co, 00/01/30 2pp 


—0001-070435 LER 79-04J/21T-0 on 791219. low 
A caused reactor trip it safety injection 
fault within reactor coolant pvinp motor 
ST EWART. W L Virginia Electric i. Power 


8001070446 Forwards LER 79-O30/O3L-O 

STALLINGS, C M Virginia Electric ti Power 


reactor coolant flow in loop 
-Caused by ground 


1A 

Motor Tifllaced 

Co 

00/01/03 

3pp 

Co 

80/01/03 

lp 


U Congressional /Executive Correspondence 


0001140519 Responds to 0ubc omml 1 1 ee on Energy & Environ request for 
clarification of 790319 testimony re NRC shutdown of five 
plants designed b^ GfiN, Plants ordered shut down due to use 
of SHOCK'* 1 1 Cod* use unacceptable under NRC guidelines 
DENTON. H fl Office of Nuclear Reactor Regulation 79/11/30 6pp 


-0001070450 LER 79- 038/03 L-0 on 791214. two manual isolation valves for 
refueling wat«-r storage tank chemical addition tank outlet 
valve MQV-CS- 102B found closed Caused by operator procedural 
error Operators instructed 

0TEMART.W L Virginia Electric h Power Co 00/01/04 2pp 


0001150591 Forwards LER 79-039/03L-0 

STALLINOQ.C M Virginia Electric !< Power Co 00/01/iG lp 
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DOCKET 90-391 SURRY POWER STATION, UNIT 2 


F Security, medical* emergency V fire piotection plana 


600114005*1 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES, B K Assistant Director for Engineering L Projects 
71/11/3*} 4pp 


BOO 1 170275 Forwards project status summary re Amends 33 L 54 fcn OLs> 
requiring facility mods for fire protection. i design 
descriptions of four mods Final installation of modified 
breathing air filling station will be completed by Apr I960 
STALLINGS. C M Virginia Electric & Power Co £10/01/14 7pp 


H General correspondence 


6001270594 Endorses it supports comments made In NRC 791116 1 tr re 
importance of high quality mgt performance for utils w/pewor 
reactor QL Uniformity in regulatory performance should be 
pursued 

RAQONE.S Virginia Electric Power Co 79/18/03 ip 


9001030694 Notifies that onsite oft space for resident inspectors 
will be expanded to 600 square ft by 000301 Appropriate util 
It communications facilities will be provided 
STALLINGS, C M Virginia electric !« Power Co 79/18/20 Ip 


0001 000537 Suggests that correspondence be sent directly to station 
managers at plants to facilitate timely response to 
concerns Provides names 6 addresses of appropriate 
personnel 

PROFFITT, W L Virginia Electric A Power Co 60/01/04 Ip 


0001290515 Forwards organnation chart effective 000201 , re f 1 ec t ing 
assignment of OH Ferguson as Executive Vice President - 
Power, reapons ib le for executive mgt of operations, 
engineering U const 

BAUM* E A Virginia Electric A Power Co 00/01/24 lp 


— 5001290921 Organ! iat ion chart reflecting assignment nf JH Ferguson as 
Executive Vico President - Power, responsibl e for executive 
mgt uf operations, ong insuring fc< const 
* Virginia Electric K Power Co 00/02/01 lp 


J insurance 6 Indemnity information 


0001160363 Forwards Endorsements 93 U 26 to NEL 1 A Policies NP-ifl6 S < 
NF-240, respectively 

ANDREWS, C L Marsh ?, McLennan, Inc , H H Nuclear Cons u 1 tan t a , Inc 
Div 60/01 / 1 1 3pp 


0001220476 Forwards Endorsement 4 to NELIA Excess Binder Efl-63 6 
Endorsement 3 to NELIA Excess Dirulers EB-27 fc EB-20 
ANDREWS* C L Marsh 6 McLennan, Inc , M 6 M Nuclear Consul taut*, Inc 
Div 80/01/17 4pp 


P Operating license stage documents 6 correspondence 


6001070160 Clarifies Tech Specs re RPI sys at Westinghouto PWRs Plant* 
u/Tech Specs written in terms of 15-inch misalignment should 
be considering 12-step instrument inaccuracy when tnoni taring 
rod position 

SCHWENCER, A Operating Reactors Branch 1 79/10/29 3pp 


— B001070I63 Tech Specs 3 i 3 1 6 3 1 3 2 for reactivity control sys 
* Virginia Electric & Power Co 79/10/29 4pp 


8001030477 Concurs u/util 790913 request to increase surveillance 
period for HEPA filters Surveillance changed from, monthly 
to quarterly 

BCH WENGER, A Operating Reactors Drench 1 79/11/19 2jjp 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
Implemented in QL applicant reviews & Tech Spec update 
OAHMILL* W P Division of Operating Reactor* 79/11/27 35pp 


8001070276 Forwards NBSS vendor U fuel supplier 1 fcrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time 6 strain/blockage L tr s will help licensees 
respond to NRC 791109 1 tr re rupture strain U flow blockage 
EISENHUT, D Q Division of Operating Reactors 79/11/27 3pp 


0OO1OBO227 Approves request that info re SHDCK-1,2 1c 3, PSTRESS 6 
Nl/PlPE-SW, submitted 790322 *t 0406, be withheld from public 
disclosure (ref I0CFR2 7901 

SCHNENCER. A Operating Reactors Drench 1 79/12/06 5pp 


8001070362 Advises that Bulletin & Orders Task force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan onci 

EISENHUT, D G Division of Operating Reactors 79/12/17 12pp 


8001020603 Notifies that info requested at 791217 meeting w/NRC will be 
provided upon completion of analysis of current Westinghouse 
studio* re turbine missile probability L turbine missile 
energy 

9T ALL I NGB> G M Virginia Electric t, Power Co 79/12/28 lp 


80010405-55 Advises that steam generator replacement will be considered 
complete on 791231 for purpose of progress reporting 
requirements Final rept to be issued by 800329 
STALLINGS* C M Virginia Electric & Power Co 00/01/02 lp 


8Q01100490 Forwards "Steam Generator Repair P ragrflm, Pro g res 5 Rept 5" 
for Dct-Nov 1979 

STALLINGS. C M Virginia Electric 6 Power Co BO/Ol/07 Ip 


--8Q01 100494 "Steam Generator Repair P ragram, Progress Rept 5" for 
Dct-Nov 1979 

* Virginia Electric h Power Co 79/11/30 29pp 


0001150535 Supplement* 000103 1 tr re SHOCK- ! i computer calculations 
performed on piping of six inches or less Surry It ME Yankee 
re-examined as part of show cause Teanalysts qffart One 
piping pmblem remains at Fitipatricb 

KENNEDY, W J L Stone *t Webster Engineering Corp BG/Ol/OB lp 


0001240424 AeJc receipt of NRC 791206 1 tr re WJ Kennedy request for 
withholding computer programs w/prap rietary Info concerning 
pipe stress analysis Will notify when n-o longrr necessary to 
classify info as proprietary 

JACOBS, S B stono & Webster Engineering Corp 90/01/00 lp 


3001160572 Responds to NRC 790913 request ro status of implementation 
of TMI Lessons Learned Task Force short-term requirements 
Forwards i mp 1 omen tat i or» status & add! info requested by NRC 
at 791130 mooting 

STALLINGS, C M Virginia Electric A Power Co 00/01/10 62pp 


G00124Q065 Notification of 0001 10 mooting w/utila in Dethesda, MD< to 
discuss B ergen-Pnter so-n large bore snubber* Meeting 
rescheduled f-rom 000100 

JORDAN, E L Division of Reactor Operations Inspections U0/Q1/1Q 
DPP 


0001150300 Responds to draft NUREG-Q630 Application of NUREG-0630 will 
result in peak clad temps In ne^s of criteria delineated 
in 10CFR90 46 Affidavit end 

STALLINGS, C M Virginia Electric & Power Co 80/01/11 3pp 


0001240146 Notification of 800121 meeting w/util in Surry, VA to discuss 
steam generator repair program 

NEIQHB0R3, D Operating Reactor* Branch i 00/01/15 J?pp 


0001290267 Provides updated info to 770509 l tr re mod to containment 
spray tys Mod originally included oductor iys for caustic 
addition to containment spray Gravity fB»d dosiqn chosen to 
replace eductor ays & mods will be implemented by 600219 
STALLINGS, C H Virginia Electric 6< Power Co 00/01/24 5pp 


Q Inspection report*, IE Bulletin* & correspondence 


7902090370 Forwards IE Insp Repts 9D-2BO/79-G1 50-20 1 /79-01 on 

790104-10 N-o none ompl lane » noted 

KENNA>W D Region 2, Atlanta, Safeguards Oranth 79/01/30 2pp 


— 7902090374 IE Insp Repts 30-200/79-01 L SO-201/79-O1 on 790104-10 No 
nunc omp 1 1 a nc d noted Major areas inspected selected portion* 
nf security plan Details withheld Cref 10CFR2.790) 

HENNESSEY, R J * DAVIS, C, L * GILLESPIE* F P RoqianS, Atlanta, 

Safeguard* Branch 79/QS/29 5p p 


8001030079 Forwards "Rept of Feedwater 8ys Piping Insp," in response 
to IE Bulletin 79-13, Revision 2, “Cracking in Feedwater 
Sys Piping " 

STALLINGS, C M Virginia Electric t< Power Co 79/13/17 3pp 


8001030712 Raaponds to IE Bulletin 79-25 DTD relay* not used in 
safe ty —related sy* 

STALLINGS* C M Virginia Electric i* Power Co 79/12/19 6 P p 
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0005070242 Forwards IE Info Notice 79-32- "Separation of Electrical 
Cables for KPC I 6 Autanatic Depro ssuruati on Sys n No 
specific action or response requested 

□ 'REILLY, J P Region 2- Atlanta, Office of the Director 

79/12/2 1 2p p 


8001 2401 4 J Forwards IE Info Notice 79-33- "improper Closure of Primary 
C ontj jnnie n t Equipment Access Hatches " No action or response 
required 

O'REILLY- J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


□001030642 Responds to !£ Bulletin 76-12- "Atypical Weld Matl in 
Reactor Pressure Vessel Welds * Generic rept forwarded by 
Westinghnuse on 791029 WbsI i ngh ouse inventoried archive 
surveillance weldment n»atl for verification 

ETAILINOS.C rt Virginia Electric t Fewer Co 79/12/24 2pp 


B001030B29 Not i f i es that all accessible melds in stagnant borated 
water sys visually inspected during Nov 1979, in response 
to IE Bulletin 79-17 

STA1 LINGS, C M Virginia Electric t, Power Co 79/12/27 2pp 


BOO 124 0494 Forwards IE Info Notice 79-34, ‘’Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY. J P Region 2- Atlanta, Office of the Director 

79/12/2/ 2pp 


□001350141 Forwards IE Info Notice 79-37, '‘Cracking in Law Pressure 
Turbine Discs " No response required 

□ 'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/28 2PP 


6001140340 Forwards IE Info Notice 79-33, "Control of Maint 8< Essential 
Equipment " No action oi response required 

0 'REILLY , J P Region 2, Atlanta- Office of the Director 

79/12/31 L p 


ODD] 240084 Forwards IE Info Notice 79-36, ''Coinp-utQr Code Defect in 
Stress Analysis of Plpmg Elbow " No specific action or 
response required 

O ' REILLY, J P Region 2- Atlanta- Office of the Director 
79/12/33 2pp 


BOO 1 1 50052 Act receipt of 793219 l tr informing NRC of steps taken to 
correct violations noted in !£ Insp Repts 90-200/79-63 6 
50-261 /79-G? 

LEWIS, R C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 60/01/02 ip 


— 6001130056 Responds to NRC 791123 Itr re violations noted In IF Inap 
Repts 50-2B0/79-63 6 SQ-2DI/79-B3 Corrective actions 
future design changes will be submitted If evaluated In 
accordance w/Seetion 3 of QA manual 

STALLINGS, C M Virginia Electric 6 Power Co 79/12/19 2pp 


— GOO 1 1 30039 Forwards l£ tnsp Repts 50-260/79-63 6 50-291/79-83 on 
790924-2S 6 notice of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/JI/23 2pp 


— G001150D59 Notice of violation from inep on 790924-26 

* Region 2, Atlanta, Office of the Director 79/H/2I Ip 


—6001150060 IE Jnsp Repts 50-260/79-43 U SO-281 /79-Q3 on 790924-2B 
Non c omp 1 lance noted failure to follow procedures for maklnq 
design change 

A ELL 000 • P J Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 6LR00, S A Region 2. Atlanta, Office af the 
Director 79/13/21 5pp 


0001290315 Forwards tE Info Notice 80-01, "Fuel Handling Events '» No 
specific action or response required 

O'REILLY, V P Region 2, Atlanta, Office of the Director 
0D/QI/O4 Ip 


8001290451 Forwards IE Bulletin 79-01B, "Environ Qualification of Class 
IE Equipment" u/a ttachmen fc* Action required 
O'REILLY, J P Region 2> Atlanta, Office of the Director 
80/01/14 ip 


BOD12302C? Responds to NRC 791204 ltr re mgt 6 program appTalsal maps 
Program appraisal function excellent idea Mgt appralssal 
program requires objectivity to be meaningful L beneficial 
for improved operations 

RACDNE.8 Virginia Electric U Power Co GO/Qt/Se ip 


6001290464 Forwards response to IE Insp Repts 50-300/79-65 S< 
50-2Q1/79-&5 No proprietary info 

STALLINGS, C H Virginia Electric fc Rower Co 00/01/25 3pp 


R Periodic operating reports related correspondence 


6001 140234 Forwards monthly operating repts for Dec 1979 

STALLINGS. C M Virginia ElectTic Power Co BO/Oi/ll lp 


— 0001)40241 Monthly operating repts for Dec 1979 

CO&TELLQ. J Virginia Electric t Power Co 60/01/03 40pp 


3 Reportable occurrences, LEFts t, related correspondence 


G 00102044 1 ftO or 7912 17 . c end e ns bt cooling water outlet tBmp exceeded 
max temp rate change permitted by Tech Specs Caused by 
removing uaterboc fiom sve too rapidly No adverse impact on 
environ 

STALLINGS, C M Virginia Electiic 6 Power Co 79/12/27 lp 


BOD 1220559 RO on 800108, while Unit 1 was operating at 50/ power- c oo 1 i nq 
ua tor outlet temp exceeded 3 F/hour change rate While 
returning Unit I to five, discharge coolant temp increased to 
7 F/hour No temp effects on river 

STALLINGS, C M Virginia Electric & Power Co 00/01/10 ip 


U -Congress! orial/Execut i ve Correspondence 


B001140519 Responds to Subcommittee on Energy E* Environ request for 
clarification of 790319 testimony re NRC shutdown of five 
plants designed by S6*W Plants ordered shut down due to use 
of SHOCK- i 1 Code use unacceptable under NRC guidelines 
DENTON, H R Office of Wuclcar Reactor Regulation 79/11/28 6pp 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency A fire protection plane 


0001140034 Requests estimate® re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc i 

GR IHE9, H K Assistant Director for Engineering It Projects 

79/11/29 4 p p 


8001210105 Responds to NRC 791130 ltr re power supply fnr emergency 
telephonos Po-wer supply upgraded t design change Initiated 
to investigate feasibility of powering phones from 
uninterruptible supply Mod could be complete by June 1900 
WACHTER , L J Northern States Power Co 79/12/13 lp 


8001020436 FoT-uiards arfdl info In form of design details- test results 
acceptance crltoria in t expanse to Section 3 1 of NRC 790906 
fire protection safety evaluation to assure acceptability of 
mod design Requests NRC comment by 800301 
MAYER, L B Northern States Power Co 79/12/26 16pp 


6051070442 Forwards draft emergency plan 

MAYER- L O Northern States Power Co 79/12/31 lp 


— 8001070466 Draft emergency plan 

* Northern States Power Co 79/12/31 64pp 


6001100446 Forwards evaluations required per 790906 fire protection 
safety evaluation Items 3236327 Addl info re Items 
3 2 5 & 3 2 A will be provided when available NRC comments 
r-e mads should be sent by 600301 

MAYEfl, L 0 Northern States Power Co 79/12/31 4pp 


H General correspondence 


0001030837 Forwards changes in corporate organisation e P fee t 1 ve | 0001 O 1 
LJ Wflchtor named vied president for power sys operation 8, 
maint DE Gilberts promoted to vice president for power 
production LO Mayor reports to DE Gilberts 
MAYE-R , L D Northern States Power Co 79/12/31 2pp 


0001040-547 Proposes that, as of BOOlOl-all items filed by util u/NRC be 
filed under oath or affirmation by LO Mayer, Manager of 
Nuclear Support Bvc« Signature authorization per 800103 ltr 
one 1 

MAYER, L 0 Northern States Power Co 30/01/03 2pp 


P Operating license stage documents & correspondence 


800104039Q Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews b Tech Spec update 
QAMMILL,W P Division of Operating Reactors 79/11/27 35pp 


l 
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B001G7037* Forwards NSSS vendor ^ fuel supplier Hrs re impact of 
cladding heating-rate dependent burst temp effects on 
■rupture time 6 a fcrain/b 1 oc kago Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain h flow blockage 
EISENHUT. D 0 Division of Operating Reactors 79/M/27 3pp 


&OOH)7Q3*2 Advises that Bulletin 6 Orders Task Force has approved small 
break LCCA guidelines for operating plants Provides schedule 
of Utils to be audited to assure successful incorporation of 
revised procedures Audit plan one! 

EISENHUT, D 0 Division of Operating Reactors 79/IS/17 12pp 


0001210204 Forwards request for addl info re containment purge si/s h 
containment venting sys so that evaluation of electrical 
b\ err i d e/b yp a s s aspects of containment purge matter can be 
completed on schedule 

LAI NAS, 0 Plant Systems Branch 79/12/17 Jpp 


8001020525 Submits info re auxiliary Feedwater sys for TMl Lessons 
Learned Task Force Recommendations 2 1 7a l< 2 1 7b Forwards 
el ec fcr i cal< flow 6 logic diagram* available in Central Files 
MAYER, L □ Northern States Power Co 79/12/20 15pp 


0001040576 Forwards application for amend to Licenses DPR-42 6 DPR-60, 
changing auxiliary feedwater sys Tech Specs 
HAVER, L □ Northern States Power Co 79/12/11 Ip 


— 0OOIO4O501 Application for amend to licenses DPR-42 & DF s R-60, chang i -ng 
auxiliary feedwater sys Tech Specs 

WACHTERfL J Northern States Power Co 79/12/31 Clpp 


— 0001040506 novised auxiliary feedwater syo Tech Specs 
* Northern Statns Power Co 79/12/31 7pp 


6001070305 Forwards rept on implementation of TH1 Lessons Learned Task 
Force recommendations re emergency power supply, relief #< 
safety valve testing t* diiett position indication of relief 
U safety valves 

MAYER, L Q Northern States Powor Co 79/12/31 4Jpp 


0001110523 Discusses Hus tinghoi/fta t Exion Nuclear Co review oF vendor t 
NRC info re fuel cladding strain % fuel assembly flow 
blockage models No changes to Tech Specs re heat flux limits 
required Forwards Went Inghouso V Exxon responses 
MAYER. L 0 Northern States Power Co 00/01/00 lOpp 


BOO 1390360 Update* 790412 U 0510 lira ro recall of 4-inch elbows L 
3-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings havo boon located Lists facilities From which 
fittings have been removed 
HAYDEN, L E Eon Corp 00/01/15 Jpp 


0 Inspection reports, IE Bulletins 6 correspondence 


7911130215 Forwards IE Bulletins 79-00C A 79-06C, /90425 status rept re 
feedwater transients in B&W p lanls, NURFG-0D60 i> safety 
evaluations For five EILW operating roactors re compliance w/ 

NRC. Hay 1979 ardor W/o end 

KANE, W F Standard i ia t it>n Branch 79/10/31 Upp 


BD01020SJ6 Forwards IE limp Repts 50-263/79-17.50-202/79-205 
50-306/79-22 on 791017 No none omp 1 i one o noted 

HEISHHANpR F Region 3. Chicago, Reactor Operations Nuclear 

EuppQT’t Branch 79/11/13 2pp 


— S001020122 IE Insp Repts 50-263/79-17, 50-202/79-20 U 50-306/79 -22 on 
79L017 No noncomp 1 lance noted Major areas Inspected ]i: 
insps, enforcement, nonroutine events 6 resident inspector 
programs 

WARWICK, R T , CHOULCS, N C , FEIERADEND, C I) Region 3, Chicago, 
Of f tee of the Director 79/11/07 2pp 


8001020696 Forwards Waste Packaging Insp Rept 79-04A on 791029 l< 31 
No nancomp 1 lance noted 

■SUTHERLAND, J T Region 2, Atlanta, Fuel Facility U Materials 

Safety Branch 79/11/19 2pp 


—0001020707 Haste Packaging Insp Rept 79-04A on 791029 l 31 No 
noncompl lance noted Mcijor areas inspected compliance w/DOT t* 

NBC regulations re shipping poper requirements, DOT placard 
requirements, rad iation levels 6 removable contaminations 
POTTER, J P Region 2, Atlanta, Fuel Facility 6 Materials Safety 

Branch —79/11/19 5pp 


6001 1*0103 Forwards IE Insp Repts 50-202/79-24 U 50-306/79-20 on 
791010-12 No noncomp Uanc e noted 

DAVIS, A 8 Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/11/27 2pp 


—0001160110 IE Insp Repts 50-202/79-24 *< 50-306/79-20 on 791010-12 No 
noncamp 1 i ante noted Major areas inspected radiation 
protection (rrograro training , autJ i fcs, proc edUTes, instruments fc 
equipment 

FISHER, W L Region 3, Chicago Fuel Facility L Materials Safety 

Branch HUCTER, L J . DUDRV. N E Region 3, Chicago, Office of 

the Director 79/11/26 13pp 


000110027* Forwards IE Info Notice 79-31, “Use of Incorrect Amplified 
Response Spectra <ARS> " No action or response required 
KEPPLER. J G Region 3, Chicago. Office of the Director 79/12/13 

lp 


80010Q035A Forwards IE Circular 79-23. 'Shack Arrestor Strut Assembly 
Interference 11 No written response required 

KEPPLER, J C Region 3. Chicago. Office of the Director 79/12/20 

ip 


6001220108 Responds to IE Bulletin 79-25, "Failures of Westinghouse 
QFD Relays m Safety-Related Sys " Over 300 BFD relays in 
use Tests showed no relay degradation or excessive coil 
temps Replacement to begin ui/Unit 2 Jan 1900 outage 
HACHTER, L J Northern States Power Co. 79/12/20 2pp 


8001110098 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/26 
lp 


6001110205 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI 6 Automatic Bepr essur i tati on Bys " Ho action 
Or response requested 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/26 

lp 


6001240327 Responds to NRC 791119 ltr Util plans to accommodate addl 
Inspectors per 10CFR50 70 

HAOITEFt, L J Northern States Power Co 79/12/26 ip 


0001 10001 7 Forwards IE Info Notice 79-34, "Inadequate Design of Bafefcy- 
Related Heat Exchangers " No action or response required 
KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/27 

lp 


0OD1O4O54B Advise* of inservice insp of vessel nonles using underclad 
Ultrasonic examination technique in Summer 1900 for 
Unit 1 1, early 1901 for Unit 2 Westinghouse authonied to 
proceed u»/reactor vessel safety analysis far noilles 
MAYER, L 0 Northern States Powbt Co 79/12/28 lp 


6001090409 Forwards IE Info Notice 79-37, "Crocking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/12/20 

lp 


BOOl 160315 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, JG Region 3, Chicago, Office of the Director 79/12/28 

ip 


8001100219 Forwards !E Info Notice 79-35, "Control of Maint & Essential 
Equipment " Mo action or response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/31 

lp 


0001 150145 forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/01/04 

IP 


00012402*1 Act receipt of 791211 ltr providing addl info requested in 
NRC 791130 ltr Corrective actions will be examined during 
future insp 

HETSHMAN, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 00/01/09 lp 


— B001240273 Responds ta NRC 791130 ltr re violations noted per IE map 
Corrective actions general records index will be established 
by 791231 

WACHTER, L J Northern States Power Co 79/12/11 3pp 


8001340189 Responds to IE Bulletin 79-1 7, Rev i « 1 on 1, "Pipe Cracks In * 
Stagnant Borated Water Sys at FWR Plants n Required visual 
insp performed No corrective actions necessary 
GILBERTS, D E Northern States Power Co BO/Oi/ll ip 
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0001240205 Res 
NAM CO limit 
period No to 
under remain 
GILBERTS, D E 


ponds to IE Bulletin 79-20 
switches Mo switches fall 1 
rrecttve action Is planned 
Jng purchase order mill be 
Northern States Power Co 


re poss I 
n suspec 
Sul tche s 
screened 
80/01 


ble malfunction 
t data code 
recs ived 

/II Ip 


of 


6001290146 Forwards IE Circular BO-QW '‘Bvt Advice for OE Induction 
Disc Relays “ No response required 

KEPPLER.J 0 Region 3. Chicago* Office of the Director B0/0I/17 

lp 


DOCKET 50-205 FORT CALHOUN STATION, UNIT 1 
F Security- medical* emergency ?< fire* protection plans 


B001140054 Requests estimates re evacuation of areas around nudnar 
power reactors Format for reporting evacuation time 
estimates end 

CRIMES, Q K Assistant Director for Engineering 6 Projects 
79/11/29 4pp 


R Periodic operating reports 6 related correspondence 


BOO! 190332 Forwards monthly operating rept for Dec 1979 
MAYER, L Q Northern States Power Co 90/01/11 Ip 


--0OOH5O3Q7 Monthly operating rept for Dec 1979 

HUNSTAD.A A Northern Stakes Power Co EO/OI/O! Opp 


9 Reportable occurrences, LEfts, t* related correspondence 


9001150420 Rf) B0~t on 900106, at 100/ power, both trains of caustic 
addition to c ontai nment spray &ys found valued out Caused 
by valves mistakenly closed on G00103 during Unit 2 cooldown 
for refueling Containment spray sys operable during period 
TIERNEY, F P Northern States Power Co BO/Oi/07 Ip 


000 S 140361 Submits addl info requested by MRC 791001 J tr re loss of 
offsite poweT events Events represent periods when less than 
two paths from grid to safeguard buses, were available 
MAYER, L 0 Northern States Power Co BO/OL/OEJ 2pp 


BOO! 170025 Forwards LER 79-033/ODL-O 

MAYERjL □ Northern States Power Co BO/Oi/14 tp 


— 8001 170329 LER 79-Q33/03L-0 on 79 J 329. during surveillance test, Inlet 
steam supply motor valve to twrt> i ne-di iven auxiliary 
focdwafcer pump tripped on overload Caused by loosened bell 
screws which fell into motor. eaus ing binding 
HUhfSTAD, A A Northern States Power Co 00/03/14 lp 


6001290323 Suppl Info for RQ-00-3 on 800110 re defective steam 
generator tubes Eddy current examinations have found that 
majority of degraded tubes are located at or near periphery 
w/i ndlcat ions at first & second tube supports 
T 1 ERNEY. F P Northern States Power Co 00/01/13 ip 


0001220409 Forwards LEfl 79-032/Q3L-Q 

MAYER, L O Northern States Power C-o 00/01/18 ip 


— BODi 220495 LEft 79-032/03L-0 on 791221 , during surveillance test* 
diesel generator 2 tripped on high crankcase pressure 
Apparently caused by cooling water leaking into lube oil sys 
it accumulating during shutdown periods 
HUNSTAD.A A Northern States Power Co 00/01/18 lp 


0001220560 Forwards LER 00-00 1/01T-O 

MAYER, L Q Northern States Power Co 80/01/30 Ip 


—BOO i 220567 LEfl 80-001 /OlT-O on 000106, Unit 1 caustic addition valves 
CA-1-2 Sc CA-1”4 mistakenly closed 6 decure cards attached 
Caused by personnel error Sc procedural inadequacies 
Administrative procedures modified 

MAYER, L O Northern States Power Co BO/Oi/18 3pp 


U Congr e»*iona 1/E* ecutive Correspondence 


8001330130 Responds to 790627 Itr re U9 Highway Number 6i Committee 
79051B ltr concerning federal govt responsibilities to 
regulate operation of nuclear plants NRC requires each power 
raactOT to operate in compliance w/OL & appended Tech Spec* 
008SICK, L 9, Office of the Executive Director far Operations 
79/11/13 3 PP 


□0010201 43 Summary of 791127 6 29 meetings w/util in Omaha, NE re 
emergency planning 

ROONEY, 9 L Operating Reactors Branch 3 79/12/14 6pp 

6001 100362 Forwards emergency plan, in response ta NRC 791010 ltr Plan 
contains info protected under Privacy Act 
JONES, U C Omaha Public Power District 79/12/31 ip 


□00 12301 30 Discusses util position r« installation of addl hose station 
in spent fuel pool area f. inability to meet specified 
imp 1 «men tat i or dates fur fire protection mods 
JDNE9, W C Omaha Public Power District B0/01/3B 2pp 


G Adjudicatory correspondents 


8001100047 Advises of 000116 public meeting in Omaha, NE to resolve 
canterns re application for license amend increasing rated 
power 

VOlOT.lt M LeDueuf, Lamb, Lelby & MacRae 79/12/21 2pp 


f* Operating license stage documents 6 correspondence 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented In OL applicant reviews & Tech Spec update 
GAMMIIL, W P Division of Operating Reactors 79/11/27 3Spp 


0031070276 Forwards H55S vendor It fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b s tra In/ll 1 ockag e LtT s will help licensees 
respond to NRC 791109 ltr re rupture strain L flow blockaoe 
EISENHUT.D 0 Division of Operating Reactors 79/11/27 3pp 


BOO 1 1 40044 Submits voucher for refund re 790919 application for license 
amend Application involves Class [I fee, rather than Class 
MI fee which licensee paid 
* Commission 79/12/05 3p 


000 1 1 40122 Responds to end 791203 ltr re proposed meeting for public 
discussion of munition about application for increase In 
ratad power at facility Recommends JC Burke to chair 
meeting 

SKALLA. L 0 Omaha Public Power District 79/12/10 6pp 


0001070362 Advises that Bulletin U Orders Task Force has approved small 
break LGCA guidelines for operating plants Provides schedule 
of utils to b □ audited to assure successful incorporation of 
revised procedures Audit plan end 

E IBENHIPT , D 0 Division oF Operating Reactors 79/12/17 12pp 


8001110547 Notifies of util response by 791130 ltr to NRC 790215 b 10-17 
JtT» re ATWB generic safety analysis 

JONES, W C Gmaho Public Power District 79/12/19 lp 


0001140565 Forward* safety evaluation re potential for water hammer in 
feedwater piping at facility Existing means for reducing 
potential for steam generator water hammer adequate Generic 
issue closed out 

RDJDjR W Operating Reactors Drench 4 79/12/20 2pp 


— B0D1 140567 Safety evaluation re potential for water hammer in feedwater 
piping at facility 

m Office of Nuclear Reactor Regulation 79/12/20 10pp 


V Operator Examinations 


0001170127 Advises of failure to pass operating test in connection w / 
application for senior operator license Exhibited 
deficiencies In ability to interpret control instrumentation 
,of facility facility operation 

C0LLIN8.P F Operator Licensing Branch 00/01/04 lp 


6001110023 Requests Tech Specs for auxiliary feedwater sy# mods U 
revision of normal 1* emergency operating procedures Sample 
Tach Spec pagei end 

RElDifl W Operating Reactor* Branch 4 79/12/21 I2pp 


0001110151 Summary of 79121 
Unkv In Omaha, NE re appli 
Cycle 6 to reload !< props 
questions discussed it att 
ERICKSON, P D Operatin 


1 meeting w/util, Exxon, Batteil e & Creighton 
cation of setpoint methodology for 
sed power Increase Lists of 
endeei en-cl 

g Reactor* Branch 4 79/I2/2B 9pp 
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8001040532 Notifies of delay in commencement of refueling outage 
Outage will begin on 800110 Delay caused by recent forced 
outage for replacement of reattor coolant pump seal® 

JOMES, W C Omaha Public Power District 79/12/31 Ip 


GOO 1 040573 Forwards rBpt "Implementation Methods S, Schedules for NUFIEO- 
0578. 11 in response to NRC 791030 ltr Rapt supplements 791023 
U 112? Itrs 

JONES, U C Omaha Public Power District 79/12/31 Q79pp 


□Q01L60187 Forwards HR Denton 000102 confirmatory order for licensee 
commitment to implement Category A Lossons Learned Task. 

Force requirements by 800131 Methods used to comply u/ 

requirements should be submitted after implementation 

DENTON.H R Office of Nuclear Reactor Regulation GQ/Oi/02 2pp 


— 00011*0193 Confirmatory order directing licensee to implement Category 
A Lessons Learned Task Force requirements by E00131 w/ 
exception of 2 1 7 a requirement of NUREG-057B Any request 
for hearing will not stay effectiveness of order 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


BO0L14O457 Responds to 791109 ltr requesting confirmation that Fuel rod 
strain N flow blockage models are conservative LDCA analysis 
being prepared by vendor V will be submitted in Jan 1980 
JONES. W C Omaha Public Power District BO/01/08 ip 


GOO 12403 1* Requests addl info within 30 days to complete review of 
application for author i iat ion of Cycle 6 operations 
REID, R VI Operating Reactors Branch 4 00/01/09 6pp 


60012102*1 Responds to NRC 791221 request for info re applicability! of 
current analysis for main steam line break Forwards analysis 
* evaluation of automatic initiation of auxiliary feedwater 
sys 

JONEtli VI c Omaha Public Power District 00/01/10 43pp 


6001230103 Forwards response to 791022 itr re requirements for 
auxiliary feedwater sys Valves locked in required position 
to insure flow path to generators Emergency procedures 
changed for sources of water to feedwater tank 
JONES. VI C Omaha Public Power District QO/01/14 IQpp 


BCQ131009I Discusses 790715.1030, & 1204 Itrs seeking auth or i i a t i on to 
increase power level Response to NRC /91220 question still 
outstanding IE evaluation Is needed by 800315 for review 
QAHMiLL.U P Division of Operating Reactors 00/01/15 Ip 


8001300480 Forwards annotated version of 791129 document review I. ltT» 
referenced in review 

MACDOUOALL. E A Qraokhaven National Laboratory 80/01/23 lp 


--8001300492 Annotated version of 791129 ltr re documents needed Prppi 
facilities for design review Rolf Jensen & As so c la fce s , Inc 
770525 ltr re Olnnc SER suppl enc 1 

MACDOUGALL, t A Brookhaven National Laboratory 00/01/23 9pp 


Q Inspection reports. IE Bulletins h correspondence 


0001070504 Requests extension to 000111-18 of schedule for insp of 
Inaccessible piping per IE Bulletin 79-14 Insp of accessible 
areas produced low number of discrepancies 
JONES, U C Omaha Public Power District 79/10/15 3pp 


BOOT 10020 1 Responds to IE Bulletin 79-24, "Frozen Lines " All 
safety-related process. instrument sampling lines located 
In heated bldgs or buried in ground below frost I ine Lines 
associated w/safety sys not expected to freeie 
JONES. W C Omaha Public Power District 79/10/31 lp 


800109000* Forwards IE Bulletin 79-02, Revision 2, “Pipe Support Daw 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required 

8EVFRIT.K V Region 4. Dallas. Office of the Director 79/11/03 

tp 


B0012I0292 Forwards response to IE Bulletin 79-14. "Seismic Analysis 
for As-Duilt Safety-Related Piping 8y» " Imp revealed 230 
discrepancies in piping sys All discrepancies will be 
evaluated by 791122 

JONES. U C Omaha Public Pou.r District 79/11/Q9 6pp 


0001090032 Forwards IE Info Notice 79-29. "Loss of NonsaPety-Reletsd 
Reactor Coolant Sys Instrumentation During Operation " No 
specific action or response required, 

SEYFRIT, K V Region 4. Dallas. Office of the Director 79/11/16 
IP 


9001100041 Forwards IE Info Notice 79-27, “Steam Generator Tube 
Ruptures at Two PWfl Plants " No response requited 

6EYFRIT.K V Region 4, Dallas, Office of the Director 79/11/16 

lp 


8001100127 Forwards IE Info Notice 79-20. "Overloading af Structural 
Elements Due to Pipe Support Loads " No specific action or 
response requested 

SEYFRIT. K V Region 4. Dallas, Office of the Director 79/11/16 

IP 


9001030369 Forwards IE Jnsp Rapt 50-^185/79-17 on 791017-10, 1029-1102 & 
06 No noncornp 1 lance noted 

MADSEN, 5 L Region 4- Dallas, Reactor Operations Nuclear Support 

Branch 79/11/19 2pp 


'-Q0O103D3B1 IE Insp flept 50-235/79-17 on 7910 17-10, 1 029-1 102 tc 06 No 
none omp 1 lane » noted Major areas inspected offsite review 
cumml ttee. of f site tnchnical support staff & followup of 
responses to IE bulletins * circulars 

HALL, R F , HESTERMAN.T F , KELLE/, D L Region 4, Dallas, Office 

of the Director 79/H/15 9pp. 


0001070052 Refars to 791120 telcon re IE Bulletin 79-02 Insp of anchor 
baits identifying major deficiencies completed by 79LI27 
Insp 4< analyses required for accessible areas will be 
completed prior to next refueling outage on approx 000114 
JDHEBpM C Omaha PubLie Power District 79/11/21 2pp 


0001090022 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate ° No response required 

SEYFRIT. K V Region 4, Dallas, Office of the Director 79/U/26 

lp 


8001100153 Forwards IE Circular 79-24, "Proper Installation kCallbr of 
Core Spray Pipe Break Detection Equipment on UWRs " No 
written response required 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/11/26 

lp 


8001090041 Forwards TE Info Notice 79-30, "flupprting of Defects 
None omp 1 ia n c as. 10CFR21 " No action or response required 
SEYFRIT, KV Region 4. Dallas, Office of the Director 79/12/06 
lp 


QOOUO0091 Forwards IE Bulletin 79-20. "Possible Malfunction of NAKCO 
Model EA1BD Limit Switches at Elevated Temps " Action 
requ irad 

SEYFRIT, K V Region 4, Dallas, Office of th 0 Director 79/13/07 

If 


0001240269 Forwards response to IE Bulletin 79-03, Revis ion 2 re 
facility base plate designs using concrete expansion anchor 
bolts Based an current testing, 77. pull test failure rate 
For anchor bolts identified 

JONES, W C Omaha Public Power District 79/12/07 6pp 


8001 100064 Forwards IE info Notice 79-31,- "Use of Incorrect Amplified 
Response Spectra " No specific action or response requested 
SEYFRIT, K Y Region 4, Dallas. Office of th* Director 79/12/13 

1* 


0001240013 Responds to 791206 ltr re IE Bulletin 79-14, in which util 
requests d deferring analysis until 791231 of four repts re 
deficiencies located in inaccessible areas NRC concurs 
w/request 

MADQENjO L Region 4, Dellas. Reactor Operations Nuclear Support 

Branch 79/12/M Ip 


0OOIOSO223 Forwards IE Circular 79-35, "Shock Arrestor Strut Assembly 
Interference “ No written response required 

SEYFRIT , Yk V Region 4, Dallas, Office of the Director 79/12/30 

IP 


800 1 080003 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables fat tlPCl & Automatic Depr o s sgr J i at 1 on Sys 11 No 
specific action or response requested 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/12/31 
If 


8001110020 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
■Canta l rvment Equipment Access Hatches * No spetific action or 
response requested 

SEYFRIT.K V Region 4. Dallas, Office of th« Director 79/12/2! 

ip 


6001210193 Forwards add) lnfa to support 791307 response to IE Bulletin 
79-02, Revi * i an 2. ''Pipe Support Base Plate Designs Using 
Concrete Expansion AnehcT Dolts * 

JONES, W C Omaha Public Power District 79/12/21 15pp 
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0001160009 Forwards IE Info Notice 79-34# ,J Inadequa tff Design, of 
5a fety-R e lated Meat Eithangtrj 11 No action or response 
reques t etf 

SEVFRIT.K V Reg i an 4- Dallas, Office of the Director 79/12/27 
lf> 


B0011 60D5 5 Forwards IE Info Notice 79-37, “Cracking In Locu Pressure 
Turbine Discs “ Wo response required 

SEYFRIT.K V Region A, Dallas, Office of the Director 79/12/23 
IP 


0001160019 Forwards IE Info Notice 79-36. HJ Computer Cade Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

8EYFRIT-K V Region A. Dallas, Office of the Director 79/12/31 

IP 


— B0D1250255 Notice of issuance 8. availability of NURLG-0574, FES re 
preferred closed cycle cooling sys 

BALLARD-R L Envi romenta 3 Project* Branch 1 00/01/03 4pp 


F Security- medical, emergency t, fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates errl 

GRIMES- 0 K Assistant Director for Engineering ^ Projects 
79/11/29 4pp 

BOO 12403 3 l Forwards BH Oner 000103 ltr to S Fink In response to 791123 
memo re allegations of lax security at facility 
ALLAN. J M Region 1, Phi ladelphld, Office of the Director 

79/12/31 Ip 


0001 160097 Forward* IE Info Notice 79-35, "Control of Maint & Essential 
Equipment “ No action or response required 

SEYFRJT.F V Region 4- Dallas, Office of the Director 79/12/31 

Ip 


BQ0I29049Q Forwards IE Bulletin 79-01D, "Environ Qualification of Class 
IE Equipment' 1 w/ attach ments Action required 

SEYFRIT-K V Region 4, Dallas, Office of the Director 00/01/14 

ip 


11001290067 Forwards !E Circular 0-0-01, "five Advice for GE Induction 
Disc Relays " No response required 

SEYFRIT, K V Region 4, Dallas Office of the Director 90/OI/J7 
IP 


—0001240334 Responds to 5 Finlt 791102 ltr re newspaper charges of lax 
security Cited events reported to MAC at time of occurrence 
6 coirective action taken Special insps U Independent audits 
conducted Physical protection programs deemed effective 
GRIER* D H Region 1- Ph i 1 ad 0 1 p h l a. Office of the Direc-tor 

00/01/03 2pp 


-0001200375 Forwards update of 791126 response to Enel 1, Question 1] of 
NFIC 700929 request for info ro fire protection program 
Attachment 3 is revised response Attachments 1 & 2 revise 
util 700659 t« 790206 Itrs 

EARLY, P J Power Authority of the State of New York 00/01/22 
I7pp 


R Periodic operating reports & related correspondent* 


0OOUQO355 Forwards monthly operating rept foT Dec 1979 t, revised rept 
for Nov 1979 

JDNES, U (, ■Omaha Public Power District 00/01/10 Ip 


— 8D011B0357 Monthly operating rept for Dec 1979 

MICKLE, 0 J Omaha Public Power District BO/OJ/iO Bpp 


— G0012Q03BI Torwards addl info in response to NRC 7B0426 request re 
rept, "Review of Facility Fire Protection Proqram " 

EARLY* P J Power Authority of the State of New York 70/06/29 
IP 


— 0OO12BO309 Forwards add) info in response to NRC 781120 request re 
revision of facility fire protection program Hydroqen 
trailer will he removed Air intake louvers on battery room 
doors win not bo closed off w/ fire dampers W/o enc 1 
EARLY- P J Power Authority of the State of New York 79/02/06 
IP 


--0001100359 Revised monthly operating rept for Nov 1979 Generator 

on-line hours changed from 549 6 to 540 3 0 Adjudicatory correspondence 

HICKLE, n J Omaha Public Power District 80/01 / 10 2p p — — — — — 


S Roportable occurrences, LERs 4, related correspondence 


8001140419 Forwards LER 79-02Q/03L-1 

STEVENS, S C Omaha Public Power District 80/01/07 lp 


— BO01S40427 LER 79-020/031-1 on 79 1 208- dur ing Inspa of accessible 
piping, three add! snubbers on safety injection sys found 
inoperable Caused by incorrect installation of anchor baits 
Base plate modified U bolts reinstalled 
X.U5EK, L T Omaha Public Power District 80/01/04 4pp 


2001140444 Forwards LER 79-023/03L-0 

STEVENS, S C Omaha Public Power District 00/01/07 ip 


— 0001140453 LER 79-022/03L-0 -on 7912 18, during <old shutdown condition, 
66A/CRHS relay failed to trip when RM-062 was placed in 
alarm condition Caused by bound relay latching mechanism due 
to dirt !* grime Machanism cleaned ft tested 
MOELLER, R Omaha Public Powor District 79/12/20 3pp 


3001030442 Supports UCG petition fe»r decommissioning of Unit 1 & 
suspension of operation of Units 263 
GH1NCEJW Affiliation Unknown 79/12/14 Ip 


— 0001030450 Expresses concerns re safety h 6 1 ar d s , o vac ua t i on plans 6 
consequences cf possible accident 
QECKERj M Affiliation Unknown 79/12/14 lp 


8DOJ14O160 Supports UCS petition calling for decommissioning of Unit l 
6 suspension of Units 3 S< 3 operation 
ANDREW, J Affiliation Unknown 79/12/14 lp 


— 600U40I75 Supports UCG petition calling for dec omnu ss i on i ng of Unit 1 
6 suspension oF Units S >< 3 operation 
RUDYCOFF, L R Affiliation Unknown 79/12/27 Ip 


— EOO1MQI70 Supports UCS petition calling for decommissioning of Unit i 
6 suspension of Units 2 -!e 3 operation 
CHINGER, J Aff l liatlon Unknown 79/12/15 lp 


DOCKET 50-206 INDIAN POINT STATION, UNIT 3 


D- NRC Draft/Final Environmental Etatpmonts, supple 6 correspondence 


0001240025 Forwards FES for facility 

BALLARD. ft L Environmental Project* Drench 1 00/01/08 2pp 

— G0Q124OO29 - Notice of availiblljty of FES re preferred dosed cycle 
cooling sys for Installation at nuclear generating -unit 
BALLARD, R L Environmental Project* Branch 1 00/01/03 2pp 


— BOD114D102 Expresses concern ro evacuation plans discussed at public 
hearings concerning relicensing of plants 
LANDAU* P Affiliation Unknown 79/12/27 2pp 


— 0001140195 Urges shutdown of all units 

REDMAN- D Affiliation Unknown 79/12/27 lp 


- -0001140190 Suggests that NRC hold hearings in NY City area re UCS 
790917 pe-titi-on for decommissioning of Unit 1 & suspension 
of Units 2 & □ operation 

RAFANEt-LI, W Affiliation Unknown 79/12/17 lp 


—B-001 240033 FES for facility 

* Power Authority of the State of New York NJREQ-0574 
79/12/31 iBOpp 


—8001140195 Supports UCS petition calling for decommissioning of Unit I 
tr suspension of Units 2 k 3 operation 
KAM, Y Affiliation Unknown 79/12/14 lp 


8001250247 Forward's FR notice of 
FEB re preferred closed cycle 
BALLARD, R L Environmental 


i « tuanc-e it availability of NUREG- 0374 , 
cooling sys 

Projects Branch I 00/01/09 Ip 


8001220246 Ack receipt of statement in support of UCS petition re 
facilities Statement will be treated under 10CFR2 206 
Decision on matter expected in Jan 1980 

DENTON, H R Dffice of Nuclear Reactor Regulation 79/12/20 Ip 


80/01/09 


79/12/20 
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EQQ12J0093 Supports UtS request for suspension of operation at Units 
2 t 3 It decommissioning of Unit i Facilities are located 
within one nti\e of Ramapo fault Serious reactor accident 
will endanger 20 million people living within 6Q miles 
HADIN' F M Affiliation Unknown 79/12/0B Ip 


— 800121 0094 Notifies of Manhattan Community Board 2 791220 resolution 
to support UCS request for suspension of operation at Units 
2 t 3 ii decommissioning of Unit i 

DAPOLITQ.A , BELLAMY, C New York, NY 79/12/24 2pp 


0001030499 Discusses one 1 proposed response to Stem 60 b, r& aging of 
equipment, in UCS petition to decomission or shut down 
p iants 

LAINAS.G Plant Systems Branch 79/L2/14 2pp 


B001Q70362 Advises that Bulletin L Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule t 

of utils to fce audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENHUT,I> 0 Division of Operating Reactors 79/12/17 l?pp 


■6001210097 Requests hearings in NY City ro possible shutdown of 
fac 11 i ti es 

RAFANELLI,W Affiliation Unknown 79/12/17 iji 


6001140^64 Supports ihtervenor UCS 790917 request for decontamination 
of Unit I t, suspension of operations at Units 2 & 3 
Facilities have history of human b mechanical errors 
80GART, L Citizens Energy Council 80/01/04 2pp 


8001040656 Forwards WCAP-74 10L* "Qualification Test of ITT/Barton 
Transmi t t ers» Pr aduc t i on Lot 2 " Application for withholding 
& affidavit encl Proprietary version withheld (ref 
10CFR2 7901 

ANDERSON, T M Antibodies, Inc 79/12/21 »2pp 


0001040600 "Oua 1 i f icat ion Test of ITT/Oarton Tt ansm i t tnr *. Pr oduc t i on 
Lot 2, “ non p rapr i « ta ry version 

L1PCIIAK, J D Antibodies* Inc WCAP-7410L 79/12/20 ABpp 


0001100431 Forwards statement in support of UCS 790917 petition seeking 
decommlss ionmg of Unit 1 U suspension of Unit £ 3 Dl_s 

Requests sve of related documents 6 notices 

R09B, D K Public Interest Research Group, New York 80/01/07 lp 


■BOO 1 1 0043 6 Statement, in lieu of pleading, in support of UCS 790917 
petition requesting decommissioning of Unit 1 h suspension 
of Unit 2 & 3 OLs Urges institution of proc eed i ng , p er 
10CFR2 202, in order to permanently shut down Units 2 & 3 
ROSS, D K Public Interest Research Group, New York 90/01/03 
7pp 


B0QIQ3Q5S4 Responds to NRC 791023 ltr re containment purging t* venting 
during normal operation Util has begun valve qualification 
program through Wes t i nghou-s e to demonstrate that existing 
purge it valve actuators will perform during design LOCA 
EARLY, P J Power Authority of the State of New York 79/13/20 
4pf> 


9001220245 Summary of 791023 meeting w/util & lie s 1 1 n g h oubo ro recent 
steam generator irvsp at site 

QLSIMN, L Operating Reactors Branch 1 79/12/20 I7pp 


8001240339 Requests meeting notices & all relevant documents issued 
during review of UCS 790917 request for decommissioning of 
facilities F orwards statement supporting 790917 petition 
RQ30, D K Public Interest Research Group, New York QO/O1/07 Qpp 


H General correspondent o 


BOG 1 1 40062 Certifies sve on 791214 of three Itrs re UCS petition b NRC 
791214 order 

DAWNING, P T Office of the Secretary of the Commission 79/&2/14 
2PP 


8001140056 Responds to 791203 request for explanation of opposition 
to siting of facility Siting of facility is inappropriate 
due to large population in area 

RVAN, R 0 Office of State Programs 79/12/20 2pp 


3001040552 Forwards application for Amend 1 to 7G1214 application for 
amend to ULs 

CAHILL, H J Consolidated Edison Co of New York 79/12/J1 ip 


-“800104055s Application for Amend 1 to 7GI214 application for amend to 
OLs DPn~5, OPR-26 U DPR-64, remov inr? requirement to sample 
beach seine ntd Station It, which is inaccessible to 
grounded barges 

C AH ILL* 14 J Consolidated Edison Co of Now York EARLY. P J 
Power Authority oP the Stat* of Now York 79/12/20 ?pp 


8001140426 r orward s application It fees for amend to License DPIi-64, 
changing Tech Specs to require operability of all three 
auxiliary Fpeduater pumps during power operations Affidavit 
eric 1 

EARLY. P J Power Authority of the Stale of New York QO/01/04 

2pp 


3001140059 Requests explanation of opposition to siting of facility 
Forwards NY Times ar tic 1 e, quoting RQ Ryan characteristic™ 
of siting as "insane " 

COOK. A Q Affiliation Unknown 79/12/03 2pp 


l Financial information 


6001020464 Responds to NRC 791210 ltr re financial guarantee for Bach 
nuclear power plant Forwards cash flow available to general 
purpose projects as of 790331 , i nc 1 ud i ng audited semiannual 
financial statements for 701231 t* 790630 

BOSTON, J U Power Authority of the State of New York 79/12/20 
34pp 


O Advisory Committee on Reactor Safeguards reports b correspondence 


*8001140432 Application to amend License DPfl-64 to require operability 
of all three auxiliary feedwater pumps during power 
opera t ipns 

EARLY* P J Power Authority of the State of New York 30/01/04 

ip 


— 800U404D7 Proposed changes to Tech Spues Section 3 A requiring 
operability of all three auxiliary feedwater pumps during 
power operation* Util safety evaluation and 
* Power Authority of tho State of New York 80/01/04 6pp 


8001130445 Notifies of reanalysts of facilities using r eb 197Q version 
of fuel rod model At two plants allowable peaking factor 
limit Increased Afc two plants factor limit decreased Owners 
will forward new calculations, using Feb 197B model 
ANDERSON. T M Teledyne Cast Products 00/01/07 ip 


7911010602 Discusses request by Con Ed 6 NRC re adequacy of LER sys 
interaction study for Indian Point-3 similar to 790609 
rept on 2ion Similar rept would treat only part of problem 
Study not recommended 

CARBON, M W ACR8 “ Advisory Committee on Reactor Safeguards 
79/10/ k2 3pp 


P Operating license stage documents b correspondence 


B001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation mens ur ements re radiological environ 
monitoring program requirements Revised jtds being 
implemented in OL applicant reviews !« Tech Spec update 
GAMMILL.W P Division of Operating Reactors 79/11/27 35pp 


SO01O7O276 Forwards N9S8 vendor *< fuel supplier Itrs re Impact of 
cladding heating-rate dependent burst tamp effects on 
rupture time b strain/blockage Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain 8< flow blockage 
EI9ENHUT , D 0 Division of Operating Reactors 79/11/27 3pp 


0001 140263 Forwards response 
Lessons Learned Task Force 
Will be completed prior to 
EARLY, P J Power Authority 
52pp 


to NRC 79103D Ifcr of clarification r 
requirements All short-term items 
return tq sve 

of the State op New York 00/01/08 


a 


TM1 


8001210004 Forwards FES 1NURE0-05741 r» selection of preferred closud 
cycle cooling sys 6 FR notice FR notice only encl 
BALLARD, R L Envlroncnen tal Projects Branch 1 BO/Oi/QB 2pp 

- -8001 2 1 0006 Notice of availability of NURE0-0574* FES re preferred closed 
cycle cooling sys for installation 

BALLARD. R L Environmental Projects Branch I 00/01/03 2pp 

9001220039 Forwards FEB (NURE0-0574> W/a encl 

BALLARD, R L Environmental Projects Branch 1 00/01/00 Qpp 


8001220197 Summary of 791209 meeting w/uttls re review of sites in hiflh 
population arsas & reducing likelihood of severe reactor 
acc ident. 

ZECHi 0 O Office of Nuclear Reactor Regulation 00/01/10 Itpp 
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8001250111 Summary of 79)220 meeting w/utiis in re licensee review of 
interim measures U design charges to reduce probability of 
severe reactor accident >r consequences Agreed to separate 
meetings to discuss technical aspects 

ZECH. 0 G Division of Operating Reactors 00/01710 3Spp 

0001220415 Forwards application fee for NRC review of "Capsule T Matl 
Surveillance Rep t , Hea tup/C o ol down tc Hydrostatic Test 
Pressure Curve* " Class 111 fee submitted under protest 
Wo end 

EARLY, P J Power Authority of the 5t«te of York 80/01/16 lp 

8001290359 Submits response to NRC 791001 Itr tb loss of offsite power 
at facility on 770506.0713 t 700L24 Partial loss of offsite 
power occurred on 770304* 

EAFU V. P J Power Authority of the State at New Vork BO/Oi/22 
3pp 

3001310275 Forwards application to amend OL. proposed changes to Tech 
Specs it util technical rept re steam generator tpspa Class 
III fee e-ncl 

EARLY. P J Power Authority of the State of New York 00/01/28 

2pp 

— 8001 310276 Application to amend CL t* App A Tech Sp ecs. incorpcrat ing 
condition for steam generator mapi during Cycle 3 
operftt . on 

EARLY. P J Power Authority of the State uf New York 00/01/28 

3pp 


—BOO! 310277 Revised Pages 3 1-21 through 3 1-27.4 9-1 through 4 9-6 !. 
6-18 l< Table 4 9 I ta proposed Tech Specs re steam 
generator insps 

* Fouer Authority of the State of New York aO/Oi/20 10pp 


— 8001 31 0278 "Safety Evolution Related to Steam Generator Imps." 
including steam generator eddy current 8* gauging ropt for 
Cycle 2 refueling outage 

* Paver Authority of the State of New York 00/01/20 4Bpp 


000 1310209 Forward* Westin-gh ouse rspt. "L0tA Analysis. ” based on NrtC- 
approved Fed 1979 evaluation model considering 4y{ steam 
generator tube plugging 

EARLY , P J Power Authority of the Skate of New York 00/01/29 
7pp 


—0001310240 "LOCA Analysis " 

* Edlow International Co GO/01/31 62pp 


0 Inspection reports. IE Bulletins 6 correspondence 


8001030165 Forwards IE Ins? Kept 50-206/79-21 on 790912-14 t< 1011-18 
No noncompl sane e noted 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility !, Materials 

Safety Branch 79/11/13 2pp 


—0003030176 IE Insp Rept 50-206/79-21 790912-14 t 1014-18 No 
noncoup ] lance noted Major area inspected radiation 
protection prog ram. i nc l ud i ng advanced planning fc 
preparation training 5 exposure control 

SERAB1AN, J A . PLUMLEE.K E Region 1. Philadelphia, Office of 

the Director STQHR, J P Region 1, Philadelphia, Fuel Facility 

6 Materials Safety Branch 79/ll/OB 13pp 


0001)30509 Forwards "Second Refueling Outage Inservice Insp of 
PresswriacT Held L-1. N demonstrating no change in 
Pressurncr Held L- 1 indication Requests approve) of 
ultrasonic elimination results of weld by 791204 

EARLY, P J Power Authority of the State oP New York 79/12/04 lp 


BQ01150515 "Second Refueling Outage Jnservice Insp of Pressuriier Wald 
L-l ■■ 

* Power Authority of the State of New fork 79/13/21 9pp 


8'00l0^0044 Ack receipt of 791005 ltr informing NRC of steps taken to 
correct violations noted in !£ Insp Rept 30-2B6/79-17 
Corrective actions each licensed operator U senior operator 
to take respective part* of annual requa 1 1 f i c a ti on test 
BRUNNER. £ J Region 1, Philadelphia. Reactor Operations Nuclear 

Support 0T<anch 79/12/06 2pp 


—8001020048 Forward* IE Insp Rept 50-286/79- 17 on 790730-0803 h notice 
of violation 

BRUNNER.E -J Region I. Philadelphia, Reactor Operations Nuclear 

Support Branth 79/09/13 2pp 


— G00102005D Notice of violation from insp on 790730-0803 

# Region l, Philadelphia. Office of the Director 79/09/14 

app 


— 9001020056 IE Insp Rept 50-206/79-17 on 79O73O-OB03 Noncomp I i ant e 
noted deficient Teactor operator requal 1 f icati on program 6 
failure to correct Identified deficiencies in rflactor 
operator r equ a l i f i c a t i on individual study program 
COWG1LL, C J , flETTENHAUSEN, L . CAPHTON, D L Region 1, 

Philadelphia, Office of the Director 79/09/04 7pp 


B00124007C Forwards supp laments l response ta IE Bulletin 79-14. 
“Seismic Analysis for As-Pmlt Sa f e ty-Re 1 a ted Piping Sys " 
Tables pravidinq static span analysis for normally 
accessible b normally inaccessible areas end 

FARLY, P J Power Authority of the State of Now York 79/12/11 
9pp 


8OO1240-3B7 Forwards response to IE Bulletin 79-25, "Failures pf 
West inghou se 0FD Relay* tr 9af ety-Related Sys 11 Stylo 
3069A93 relays are not used at facility 

BAYNE. J P Power Authority of the State of New York 79/12/17 
4pp 


3001240335 Ack receipt of 791113 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-286/79-19 
BRUNNER i E J Region i, Ph i 1 ad e 1 p h ia. Reactor Operations Nuclear 

Support Branch 79/12/19 2pp 


— 6001240340 Responds to NRC 791018 ltr re violations noted in IE Insp 
Rept 50-206/79-19 Corrective actions alarm response 
procedures reviewed 6 revised *< plant operations review 
committee strengthened 

BAYNE, J P Power Authority of the State of New York 79/11/13 
4pp 


-0001240343 Forwards IE Insp Rept 50-206/79-19 on 790904-07 ft notice of 
violation 

□ RUNNER, E J Region 1, Ph i 1 ade 1 ph la. Reactor Operations Nuclear 

□upport Branch 79/10/18 2pp 


— 8001240347 Notice of violation from insp on 790904-07 

* Region J. Philadelphia. Office of the Director 79/10/16 
2pP 


— B0012403S2 IE Insp Rept 50-2B6/79-19 on 790904-07 Nonr omp 1 1 aflc o noted 
failure to establish procedures for control room alarms, 
improper author) rat ten for temporary changes 8, inadequate 
implementation of periodic procedure review 

KlSTEfli H Region 1, Philadelphia. Reactor Operations Nuclear 

Support Branch RLUrUlERG . N J Region ). Philadelphia! Office of 

the Director 79/10/16 I6pp 


8001240337 Notifies of typographical error in util 791217 response to 
IE Bulletin 79-25. "Failures of Meetinghouse BFD Relays in 
Safety-Related Sys " Item 3, last paragraph, shoul d read "min 
requirement of 0 020 inches " 

BAYNE* J p Power Authority -of the State pf New York 79/12/19 Ip 


0OOLOBOI02 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

BRIER. Q H Region i, Philadelphia, Office of the Director 

79/12/20 lp 


8OOIO7014O forwards IE Info Notice 79-32. "Separation of Electrical 
Cable* for HPCi U Automatic Dep ressur 1 1 a 1 1 on Sys " No 
specific action or response requested 

GRIER. B H Region 1. Ph i lade lph ia. Office of the Director 

79/12/21 lp 


8001110194 Forwards IE Info Notice 79~33, "Improper Closure of Primory 
Containment Equipment Accost* Hatches " No specific action or 
response requested 

GRIER. B H Region 1, Philadelphia, Office of the Director 

79/12/21 lp 


8001060659 Forwards IE Info Notice 79-34, "Inadequa te Design of Safety- 
Related Heat Exchangers " No action or response required 
GRIER, D H Region. 1. P h i 1 ade 1 ph ia, Office of the Director 

79/12/27 lp 


0001140540 Forwards J£ Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER. B H Region 1, Philadelphia, Office of the Director 

79/12/31 lp 


8001350096 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/31 lp 
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9001150210 Forwards IE Info Notice 79-3*5. ’’Control of Mamt fc Essential 
Equipment " No response required 

GRIER, D H Region 1* Ph i lade Iph ia, Office of the Director 
79/12/31 Ip 


3001150209 Forwards IE Info Notice 90-01, 'Tuel Handling Events ” No 
specific action or response required 

GRIER, B H Region t. Philadelphia, Office of the Director 
80/01 /OA ip 


GOOl l 105 19 Forwards sys flow diagrams showing ASNE code class 
boundaries for second 40-month interval of maervuce insp 
program, in response to NRC 791107 ltr Drawings available in 
Central Files only 

EARLY. P J Power Authority of the State of New York 00/01/09 

2pp 


5001290399 Forwards IE Bulletin 79-01D, "Environ Qualification of Class 
IE Equipment" w/attachments Action required 

GRIER, 0 H Region 1* Philadelphia, Office of the Director 
00/01/14 ip 


0OO129O19B Forwards IE Circular QQ-01. "Svc Advice for GE Induction 
Disc Relays 11 No response required 

GRIER, B H Region i, Philadelphia, Office of the Director 
80/01/17 lp 


R Periodic operating reports \ related correspondence 


S0011Q0331 Forwards monthly operating rept for Dec 1979 

DAYNE, J P Power Authority of the State of New York 60/01/14 lp 


— 600 1 100352 Monthly operating rept for Dec 1979 

CONNELL, C Power Authority of the State of New York 60/01/02 

4pp 


S Reportable occurrences, LERs A related corr c spond one e 


BOO 1 030695 RO on 791 1 27, dur i ng outage test analysis* valve setpoints 
P-CV-4A4, PCV-466 Ik PcV-469 found below Tech Spec limits h 
accumulators 31 k 34 level transmitters found out of spec 
Caused by valve drift Ltr is 34-h notification 

BAYNE. J P Power Authority of the Btgte of New York 79/11/26 

2pp 


801)1020360 Forwards LER 79~0t4/O3L 0 

BAYNE, \t P Powor Authority of the State of New York 79/12/2B lp 


’*-0001020364 LER 79-Q14/03L-0 on 791202, during refuel ino shutdown, 
hydrogen recombiner test 3PT-R12 indicated excessive 
temp on re combiner 32 Caused by misaligned louver on 
recombiner Louvei repositioned 

GUNQLE, F W Power Authority of the State of New York 79/12/26 
IP 


8001150623 Forwards LCR 79-0I7/O3L-0 

BAYNE, J P Power Authority of the State of New York 00/01/09 lp 


--8Q01150631 LER 79-017/03L-0 on 79I21Q, dur ing refueling shutdown, low 
level limit on Barton DP auxiliary level alarm set at 
73,100 gallons, less conservative than Tech Spec 3 3 A 1 R 
Caused by instrument drift Indicator rocalibr 

GUMBLE, F VJ Power Authority of the State of New York 00/01/09 

IP 


U Congressionol/Execut i ve Correspondence 


B00I130146 Responds to 790917 ltr ro W Holden 790023 ltr re plant 
safety issues Redundant safety equipment kept in separate 
rooms w/separating conreto walls ALAB-436 accepted current 
seismic criteria 

GOSBICK»L V Office of the Executive Director for Operations 
79/11/13 3pp 


9001150162 Discusses UCS 790917 petition seeking resolution of issues 
re facility safety & site suitability NRC should begin 
formal proceedings to determine risk to public health U 
safety in NY metropolitan area 

CHISHOLM, S House of Rep , Committee on Rules 00/01/09 lp 

S 
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F Security, medical, emergency h fire protection plans 


BOO 1 1400 54 Requests estimates ro evacuation of areas around nuclear 
powor reactors Format for reporting evacuation time 
estimates end 

GRIMES, 0 K Assistant Director for Engineer ln.ff & Projects 
79/11/29 4pp 

B001030519 Forwards revised emergency! plan in response to NRC 79101(1 
request Intends to implement revised emergency plan 30 days a 
following MflC approval of plan 
PARKER. W 0 Duke Power Co 79/12/27 lp 


— 9001030S2B Revised emergency plan 

* Duke Power Co 00/01/01 193pp 


G Adjudicatory correspondence 


0001210066 Forwards order to show cause, in response to util mtentiOh 
not to imp 1 omen t all Category A TMI Lessons Learned Task 
Fotcb short-term re qu J r ements by BG0131 Methods of 
implementation completed by BQOlOl should be described 
DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 2pp 


— 0001210070 Order to show cause why licensee should not Implement 
Category A TMI Lessons Learned Task Force shorl-turm 
requirements by 000131 FailurB to comply should be justified 
by timely document a t| on 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


B001170372 Forwards answer to B0Q1Q2 director's order to show cause 
Proposed shutdown would severely impact power reliability 
in State of VA & Carolina subregion 
PARKER. MO Duka Power Co 60/01/19 ip 


— 0001 17037B Forwnrds ut i l 000114 answer to HR Denton 800102 order to 
silow cause 

PARKER, W 0 Duke Power Co Q0/01/15 lp 


— 6001170385 Answer to HR Denton G00102 order to show cause why licensufl 
should not implement Category a TMI Lesson* Learned Task 
Force short-term requirement* Commits to compiote 
outstanding requirements by 600331 W/Cert i f i cotu af Bvr 
PARKER. W 0 Duke Power Co 00/01/14 25pp 


— 6001170446 Affidavit stating that SC Public Svc Authority reserve 
status for Feb-Moy 1980 & total miscellaneous capacity 
reductions on BOOl02,were furbished to util 

GRAMLING, C S South Carolina Public Service Authority GQ/fll/JQ 

2pp 


--600U70493 Affidavit stating that CP&L reserve status for Feb-May I960 
k total miscellaneous capacity reduction* on 000102, were 
furnished to util 

KIRK, J II Carolina Power U Light Co GO/OI/IO 2pp 


--8001170456 Affidavit stating that 5C Electric L Gas Ca reserve status 
for Feb-May 1900 Sc total ml sc e 1 1 an« ous capacity reductions 
on 000102, wore furnished to util 

YOUNG, J H Southern California Edison Co 00/01/11 2pp 


-~BO0ii7O462 Affidavit stating that VEPCQ reserve status for Feb'May 1980 
6 total mi stellar etuis capacity, reductions on 600102, wer® 
furnished to util 

ELLIS, L W Virginia Electric & Power Co 00/01/11 app 


6001140519 Respond* to Subcommittee on Energy h Environ request for 
clarification of 790319 testimony ro NRC shutdown of five 
plants designed by BkW Plant* ordered shut down due to use 
af SHOCK-11 Code use unac e ep tab 1 o under NRC guidelines 
DENTON, H R Office of Nuclear Reactor Regulation 79/11/20 6pp 


— 8001170473 Expresses concerns re proposed plant shutdowns Reserve 
levels in Vrt-Caroltna & FL subregion* expected to be 
particularly low during- Teb-Mar ft 

BROWNLEE. W R Southeastern Electric Reliability Council 
BO/Ol/lO 2pp 


6001240203 Responds to 791U4 1 tT to JM Hendne re enerqoncy evacuation 
plan* for heavily populated areas surrounding facility Task 
force Is examining potential changes in plant design 
operation to lessen probability of severe accident 
GQESlCKrL v Office of the Executive Director for Operations 

80/01/02 2pp 


6001220397 Forwards NC Utils Commission tommenfco re NRC 000102 order to 
show cause why licensee should not implement TMI Lessons 
Learned Task Force short-term requirements by OQ- 02 S 5 
KOGER.R K North Carolina, State of 00/01/ SB 4pp 


B0012404QB Forward* NC Utils Commission comments re order to show cause 
issued by HR Denton o n B00102 

KOOERiR K North Carolina, State of 60/01/18 ip 
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--E0Q1240412 Response to Nf?C 000102 order to show cause why util should 
not irplr-rent Category A r equ i r amen ts of place facilities in 
cold ikutde-n or refueling node Opposses order it requesti 
util be allowed to implement preferred schedule 
«* North Carolina. State of 80/01/18 3pp 


M General correspondence 


S0012301S9 Oiscusses effects of NRC B00102 show cause order 
Sirnu I taneous- multi-unit shutdoun uill seriously jeopardise 
power reliability within state Recommends that facilities 
be sequentially removed from sve 

VONCE. H G South Carolina. State of 00/01/17 9pp 


P Operating license stage documents L correspondence 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised Stds being 
implemented in OL applicant reviews t> Tech Spec update 
GAMMILL.W P Division of Operating Reactors 79/11/27 35pp 


0001020395 Forwards response to NRC 791107 1 tr roqueafcing addl info ro 
intercommunication sys reliability analysis Schedule for 
implementat Lon of identified mods contingent upon completion 
of final design tt availability of equipment 
PARKER.W 0 Duke Power Co 79/12/21 3pp 


BOO 1020459 Forwards "•Auxiliary Feedwater Sys Reliability Analyses - 
Generic Rapt for Plants l-J/DfeW Reactors" & "Emergency 
Feedwater Sys Reliability Analysis for Oconee Units 1-3 " 

Lists mods designed to eliminate ac dependencies 
PARKER, W 0 Duke Power Co 79/12/31 2pp 


— 8001030470 "Emergency Feedwater Sys Reliability Analysis for flconoo 
Units 1-3 " 

WEAVER. W W , DURHAM. R W , ENZ INNA, R S 3M Co , Minnesota Mining h 
Mfg Co 79/11/30 lOOpp 


8001020401 Responds to NRC 790021 request for detailed analysis of 
thermal-mechanical -conditions of reactor vessel during 
recovery from small breaks w/eitended loss of feedwater Kept 
available by 800215 

PARKER, WO Duke Power Co 79/12/21 lp 


G001070276 Forwards NSS5 vendor & fuel supplier ltrs re impact Df 
cladding heafcing-rafef dependent burst temp effects on 
rupture time l strakn/blockage Ltrs will help licensees 
respond to NRC 79JIQ9 i tr re rupture strain l flow blockage 
ElSEMiUT, D G Division of Operating Reactors 79/11/27 3pp 


0001020390 Forwards request for addl info re automatic reactor coolant 
pump trip during small break LOCA Requests response within 
30 days 

REID R W Operating Reactors Branch 4 79/12/17 5pp 


3001070362 Advises that Bulletin t, Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan encl 

EISENHUT.D G Division of Operating Reactors 79/12/17 12pp 


8001030672 Forwards updated info re volts ac available reserves 
Available capability represents installed capability reduced 
by scheduled main out-aged K reductions Requests approval of 
Feb shutdown of Unit 3 

THIES-A C Duke Power Co 79/12/27 5pp 


8001Q406D3 Forwards addl info in response to NRC 791121 ltr ro small 
break LOCA Complete response will be submitted by B0O215 
PARKER. W 0 Duke Power Co 79/12/23 3pp 


BOOIO0O434 Supplements util 791019, J 121 * 1217 responses to NURi:0-D970 
Includes info re emergency power supply requirements, 
instrumentation for detection of inadequate core cooling & 
integrity of sys outside c onto i nme nt 
PARKER. W 0 Duke Power Co 00/01/03 I3pp 


0001230034 Notification of 791220 meeting u/BLW t, DLW licensees in 
Bethesda.HD to discuss tontrol rod guide tube wear 
CONNER, E L Operating Reactors Branch 4 79/12/17 5pp. 


0OO1O2O3B6 Responds to NRC 79J023 ltr re containment purging * venting 
during normal operation Often necessary to purge reactor 
bldg prior to or following cold shutdoun to allow personnel 
entry to perform safety-related functions 
PARKER IV 0 Duke Power Co 79/12/19 3pp 


3001100117 Forwards Amends 70,70 & 73 to Licenses DPR- 30, DPR-47 f< 
DPR-35, respec tiveiy, safety evaluation 1 < notice of issuance 
& ava i lability 

REID. R M Operating! Reactors Branch 4 bo/ 01/04 2pp 


— 0001 ] BO 1 21 Amends 70.70 t< 75 to Licenses DPR-30. DPR- 47 h DPR-33, 
respectively, revising core protection safety limits, 
protection sys sotp o ints. control rod post t ion, power 
imbalance axial power shaping rod position 
RE ID, R W Operating Reactors Dranch 4 00/01/04 l£pp 


y 791023 meeting u/BLW owners group, B&W. ORNL & CRN 
consultants from Scientific Applications, Int in Lynchburg. VA 
control ,ys reliability analysis 

79/12/19*° I 5 pp ElectriCj Instrumentation (. Control Systems Dranch 


"" 0O 2ii 0 ?J. 27 ™ a ! ety ev «l lia fcion supporting Amends 70.78 it 73 to Liranae 
DPR-30, DPR-47 i DPR-53, respec t i v<? 1 y 

* Office of -Nuclear Reactor Regulation 80/01/04 6pp 


0& ?]fitu-!raJr^nJMf f t tV ev * lu * tl0n approving preliminary design For 
safety grade anticipatory reactor trip on loss of feedwater 

REID B S* S l!Sr ,fc V ddl inf0 fDr finai U%t *« «PP^al 

REID, R IV Operating Reactors Branch 4 79/12/20 2pp 

" e0 ?ildi 5Cia r Sa ^ t l! evaluation approving preliminary design far safotu- 

trV^ * r “ et0r tr ‘ P * ° n 1035 of *•»« ^‘Jater * 

* Office of Nuclear Reactor Regulation 79/12/20 7pp 

sis;:*.? •* * bb * or 

«.0.R w 

PARKER, HO Duke Power Co 79 ^ 12 / 2 | 3pp 

assembly wi thd rawa?'*< hidHi* 0 T * Ch Sp " TabU 4 2-1 re ca P«ule 
* Duke Power Co 79/12/21 lp 

0001020327 Replies to NRC 790831 it*. 
of sequential auxiliary feed^Jt^ hl,nci)ma ^ analysis 

following loss of im in f eedwut*n a* , st * ani generators 
by 000115 eedwater Analysis will be submitted 

PARKER.W 0 Duka Power Co 79/12/gi lp 


GOO 1 180132 Notice op issuance t, ava i 1 ah 1 1 i tu of Amentia 70,70 & 75 ta 
Licenses DPR-PB, CPR-47 i, DPR-55, respec t i ve 1 y 
REID, R W Operating Reactors Dranch 4 00/01/04 2pp 

800131 0249 References NRC 800102 order to show cause r# imp 1 omen t a fc i on 
^ af Lessons Learned Task Force Category A r equ 1 romen t s 
Forwards info necessary for NRC evaluation of lequeat for 
eitenjion of 000215 deadline 

DENTON, if R OFfjce oF Nuclear Reactor Regulation 00/01/04 4pp 


0001 14042 1 Forwards revised 


. L pages to "Auxiliary Feedwater Sy a 

a™ Analysts Generic Rept for B6W Designed Plants M 

PARnER.lv Q Duke Power Co 00/01/07 ip 

— 000 U 40400 Revised Figures IB * JH for Pages 19 & B-4 to "AuxlUaru 
Feedwater Bys Reliability Analysis Oeneric Rapt For DLW 
Designed Plants " 

* Dule Power Co &0/01/07 2pp 

t0 N »C 7^002, request for perPormene. of 
benchmark analysis f PT sequential auxiliary feedwater flow 

PARKrn C u A n T ~ 2 n U) i th D ee " n '°J e 6t<,am S^nerator representation 

PARKER, H o Duke Power Co BO/OI/OB I7pp 

? 05 ^ro S t0 NRC 79,109 ltr re '»•! clad swelling model 
wtiliied in ECCS analysis BJ.W fuel clad swelling modal is 
conservative compared to NRC proposed model No addl ECCa 
calculations are necessary 
PARKER.W O Duka Power Co 00/01/08 3pp 

a °ulants^ l i J 2 fc ini B4 < .? f generic concern re voiding transients on DAW 
j! ^ <>ld fQ Fmotion may be taking place in hotter regions 

Of reactor vessel Requests analytical prediction using 
transient analysis within 30 days 

REID, R W Operating Reactors Branch 4 00/01/09, Q5pp 
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6001220441 Forwards Univ of SC "Rept on 790025 Jacatsee Earthquake, M 
supplementing Law-Eng i nc er i ng Testing Co rept 
PARKER. W O Duke Power Co 00/01/17 lp 


— 9001220446 "Rept on 790025 Jotassee Earthquake “ 

TALUANl.P . STEVENSON, D , TAYLOR . K South Carolina, Univ of 
00/01/17 13pp 


0001220450 Supports Duke Poiaer Co proposal in response to NRC B00102 
show cause order Requests that util be granted sufficient 
time, through 000531, to complete NUREG-057B Category A 
requirements to minimize impact on NC power reliability 
FISCHRACH, R North Carolina. State of B0/01/17 2pp 


0001200303 Forwards rep ts, "Inadequate Core Cooling Decay Heat 

Removal Sys Mode of Operation" & "Analysis Summary in 
Support of Inadequate Core Cooling Quidel mesi " In response 
to NUREG-Q570 

PARKER, U 0 Duke Power Co 00/01/23 2pp 


0001290357 Forwards response to NRC 791121 Itr requesting addl Info re 
small break LQCA Loads Imposed on tubes of once-through 
steam generator during postulated slug flow evaluated t, 
found acceptable 

PARKER , U 0 Duke Power Co 00/01/24 2pp 


3001290426 Informs NRC n e delay until 0OO2OQ in responding to 791017 
request re several questions of par fc ia l /complete losses of 
offsite power 

PARKER, W O Duke Power Co 00/01/24 tp 


BOO 1 2904 36 Informs that loactar coolant pump trip design review is 
warranted prior to initiating analysis efforts requested 
Following 000229 review c omp 1 a 1 1 on, resu 1 ts of review !< 
followup actions will be submitted 
PARKER, W 0 Duke Power Co 00/01/24 lp 


9 Inspection reports, IE Bulletins $, correspondence 

8001040100 Forwards Watte Packaging Insp Rept 79-03A on 791017-10 No 
noncomp 1 lance noted , 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility A Materials 

Safety Branch 79/11/15 9pp 


—0001040224 Waste Packaging Insp Rept 79-03A on 791017-19 No 

noncbmpl lance noted Major areas inspected compliance w/DOT & 

NRC regulations re shipping paper requirements, DOT placard 
requirements, rad ietion levels I, removable contamination 
POTTER, J P Region 2, Atlanta, Fuel Facility & Materials Safety 

Branch 79/11/13 4pp 


□001020123 Forwards IE Insp Repts 50-269/79-2/. S0-27O/79-B5 6 
30-207/79-27 on 791022-24 No noncompliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction U Engineering 

Support Branch 79/11/19 2pp 


—0001020127 IE Insp Repts 50-269/79-27, 90-270/79 >25 t, 50-2B7/79-37 D n 
771022-24 No noncomp l lance noted Major areas inspectod 
procedures, work activities A records for as-built safety- 
related piping insp & concrete anchor insp 
HERDT, A R Region 2, Atlanta, Reactor Construction h 

Engineering Support Branch ANQ, W P Region 2, Atlanta, Office 
of the Director 79/11/14 3pp 


80D1020132 Forwards IE Insp Repts 50-269/79-31,90-270/79-29 fc 
50-207/79-31 on 791001-1031 No noncompliance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/11/21 2pp 


—0001020137 IE Insp Repts 50-269/79-31,50-270/79-29 1, 50-207/79-31 on 
791001-31 No noncomp 1 lance noted Major areas inspected plant 
operations, IE Bulletin fol lowup. test witnessing ?, unit 
startup 

* Region 2, Atlanta, Office of the Director 79/11/21 7pp 


000 1 1B0260 Forwards IE Insp Repts 50-269/79-29,50-270/79-27 t, 
50-207/79-29 on 791025-1102 No none omp 1 lane e noted 

LEWIB,R,C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/11/20 2pp 


— BOO! 100267 IE Insp Repts 50-269/79-29,50-270/79-27 & 50-207/79-29 on 
791025-1102 No none omp 1 i ante noted Major areas inspected 
witness 4< review of Initial Cycle 5 oporatian U zero-power 
physics tests 

MARTIN, R D Region 2« Atlanta, Reactor Operations Nuclear 

Support Branch BURNETT, P T Region 2, Atlanta, Office -of the 
Director 79/11/20 4pp 


BOO! 170001 Forwards IE Insp Repts 50-269/79-30,50-270/79-20 6, 
50-207/79-30 on 791029-1102 No non c omp 1 i anc e noted 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility h Materials 

Safety Branch 79/12/03 2pp 


—BOOM 70002 IE Insp Repts 50-269/79-30,50-270/79-26 90- 207/79-30 an 

791029-1102 No none omp 1 ia rvc e not ad Major areas inspected 
rad iol eg leal environ monitoring program 

JENKINS, O R Region 2-, Atlanta, Fuel Facility t, Materials 

Safety Branch MAC ARTHUR , T C Region 2, Atlanta, Office of the 

Director 79/12/03 3pp 


S00107QkBB Forwards IE lnfa Notice 79-32, "Separation of Electrical 
Cables for HPC I & Automatic Depressurization Sys " Nd 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


0001240117 Forwards IE Info Notice 79-33, "Improper Closure of .Primary 
Containment Equipment Access Hatches " Nq action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


□001240470 Forwards IE tnfo Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/27 2pp 


9001030543 AcV receipt of NftC 791123 Itr re implementation of control 
rod tube insp program Program results presented at 791220 
meeting show control rod guide wear is not significant 
problem Requests extension of Cycle 4 
PARKER, W O Duke PoWOr Co 79/1H/20 Spp 


900U60211 Forwards IE Insp Repts 50-269/79-40, 50-270/79-37 fc 
50-207/79-39 on 791130 No noncamp 1 lance noted 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/20 2pp 


—0001160221 IE I nap Repts 30-269/79-40, 50-270/79-37 *« 50-207/79-39 an 
791130 No noncomp 1 1 anc e noted Major areas discussed at 
mooting requested 791025 by NRC enforcement history, licensee 
events t total performance 

MARTIN, R D Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch JAPE, F Region 2, Atlanta, Office of the 

Director 79/12/26 3pp 


00012900/3 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbino Cliscs " No response required 

Q'REILLYtJ P Region 2, Atlanta, Office of the Director 

79/12/20 2pp 


0001 160-240 Forwards IE Info Notice /9-35, "Control of Maint k Essential 
equipment " No action o-r r-cuponso required 
O'REILLY, J P Region S. AtLanta, Office of the Director 
79/12/31 Jp 


G0012400D6 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

0 'RE I LLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 2pp 


0001290273 Forwards IE Infn Notice 00-01, "fuel Handling Events M No 
specific action or response required 

O'RCILLY. J P Rug i an 2, Atlanta, Office of the Director 

00/01/04 2pp 


0001290423 Forwards IE Bulletin 79-OID, "Environ Qualification of Class 
IE Equipment*' w/atta c h men t » Action required 
□ 'REILLY, J P Region 2, Atlanta, Office of the Director 

BO/Ot/14 lp 


S Reportable occurrences, LERs 6 related correspondence 


0001110461 PT 21 rept on 791017, a l ight ly contaminated water from LP1B 
spilled into west penetration ra-om Caused by Valve 30WD-152 
being left open after servicing Dams constructed in 
penetration room 

PARKER , U □ Duke Power Co 79/12/20 2pp 


DOOM 50439 Forwards LER 79-Q36/03L-0 

PARKER, W 0 Duke Power Co 00/01/09 3pp 


— B001 150443 LER 79-036/03L-0 on 791210, high pressure sve uatBT pump D 
declared inoperable ** removed from syr as result of pump 
motor cooler leakage Leaking tubes soldered Valves will be 
installed on supply lines 
LEW 1 3, 5 R Duke Power Co 00/01/09 lp 
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DCCKET S 0-269 THREE MILE ISLAND NUCLEAR STATION. UNIT 1^ 

F Security, medical* emergency & fire protection plans 

BGO125G04& Comments on NUREG-0610 comment* reflected in revised TM1-J 
emergency plan submitted 791029 

HERBEIN. J C Metropolitan Edison Co 79/11/19 ip 

6001140054 Requests estimates re evacuation of area* around nuclear 
power reactor* Format for reporting evacuation time 
estimates end ^ 

GRIMES. 8 K Assistant Director for Engineering U Projects 
79/11/29 4pp 

B00103Q506 Forwards status of fire protection safety evaluation rapt 
iuppl< 6 review of suppls 

LAINAS, 0 Plant Systems Branch 79/12/10 4pp 

— 6001030510 Fire protection safety evaluation rept suppl it review of 
items completed Proposal unacceptable* add) info required 
• Plant Systems Branch 79/12/10 15pp 

EDO 1 140003 Denies 791016 request that annual radiation emergency drill 
be deferred 

COLLINS* J T TMI-2 Operate i ons/5upport 79/12/13 Ip 

8001 150243 Requests waiver of 1979 annual emergency drill until B0013I 
Drill scenarios will be based on existing conditions in 
facilities Normal communications 6 interface w/offsite 
groups will not be eiercised during drills 
HERBE1N. J 0 Metropolitan Edison Co 79/12/24 ip 


6001160490 Responds to util 791224 request for extension until 000131 
for emergency radiation drill Drill will bo limited to 
Unit 2. except for accountability of personnel on operating 
floor of Unit 1 fuel handling area 

COLLIN5, J T TMI-2 Operations/Support 79/12/20 Ip 


B001150520 Forwards physical security plan addendum* *Vp erce d i ng 791127 
addendum Addendum withheld (ref 10CFR2 790) 

WILSON,# F Metropolitan Edison Co 60/01/09 lp 


8001040571 Mod of Contention 16 Alleges inadequacy of emergency plan 
duo to absence of factual basis for 10-mile limit fur 
evacuation Accident effects per WASH~1400 should ei tend to 
larger distance* W/Ccrti f icate of Svc 

WEISS. E R Union of Concerned Scientists WEISS, E R Sheldun. 
Harmon «< Weis* 79/12/16 3pp 


8001070469 Revised contentions re licensee emergency plans in light of 
President's Commission repfc on TMI Alleges Inadequacy & 
ineffectiveness of plans for failure to comply w/Heg Guide 
1 70 requirements Certificate of Svc encl 

DOWERS* J Anti-Nuclear Group Representing York 79/12/10 10pp 


S001 030070 Forwards President Carter 791207 statement re Kemeny Rept 5* 
fact sheet containing responses to recommendations W/o encl 
SWARTZ, L L Antitrust Division 79/12/19 lp 


0001 040536 Response to intervener People Against Nuclear Energy 791129 
request for financial assistance ASLB should defer judgment 
since financial issue premature Current policy does not 
favor intervenor funding W/Cert i f icate of Svc 
SWANSON* D T Hearing Oranc* 1 79/12/19 iOpp 


0001070490 Forwards licensee response to intervenor TMI Alert first set 
of i nterrogatur lea 

ZAHLER.R E Shaw, Pittman. Potts V Trowbridge 79/12/19 2pp 


— 8001070494 Response to intervenor TMI Alert first set of 

interrogatories Info includes shutdown h lstory , p lant maint & 
repair procedure*, per * onne 1 training, insp history h plant 
decontamination Certificate of Svc oncl 
• Metropolitan Edison Co 79/12/19 3pp 


0001090090 Notice of appearance in piocouding Certificate of Svc encl 
SWARTZ, L L Antitrust Division 79/12/19 3pp 


0001000491 Request for extension of timo to file revised contention re 
emergency planning & emergency preparedness Util has not 
presented Intervenor u/final emergency plan Certificate of 
Svc encl 

KEPFQRD* C Environmental Coalition on Nuclear Pnwer 79/12/20 
4pp 


6001170400 Forwards physical security plan addendum, ad dr ess 1 ng changes 
to TMI-2 plan Addendum withheld <ref 10CFR2 790) 

WILSON, R F Metropolitan Edison Co 00/01/07 lp 


C Adjudicatory correspondence 


8001220255 Responds to 790826 ltr expressing concern re possible public 
exposure to contaminations from plant Release of radioactive 
gases or liquid not permitted 

DENTON, H R Office of Nuclear Reactor Regulation 79/11/30 lp 


0001040226 Response in opposition to Consumer Advnrate of PA 79120J 
petition to file brief addressing NRC 791121 answer re 
funding of Intervenor witnesses Petitioner failed to state 
good cause permitting further pleadings 
SWANSON, D T Hearing Branch i 79/12/21 5 PP 


0001000299 Interrogatories directed to NRC Includes inquiries ro NRC 
current position os opposed to position in prior cases 
Questions adequacy of natural circulation for removing 
reactor core decay heat m LQCA W/Cerfci f icate of Svc 
WEISSiE R Union of Concerned Scientists WEISS, E R Sheldon, 
Harmon 6 Weiss 79/12/21 20pp 


--800122Q259 Comments an facility Containment bldg should not be opened 
due to passible public exposure to contaminants 
DAVIS, B Affiliation Unknown 79/00/26 ip 


8001080056 Ac i receipt of 791130 interrogatories Will not respond to 
questions dealing w/contenti ons on which ASLB ha* not yet 
ruled Time computation will start from date of ruling 
TROWDRIDCE, 0 F Shaw, Pittman, Potts U Trowbridge 79/12/07 3p p 


8001100166 Responds to 791121 ltr re Table S-3 applicability to license 
suspension proceeding Final 790904 fuel cycle rule 
containing modified Table S-3 will apply if ASLB determines 
Table has bearing on Issue 
SINGER, L N Hearing Branch 2 79/12/07 lp 


a0 ciStJSt?on , n 1 fl ed /?‘ rS ! neV ^ pU ? nin9 contBnk i0P 1 replacing 791022 Final 
Contention 0 Revision due to util revised emergency plan 

l 9 . ln4dB( lW4te to assure protection of public 

health ^ safety Certificate of Svc end 

SHOLLV.a C Affiliation Unknown 79/12/17 ICdo 


r ” mt ' *■•»«*«.< .I,.., 

ZAHLEB.fl E Sh»u. Pittman, Pott, «, Troubridso 79713/17 3pp 


□001140083 Final amended contentions of Newberry Township TMI Steering 
Committee et al Alleges inadequacy of Met Ed evacuation plan 
to assure safety within 5-mile radius of plant Certificate 
of Svc encl 

CUNNINGHAM, J D Newberry Township, York Haven, PA CUNNINGHAM, J D 
Fox, Farr t» Cunningham 79/12/21 20pp 


0001160386 Notices of appearances on behalf of Commonwealth of PA Ofc 
of Consumer Advocate Certificate of 8vt encl 
BARA3CH, D , KENNARD, N J . BLA9K* J K Pennsylvania. State of 
79/12/24 7pp 


0001140120 Brief in lieu of pleading by Consumer Advocates of PA on 
impact 6 psychological distress evidence Weighing 8* 
evaluating issue should be made by qualified experts rather 
than individuals suffering distress W/C er t i f l ca te of Svc 
CQHEH.W W , BLASK, J K Pennsy 1 van ia. State of 79/12/26 23pp 


0001170006 Exceptions to first special prehearing conference order 
Requests reinstatement of Contention 4 re threats to plant 
security Certificate of Svc encl 

ADLER * T A Three Mile Island Alert ADLER, T A WirfoPf, Roager, 
Belkowlt* U Adler 79/12/26 4pp 


8001020007 Memorandum discussing need for reducing NRC time to resoo 

0 r.r tent :r d r n9 di ‘ CQ ""V No r.asoS h« p H a r apo 
ta direct specific schedule 

SMITH, I W Atonic Safety and Licensing Board Panel 79/12/10 2 


0001030840 First sat of interrogatories to all parties Requests witness 
lists U document identification Requests info re UCB 
Contentions 9*10 $< 12-14. Sholly Contention 14 & Environ 
Coalition on Nuclear Power Contention 1 
SWARTZjL L Antitrust Division 79/12/27 9pp 


8001200102 First set of interrogatories directed to licensee in restart 
proceeding Includes request re procedures 6 operability of 
containment isolation sys Certificate of five encl 
SHOLLYiBC Affiliation Unknown 79/12/27 I8pp 
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8001150198 Motion to clarify or correct special prebearing conference 
order re completion of general discovery Urges admi iti ss I on 
of 5 psychological distress discovery *0 dags after positive 
ruling on Issue Certificate of Svc end 

SHELDON, K P People Against Nuclear Energy SHELDON, H P Sbeldo-n. 
Harmon t* Weiss 79/12/2B 3pp 

BOOt 140106 Motion requesting admission of revised contentions on fuel 
rods S, coistrol room design Region 1 791219 press release fe 
Certificate of Svc enc 1 

LEWIS. M I Affiliation Unknown 79/J2/31 Upp 

soot 150154 Responds to 790MQ ltr re opposition to reopening of 
facilities- Public hearing to he conducted to determine if 
Unit 1 should be operated t under uhat conditions restart 
ujot/Id occur if decision to operate facility i» nade 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/31 3PP 

8001 1BOOB6 Response to Environ Coalition on Nuclear Power <ECNP) 791230 
raq.ueet for oitenslon of time to specify emergency planning 
contentions -Met Ed does not object to granting ECNP 10-day 
extersion to B00107 Certificate of Svc end 

2AHLER.P E Metropolitan Edison Co 2AHLER, R E Shaw. Pittman, 
Potts t< Trowbridge 79,12/31 fepp 

5001 100306 Responses to TMt Alert 791210 interrogatories Requested 
review of plant transients is contained in NRC evaluation 
of licensee compliance u/790809 order Includes info on 
other generic questions W/C erti f icate of S/c 

■SWARTZ. L L Office of the Executive Legal Director BO/Ol/us 

60-Pp 


QDOl 1 BO 4 09 Response to intervenor* UCS. Sholly. Anti-Nuclear Group 
Rupre Renting York A Newberry Township contentions 
a d« 

i l . _ it _1 I .. .1 ■ flue r A-r f 1 Fl ratA nV hVT PULA 

: |? Shaw. 


ipre Renting York K Newberry Township contentions r« 
Joquacy of licensee emergency preparedness Objects to 
ajority O# allegations Certificate of Svc e«c 1 
?OUORI DGE. G F Metropolitan Edison Co TROWBR J D0E< 0 J 


TROWBRIDGE.- _ 

Pittman, Potts i< Trowbridge 00/01/02 InPP 



TROWBRIDGE 
Pittman. Potts & Trowbridge 


BO/01/02 


SOO1150397 F.r.., 1S MU « E 9- ?3! 9.^flEO,CP- 0 009.NU«EO-06J6 8 7*133. 
update of documents available in TMI-1 LPDRs in York 

.h, «..«-»»« t.,.1 bo/01 ,04 

BOOl 190027 Response to People Against Nuclear J[? 1220 ftl0tlori 

?fia5BStM E fr^'"'^troi*5t^!; V ESr,^ f Co' , %SoWD B 5l!OE.O F Sh.u. 
Pittwan. Potts t< Trowbridge 00/01/04 *PP 

BOO. 1B 03« C.r«.M F.tl.0. t. C r > :: .on 4; . ***»» of 

«*>• «' 

Jordan. H T K°r little" H . SMITH. I W Atooic Saf.tg ond Lie.n.ioa 
Board Panel 00/01/04 13pp 

— BOOU80397 ia^orc! I \lllV 

S3^J& «!*«!.«£ PF.v.oo. NBC ro.dOdMn, d.cU.on - 

6" 79/11,13 9 S F 

-boc.isobot *(«-.»* ,» ■«»;*} * 60 

i°cn« Which for 

S5S£jy.BC Afflllohion Unknown 79/11/13 3'P 

0 i... (-hit end App E, technical details of calculations, 

BOOl 22017B Advise* from UCS interrogatories to 

«« '"*rr^" ^r d .FH b. *« restart 

License®- Requests 

proceeding* u aT . m0 n b Weiss 80/01/04 2pp 

WEISS'C R Sheldon. Harmon v weis* 

. " 7(51101 meeting re fuel rods & NRC 

800 1 220 1 0^ Forwards minutes ? atlns LHRs, in response to 
791109 foLlowup ltr to on 

aimen'!”* "«r.n S 2 B0/0l/0 ‘' ‘ P 


800 1 220249 Forward! NUREG-0616, ’Rept of Special Review Croup, Ofc of 
IE on Lessons Learned frpm TMI " Alto forwards 79J231 LPDR 
document availability update 

SWARTZ, L L Office of the Executive Legal Director 60/01/04 
14pp 

— 0001220253 "Rept o* Special Review Group Ofc of IE on Lesson* Learned 
from TMI " 

* Division of Reactor Construction Inspection NURtG-Otlfc 
79/12/31 I95pp Available at NTlS 

6001200199 interrogatories directed to license# (, f.R( Includes inquiry 
whether ALARA concept is adequate for filter design 
LEWIS M I Affiliation Unknown 00/01/06 5pp 


— 0001280205 Answer to NRC first set of interrc gator i es Ready to 
evidence proving inadequacy of filters !. other catchment* 
for radioactive effluents S Sarley notice of appeararce b 
Certificate of Svc end 

LEWIS, M 1 . BARLEY, S Affiliation Unknown 00/01/06 3pP 


present 


0001150001 Motion for late filing of 000107 corrected version of 000104 
reauest for reconsideration or, in a 1 terna t ive. t or 

WEISS. E R Union of Concerned Scientists WEI£5,£ R Sheldon, 

Harmon L Weiss 00/01/07 Ip 

— S00lt50003 Corrected version of B001Q4 request for reconsideration or. 
in alternative, for certif ication of ASLB 791210 order Urges 
admission of Contentions 17 10 6 20 If not granted . i s*ue of 
admissibility should be certified to Commission 
WEISS. E R Union of Concerned Scientists WEISS, E R Sheldo 
Harmon fc Weiss 00/01/07 lOpp 

E001210305 Forwards licensee supplemental response to TMI A*» r * It1C 
first Hr second sets of interrogatories Document* reference^ 
in responses will be available far insp 6 copying cn GOOl-2 


nsp & copyl 

in - »■ * ■ 

W/o response to second set 

ZAHLER.R E Shaw. Pittman Potts N Trowbridge 


ig cn 0001^2 
00/01/07 2p p 


— 0001210307 Supplemental response to TMI Alert. Int first SJ 

interrogatories Includes info re monitoring of radioactive 
emissions Objects to psychological issue* due to A.LD 
j.cf ,rra 1 Affidavit it Certificate of Svc end 

ZAHLER.R E Metropolitan Edison Co ZAHLER.R E ha -'- 1 ^ 

Potts t* Trowbridge 00/01/0? 19pp 


FcF U ..d, lic,n,E. re.ponl, *o JHI Al.rl Inc „c«r.d .et of 
Te*'”!.- Pltt«.n. Potts l Trootridft 80/01/07 lp 


0OOI21O3OB 

interrogatories 
ZAHLER, 

— flaataioail Response to TMI Alert. Inc second set of interrogatories 

effluents Affidavit l Certificate o* £ Eh R ;t tman. 

ZAHLER.R E Metropolitan Edison Co ZAHLER.R E Ehaw, 

Potts !i Trowbridge 00/01/07 34pp 

■rKS'.:-::!:,*::‘:".=K-v!r:E;IS 

tmaatt *. form Advises of intention not to substantively 
respond to brief Urges rfef 1 0J/07 

JORDAN. W S Sheldon. Harmon b Weiss 0O/OJ/O7 

—6001220061 Ack People Against Nu ^ l,ar Efier J2 n t!cn* P f ailing 
nf \Titerroqator i es I^ervenor has no contention* 

within scope of request Certificate o QJ/o7 Z pp 

JORDAN, W S Sheldon, Harmon b WeiS* 60/ P 

8001860,63 l,vl.,« eontentloo on * 1 

sssts : r 5l * n 1 

{sissrr“s.t”J2:K p— »«»«» 

16pp 

6001100353 Response in support of \ \ Im T0Wn,hiP ** 

Anti-Nuclear Group Representing York oec it ^ Uzitnzi9% 
contentions r« alleg«ti°ns of emergen ypl Sv 

Remaining contentions not < KSe SiJ 

MULKEY.M e Hearing Branch 2 BO/OV/oe 99 

0001100350 Response m apposHidn ^ NUCl# ' 

791220 request for addl ‘ *?**?' ^allegation of 
Licensee 791231 answer ii ijcllfclf"-** SvC 
uncertainty in emergency p a H/ ^*” /An 4pp 
SINGER. L N Hearing Branch 2 00/01/00 PP 
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000 U 00229 M emnrandum. K ardor denying Environ Coalition on Nuclear 
Pniiier 791220 request for addl time to revise emergency 
planning contention Rejects similar request Piled by 
Newberry Township TMI Steering Committee 

SMITH. I W Atomic Safety and Licensing Board Panel 00/01/00 7pp 


Q00122Q31? Responds to 790715 ltr c o foment ing on future plant operation 
WRC ordered public hearing to determine future TMI-1 
operation DOE responsible for R8.D of alternative energy 
sources 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/08 Ip 


--ROQ12203J 4 Comments on future plant operation- Riant should be shut down 
or converted to use another fuel Supports alternative energy 
production 

l □NO. H E Affiliation Unknown 79/07/15 lp 


BG012203I6 Responds to 790330 ltr commenting on future plant operation 
NRL ordered public hearing to determine future TMI-1 
operation Licensee has not submitted proposal for TMI-2 
recovery 

DENTON. H R Office of Nuclear Reactor Regulation GO/Ot/OQ lp 


— 8001320319 Comments on future plant operation Plant should be shut down 
due tu airplane or reactor accident risks 
REED. D Affiliation Unknown 79/03/30 lp 


0001250016 Forwards response to TUI Alert, tnc firsb set of 
interrogator l b s in restart proceeding Documents re State of 
PA emergency plan were distributed to all participants in 
Nov i 979 

CARTER. K W Pennsylvania. State of 60/01/00 lp 


— 0001250017 Response to Till Alert. Inc first set of 1 n terra ga tor i e i in 
restart proceeding Includes info re continuous contact by 
licensee w/Po Emergency Mgt Agency following TMI-2 accident 
Affidavits $> Certificate of Svc end 

CARTER. K W Pennsylvania. State of 00/01/08 L6pp 


□301250010 Forwards executed NC haianas affidavit. in response to 
intervenor TplI Alert second set n f interrogatories 
Certificate of Svr ore! 

ZAHLER, I? £ Shaw. Pittman. Potts b Trowbridge 60/01/00 Dpp 


0001170003 Response to Met Ed c cun 1 9 rmot i-o n re psychological distress 
discovery Discovery of psychological distress contentions 
should not be limited to less than 60 day3 from first 
favorable ASLD or Commission ruling Certificate of Svc end 
JORDAN- W 0 Feopla Against Nuclear Energy JORDAN, W 8 Sheldon. 
Harmon t- Weiss 00/01/09 4pp 


0001170014 Request for production of documents to NflC Requests 
SCCY-79-394 b WRC response to ALAQ-513 Certificate of Svc 
one 1 

WEIS5. E R Union of Concerned Scientists WEISS. E FT Sheldon. 
Harmon b Weiss EJQ/01/09 2pp 


0001230425 Requests deletion of name from all further mailings 
KNUPP.R L Knupp b Andrews B0/01/09 lp 


0001170031 Preliminary response to UCS 791221 interrogatories Majority 
of answers will he provided in supplemental testimony 
Includes NRC ro commendat l on re requirements for design 
features mitigating accident results W/Ccr t i f lcate of Svc 
0WANEON. D T Hearing Branch 1 SWART2. L L Antitrust Division 
00/01/ 10- 9pp 


“-Q001 170039 Draft of Task II 9. "Consideration of Degraded or Melted 
Core* in Safety Review " Describes program phases & 
schedules Affidavits V prof qualifications e-nc 1 
* Office of Nuclear Reactor Regulation 79/12/10 2lpp 


8001 200043 Opposition ta MI Lewis Dec 1979 request for admission of 
revised contentions No nexus established between fuel rod 
defects tc TJ11-2 accident Intervenor expertise on control 
room Issue unproven W/Cer t i f i cate of Svc 

TF10WBR IDOE. 0 F Metropolitan Edison Co TROWBRIDGE. 0 F 9haw. 
Pittman* Potts b Trowbridge 0O/OS/1O 6pp 


8001 170522 Notice of withdrawal from proceeding. of f active 600114 
Certificate of Svc end 

MULKEY.M E Hearing Branch 3 00/01/11 3pp 


8001240509 Response by Consumer Advocate of State of PA to NflC fflTffc 
set of Interrogator l ?$, Questions not applicable due to lack 
of participant state status W/Afftdavit U Certificate of 
3vc 

BLABVi. J Y> Pennsylvania. State gf 80/01/11 /pp 


0001200100 Second special prehearing conference order re restart 
proceeding Admits SC Sholly Contention 16 6 rejects present 
form of Contention 17 Rejects TM l Alert. Inc Contention 4 
Admits PA Public Util Commission as participant 
SMITH. I W Atomic Safety and Licensing Board Panel 00/01/11 
I5pp 


00012002)4 Request by Newberry Township TMI Steering Committee for addl 
time to file revised contention re Revision 1 of emergency 
plan Int-ervenoT 791219 oral contact w/llcensee gave 
impression Df permissible late filing W/Cer tl f i cate of Bvi 
CUNNINGHAM. J D Affiliation Unknown CUNNINGHAM. J D Fox. Farr U 
Cunningham 00/01/11 5pp 


— 8001200221 Further & final amended contentions by Newberry Township TMI 
Steering Committee et al re licensee emergency plan. Section 
4 Urges pasting of evacuation routes w/rf i s t inc t l ve symbol in 
order to alleviate confusion Certificate of Svc end 
CUNNINGHAM. J D Affiliation Unknown CUNN 1 NOHAM. J D Foi, Farr fc< 
Cunningham 80/01/11 13pp 


0001250020 Fi rat set of i ntorr ogator ios directed tp intervenor TMI 
Alert. Inc Requests info re allegation that 1-133 b Kr-80 
released in excess of permissible limits during TMI-2 
accident Certificate nf Svc end 

TROWBRIDGE. C F Metropolitan. Edison Co 00/01/14 40pp 


0001250029 Notifies that licensee will not file response to intervenor 
TMI Alert 791226 exceptions ta fiTst special prehearing 
conference order Licensee views contained in 791031 response 
ta intervenor TMI Alert final contentions 

TROWBRIDGE, G F Shaw, Pittman. Potts b Trowbridge 00/01/14 4pp 


8001250004 Reply In opposition to licensee U NRC objection to UCS 
Contention 16 re emergency planning issue Urges ASLD to 
consider certification of issue tc Commission if not 
admitted in restart proceeding Certificate of Svc end 
WEISS. E R Union of Concerned Scientists WEISS. E R Sheldon. 
Harmon U We 1 a a B0/0I/14 8pp 


0001250190 Notices of appearance »n restart proceeding Certificate of 
Svc enc 1 

QL AS SPIEGEL- H , RIDQNAY. D A Mo tr opo 1 1 tan Edison Co GLASSP IEGEL. H 
Shaw. Pittman. Potts t< Trowbridge 00/01/14 5pp 


&001240551 Ack receipt of 000)06 interrogatories to intervenor People 
Against Nuclear Energy re psychological distress 
contentions Intervenor will not respond until NRC or A9L0 
formally admits cor tent i ons for discovery 
JORDAN. M S Sheldon. Harman 6 Woiss 00/01/15 2pp 


0001290024 Forwards notice of violation re IE in3p b util response to 
not ic e W/Q e n c i s 

SWARTZ. L L Antitrust Division 90/01/15 2pp 


8001300137 Erratum to first set aP interrogatories directed to TMI 
Alert. Inc in restart proceeding First sentence of 
Interrogatory i-14 should be "isotopes of Xenon idontifieiS 
in response to i-6 “ Certificate of 9vc enc 1 

rnONORIOOE.O F Metropolitan Edison Co TROWBRIDGE, G F Shaw, 
Pittman, Potts i* Trowbridge 00/01/15 4pp 


8001250185 Response citing procedural alternatives to People Against 
NucleaT Energy 791220 motion to correct ASLD 791219 order 
re psychological distress issue Opposes UCS 800107 request 
for reconsideration or certification W/C ert i f 1 cate of Svc 
5 INQER. L N Hearing Branch 2 00/01/16 9p P 


8001200031 Response to NRC 791227 first net of interrogatories State of 
PA will present appropriate affidavits t< will identify 
witnesses when final contentions, re emergency planning are 
submitted U reviewed Certificate of Svc end 
CARTER. K W Pennsylvania. State of 00/01/16 4pp 


8001500019 Answers to NRC first sat of interrogatories Intervenor 
intends to produce 0 Smith to testify re deficiencies of Met 
Ed plans Certificate of Svc end 

CUNNINGHAM, J D Fax. Farr U Cunningham 90/01/17 2pp 


□ 0013001 13 First set of interrogetanes directed to intervenor UCS in 
restart proceeding Poses questions re alleged inadequacy af 
reliance on natural circulation to remove decay Certificate 
Of Svc enc 1 

TROWBRIDGE. G T Metropolitan Edison Co TROWBRIDGE, 0 F Shaw, 
Pittman, Potts & Trowbridge 00/01/10 I2pp 


0001200114 First set of interrogatories directed to intervenor 
Chesapeake Energy Alliance, Inc Questions alleged storage of 
possible contaminated water in space required in event of 
TMI- 1 accident Certificate of Svc encl 

TROWBRIDGE, G F Metropolitan Edison Co TROWBRIDGE, 0 F 8hau, 
Pittman, Potts b Trowbridge 80/01/18 13pp 
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0001200217 First set of interrogator lea directed to intervenes SC 
Shollg Questions alleged inadequacy of offsite radiation 
team*. d«sc nbed in Health Physics Procedure 1670 6. to 
properly monitor offsite radiation releases 

TROWBRIDGE i Q F Metropolitan Edison Co TROWBRIDGE. 0 f Shaw, 

Pittman, Potts L Trowbridge 80/01/18 L4pp 


— -B0OJ2BO224 "Station Health Physics Procedure 1670 6-Vol I. Emergency 
Plans U Proc ed ures, Of f s i te Radiological Honitnr mg " 

Certificate of Svc end 

* Metropolitan Edison Co 7B/01/16 3pp 


80-0120045? FiTst set of interrogator ies directed to Environ Coalition 
on Nuclear Power Contains request for description & 
identification of measures which intervenes contends should 
te taken to minimise operator errors W/Cer t i f i c a to of Svc 
TROWBRIDGE. G F Metropolitan Edison Co TROWBRIDGE. 0 F Shaw, 
Pittman, Potts A Tt otubr i dg e 90/01/18 45pp 


80Q12BQ475 Response to NRC fiist set of interrogatories UCS witness 
Pollard will show necessity of reliance on natural 
circulation for decay heat removal & testify re short- t 
long-term TMI Lessons Learned documents Pollard resume encl 
WEISS, E R Union of Concerned Scientists SO/Ol/iO 17pp 


— 8001290476 Discusses NRC review of Risk Assessment Review Group rupt 
$t Commission 791013 meeting re AEC/NRC reactor safety study 
Draft NRC statement of pol icy , notic e of intent to promulgate 
regulations 6 Certificate af Svc ond 

FORD. D F , WEISS. E R Union of Concerned Scientists 70/ii/Ol 

1+pp 


9001250561 Notifies that NRC will discontinue program of public 
Assistance in use of York Harr isburg# PA LPDRs due to lack 
of demand LPDR assistance will be provided an request 
SWARTZ. L L Antitrust Division 00/01/21 2pp 


8001310215 apposition to UC8 OOQ104 request for roc ons i d c r at i on or 
certification of ASLB ruling rejecting UCS Confcen 1 1 ons 17.10 
!* 20 Intervenor misstated Commission obligations par NfcPA & 
riisread ASLD decision Certificate of five end 

TROWBRIDGE, G F Metropolitan Edison Co TROWDR 1 DOE, 0 F Shaw. 
Pittman. Potts & Trqwbridge 00/01/21 Bp p 


B00l3t0306 Motion to clarify or modify 900111 second special prehearing 
conference order admitting 6C Sholiy Contention 16 Urges 
limitation of contention to industrial security threat posed 
by Unit 2 decontamination activities W/Certiflcato of 9vc 
BLAKE, E L Metropolitan Edison Co 90/01/21 6pp 


H General correspondence 


8001210026 Forwards list of NRC personnel requiring key cards l« 
author i ia t i on for access to security areas Enel withheld 
iref 1 0CFR2 790) 

COLLINS. J T TMI -2 Dp era 1 1 ons/Supp or t 79/09/13 2pp 

€'001)60422 Notifies of consolidation of onsiter IE ?< Ofc of Nuclear 
Regulation personnel Change will reduce redundant 
notification re movements in & between facilities NRC onsite 
organization chart one 1 

COLLINS, J T TMI-2 Operations/SuppoTt y 79/il/l9 4pp 


EDO-1220266 Responds to 791003 ltr requesting that plant waste not be 
released into Susquehanna River Authorized use of EPICOR-II 
for processing waste water prevents further risk to public 
DENTON, H fl Office of Nuclear Reactor Regulation 79/ 11 /30 lp 


001220270 Requests that plant water not be released into Susquehanna 
River 

GIUGER.O Aff 11 iation Unknown 79/10/03 lp 


900)240476 Responds to 790014 ltr re support of restart of facility 
operations Outcome of restart hearing i resolution of 
certain items identified by NRC 790909 order will determine 
whether operation of facility is permitted 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/05 2pp 


~-800l2404Bl Expresses support re restart of facility Operation of 
facility important to economy of Harrisburg. PA area 6 to 
vendor 

CARPENTER. L F Whirlpool Corp 79/00/14 Ip 


8001030390 Ack receipt of NRC 791206 ltr forwarding TMJ-2 documents 
Requests TMI'-l files, reg guides & NUREGs re emergency 
planning 

BRADFORD, G Anti-Nuclear Group Representing York 79/12/11 2pp 


8001030476 Responds to 791012 request for acceptance of Dak Ridge 
Associated Univs radiation safety course as equivalent to 
onsite course NRC personnel needing unescorted access must 
receive program on site-specific requirements 
NERBEIN.J 0 Metropolitan Edison Co 79/12/27 ip 


9-001280007 Recommends that facility he returned to sv< 
BAILEY. FS Affiliation Unknown 79/12/27 lp 


--BQQ J 20001 0 Recommends that facility bo returned to wc 
KlRK.C L Affiliation Unknown 00/01/10 Ip 

8001 160641 Responds to 791129 1 fcr re groundwater monitoring program at 
site ?< chemical cleaning of steam generators Monitoring 
program will bp initiated BOOHS Chemical cleaning of steam 
generators under review by NRC 

DENTON, HR Office af Nuclear Reactor Regulation B0/01/04 3p P 


— BOO l 160649 Requests info re implementation of groundwater monitoring 
program at sit# t< chemical cleaning of steam generators 
DREY, K Affiliation Unknown 79/11/28 Ip 


8001140300 Discusses baron dilution at ThI-1 Requests info re filters 
in auxiliary bldg 

LEWIS, h 1 Affiliation Unknown 90/01/00 2pp 


□001240471 Clarifies qualification of individuals within radiological 
controls dept 

HERDEIN, J G Metropolitan Edison Co BO/OUll Ip 


8001310109 Forwards NURCG-0630, "Cladding Swelling t Rupture Model* 
far LOCA Analysis." in response to BQQI09 telcon W/o end 
ROSENTHAL . J Reactor Safety Dranch BO/01/14 Ip 


J Insurance & indemnity information 


0001160370 Forwards oiecuted Amend 9 fcq Indemnity Agreement B-64, 
modifying prefatory language re transp ortat i on. hand 1 1 ng or 
temporary storage of radio-active mat! 

HERDEIN. J G Metropolitan Edison- Co 80/01/10 20pp 


P Operating license stage documents tt correspondence 


8001030521 Provides addl binders for TMI-l Restart flept.Vols 2 *i 3 
Recommends that Vo 1 2 hold Chapter 9. "As~Duilt Drawing! " 

Vol 3 should include Chapters 10 6 11 U Suppl 1 
* Jersey Central Power It Light Co 79/01/03 Ip 


0001030070 Submits status of commitments re radiat|0n protection 
program as discussed in 790003 meeting Includes 
organizational changes, geographic amas of responsibility 
for each unit h control procedures for radiation areas 
HERDEIN. J Q Metropolitan Edison Co 79/QB/OR 3pp 


8001190236 r<>rwards info on training of NRC personnel Entry of info 
Into comp uteriied training file to expedite badglng & access 
processing time requested Enel withhold (ref 10CFR2 790) 

COLLINS. JT TNI-2 Op frrat i orrs/Su p p or t 79/09/13 2p p 


80010300Q3 Forwards Attachments 1-4 to Inap Repts 50-289/79-12 & 
90-320/79-14 Documents withheld <r«f 1CCFR2 790> 

MARTIN, W Q Region 1, Philadelphia. Safeguards Branch 79/11/02 

lp 


8001030017 Discusses responsibility of licensing assistant for 
facilities P Kroutur will handle licensing aisistont duties 
for all matters re TM1-J tc specific functions for TMI-2 
REID. R W Operating Reactors Branch 4 79/11/26 Ip 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation me asuremi nts re radiological environ 
monitoring program requirements Revised stds being 
i mp lamented in Ql applicant reviews & Tech Spec update 
GAMhH-L, W P Division of Operating Reactors 79/11/27 35pp 


000107-0276 Forwards N5B8 vendor It fuel supplier Itrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time & strain/blockage Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain & flow blockage 
EISENHUT, d G Division of Operating Reactors 79/11/27 3pp 


8001160046 Notifies that Londonderry Township 791116 ltr r« cancelled 
ASLB meeting h Londonderry Township resolution will be 
s«Tved upon parties to facility proceeding tt made part Of 
official record 

SMITH. I U Atomic Safety and Licensing Board Panel 79/11/29 lp 
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— 8001160050 Discusses 791026 Itr requesting input on reopening TMI-I 
heannj Requests, that encl township resolution re reopening 
of TM 1 — 1 f. 3 be entered os evidence in hearing 
MAXWELL; D D Londonderry Township, PA 7971 J/16 3pp 


7912260315 Responds to request re design adequacy of B&W NBSS utilizing 
once-throUgh.-6team generators tBollefonta Nuclear Plant) 

Response requested by 791203 Necessary sg& nods considered 
as part of post-TMI-? effort 

DENTON, H R Office of Nuclear Reactor Regulation 79/10735 4pp 


— 7912260346 '‘Primary Sys Perturbations Induced by One e-Thrpugh Steam 
Generators IJ Feedwater transient summary end 
* Office of Nuclear Reactor Regulation 79710725 Bpp 


0001040717 Requests that enc l MRC 791025 Itr 6 Itr evaluation be 
faruarded to TMl-l Board notification sue 1 i s fc i ng s, per 
request re design adequacy of U&N NBSS Supporting 
documentation ere 1 

VQLLMER, R H NflC Three Mile Island Task Force 79712/05 14pp 


8001030471 Comments on amend to OL on air treatment sys Tech Specs 
Proposed license amend nonproductive due to proposed modi in 
autiliary fuel handling bldg oihaust ventilation s.ys 
Requests no action be taken until mods approved Mods one 1 
COLLINS. J T NRC TIiTfe Mile Island Task Force 79/12710 6pp 


0001030492 Forwards status of TIM! Lessons Learned Task Force items for 
restart safety evaluation rept 

LEE. J Y NRC Three Mile Island Task Forte 79712/10 3pp 


BQ0IO4O3Q9 Forwards radiation protection plan requests rommenfc W/o 
pne 1 

COLLINS, J T TMI-2 Opera t i ona/Suppart 79712/13 lp 


000 1 070035 Fnru/ards "Radiation Protection Plan*” far comment 
COLLINS. J T TMI-2 Qp era t i or 5 /Supper t 79/12713 Ip 


— GOO1Q7OCG0 "Rarf i at j on Protection. Plan " 

POTT0. W E . HERDEIfJ. J Q Metropolitan Edison Co 79/J2/12 19pp 


GQ01O70362 Advises that Bulletin A Order* Task Force has approved small 
break LQCA guidelines for operating plants Provides schedule 
of utils to he audited to assure successful incorporation of 
revised procedures Audit plan end 

ElSENHUT. D 0 Division of Operating Reactors 79/12/17 J2pp 


8001230034 Notification of 79J220 meDting w/US,W 6 D6W licensees m 
Be thesd a. MD to discuss control rod guide tube wear 
CONNER. E L Operating Reactors Branch 4 79/12/17 bpp 


0001040713 Responds to 701204 application !< Tech Spec Change Request 
65 Requested action involves single safety issue, requir ing 
Class III fee rather than Class II Add! fee required 
MILLER, W □ License Fee Management IlTanch 79/12/18 ip 


0001040344 Summary of 791023 meeting w/Ofctf owners group. D6W, CRNL «. 0RNL 
consultants from Scientific App 1 1 c afcion*, Inc In Lync hburg, VA 
re integrated control ays reliability analysis 

THATCHER. D Electric. Instrumentation ?« Control Systems Branch 

79/12/!? ISep 


0001030573 Notifies that response tn Item 3 of NRC 790B14 Itr cannot bo 
submitted 791221 6 will instead be submitted prior to 
facility restart or 79040 i . uh l chevdT is First 
HERBE1N. J 0 Metropolitan Edison Co 79/12727 lp 


BO 0 1 J 1 0053 Forwards, safety evaluation of fuel handling accident inside 
c on talnmen t 

REID. R W Operating Reactors Branch 4 79/12731 3pp 


'000 1 l l 0060 Safety evaluation re fuel handling accident Inside 
containment Util conclusions acceptable provided proposed 
operation 6 surveillance Tech Specs re charcoal filters 
implemented . 

* Office of Nuclear Raactor Regulation 79/12731 5pp 


3001110444 Responds to 791205 request for extension until 800301 re 
load analysis portion of spent fuel cask drop evaluation 
Util defer work on evaluation until after restart of 
fact i i ty 

RETDe R W Operating Reactors Branch 4 797 12/31 3pp 


1216,790910. 1 101 & 1205 responses to NRG 
entldl boron dilution Incident* 
oron dilution could occur by 

rfcors Branch 4 79/12731 3pp 


80O110O297 Forwards revised Section 5 to Amend 9 of facility restart 
rept Revised section should be utllned in contract work on 
util mg t it technical resources W/o encl 
HA ASS, W P Quality Assurance Branch 80/01/03 Ip 


6001080526 Forwards Amend 10 to restart rep t. prov i d i ng addl t 
nonsubstantive administration changes tu emergency plan 
HERQElN, \l G Metropolitan Edison Co 80/01/04 lp 


'*■”8001060535 Amend iO to restart rept, providing addl & nonsubstantive 
administrative changes to emergency plan 
* Metropolitan Edison Co 80701/04 3G0pp 


8001310049 Forwards media item re radiation monitor registering 2 rem 
per hour in Goldsboro PA Requests investigation re 
feasibility of placing monitors in trailer 6 Middletown ofc 
VOLLMER, R H TMI-2 Op era 1 1 on s/Sup p or t 00/01/06 2pp 


3001150627 Forwards addl mfa requested by NRC 790911 Itr re alternate 
safe shutdown capability Requests extension to 000121 to 
submit unanswered items Sys design drawings, ava i 1 ab 1 e in 
Central Files anly. enrl 

HERHEIN. J 0 Metropolitan Edison Co 80/01/00 4pp 


600)290042 Notifies of generic concern ro voiding transients on BMV 
plant* Void formation may be taking place In hotter regions 
of reactor vessel Requests analytical prediction using 
transient analysis within 30 days 

REID, R W Operating Reactors Branch 4 00/01/09 85pp 


Q001310I4Q Forwards request for addl info re containment purge & vent 
sys Info requested provisions to ensure that isolation 
closure wj 11 not bo prevented b g debris S< testing 
availability of isolation function during reactor operation 
FEID.R W Operating Reactors Branch 4 80/01/09 5pp 


BO0123O332 Forwards NRC "Status Rept on Evaluation of Licensee 
Compliance w/NRC 790009 Order" t< FR notice 
VOLLMER, R H TMI-2 Op era 1 1 ems /Sup port 80/01/10 3pp 


--3001230334 Forwards FH Notice Te issuance of "Status Rept on Evaluation 
of Licensor Compliance w/NRC 790B0? Orde; “ 

VOLLMER, R H TMI-2 Op er a 1 1 ons /Supp ort 00/01/il Ip 


— 8001230336 Notice of issuance of "Status Rept re Evaluation of 
Licensee Compliance w/NRC 79GB09 Order " 

VOLLMER, R H TMI-2 Op era t i ons /Sup por t 80/01/11 2pp 


— 8001230338 "Status Rept on Evaluation of Licensee Compliance ui/NRC 
790009 Order " 

* Office of Nuclear Reactor Regulation BO/Oi/li 200pp 


8001280092 Forwards draft of facility restart safety evaluation 
Requests comment Technical errors t< Inconsistencies will be 
corrected in nett draft Overall conclusion not yot written 
U/Q enc ! * 

SILVER, H Light Mater Reactors Branch 4 80/QJ/10 2pp 


6001 1 70204 Forwards response to NRC 791109 request for evaluation of 
models concerning fuel cladding swelling 6 incidence of 
rupture D6W representations made on behalf of util are 
correc t 

HERBEJN, J 0 Metropolitan Edison Co 80/01/11 9pp 


B001170293 Requests that bleed tanks currently maintained for possible 
TMJ-2 waste be used for storage of borated water from TMI-1 
HERDEIN, J G Metropolitan Edison Co 80/01/11 2pp 


6001220216 Advj ids a P 800115 5- 16 plant visit w/ANL to discuss details 
of TMJ-3 decontamination k cleanup program Trip arranged for 
personnel invaLvod in programmatic EIS preparation 
VOLLMER, RH TMI-2 Opera tions/Supp-ort, 80/01/11 lp 


800131025& Responds to NRC 791030 request for responses to seven items 
re defective pipe welds Forwards "Investigation of 
Intergranular Stress Corrosion Cracking " Add! work being 
dame Rept does not represent final efforts 
ARNOLD, R C Metropolitan Edison Co 00/01/16 lp 


’ — 8001210258 “Investigation of Intergranular Stress Corrosion Cracking " 
SMITH. J> M , GIACCBBE, F S General Public Utilities ROWE, C D 
Metropolitan Edison Co 80/01/04 232pp 


8001280299 Notifies that util will submit Tech Spec change request for 
mod of reactor bldg tendon/ring girder surveillance program 
Mad will reflect requirement* of Reg Guide 1 35 proposed 
Revision 3 

ARNOLD. R C Metropolitan Edison Co BO/01/18 lp 
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0OO129O36O Submits revised Page 1 to 791127 ltr Reactor Trip 12 uss 
result af high RCS pressure 

ARNOLD) R C Metropolitan Edison Co BO/O1/10 3pp 


BO0124O433 Forwards QA plan to bo incorporated into restart rept as 
Eiippl 2 w/next appropriate amend 

THORPE, J R General Public Utilities - GPU Service Corp 00/01/25 
Ip 


- — 8001290445 Operational QA plan 

«■ General Public Utilities - GPU Service Corp 00/01/25 116pp 


Q Inspection reports* IE Bulletins ft correspondence 


600 1090 £>53 Forwards IE Insp Repts 50-209/79-12 ft 50-320/79-14 on 
790522-25 ft 0329-0601 No noncompliance noted 

MARTIN, W G Region 1, Ph i ladelph ia, Safeguards Grouch 79/10/24 

2pp 


— S001090059 IE Insp Repts 50-289/79-12 ft 50-320/79-14 on 790522-25 ft 
0529-0601 No noncompliance noted Major areas inspected 
review of licensee physical security program Details 
withheld (ref 10CFR2 790) 

MADDEN, W j LADUN, R Region 1, Philadelphia. Office of the 
Director DEVLIN. J W Region 1. Philadelphia, Safeguards 

Branch 79/10/22 lp 


9001030230 Act receipt of 790200 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-289/70-10 
SMJTILO H Region 1. Philadelphia, Fuel Facility ft Materials 

Safety Branch 77/ 1 1 / 1 5 2pp 


— 0001430236 Responds to NRC 790129 ltr ro violations noted in IE Insp 
Rapt* 50-269/78-18 ft SO-320/7B-31 Corrective actions dose 
rates measured w/lemplote in place ft max quarterly extremity 
dose limited to 2 rom/quorter 

HEftflE IN. J 0 Metropolitan Edison Co 79/02/OQ 2pp 


- - BOO 10302 4 4 Ack receipt of 76121S ft 22 Itrs informing NRC of stops taken 
to correct violations noted in IE Insp Repts 50-209/70-10 & 
50-320/70-31 

SMITH, 0 H Region I, Ph i ladolph ia, Fuel Facility ft Materials 

Safety Branch 79/01/29 2pp 


— 0001030252 Forwards response to NRC 761121 ltr re violations noted in 
IE Insp Repts 50-209/70-10 V 30-320/70-31 Corrective 
actions high radiation area barricaded 6 radiatln area 
surveyed ft pasted 

HERBEIN, J 0 Metropolitan Edison Co 7B/12/U 3pp 


- -SCO 10302 9? Forwards response to 701121 ltr re violations noted in IE 
Insp Repts 50-289/70-10 ft 50-320/70-31 Item of none omp 1 i one e 
re dose rates teas not warranted 

HERBEINf J 0 Metropolitan Edison Co 78/12/22 2pp 


0001030313 Ack receipt of 791000 ltr informing NRC of steps takon tD 
correct violations noted in IE Insp Repts 50-209/79-16 ft 
50-320/79-20 

GRIER. D H Region 1. Philadelphia. Office of the Director 

79/11/26 2pp 


— — : QOOI030325 Forwards response to NRC 79Q907 ltr re violations noted in 
IE Insp Hop t a 50-289/ 79- 1 6 ft 50-320/79-20 Corrective 
actions major changes to operational OA program uill be 
reported 1 to NRC ft procedures developed for recovery mode 
MERGE IN, J 0 Metropolitan Edison Co 79/10/00 17pp 


- —0001 0303 4 4 Notice of violation from insp on 790/17-31 ft OD01-O2 
« Region 1, Philadelphia, Office of the Director 79/00/31 
7pp 


— SQ01030391 IE Insp Repts 50-209/79-16 ft 30-320/79-20 on 790717-31 ft 
0801-02 Noncompliance noted failure to report changes to OA 
program, P«i lure to control drawings ft failure to perform mod 
ft periodic procedure reviews 

NAPUDA, O , JOHNSON, J Region t, Philadelphia, Office of the 
Director KI8T6R, H B Region I, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/08/31 37j>p 


0001030335 Forwards IE Insp Repts 50-289/79-16 ft 50-320/79-20 on 
790717-31 ft 0001-02 ft notice of violation 

CRIER, D H Region 1, Philadelphia, Office of the Director 
79709/07 2pp 


0001030009 Requests extension to 791221 for submittal of response to 
IE Bulletin 79-21 

HER9E1N* J 0 Metropolitan Edison Co 79/12/03 Jp 


8001030021 Requests extension to 791221 for submitting response to IE 
Bulletin 79-J8 

HERBEIN.J <3 Metropolitan Edison Co 7 9/12/04 Ip 


0001030146 Forwards IE Info Notice 79-30, "Reporting of Defects ft 
Noncarrp 1 lance s« 1 DCFR21 " No response required List of 
recently issued IE info notices end 

GRIER. D H Region 1, Philadelphia, Office of the Director 

79/12/06 2pp 


8001310139 Forwards IE Insp Rept 50-209/79-22 on 791030-31 No 
noncompl i ance noted 

CARLSON- R T Region 1. Philadelphia. Reactor Construction ft 

Engineering Support Branch 79/12/13 2pp 


— 8001310151 JE Insp Rept 50-289/79-22 on 791030-31 No none amp It anc e 
noted Major areas inspected activities associated 
w/repelring borafcod water storage tank roof 

TRIPP. L E Region 1, Philadelphia, Reactor Construction ft 

Engineering Support Branch JERN1GAN, E P Region l, 

Philadelphia. Office of the Director 79/12/li 3pp 


8001240544 Approves of util 791203 ft 04 requests foT extension until 
791221 to respond to IE Bulletins 79-21 ft 79-lB 
GRIER. D H Region 1, Philadelphia, Office of the Director 

79/12/19 lp 


8001000167 Forwards (E Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " Mo written response required 

GRIER. D K Region l. Phi lad e lph ia, Office of the Director 

79/12/20 lp 


8001070127 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC I ft Automatic Dep ressur i i et ion Cys " No 
specific action or response requested 

GRIER, B H Region 1, Philadelphia. Office of the Director 

79/12/21 lp 


8001 1 10102 Forwards IE Info Notice 79-33, ‘'Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER' B H Region 1, Ph I lade 1 ph ta. DFfico of the Director 

79/12/21 lp 


8001160531 Forwards IE Info Notice 79-34, " Inadoqua to Design of Safoty- 

Belated Heat Exchangers " 

GRIER' D H Region 1, Philadelphia. Office of the Director 

79/12/27 2pp 


8001130084 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No spocific action or 
response required 

OUTER, D H Region l. Philadelphia. Office D f the Director 

79/12/31 Jp 


8001 150191 Forwards IE Info Notice 00-01, 'Tuel Handling Events " No 
specific action or response required 

ORlEn.n H Region ). Philadelphia, Office of the Director 

00/01/04 Ip 


8001290375 Forwards IE Bulletin 79-010, "Environ Dual i f ication of Class 
IE Equipment" u/a ttac hments Action required 

GRIER. D H Region 1, Phi l a d e l ph i a , Office of the Director 
BO/Oi/14 lp 


8O0129O1B3 Forwards IE Circular 00-01, "Svc Advice for Gfc Induction 
Disc Relays " Ho response required 

GRIER, E H Region 1, Ph i l a d □ 1 ph i a, Office of the Director 

30/01/17 lp 


R Periodic operating reports ft related correspondence 


8001220413 Forwards monthly operating rept for Dec 1979 
MCDONALD, W C Metropolitan Edison Co 80/01/15 lp 


— 0001220417 Monthly operating rept fur Dec 1979 

MITCHELL, D 0 Metropolitan Edison Co 80/01/15 5pp 


□0OE29O53O Forwards "Aquatic St utfy. Mo n fch I y Rept fur Dec 19/9 " 

RE88LEB , W C Oonera) Public Utilities - OPU Service Corp 00/01/23 

ip 


- -800 1290 941 "Aquatic S t udy, Mon t h ly Rapt for Dec 1979 " 

NARDACCI . 0, A Ichth golog i ca l As s ac i a te s . Inc 79/12/31 26pp 
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S Reportable occurrence! LERi ft related correspondence 


0 Adjudicatory carrcspondenc e 


80010301 I l PrJQ-79-?Ml-QQ6 oh 791020. two drums containing radioactive 
mat! were transported to Middletown municipal incinerator 
along w/mjreial clean train disposal shipment Drums were 
returned & stored on site 

WHITE J , CROCKER. J Region 1 . Philadelphia* Office of the 
Director COLLINS. J T Division of Site Safety ft Environmental 
Analysis 79/11/23 lp 


T Hearing transcripts on non-antitrust matters 


80012300-13 Transcript of 800109 public meeting ir» Washing ton. DC re 
mgt capability 6 technical resources Pp 1-32 Afternoon 
sets ton 

» ConjMiuar 00/01/09 33pp 


3001310 136 Forwards conf irma tory order re util 791019 
commitments to implement Lessons Learned Task Torce 
A requirements Requests description of methods used 
requirements implemented as of 800101 
DENTON. M R Offite of Nuclear Reactor Regulation 


ft 1121 

Category 

for 

00/01/02 


2pp 


— 8001310 1 43 Order directing util to implement Lessons Learned Task 
Force Category A requi reroents. excep t Hem 2 1 7 a,l»0 BOOJ31 
Justified equipment delays will extend implementation date 
for Item 2 I 7 a to 900601 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


J Insurance ft indemnity information 


--8GO123004A Forwards draft order ft portion of 790809 decision re mg t 
comp# t erica Issue is closely related to Financial resources 
t»*u* Commission should consider issues jointly 
0ICKWIT.L Office of the General Counsel 79/12/04 4pp 


0001070404 Forwards 780209 J tr to NRC re ,J ft 5 Plrei ft R ft 0 Fitts 
notice of claims against util Roth claimants have filed 
suit 

ALTON, C G American Nuclear Insurers QO/01/02 Ip 


— 8001230032 Recommends against Commission acting at hearing board on 
ngt competence issues Commissioners are not well versed in 
rules of evidence Recommends order delineating competency- 
related issues 

B1CHWIT L Office of the General Counsel 79/11/23 2pp 


U Co ng rets iona 1 /Eiec u t ive Correspondence 


8001030 1 35 Responds to 790003 ltr re release of 4,000 gallons of water 
int© Susquehanna River from reactor Requests that NRC Dnsifce 
staff be more diligent in overseeing licensee activities 
G05S1CK.L V Office of the Eiecutive Director for Operations 
79/11/12 2pp 


0001030103 Requests necessary actions be taken to alleviate Uck of 
comitiun i cation within NRC ft Met Ed re nonexistent beta 
activity analysis 

CODDLING. B House of Rep 79/08/03 Ip 


— 8001070406 Notifies o-f receipt of R Fitts *. J Fire* notices of claim 
against util Claimants allege an x j uty , apprqh en s l on ft loss nf 
wages due to exposure 

MCNA.MARA.fl American Nuclear Insurers 7B/02/09 ip 


P Operating license stage documents & correspondence 


8001040390 Forwards Nov J979 Revision i of branch technical position on 
direct radiation measurement* re radiological environ 
monitoring program requirements Revised stds being 
implemented in CL applicant reviews ft Tech Spec updo to 
GAMMILL* W P Division of Operating Reactors 79/11/27 JSp p 


8001070276 Forwards NS55 vendor ft fuel supplier Itrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time ft str a i n/b 1 ockag e Ltrs will help licon&sus 
respond to NRC 791109 ltr ro Tupture strain ft flow blockaqo 
EISENHUT^D O Division of Operating Reactors 79/1 1/27 ipp 


8001160587 Forwards response to CD Calsoyai 79083J ft 1012 Hrs re 
seismic design calculations, insurance protection ft 
radioactive emissions 

V of the Executive Director for Operations 

79/ | J/ 06 I p 


—0001160597 Responds to 790031 ft 1031 ltrs re seismic design 
calculations, insurance protection ft radioactive emissions 
Cor respondent e, indemnity agr cements, nuc I ear liability 
Ju^t nC ,V 0l,Clf * 4 int0 r * 1977 P lant relea«t enci 
30Dpp T Assistant Director for Engineering 79/U/30 


*•*»•*'* inU r * Forwards four ltrs from CD 

Calsoyjs re licensing 
CRANSTON A Senate 79/10/31 3 pp 


8001090236 Forward* comments ft questions for bioakwator adequacy 
review Answers should be submittud within 60 days 
IPPOLITQ, T A Operating riea-ctors Branch 3 79/12/11 4pp 


0001040540 Summary of 791211 meeting w/utU in flethesdn, HD re i evieu op 
electrical design u-P util engineered safety feature 
override circuitry pursuant to criteria provided by NRL 
791128 ltr 

HANNON. J N Operating Reactors Branch 3 79/12/13 Bpp 


8001070362 Adviies that Bulletin ft Orders Task Force has approved small 
break LUCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedure* Audit plan cncl 

E1SENHUT.D G Division of Operating Reactors 79/S2/17 12pp 


BOO 1160590 Responds to 790813 inquiry re expsditino facility 
relicensing process to reduce financial V 

is durance of public 

enRQfSie^i d * u fot i* Oct 1900 

7^i527 E,fCvUv * Director for Operations 


P,LCRIM WCLEAR POWER STATION, UNIT 1 


0001140054 Requests *sti„ 
paver reactor* Format f 
«s,tiaa-t*f end 

GRIMES. 8 X Assistant 

79/IJ/2? 4pp 


ate* re evacuation of areas 
or reporting evacuation tine 

Director for Engineering & 


around nuclear 


Projects 


8001030631 Forwards design review ft supplemental r ot ommonda 1 1 on* re 
exposed steel pro t ec t i on, se 1 f~ c onta i nod breathing apporatu*. 
generation seals. Mm detector testing, cable t omb us t i h i 1 1 tu 
ft dc power sys haiard analysis 

WALL. R E Drooltha ven National Laboratory 79/12/27 7 pp 


8001040931 Forwards detailed description ft schedule for five NURCG-0E17O 
pos i ti on*» in response to TMI Lessons Learned Task Force 
791030 short-berm requirement* Implementation methods will 
be provided prior to next operating cycle 
ANDDGNINIpG C Boston Edison Ct> 79/12/31 7pp 


80010D0416 Proposed Tech Spec Change 79-9 re definition of surveillance 
frequency Change provides potential for increased plant 
availability ft capacity factor ft will Increase time between 
Sl.IISi l# 5f ,r * ng Porsonnel radiation exposure Fee one I 
HOWARD, J E Boston Edison Cn 79/12/31 3 pp 


^S!^ri c r '-LlL'rl f ,eat 1 

9001200350 Forward* “An* l u i i s Fitn.i. , 

ES2V* r<,Wn<U, * t D ‘ v * 9f Shutdown sll * Addl P in# UUttd F f r# Involvi "9 

NRC 791022 Hr will be .ubaHted 11 a > r#QU ? 5Ud in 

Central File* only ? ty 000201 R»pt available j„ 

ANOOGNINI.O C Bo* ton Edilon C o BO/01/21 U 


f uA 791109 4 37 r *« UB * ta *** confirmation rtf 
fuel rod strain flow blockage models Models conservative ft 
are of equivalent level to NRC model 
ANDOQNINlpQ C Boston Edison, Co 80/01/04 Ip 

D °?^?cn?.^rn a »vi" n °‘ iled V, ”‘“ < ’ n ° f 79 “ a ’ «■ Ur, 

MACDOUGALLiE A Drookhaven National Laboratory 80/01/23 ip 

-8001300492 Annotated version of 791129 Hr re documents needed from 
790523^1 tr * % 9 2tro ^ * Vi #W i ** 1 * j0nSBn ^ Assoc i atos, I nc 

770523 ltr re Glnna SER suppl end 

HAGD3JGALL# E A Broolhaven National Laboratory BO/Ol/23 » p p 
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3 Inspection reports* IE Bulletins & correspondence 


E0013GQ423 Forwards IE Insp Rept 50-293/79-13 on 79071 2-13. proposed 
l h-p. a s 1 1 1 or of civil penalties & MR C 79102? press release 
Details of insp rept withhold <re»f 10CFR2 790) 

C-ftlEft.B H Region 1* Philadelphia. Office qf the Director 

79/10/30 2pp 


• — BOO1300439 IE Insp Rept 50-295/79-15 on 790712-13 Noncomp lianc e- noted 
failure to perform required search of vehicle prior ta entry 
into protected area 

LACUN.R H . ROSANCLR P Region l* Philadelphia, Office of tho 

Director DEVLIN- J W Region 1* Fh i la d e 1 ph i a, Safeguards 

Branch 79/10/12 lp 


--E0013004-10 Notice of proposed imposition of civil penalties in amount 
of *5,000 

• Office of Inspection 6 Enforcement, Office of the Director 
79/10/30 3pp 


EOQ1G4O1O0 FoTwards Waste Packaging Insp Rept 79-03A on 791017-18 No 
m&TKOJfip 1 1 anc o noted 

S UTHEflL AND* J T Region 2, Atlanta, Fuel Facility h Materials 

$af«ty Branch 79/11/15 5pp 


--Q-Q0-1 040224 Waste Packaging Insp Rept 79-Q3A on 791017-18 No 

noTicomp 1 lance noted Major ai »«s Inspected compliance w/DDT 6 

nft-C regulations re shipping paper requirements, DDT placard 

requirements, Tad i at ion levels & removable i ontamination 

POTTER, J P Region 2, Atlanta, Fuel Facility k Materials Safety 

Branch 79/11/13 4pp 


8001 110334: Responds to IE Bulletin 79-18, "Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areas * Audibility verification testing performed 
Orientation- & vol of speaker U439 adjusted 
AND3GNIN1, G C Boston Edison Co 79/11/23 4pp 


0001020706 Forwards response to IE Bulletin 79-14, "Seismic Analysis 
for As-Built Safety-Related Sys M Insp of all normally 
accessible safety-related ays complete No significant 
reason identified for shutting down facility 
AHQDCNINl.Q C Boston Edison Co 79/11/26 6pp 


6001020025 Advises that NRC review of IE Bulletin 79-14 response & 
request for extension until 600105 complete Remaining in&ps 
to be completed during 800105 shutdown & rept of final 
results will bo submitted within 30 days of completion 
GRIER, B H Region 1, Philadelphia, Office of thu Director 
79/12/04 lp 


0 , OOiO7O22S Ac k receipt of 791106 Hr informing NRC of steps taken to 
eorract violation noted in IE Insp Rept 50-293/79- 1 D 
GFUEft, 0 H Region 1, Ph l lade lph ia, Office pf the Director 
79/12/12 lp 


-'8001070233 Responds ta NRC 791015 1 tr re violation noted in IE Insp 
Rept 00-293/79-1Q Corrective actions withheld 
(ref 10CFR2 790 > 

AMDQONira. G C Boston Edison Co 79/11/06 lp 


— BQ01070236 Forwards IE Insp Rept 50-293/79-18 on 790910-13 A notice of 
violation 

BRUNNER* E J Region 1, Philadelphia. Reactor Operation* Nuclear 

Support Branch 79/10/15 2pp 


— 0001070240 Notice of violation from insp on 790910-63 Portions withhold, 
(ref IOCFR2 790) 

* Region I* Philadelphia, Office of the Director /9/10/il 

lp 


— 8001070245 IE Insp Rept 50-293/79-10 on 790910-13 Noncompliance noted 
vital area access control failure Details withheld 
(ref 10CFR2 790) 

ARCHlTZELwR , MCNATT * T , MCCABE, E C Region 1, Philadelphia. 
Office of the Director 79/10/11 8pp 


&00109{}492 Forwards evaluation of 790425 0515 responses to IE 

Bulletin 79-00 6 supplemental info provided in 790021 6 1107 
Itrs Appropriate action was taken to meet bulletin 
requirements 

IPPGLlTOrT A Operating Reactors Branch 3 79/12/IB 15pp 


0001030147 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required! 

BRIER, B H Region 1. Philadelphia, Office of the Director 
79/12/20 lp 


0001240102 Responds ta IE Bulletin 79-25, "Failures of Westinghouse DFD 
Relays in Saf ety-Re L ated 8ys " BED relays are not utilwod 
at facil i ty 

AMDQGNIN 1 , 0 C Boston Edison Co 79/12/50 3pp 


8001070029 Forwards IE Info Notice 79-32, "Reparation of Electrical 
Cables for HPC I *< Automatic Dnp r e-s sur 1 1 a 1 1 on Sys " No 
specific action or response requested 

GRIER, B H Region 1. Ph i lad e 1 p h ta, Office of the Director 

79/12/21 lp 


8001110126 Forwards IE Info Notice 79-33, ’'Improper Closure of primary 
Containment Equipment Access Hatches No specific action Dr 
response i equestad 

GRIER. D H Region 1. Philadelphia, Office of the Director 

79/12/21 lp 


SDOI0BO623 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
GRIER, B H Rogion l, Philadelphia, Office of the Director 

79/12/27 Ip 


QQ0114D191 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs , ' 1 No response required 

ORIER.B H Region 1, Philadelphia, Office af the Director 

79/12/31 lp 


0001150050 Forwardi IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

ORtER, □ H R-egion I, Philadelphia, OfPica of the Director 

79/ 12/31 lp 

GOOJ 150164 Forwards IE Info Notice 79-35. ’’Controi of Mainl S< Essential 
Equipment “ No responie required 

GRIER, B H Region 1, Ph » lad e 1 ph ia . Office of the Director 

79/12/31 Ip 


8001150162 Forwards ]£ Info Notice 00-01. "Fuel Handling Events " No 
specific action or response required 

GRIER. B H Region 1, Philadelphia, Office of the Director 
80/01/04 lp 


800I2S0486 Forwards IE Bulletin QO-Oi, "[Jperability Df Automatic 
Dupre a sur I sat i an Sys Valve Pneumatic Supply l " Action 
required 

GRIER, 0 H Region I , Philadelphia. Office of the Director 
00/01/14 ip 


0001290361 Forwards IC Bulletin 79-01D, "Environ Qualification of Class 
IE Equipment" w/j t tac hment s Action required 

GRIER, Q H Region I, Ffi i lade 1 p h La, Office of the Director 

00/01/14 45pp 


8001270165 Forwards IE Circular 00—01. ”Svc Advice for OE Induction 
Disc Relays " No response required 

GRIER, D H Region 1. Philadelphia, Office of the Director 
00/01/17 Ip 


R Periodic operating reports f, related correspondence 


0OOT 150301 Forwards monthly operating rept for Dec 1979 
MCQU1RE, p j Boston Edison Co 0O/O1/OS lp 


--0OOI15O5O4 Monthly operating rept for Dec 1979 

GAFFNEY, C M Qoston Edison Co 30/01/07 6pp 


S Reportable occurrences. LEDs U related c orrospondence 


8001030560 RO on 7912 l I , assemb 1 y noted coming out of spent fuel pool 
following transferring, of fuel assembly ta spent fuel site 
Caused by hook, used to locate assembly catching on assembly 
as hook was raised from pool 

MATHIS, c J Doston Edison Co 79/12/20 lp 


3001 140460 Forwards LEfI 79-048/01 T-0 

MCGUIRE i P -J Doston Edison Cn 00/01/04 Ip 


—8001140472 LER 79-049/OJT-0 pn 791224. backup battery charger. In use 
because of failure of main battery charger, tripped h could 
not be reset Cause not stated Spare battery charger put on 
line !< inoperative charger repaired 6 returned to avc 
GRAHAM, E T Boston Edison Co 00/01/04 Ip 


8001190293 Forwards LER 79-05D/03L-0 

MCGUIRE. P J Boston Edison Co 00/01/09 lp 


S 
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• /i LE 9 7<* 050SGZL-0 on 791221 -KPCI eiliaust line snubber 

S5~«3~3~3l Fo. rid bent Thread assembly discovered backed oot 
<jf wall r»su-it Cajie under investigation Snubber strut 
itstirbltf repaired Snubber replaced 
CS*«A*T E T Boston Edison Co 60 / 01 / 0 B Ip 


6001160093 Response to A5LB 790914 memorandum & order rc intergranular 
stress corrosion cracking in stainless steel type 304 
component* of 1 spent fuel storage pool lntervenor moves A5LB 
order Comm Ed to -supply info 

SELLER, 8 N n 1 ino is, State of 79/12/2G 3pp 


-'uIC7j 344 SO CO-001 , O 1 X-0 nre hazards rept indicated that -fire in 
r«:evi<i if facility cannot be tolerated because safe 
»l“utiic-n u-uld fee jeDpardixed Cause unstated Fire 
f t ipr 'Miurii proposed or being completed 

MCLC 'SftLlN M T Boston Edison Co 80/01/23 tp 


f ':*3lC3?p7 R3 £:-0l/0lx on 600123 fire haiards rept< “Analysis of 
Effect* of Postulated Fire Involving Both Redundant Divs 
»f thjtdo-n Sji indicates raceway fires would jeopardise 
safe shutdown Fre-entiv* measures being written 
f*CLDJ2MLl*f M 7 Boston Edison Co 00/01/23 Ip 


r.vlStCjH Forwards LER 79-G51/03L-0 

MIGMIKE P J Boston Edison Co e0/01/24 tp 


C:0t25C3C5 lER 79-05I/03L-0 on 791231, rear tor coolant leak detection 
nr lanplirg «y» tripped Caused by power plug inadvertently 
by workers Power plug inserted & unit returned to 

svC 

f*Cm)»J3HLlN h T Boston Edison Co 00/01/24 Ip 


fi"Gl Z9G335 AG EO-C02/03 * -0 during Investigation fallowing review of 
IE Info Notice 79-33, s e ^era 1 125-volt dc automatic 
4lfr»sur i ration »y» supply cables found routed tfi cable 
tray* containing HPCi control cables Problem being resolved 
tCLauSHLXH M T Boston Edison Co 00/01/24 ip 


— '0001100096 Affidavit re assessment of possible l n te r g ranu 1 ar stress 
corrosion cracking In Type 304 stainless steel Biographical 
data ir proof oP svc encl 

ANDERSON. R N San Jose State Univ 79/12/17 i9pp 


6001170560 Memorandum ft order requesting parties tp address mu»i re 
effect of pool water ft proposed vented fuel storage tubes 
on stagnant, oxygenated, borated water sys Affidavit re issues 
should be submitted by Q00124 

WOLF. J F Atomic Safety and Licensing Board Panel 00/01/00 2pp 


B001170517 Submits FJ Rewick clarification cuncerning use of phraaa 
"water inside proposed vented fuel storage tubes," 
contained in ASLD SODJOn order Phrase refers to water 
between boral ft stainless stool 
GDDBARD, R J Hearing Branch 2 80/01/10 Ip 


N General correspondence 


800103054? Discusses review of seminar outline re Oak Jlidge Associated 
Univ courier in radiation safety for NRC Accepts proposed 
program Requests mar® specific outline of training course 
PEOPLES, D L Commonwealth Edison Co 79/12/26 Ip 


P Operating license stage documents ft correspondence 


U Congress i cral 'Exe: ut» ve Correspondence 


CjG 1J40519 Responds to Subcormittee on Energy ft Environ request for 
Clarification of 790319 testimony re Nftt shutdown of fivp 
plants designed by StW Plant* ordered shut down due ta use 
of SHOCK-I! Cod* use unacceptable under NRC guidelines 
TEUTON M R Office of Nuclear Reactor Regulation 79/11/2B 6pp 


EGCKET 50 -Z 94 MICHIGAN STATE UNIV RESEARCH REACTOR 
F Security medical, emergency ft fire protection plans 


E?0llCQ40l Forwards Revision 3 to physical security plan 
Plan Withheld (ref IQCFH2 790> 

WILKINSON, R E , CARRIGM, J T Michigan State Univ 80/01/02 Ip 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews ft Tech Spec updatu 
GAMM ILL, Lf P Division of Operating Reactors 79/11/27 35pp 


8001070276 Forwards N SS9 vendor ft Fuel supplier itrs ra impact of 
cladding heating-rate dependent burst temp effects on 
rupture time ft stra i n/b ] ockag-o Lfcrs will holp lUgnsecu 
respond to NRG 79110? Itr re rupture strain ft flow blockage 
E1SENHUT.D 0 Division of Operating Reactors 79/11/27 Up|> 


0001020117 Notifies that NRC will conduct in-depth review of facility 
re location of site in area of relatively high population 
density Various alternatives under consideration Requests 
791203 meeting in Re t h e-ada, MD 

£ 15ENHUT, D 0 Assistant Director for Operating Reactor Projects 
(Pre 791030) 79/11/29 3pp 4 


C3>ET 50-295 ZICV NUCLEAR POWER STATION, UNIT 1 

ill'll ' n,dlcal emergency »- fire protection plans 


eDO 1,4 °054 Requests estimates n evacuation of areas around nuclear 
Mft»a«M C *nc! re ^ rtin 9 ^acuatlon time 

^ 4?p A " 1SUnt Olr * ctor *«r Engineering ft Projects 


6 w «!S :J ct 8i * P,0V,<} * t lnf ° T# e, « ttr| tal cable testing te (ire water itii 
!EEE E tI*ti ” £ * blin9 n ** tl bur,nr S characteristics to pass 

HALL R E B raolrh jven National Laboratory 79/12/20 Ip 


BOO 1240010 Discusses review of 7507 1 7, 76O0J7. 7B012Q. 79061 9, 20 ft 0800 
suomlttals in response to NRC 750513 generic request t » 
secondary ays fluid Flow instability Events do not present 
safety risk Safety evaluation encl 

SCHWENCER, A Operating Reactors Branch 1 79/12/12 2pp 


—8001240012 So fo fey evaluation re steam generator water hammer ©vents 
Adequate measures arc being taken to prevent Peedwater pipe 
rupture v y 

9 Office of Nuclear Reactor Regulation 79/09/30 9 pp 


■0001240014 Revised “Steam Generator Water Hammer Technical 
* EO ft 0, Inc 79/09/15 22pp 


Evaluation 


0031110427 Infom* that fees identified in NRC 791207 ft 10 if™ ™ 

©Jr^c^featu^aJm^PencI 5 tra * nin9 * P»«i. 

FEC^wES D L Commonwealth Edison Co 79/12/31 2pp 

&t>OH 10440 Forward* draft revismn to 

Iraf 10CFR2 790) ,0 to #n,er ff« nc y plans Plans withheld 

PEOPLES, OL Commonwealth Edison Co 00/01/03 3 PP 

withheld ir*f 4 |0CfR2 V 79O) ft 5 t0 ^ amended » BC « p ity plan Revision 
PEOFLES.D L Ccmnonvealth Edison Co B0/01/21 lp 

cor,p **pondence 

^ „ IL to 

*W»I Corrosion cracking 9 ? intergranular 

W " F AU ’ 1 ' * na *~r* r«.i 79/13/ ,v „ 


Learned Task Force Rec ommendatlons re Shift Supervisor 
Requirements " Forwards copy of mgt directive omphasiitriQ 
primary mg t reap on s ibi l i ty of shift supervisor 
PALMER. F A Cammorwaalth Edison Co 79/12/14 2 pp 

® U " ,Un t® rd,f * T “ k F " r " !>« «P, 70 V., . m .ll 
**7- operating plants Provide* schedule 
ot yMl* to be audited to- assure successful incorporation of 
revised procedures Audit plan sne 1 

EISENHUT.D Q Division of Operating Roadtors 79/12/17 I2 pp 

e °?i* 2 ?o 2 Jh F ? r,J * r ? r !? Ue * t /° r * d<n inf0 rB C0l >t4ir>ment purge ft venting 
I eva Juoti on of electrical overt xde/by pas» aspects 9 

. P Ur S p matter can be completed on schedule 
LAINA8,0 Plant Byst=ms Branch 79/12/17 3pp 


, that U i 4 i Comrnit ^ts ft schedule 0 f implementation 
°5„I?i..!?\b ess0n * LearneiJ Task Forca recommendations are 

Office of Nuclear Reactor Regulation 79/I3/S7, a pp 


ecc ep table 
DENTON, H R 
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8001030629 Requests Tech Specs changes re auxiliary feedwater sys. 
i i>bmi t t erf as combined Class HI & Class 1 amend 
PEOPLES* D L Commonwealth Edison Co 79/12/31 2pp 


— 0QO1O3Q634 Tech Spec changes to 9team generator emergency heat 
removal. Section 3 7 2, Tables 3 3 5-1,4 3 fi-1,4 □ B-2. 4 7-2. 

I 4 7-3 It Section 4 7 

| * Commonwealth Edison Co 79/12/31 I4pp 

^001 1 00442 Forwards addl commitments U info r» near-tferm requirement* 

J of TUI Lessons Learned Task Force 

| PEOPLES* D L Commonwealth Edison Co 80/01/01 76pp 

8001090389 Forwards payment for 791231 proposed change to Tech Spec® re 
auxiliary feedwater sys 

*■ PEOPLES. D L Commonwealth Edison Co 00/01/02 Ip 


€001150418 Forwards commitments to meet near-term requ irements of TMI 
Lessons Learned Task Force re emergency power supply, 
inadvertantly omitted from 800101 1 tT 

PEOPLES. D L Commonwealth Edison Co 00/01/04 7BpP 


8001160667 Notification of BQ0108 meeting w/utlls in Bethesda,MD to 
1 discuss Qergan/Paterson large bore snubbers at sites 

• JORDAN. E L Division of Reactor Operations Inspection* 80/01/07 

1 3PP 


E-OQl 1505 1 9 Forwards info re generic cladding swelling 6 rupture model 
j Info submitted by N983 vendors re NURE0-063O GE approved 
flncdels conservative Westinghouse plant* comply w/ 

■ regulations 

PEOPLES, D L Commonwealth Edison Co Q0/O1/OB 8pp 


COO j 22 01 97 Summary of 791205 meeting w/util* re review of sites In high 
population area® 6 reducing likelihood of severe reactor 
accident 

?ECH,0 0 Office of Nuclear Reactor Regulation EJO/0|/tO llpp 


8001240065 Notification of 0001)0 meeting w/utiU in Be th esda , MD, to 
d i tcuss Eorgen-Patorson large bore snubber* Meeting 
rescheduled from 800100 

JORDAN. E L Division of Reactor Operation* Inspection* Q0/oi/10 
3pp 


0001250111 Summary of 791220 meeting w/util* re licensee- review of 
interim measure* U design changes to reduce probability of 
severe reactor accident & consequences Agreed to separate 
meeting* to discuss technical aspects 

ZECH.G 0 Division of Operating Reactors BO/Ol/iO 35pp 


8001290058 Notification of 8001 18 meeting w/util 6 Meetinghouse in 
Bethesda.MD to discuss resolutions to turbine disc crocking 
at site 

REEVES, E Operating Reactors Branch 1 00/01/18 2pp 


8001290213 Submits results of SWRI 791006 field study rs positive 
displacement charging pump Pulsation dampener performs 
functions as Intended No further mads necessary 
NALfOHTDN.W F Commonwealth Edison Co 80/01/23 2pp 


800-1290355 Discusses 800118 meeting w/Uesttnghouee t< NRC re technical 
implications of turbine rotor disc cracks Unit 1 can be 
started up ?< operated for 13 months Unit 2 can start up 6 
operate until Unit 1 is returned to full operation 
PEOPLES. D L Commonwealth Edison Co 80/01/23 lp 


0 Inspection reports. IE Bulletins & correspondence 


8001160261 Forwards IE Insp Repts 50-237/79-22.50-249/79-20. 
50-294/79-24, 50-265/79-21, 50-295/79-21 6 30-304/79-20 on 
790926-27,1003-04 *c 22-23 U 1107-09 

F10RELH,Q Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 79/12/03 2pp 


—BOO 1 1 6027 1 IE Insp Repts 50-237/79-23.50-249/79-20,50-254/79-24, 
50-265/79-21, 90-295/79-21 U 50-304/79-20 on 790926-27. 

1003-04 U 22-23 b 1107-09 No nxmeomp 1 i anc e noted Major areas 
inspected followup to IE Bulletin 79-02 

HAYES, D W Region 3. Chicago, Office of the Director 79/11/30 
16pp. 


8001170044 Forward* response to NRC 791108 request for addl info r* IE 
Bulletin 79-02. Revision 2, concerning use of concrete 
expansion anchors Includes responses to revised sections of 
Item 2 U addl Item* 5 & 6 

PEOPLES, D L Commonwealth Edison Co 79/12/07 22pp 


(3001160 1 42 Forwards IE £nsp Repts 90-295/79-24 U 90-304/79-32 on 
791001-1105 6 notice of violation 

HEIBHMAN, R F Region 3, Chicago, ReactoT Operations Nuclear 

Support Dranch 79/12/J0 2pp 


— 8001 180144 Notice of violation from insp on 791001-1105 

» Region 3. Chicago- Office of the Director 79/12/06 lp 

—9001100145 IE insp Repts 50-295/79-24 6 50-304/79-22 on 791001-1105 
Noncomp 1 lance noted failure tro follow procedures which 
implement fire protection program 

SPESSARD, R L . KOHLER, J E Region 3. Chicago. Office of the 

Director 79/12/06 llpp 


0001040633 Summer lies 791)26 meeting w/NRC U Sargent h Lundy rtf items 
in IE Du U el t lit 79-02 Discusses results of util concrete 
expansion test program Items Included number of plate* insp 
tc anchors, load teste d , ang ul art ty & shell projection 
PEOPLES, D L Commonwealth Edison Co 79/12/H 255pp 


8001 100252 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra (ARSi " No action or response required 
KEPPLER.JG Region 3. Chicago. Office of the Director 79/12/13 

IP 


0001070328 Provides addl response to It Bulletins 79-01 6 /9-OlA. 
"Environ Qualification of Class IE Equipment " Refer* to 
791001,1101 N 15 Itrs to NRC w/lnfo On preventive maint for 
ASCO solenoids & qualification of equipment w/ch arnica 1 s 
PEOPLES, D 1 Commonweal th Edison Co 79/12/14 2pt> 


8001080274 Revises 790921 response to IE Bulletin 79-21, "lump Effects 
on Level Measur e merit* " Changes from 791B15 to 00DIO1 date 
to reflect effects on preasur her 6 steam generator level 
indications due to pressurl i er- pressure 6 containment tump 
PEOPLES, D L Commonweal th Edison Oil 79/12/14 lp 


8001090016 Ack receipt of 791121 Jtr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/79-19 & 
50-304/79-18 

HIND, J A Region 3, Chicago. Safeguards Branch 79/12/18 lp 


— 8001090021 Responds to NRC 791102 ltr re violations noted in It Insp 
Repts 50-295/79-19 U 50-304/79-18 Corrective actions 
Withheld iref IGCFF12 790) 

PEOPLES, D L Commonwealth Edison Co 79/ 1 1 /2 J lp 


8001210016 Forward® -response to IE Bulletin 79-17, "Pipe Crack® in 
Stagnant Derated Hater Sys at PHR Plants," I tern 3 No 
evidence of intergr anulqr stress corrosion cracking 
PEOPLES, D L Cnmmonwee l th Edison Co 79/12/19 4pp 


0001000309 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference ” No written response required 

KEFPLER.J 0 Region 3, Chicago. Office of the Director 79/10/30, 

lp 


0001220115 Forwards response to IE Bulletin 79-23, ''Failures of 
Ue $ t lnghou BFD Relays in Saf o ty-R e \ a t e d Sys " Discrepant 
components not in use except at 7ion Relays in u*e will be 
r*pl*c«d Relays in storage removed from Stock 
PEOPLE9, D L Commonwealth Edison Co 79/12/20 3pp 


8001290039 Forwards IE 1n*p Repts A0-295/79-25 tc 90-304/79-33 on 
791119-20 No none offlp I lane e noted 

UAYIQi A 0 (legion 3. Chicago, Fuel Facility & Materials Safety 

Branch 79/12/20 2pp 


—8001290046 IE Insp Repts 50-295/79-25 U 50-304/79-33 on 79i| 19-30 Nn 
noncompliance noted Major areas inspected licensee action* 
taken In response to IE Bulletin 79-19 b verification that 
packaging discrepancies were corrected 

FISHER, W L Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch GRECER.L R . PECK.C C Region. 3, Chicago, Office of thu 
Director 79/12/18 7pp 


9001110063 Forwards IE Info Notice 79-33- ‘'Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER.O o Region 3. Chicago. Office of tha Director 79/13/56 

ip 


8001110258 Forward* IE Info Notice 79-32, lh 9»par ati°n of Electrical 
Cables for HPCJ U Automatic Depressur i * attqn By* " No sclion 
or response requested 

KEPPLERj-J Q Region, 3, Chicago. Office of the Director 79/J2/56 
Ip. 
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0001100002 Forwards IE Info Notice 79-34. t ‘ Inad e quate Design Df Safety- 
Related Heat Eichangers 11 Wo action or response required 
KERPLER.J G Region 3i Chicago* Office of the Director 79/12/27 

lp 


0QQTQ9Q465 Forwards IE Info Notice 79-37. “Cracking m Low Pressure 
Turbine Discs ’ N-o response required 

KEPPLER. J G Region 3# Chicago. Office of th-P Director 79/12/20 

1 P 


■0001160267 Forwards IE Info Notice 79-31*. 'Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 79/12/28 

IP 


BOO 1 1 00203 Forwards [E Info Notice 79-35. “Control of Maint N Essential 
Equipment ‘ No action or response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/12/31 
IP 


B001 150105 Forwards IE Info Notice BO-OJ. “Fuel Handling Events " Ha 
specific action or response required 

KEPPLER. J G Region 3. Chicago. Office o# the Director 00/01/04 

IP 


BOO 1 1 £>0553 Responds to IE Bulletin 79-2B NAMCO Mode] EAIBO limit 
Switches have been installed l< are planned For installation, 
or same safety-related equipment No switches date-coded 
between Feh-Auy 1977 

PEOPLES. D L CDmnonuio a I th Edison Cr> BD/Ql/09 2pp 


0003330042 AcV receipt of 000107 Itr mFuTming NRC of steps taken to 
corset violations noted in IE Insp Repts 50-295/79-24 S. 
50-304/79-22 

HE IS MIAN. R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch QO/Ol/ll Ip 


— 8001230045 Responds to NRC 791210 Itr re violations rioted in IE Insp 
Repts 50-295/79-24 S. 30-304/79-22 Corrective actions fire 
protection equipment brought to site 

PEOPLES. D L Commanwea l th Edison Co 80/01/07 2pp 


SG01290105 Forwards IE Circular QO-01. "S« Advice for GE Induction 
Disc Relays 1 No response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 00/01/17 

IP 


S Repor tat ] e occurrences. LEfts t < related correspondence 


3001150640 Forwards LEfl 79-091 /03L-O 

WANDFE. N E Commonwealth Edison Co 00/01/03 Ip 


B001 150649 LER 79-09I/03L-0 on 79 1207. dur ing aut-oF-svc surveillance 
for gas decay tank cubicle radiation monitor URT-PR020 . shift 
grab sample not taken Caused by negligence of radioactive 
protection group Shifts r o instruc ted 
OSTi F Commonwealth Edison Co 80/01/03 ip 


0001150655 Forwards LEfl 79-092/03L-0 

WANDKE.N E Commonwealth Edison Co 80/01/04 Ip 


— -B0QI 150664 LER 79-C92/03L-0 on 791206. dur ing re f ue I j n g . g as decay tank 
rad monitor DRT-PR02B alarmed when indicator needle read 
below alarm setpoint Caused by accidental jarring of module* 
dislodging needle from jewel bearing Meter replaced 
OST. F Commonwealth Edison Co 80/01/04 Ip 


BOOl 150636 Forwards LER 79-094/01T-0 

WA.NDKE. N E Ccrnimnnwoa 1 th Edison Co B0/Q1/O7 ip 


--•BO01 150647 LER 79-094/01T-0 on 79122B. pH of effluent from, waste water 
treatment facility measured in 4 1-4 77 range Caused by 
acidic solution leak in waste neutTa 1 i rat ion tank via bad 
packing glands Tank neutralized 
* ComnumuDaifch Edison Co 80/01/07 lp 


BOO l 290470 Forwards LER 79-093/03L-0 

WANDKE.N E Commonwealth Edison Cn 80/01/24 lp 


8001290481 LEft 79-093/O3L-0 on 791225# r ad i aac tiv 1 ty analysis af firo 
sump discharge sample was overlooked while units were in 
cold shutdown Caused by personnel error Computerized sy s to 
provide daily monitoring will he Implemented 
ZWILLING.P Commonuea \ th Edison Co 60/01/24 ip 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION. UNIT 3 


F Security, medical, emergency & fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

CRIMES. B K Assistant Director for Engineering 6 Projects 
79/11/29 4pp 


BOO J-0902CB Responds to NRC 791121 Itr re upgraded emergency plans Will 
revise emergency plans for all util facilities Federal 
Emergency ttgt Agency will review now requirements ui/respect 
to state L local emergency plans 

MILLS. L M Tennessee Valley Authority 00/01/03 2pp 


H General correspondence 


0001230165 Responds to NfiC 791002 Itr re radiation safety course 
presented by Oalc Ridge Associated Univs NRC personnel should 
receive plant-specific emergency training A briefing on 
unique radiological 6 safety haiards 

MILLS. L M Tennessee Valley Authority BD/01/16 lp 


J Insurance fr indemnity information 


3003080377 Forwards Endorsement 49 to NELIA Policy NF-19B 

FIELDER. J Marsh A McLennan. Inc .MAN Nuclear C Dnsu 1 tan ts . I nr 
Div 00/01/04 2pp 


800137-0349 pDTusrds Endorsement 50 to NELIA Policy NF-190 

FIELDER. J Marsh A McLennan. Inc . M h M Nuclear Consu 1 tan ts , I nc 
Div 00/0 J / 1 4 9pp 


8001170377 Fot wards Endorsement 3 to ANl Excess Binders E0-3B. ED “39 6 
ED-40 

FIELDER. J Marsh A McLennan. Inc . M 6 M Nuclear Consu l tan t a . I nc 
Div 80/01/14 7pp 


P Operating license stage dneumpnts ?« correspondence 


&001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
implemented in OL applicant Tevi-euis & Toch Spec update 
GAMMILL. U P Division of Operating Reactors 79/11/27 35pp 


0001070276 Forwards NSS5 vendor ?< fuel supplier lfcrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time t s tra i n/b loc k eg o Ltrs will help licensees 
respond to NRC 791109 Itr re rupture strain A flow blockage 
EI5ENHJT, DG Division of Operating Reactors 79/11/27 3pp 


6001080294 Forwards request for add 1 info re history of loss of offsite 
power events to complete review of offsite power sys 
adequacy 

I PPDLI TO. T A Operating Reactors Dranch 3 79/12/13 3pp 


B-0OJO4O329 Forward* Plant Sys Dranch safety evaluation re proposed 
changes to Tech Specs resulting from mods to LPCI oys Tech 
Specs re battery supply acceptable 
LAINAB. G Plant Systems Branch 79/12/14 Ip 


— 8001040333 Safety evaluation re proposed changes to Tech Specs LPCI 
sys Technical evaluation rep t re Tech Specs change end 
* Office of Nuclear Reactor Regulation 79/12/31 6pp 


6001070362 Advises that Bulletin & Orders Task Force has approved small 
break LOG A guidelines for operating plants Provides schedule 
o-f utils to be audited to assure successful incorporation of 
revised procedure* Audit plan enc 1 

EiSENMUT.D Q Division of Operating Reactors 79/l2/t7 I2pp 


8001210130 Forwards request foT add 1 info re containment purge sys !< 
containment venting sys Requests info within 30 days to 
complete NRC evaluation of electrical overr i de/by pas s 
aspects 

LA1NA3.G Plant Systems Branch 79/12/18 2pp 


8001 110474 Notifies of completion of review of util 791017.1116 A 1219 
submittals re commitments & schedule for implementation of 
TMI-2 Lessons Learned Task Force recommendations Ack 
canim i tment to implement Category A requirements 

DENTCN. H R Office of Nuclear Reactor Regulation 79/12/27 2pp 
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0001140365 Advises of error in 790006 ltr listing MSJV values on 
Pages 13 ft 57 of Tech Specs as BSO pslg Error should be 
corrected immediately 

HILLS i L M Tennessee Valley Authority 80/01/04 lp 


6001140219 Responds to NRC 791109 U 87 requests for confirmation that 
ft*el rod strain-flow blockage models are conservative w/ 
respect to NRC model derived from QRNL multirod burst 
facility data Submits confirmation 

MILLS, L M Tennessee Valley Authority 90/01/09 ip 


0001350004 Notification of 0001 16 meeting w/util in Bcthesda.MD to 
discuss plans for storage of law level waste o-n site 
CLARK, R J Operating Reactors Branch 3 00/01/10 lp 


8001310257 Forwards rept« ‘'Results From Me ta 1 1 ograp h i c Examination of 
Core Spray Piping Weld From Facility." addressing 
incident described in util 791217 r ep t. DFR0-50-296/79- 19 
CALHOUN. J R Tennessee Valley Authority 60/01/10 lp 


—8001310261 "Results From Me ta 1 1 ograph i c Exami hat i on of Core Spray 
Piping Weld From Facility " 

COOPER. R H , GRAY. R J Oak Rldga National Laboratory BO/Ol/IO 
32pp 


8001.180364 Requests amends to Licenses DPR-33, DPR-52 & OPFI-69, changing 
Toch Specs to provide temporary second offsite power source 
to shutdown boards Tech Specs & foe and 
MILLS. L M Tennessee Valley Authority 80/01/14 2pp 


— 0001100367 Proposed changes to Tech Specs 3 9A k 3 9B for temporary 
offsite pouter source to shutdown boards 
* Tennessee Valley Authority 00/01/14 17pp 


0001250516 Forwards Toch Spec changes omitted fTOm 790629 1 tr *< 
responds to NRC 791025 ltr re mam steam line radiation 
monitor Changes supplement requested amend to Licenses 
DPR-33. DPR-52 k DPR-60 

MILL'S. L M Tennessee Valley Authority 80/01/14 2pp 


-0001230324 Revised Tech Spec 3 2 re main steam line radiation monitor 
* Tennessee Valley Authority 00/01/14 7pp 


6001290360 Updates 790412 6 0510 ltts re recall of 4-lnch elbows 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Carp 90/01/15 2pp 


B001230119 Forwards documentation of methods used for implementation of 
NUREG-0570 short-term requirements. In response to NRC 791030 
Hi* 

MILLS) L M Tennessee Valley Authority BO/Gi/17 28pp 


0001290367 Requests amend to Licenses DPfl-33, DRR-^2 & DPft-60 to allow 
storage of low level radioactive trash onsite not to exeed 
1,320 Ci total "Plan for Temporary Onsite Storage of Low 
Level Radwaste" end 

HILLS, L M Tennessee Valley Authority 00/01/21 2pp 


— '8001290377 “Plan for Temporary Onsite Storage of Low Level Radwaste 
» Tennessee Valley Authority 0O/OI/B1 lBpp 


9001200597 Forwards requested amend to license changing Tech Specs for 
auxiliary electrical sys Proposed amend is Class 111 for 
Unit 1 h. Class I for Units 2 8« 3 

MILLS, L M Tennessee Valley Authority B0/01/24 2pp 


— 0001200300 Proposed Pages 292,293,295-99,324, 325 L 327, to Tech Specs 
re auxiliary electrical sys 

* Tennessee Valley Authority 00/01/24 12pp 


0 Inspection reports, IE Bulletins & correspondence 


6001170023 Forwards IE Insp Repts 50-259/79-35,50-260/79-35 6 
50-296/79-39 on 791023-26 No noncompliance noted 
SUTHERLAND, J T Region 2, Atlanta. Fuel Facility & Materials 

Safety Branch 79/11/23 2pp 


—0001170029 IE Insp Repts 50-259/79-35. 50-260/79-35 & 50-296/79-35 on 
791022-26 No noncompliance noted Major areas inspected 
radiation protection procedures, exposure c ontr o 1 , 1 1 e tnss 
audits 6 matls control 

Q1B8DN, A F Region 2, Atlanta, Fuel Facility 4* Materials Safety 

Branch JACKSON, L L Region 2. Atlanta, Office of the director 
79/11/23 Bp p 


0001020657 Forwards response to IE Bulletin 79-02 , Rev i 6 1 on 2. "Pipe 
Support Base Plate Designs Using Concrete Lxpansian Anchor 
Bolts " No expansion anchot bolts used in tone rote block 
walls to attach piping supports in saf ety-relatod sys 
MILLS.L M Tennessee Valtny Authority 79/12/06 4pp 


8001020721 Forwards first progress rept re work performed in compliance 
w/[E Bulletin 79-14 

MILLS, L M Tennessee Valley Authority 79/12/14 9pp 


0001030046 Responds tc IE Bulletin 79-25 Investigations reveal no 
West mg h ousc BFO or NBFD relays used in so f e t y -re 1 a ted sys 
MILLS.L M Tennessee Valleu Authority 79/12/10 Lp 


B0O1O3CB6O Act receipt of 791205 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-259 /79 '47, 

50-260/79-27 6 50-296/79-27 

LEWIE, R C Region 2. Atlanta, Reactor Operations Nuclear ’buppoi t 

Branch 79/12/19 Ip 


— 000 10 3087 1 Forwards response to 791109 ltr ra violations noted in 
IE Insp Repts 50-259/79-27.50-260/79-2/ h 50-296/79-27 
Corrective actions mechanical Maint Instruction I, revised 
clarifying procedure for transferring moisture separator 
MILLS.L M Tennessee Valley Authority 79/12/05 4pp 


— G001030B7G Forwards IE [ns P Repts 50-259/79-37,50-260/79-27 f. 
50-296/79-27 on 790006-0914 l» notice of violation 
LEWI8, R C Rbq i on 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/ll/OB 2pp 


— 8001030004 Notice of violation Ft om insp tin 790006-0914 

» Region 2, Atlanta, Office of the rnrect&r 79/11/00 ip 


'-8001030090 IE Insp Repts 50-299/79-27 50-260//9-27 8. 50-296/79-27 on 
790806-0914 None omp 1 ifint c noted failure to follow procedures 
during transport of steam separator #, failure to provide 
escort In prutectod area 

DANCE. H C Region ?. Atlanta, Reactor Operationc NucleaT 

Support Branch SULLIVAN, R r Region 2, Atlanta. Office of the 

Director 79/11/00 6p p 


0001070210 Forwards IE Info Notice 79-37, "Separation of Electrical 
Cables for HPC [ t. Automatic Dep c rasur i iat ion by* " No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 3pp 


GQ01240 1 33 Forwards IE info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY, j P Region 2, Atlanta. Office of the Director 

79/12/21 3pp 


0001000028 Forwards Dvaluatlon of licensee responses to IE Bulletin 
79-00, 'Events Relevant to BUR* Identified Durinq TMJ 
Incident " Licensee has taken appropriate actions to meet 
requ Iroments 

1PPOLIT0) T A Operating Reactors Branch □ 79/12/27 3 1 p p 


BOO124O407 Forwards IE Info Notice 79-34, “Inadequate Design Df tlafety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/27 3pp 


0001250126 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs No response required 

O'RElLLY.J P Region 2, Atlanta, Office aP the Director 

79/12/30 3p p 


GOBI 160313 Forwards IE Info Notice 79-35. "Control of Maint 8< Essential 
Equipment " No action or response required 

O'REILLY, JP Region 2, Atlanta. Office of the Director 

79/12/31 lp 


B 001240069 Forwards IE Info Natite 79-36. "Computer Code Defect »n 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 3pp 


800U60109 Act receipt of 791221 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/79-33, 

50-260/79-33 & 50-296/79-33 

LENI9.R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Drench 00/01/03 lp 
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— 0001 160115 Responds to NHC 79120+ ltr re violations noted in IE Insp 
Repts 50-239/79-33, 50-260/79-33 A, 50-296/79-33 Corrective 
actions computer program dove 1 oped, 1 1 s t ing all items of 
measuring R testing foi calibr checks 

HILLS. L M Tennessee Valley Authority 79/12/21 3pp 


— 9001160116 Forwards IE Insp Repts 50-259/79-33, 50-260/79-33 ?, 
50-296/79-33 on. 791022-27 b notice of violation 
LEWIS, fl C Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/12/04 2pp 


— B001160122 Notice of violation from 
* Region 2. Atlanta, nffic* of 


insp on 791022-27 

the Director 79/J1/2B 


IP 


— B001160132 IE Insp Repts 50-259/79-33.50-260/79-33 L 30-296/79-33 on 
791022-27 Non-compliance noted failure to foU-ou- QA 
procedure in -control of testing ftt measuring equipment 
WES5HA.N, R H Region 2. Atlanta. Reactor Operations NucleaT 

Support Branch MOON. B T Region 2. Atlanta. Office of tho 

Director 79/11/23 6pp 


80012201 10 Forwards notice of vio la i ion. no t i c e of proposed imposition 
of civil penalties U order modifying license re util 
791206-09 operation of facilities w/a primary containment 
lntegr i ty 

STELLO.V Office of Inspection b Enforcement, Office of the 
Director BO/01/04 2pp 


-BOO I 220 1 l 4 Notice of violation fTom insp on 791210-14 

» Office of Inspection 6 enforcement* Office of the Director 
BQ/Q 1/04 2pp 


— 8001220119 Notice of proposed imposition of civil penalties 

# Office of Inspection b Enforcement. Office of the Director 
00/01/04 Ip 


--B0012201S6 Under modifying license i mmed la t el y. du e to util 791206-09 
Operation of facilities w/o primary containment integrity 
STELLO.V Office of Inspection 6 Enforcement. Office of the 
Director 80/0J/04 5pp 


B0O129O3QO Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

'O'REILLY. J P Region 2. Atlanta. Office of the Dlroctor 
B0/Q1/O4 Ip 


BOO 1300253 Forwards IE Insp ReptB 50-239/79-45. 50-260/79-45 6 
50-296/79-43 on 7912 10-14 

LEWIS, 3 C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch B0/QI/C4 2pp 


— 8001300262 IE Insp Repts 50-259/79-45,50-260/79-45 b 50-296/79-45 on 
791210-14 Noncowip 1 1 ance noted failure to control safety 
acti vl ti n. fail ure to shut down reactor after not meeting 
limiting condition V failure lo notify JJRC 

LEt-JIS.fi C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch SULLIVAN", R F * PRICE. D 3 Region 2. Atlanta. 
Office of the Director B0/O1/D4 10pp 


BQ0129O519 Forwards responses to NRC B00104 ltr forwarding notice of 
violation, notice of Imposition of civil penalties b order 
modifying license -Outlines corrective actions taken Forwards 
civil penalty fee 

PARRIS. H 0 Tennessee Valley Authority 60/01/ID 6pp 


B0012B04B4 Forwards IE Bulletin BO-Ol, ’‘Operability of Automatic 
Depressor i i at ion Sys Valve Pneumatic Supply “ Action 
required 

-O'REILLY. J P Region 2, Atlanta, Office of the Director 

00/01 / I 1 ip 


G001290442 Forwards IE Bulletin 79-01B, "’Environ Qualification of Class 
IE Equipment” w/a t tachments Action required 
D 'REILLY. V P Region 2. Atlanta. Office of the Director 

00/01/14 Ip 


R Periodic operating reports h related correspondence 


6001 1504B8 Forwards monthly operating repts for Dec 19/9 

ABERCROMBIE, H L Tennessee Valley Authority 00/01/09 Ip 

— 0DOU5O491 Month Ig operating repts for Dec 1979 

THDMjT Tennessee Valley Authority So/01/05 2Qpp 


S Reportable occurrences, LCR s *> related correspondence 


9001030460 R 0-30- 2 96/ 79- 1 8 on 791030, dur i ng logic testing per LPCI 
mods-, simultaneous starting of two RHR pumps occurred Caused 
by mismatch between current tran sf firmer ratios on normal 
supply to shutdown boards Transformers will be changed 
ABERCROMBIE, H L Tennessee Valley Authority 79/11/02 Ip 


800 1 1 40293 RO 50-296/79-21 on 791200. ui/load approx 200 NWt* following 
return to sve after fuel outage, d i ff icu 1 ty occurred in 
maintaining drywel 1-to-torus pressure differential Caused 
by leak around equipment hatch ■seal Fasteners retightened 
ABERCROMBIE. H L Tennessee Valley Authority 79/12/11 Ip 


0001030702 Forwards LER 79-023/03L-0 

CALHOUN, -J R Tennessee Valley Authority 79/12/31 Ip 


— 000 1 030709 LER 79-023/03L-0 on 791202, d l e s e 1 generator 3C tripped 
fallowing start of RHR pump 30 Caused by excessive voltage 
output -of frequency generator due to component drift Voltage 
output corrected S. speed sensing panels callbr 
a Tennessee Valley Authority 79/12/31 2pp 


900109040J Forwards LER 79-026/03L-0 

CALHOUN, J R Tennessoa Valley Authority QO/Qi/04 Ip 


—0001090407 LER 79-026/03L-0 on 79 1 207, d ur ing refuoJi 
tDtf isolation cooling failed to reach rated flow 
Specs Caused by defective high trim potentiometer 
core isolation cooling sys EGM box replaced 
* Tennessee Valley Authority 80/01/04 2pp 


ng outage, Teat tor 
per Tech 
in reactor 


9001090413 Fcrwards LER 79-02?/03L“0 

CALHOUN, J R Tennessee Valley Authority 00/01/04 ip 


— BOO 1090422 LFrt 79-022/03L-D on 791200, fol lowing return bo &vc after 
refueLing. drqwell -to-suppres 6 ion chamber differential 
pressure could not be maintained per Tech Spec Caused by 
leak at hatch door due to loosened bolts 
* Tennessee Valley Authority 00/01/04 2pp 


8001 100424 Forwards LER 79-024/03L-0 

CALHOUN, J R Tennessee Valley Authority B0/01/G7 (p 


— 8001100427 LER 79-024/03L- 0 on 701200, following return to sve after 
refuc 1 Lng, o xc ess 1 ve local leakage detected at southeast 
drywoll equipment hatch door Caused by unevenly tightened 
holts Dolts retightened 

* Tennessee Valley Authority 80/01/07 2pp 


0001150446 Forwards, "Results From Me tal lograpMc Examination of Core 
Rpray Piping Wold ” Supplements infa provided 791211 re 
RO 30-396/79-19 

CALHOUN. J R Tonne b see VAlloy Authority 00/01/10 lp 


— BOOl 1 50440 "Results From Meta 1 1 ograp hie Examination of Core Spray 
Piping Weld " Source of indication was crack running 
tlrcumferpn t > al ly for approx 2b mm inside core spray pipe 
COOPER, ft H , QRAY.R J Oak Ridge National Laboratory 00/01/10 
34 pp 


8001150526 Forwards LER 79-O29/03L-0 

CALHOUN, J R Tennessee Valley Authority 00/01/10 Ip 


—8001130542 LER 79-023/03L-0 on 791 2 1 2, f o 1 1 owing return to sve after 
refueling outage, reac tor core isolation cooling failed to 
reach Toted flow Caused by short in reactor core isolation 
cooling EGM box Ground wire causing short removed 
* Tennessee Valley Authority GO/Ol/lO 2pp 


8001210197 Forwards LFR 79-027/03L-0 

CALHOUN* J R Tennessee Valley Authority BO/01/15 Ip 


— B001 210200 LER 79-027/03L-0 on 7912 16, while performing 81 4 2 C 1A. 
average power range monitor D scram setting found to be 
greater than 120/. for simulated flow of 125/ Caused by 
instrument drift Trip channels adjusted 
* Tennessee Valley Authority 90/01/15 2pp 


BOOTS 1 0209 Forwards LER 79-020/03L-0 

CALHOUN, J R Tennessee Valley Authority 80/01/15 lp 


—0001210215 LER 79-020/ 03L-0 on 79 12 1 8, wh i J e performing S1.PS-3-74A U fl 
6 PB-6B-9& (reactor pressure) did not actuate at correct 
setpent Caused by drifting of Barton Model 2B9 U Barksdale 
D2T-M12B3 Switches readjusted 

* Tennessee Valley Authority 80/01/15 2pp 
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6001290596 Forwards LER G0-001 /03L-0 

CALHOUN.* J R Tennessee Valley Authority GO/Ol/25 Ip. 


— B00129059B LtR 00-00 1 /03L-0 oh 791230. w/Un i t 3 in sh utdoum, b us tie 
board was tl e-ent»rg i i e d for startup Caused by feeder cable 
failure Work in progi ess to bypass bad cable sections 
* Tennessee Valley Authority 00/01/23 2pp 


DOCHET 50-297 NORTH CAROLINA STATE UNIV PULSTAR REACTOR 


P Operating license stage documents fc correspondence 


00011&0496 Requests certain additions to License R— 120 Portions 
withheld (ref IQCFR2 7901 

SAXE, R F North Carolina State Umv 30/01/04 2pp 


CiQCKET 50-29B COOPER NUCLEAR STATION 


F Security, medical. emergency t< Fire protection plans 


0QDU4OO34 Requests estimate* re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc) 

GRIMES. D K Assistant Diroctor for Engineering L Projects 
79/1 1/39 4pp 


0OOIO2OJ43 Summary of 791127 h 29 meetings u/utll in Omaha, NE re 
emergency planning 

ROONEY i V L Operating Reactors Branch 3 79/12/14 6pp 


B001230095 Forwards proposed upgraded emergency plan in response to 
791010 ltr Amend 40 will be resubmitted as Revision 1 to 
FEAR Upgraded emei gency plan available in Central Files 
only 

P IL ANT , j m Nebraska Public Puwer District (30/01/11 2pp 


6001220407 Forwards i esponse to 790523 fire protection safety 
evaluation request for design info re specific mods 
Independent fire protection water supplies for manual 4* 
automatic suppression sys installed in reactor 
PlLANT, J M Nebraska Public Power District B0/01/I6 33pp 


G Adjudicatory correspondence 


0001170017 Forwards order to show cause. in response to util Intention 
not to implement all Category A THI Lessons Learned Task 
Force short-term requirements by 800131 Methods of 
Implementation completed by GGOlOl should be described 
DENTON i H R Office of Nuclear Reactor Regulation 60/01/02 2pp 


—8001170022 Order to show cause why licensee should not implement 
Cnttgory a TMI Lessons Learned Task Force short-term 
requirements by 000131 Failure to comply should be justified 
by timely documentation 

DENTON. H R Office of Nuclear RoactoT Regulation 80/01/02 4pp 


J Insurance 1/ indemnity information 


3001250457 Forwards Endorsement 47 to NELIA Policy NF-200 A Endorsement 
30 to MAELU Policy MF-70 

PlLANT. J M Nebraska Public Power District 00/01/21 Ip 


8001250460 Forwards Endorsement 3 to NELIA Excess Binder ED-41 t< MAELU 
Binder XD-41 

PILANT.U M Nebraska Public Power District 60/01/21 3pp 


P Operating license stage documents & correspondence 


3001070330 Forwards request for addl info needed for safety evaluation 
of 790104 submittal re containment purging Further questions 
may be forwarded upon completion of review of mechanical 
electrical St instrumentation aspects 

IPPDLITQ.T A Operating Reactors Branch 3 79/11/17 3pp 


GQ01040390 Forwards Nt»v 1979 Revision l of branch technical position on 
direct radiation measurements re radiological environ 
mcnitorinq program requirements Revised stds being 
implemented in OL applicant reviews Tech Spec update 
GARMILLiW P Division of Operating Reactors 79/11/27 35pp 


B001070276 Forwards NSSB vendor & fuel supplier Itrs re impact of 
cladding hpatihg-rate dependent burst temp effects on 
rupture time & s tra in/ b 1 oc kag e Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain V flow blockage 
EISENHUT.D 0 Division of Operating Reactors 79/11/27 3p p 


0001040723 Forwards Amend 60 to License DPFl-46. safety evaluation ^ 
notice of issuance L availibility 

IFPOLlTQ, T A Operating Reactors Branch 3 /9/12/07 2pp 

— B001040727 Amend 60 to License QPR-46. mad i f y mg lech Specs to allow 
termination of aquatic surveillance study b evaluation 
program 

IPPOLITO. T A Operating lleactors Dranch 3 79/12/07 15pp 

— 8001040730 Safety evaluation supporting Amend 60 to License DPR '46 
* Office of Nuclear Reactor Regulation 79/12/07 2pp 


--0001040733 Notice of issuance t availability of Amend 60 to License 
DPR-46 

ROONEY. V L Operating Reactors Branch 3 79/12/0/ 2pp 


OOQlOQO&Ql Forwards safety evaluation approving OA program described in 
FSAR. Amend 39. Revision 3 Facility will be t-roated an generic 
basis w/othor operating plants Organ! jotion chart end 
rPPOLJTO.T A Operating Reactors Branch 3 79/12/07 2pp 


• — 0001050604 Safety evaluation approving GA program described in PGAR. 
Amend 39.* Re-vts i on □ 

* Office of Nuclear Reactor Regulation 79/12/07 4pp 


— BOO 1 0BQ6S7 E eternal organ i cat i on chart showing hierarchical structure 
of areas of reponstb i 1 i fay 

* Nebraska Public Power District 79/12/07 Ip 


0001070362 Advises that Oulletin V Orders Task Force has approved small 
break LOCA guidelines for opei ating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan one I 

E15ENHUT.D 0 Division of Operating Roadois 79/12/17 I2pp 


BOO 1 020484 Forwards "Voltage Drop Analysis Computations." in response 
to 79QG03 request Testing method* are being studied ll» light 
of FavorabLe analytical results Verification method will be 
submitted by approx 000530 

■P I LANTj J M Nebraska Public Power District 7V/ 13 '2 f 2pt> 


--BOO 1 020 489 "Voltage Drop Analysis Computations." Hovisum 1 
MCCARTHY. J H burns flue Co 79/10/31 ?4pp 


B001040533 Submits voltage drop analysis computations In response to 
HRC 790008 \ 1003 requests Offsite power & onsite 
distribution »yS adequate to start 4< operate safety loads 
in event of anticipated transient or accident 
PlLANT* J M Nebraska Public Power District 79/12/37 ,’pp 


BOO 1150410 Responds to NflC 791109 >* 27 request for calif irmal ion bit at 
fuel rod stroinfluw blockage model* are comorva t i ve w / 
respect to NRC model (l£ models used by util Are af 
coimrvfltive level equivalent to NRC model 

PlLANT, J M Nebraska Public Power District GQ/QI/09 «r'pp 


0001210277 Forwards summary listing used to Implement a’ I on son a 
Learned Task Force short-teim rcqvi r ements. in reopntisi to 
NRC 791030 ltr 

PlLANT, J Hi Nebraska Public Power District SO/Ol/il flpp 


3001230142 Forwards preposed Tech Sp«t changes to permit core to be 
unloaded k reloaded w/a use of large number of control blade 
guides Class til fee and 

PlLANT, J M Nebraska Public Power District 80/01/14 


■8001230145 Proposed Tech Spec changes to permit coi * to be unloaded l, 
reloaded w/o use of large number of control blade guides 
* Nebraska Publit Power District 00/01/14 14pp 


6001290405 Responds to NRC B00102 ltr r# order to show cauie why util 
should not be in cold shutdown by Q00131 to implement 
Category A short-term Lessons Learned Inal Force 
requirements Requests delay until 000315 due to addl need* 

PILANT.vJ M Nebraska Public Power District 00/01/22 6pp 


0 Inspection reports, IE Bulletins & correspondent e 


3001160504 Responds to IE Bulletin 79-24 re froion lines Other than 
offgas It standby gas treatment lines, all s o Fet y -rela t e d 
process, instrument tt sampling lines are located within 
bldgs not »ubj to freeilng 

P ILANT* J h Nebraska Public Poujot District 79/10/24 ip 



DOCKETED ITEMS 


TOO 


BQ01090G05 Forwards IE Bulletin 79-02. Rev \ s ion 2. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Holts H Action 
required 

SEYFfflT# K V Peg ion 4, Dallas. Office of the Director 79/11/08 

Ip 


8001100038 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two FWf7 Plants " No response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/11/16 

lp 


3001100124 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads " No specific action or 
response requested 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/11/16 
IP 


£001090050 Forwards IE Circular 79-23. “Motor Starters fe Contactor* 
Failed to Operate ” No response required 

SEVFR ! T, K V Region A. Dallas. Office of the Director 79/11/26 

IP 


6001100151 Forwards IE Circular 79-24. "Proper Installation 6 Collbr of 
Core Spray Pipe Break Detection Equipment on OWRl " No 
written response required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/11/26 
IP 


0001090040 Forwards IE Info Notice 79-30. "Reporting of Defect* l< 
Nuncomp 1 imcee. IQCFRSt “ No action or response required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 79/12/06 

IP 


B0Q1100Q99 Forwards IE Bulletin. 79-28, "Possible Malfunction of NAMCO 
Hadel EA180 Limit Ewi fcches at Elevated Temps " Action 
required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 79/12/07 
IP 


0001210310 Responds* to IE Bulletin 79-02, Rbvi s i on 2 S < provides summary 
program rept ra 790706 response to IE Bulletin 79-02. 

Revision 1, "Pipe Sup port 'Ba-s b Plate Designs Using Concrete 
Expansion Anchor Dolts " Progress made on analysis & mods 
PILANT, J M Nebraska Public Power District 79/12/10 3pp 


G001 14001-3 Torwards evaluation of licensee 790425 h 0705 responses to 
IE Bulletin 79-03, "Events Relevant to DWRs Identified 
During TMI Incident " nppropriats action token to meet 
bulletin action items requ i rervents 

IPPOLITO, T A Operating Reactors Branch 3 79/12/31 16pp 


8001 1 600 1 0 Forwards IC Info Notice 79*-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

5EYFR1T, K V Region 4. Dallas, Office af the Director 79/12/31 
lp 


8001160093 Forwards IE Info Notice 79-35, "Control of Maint fc Essential 
Equipment " No action or response required 

SEYFRIT»K V Region 4, Dallas, Office of the Director 79/12/31 

If 


9001200470 Forwards IE Bulletin 80-0i. "Operability of Automatic 
Depressurl ration Sijs Valve Pneumatic Supply " Action 
required 

8EYFRJT,K V Region 4, Dallas, Office of the Director 80/01/11 

Ip 


80D1290489 Forwards IE Bulletin 79-010, "Environ Qualification of Class 
IE Equipment" w/a ttachments Action required 

SFYFRIT, K V Region 4, Dallas, Office of the Director 80/01/14 
lp 


6001290063 Forwards IE Circular 00-01, "Svc Advice for GC Induction 
Disc Relays 11 No response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 80/01/17 
4 


S Report ab 1 e occurrences, LER a e< related correspondence 


0001290441 T onwards LER 79-D3B/O3L-0 

LESSOR, L C Nebraska Public Power District 79/12/20 2pp 


— 8001290450 LER 79-Q30/03L-D on 79 1 130, d ur i ng normal operation, 
suppression chamber level instrument PC-LI-12 failed 
downscale Caused by failure of power supply Power supply 
replaced U proper indication verified 

PHIiLlPS.D Nebraska Public Power District 79/12/28 lp 


8001100062 Forwards IE In-fo Notice 79-3J , "Ueo of Incorrect Amplified 
Response Spectra " No specific action or response requested 
SEYFRIT.KV Region 4. Dallas, Office of the Director 79/12/13 

Ip 


8001060219 Forward * IE Circular 79-23, "Shock Arrestor Strut Assembly 
Interference " No written response required 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/12/20 

Ip 


8001080001 Forwards IF Info Notice 79-32, "Separation of Electrical 
Cables for HFCI U Automatic Depressuri la t ion 5ys n Ho 
specific action or response requested 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 

Ip 


BOO1I10019 Forward* IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

SEYFR I T, K V Region 4, Dallas, Office of the Director 79/12/21 

lp 


8001290460 Forwards I ER 79-039/03L-0 

LESSOR, L C Nebraska Public Power District 79/12/28 2pp 


--8QO12905O6 LER 79-039/03L-0 on 791 ) 29, supp r bs * i on chamber inboard vent 
isolation valve PC-230MV not operable w/control switch f< 
no position indication observed in control roam Caused by 
random Failure Rotor replaced w/qualifiod part 
SCHCER.J L Nebraska Public Power District 79/12/28 Ip 


800 1270524 Forwards LER 79-040/03L-0 

LESSOR, L C Nebraska Public Power District 00/01/02 2pp 


■8001290529 LER 79-Q40/Q3L-0 on 791203. while performing maint on 
backwash line far svc water pump * trainer, exocess ive erosion 
noted in pressure boundary piping Caused by high water 
velocity & solids content of backwash line 
DOAN, P F Nebraska Public Power District 80/01/02 lp 


9OD129O307 Forwards LER 79-04 1/03L-0 

LESSOR, L C Nebraska Public Power District BD/01/04 2pp 


8001180336 Forwards IE Insp Kept 50-290/79-16 on 791023-26, 1105-07 & 
14-16 No none amp 1 1 a nee noted 

MADSEN, 0 L Region 4. Dallas, Reactor Operation* Nuclear Support 

Branch 79/12/21 2pp 


— 3001100336 IE Insp Rept 50*298/79-56 on 791023-26,1105-07 & 14-16 No 
nancomp 1 i anc e noted Major areas inspected document control, 
station operations review commi ttee, records program, p lant 
operations 4, spent Fuel storage racks 

WE9TERNAW, T F » PURD1NEK, M T , CONSTABLE. 0 L Region A. Dallas, 
Office of the Director 79/12/21 7pp 


8001 160009 Forwards IE Info Notice 79-34, "Inadequate Design of 
Safety Related Heat Exchangers " No action at* response 
requested 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/27 


6001160053 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

BEYFRIT.KV Region 4, Dallas, Office of the Director 79/12/2 
1 p S 


8001290395 LER 79-041/03L-0 on 791206, dur i ng surveillance testing of 
HPCI DCIS-76 1c 77rHFCI DPIS-76 went downscale after being 
placed back in svc Caused by technician error Signal reset, 
valves opened * technician cautioned 

PHILLIPS, D Nebraska Public Power District 80/01/04 Ip 

8001210273 Forwards LER 00-001 /01T-0 

LESSOR, L C Nebraska Public Power District 80/01/11 3pp 


— 8001210276 LER BO-ODI/OIT-O on 800102, during HPCI turbine stop valve 
monitor to* t, procedural steps were improperly completed 
Caused by personnel error Occurrence discussed w/aperatton* 

6 instrument personnel 

WILLIAMS, M 0 Nebraska Public Power District 0D/O1/U lp 

8001290485 Forwards LER 79-042/03L-0 

LESSOR, L C Nebraska Public Power District 80/01/16 2pp 

—6001290494 LER 79-042/03L-0 on 79 1 223, dur i ng routine check, RHR pump ID 
breaker found not charged RHR Pump ID could not operate 
Caused by loose screw holding wire on latch monitoring 
switch preventing charging motor operation Tightened screw 
BEDNARiLF Nebraska Public Power District B0/01/16 lp 



DOCKETED ITEMS 


UtlCKET POINT BEACH NUCLEAR PLANT. UNIT 2 

^ ^Pcurjty. medical, emergency * fire protection plans 


GOQ114QQ54 Request* estimate* re evacuation of areas around nuclear 
pnuiur i eac tors Format f 0 i reporting evacuation time 

estimates end 

CRIMES. 0 K Assistant Director for Engineering if Projects 
79/11/29 4pp 


O Adjudicatory ccrrc apondenc e 


E1OOU602AO Response in opposition to UI Environ llecado 791207 petition 
to intervene Petition became moot by withdrawal of 
application for OL amend Issues raised may be considered if 
intervener requests Nearing on 791130 A 800103 orders 
fiFlS.E J Hearing Branch 2 00/01/08 5pp 


--'000 1 1 £0266 Qrdor modifying 791130 confirmatory order Facility will 
operate at reactor coolant pressure of 2.000 psia w/ 
associated pdiamstprs. effective immediately Affected persons 
may raqtimt hearing 

DENTON. H Office of Nuclear Reactor Regulation 80/01/03 3pp 


F30011602/0 Safety evaluation supporting licensee request for Tech Spec 
change 1 correcting tube degradation due to deep crevice 
corroaiUTi .facility will operate at reactor coolant pressure 
of 2. 000 ps ia 

* Office? of Nuclear Reactor Regulation 00/01/03 7pp 


0001160276 Discusses Tech Spec Change Request 60 re operation of 
facility at 2.000 psia primary sys pressure Certificate of 

'Wt <M\C 1 

DUR'jTE IN* <i Wisconsin Electric Power Co 79/12/31 2pp 


F* Operating license stage documents correspondence 


0001220167 Frjiwards request for addl info ncedrd for inservice testing 
program rov;uw completion Requests arrangement for 000206 
crusting at facility 

HAINAN- 0 Plant Systems Branch 79/11/09 Elpp 


(30010J08&2 Forwards interim position on containment purging * venting 
during normal operation pending lesolutictn of isolation 
v.a 1 vt) npoiability Commitment to comply w/encl position 
c-hould bo submitted within 43 days 

E»C HWrN(.rHj A Operating Reactors Branch i 79/U/19 3pp 


0001040390 Fin wards Nov 1979 Revision 1 of branch technical position on 
direct t ,sd iat Inn measurements re radiological environ 
ffion i tor i piogram requirements Revised atds being 
implementod in QL applicant reviews «. Tech Spec update 
OrtnntlL.W f» Division of Operating Reactors 79/11/27 35pp 


flOO 1 (370276 Forwards NSSS vendor & fuel supplier ltrs re impact of 
cladding heo ting -rate dependent burst temp effects on 
ivjpturo time $ Ira in/b 1 ot kagp Llrs will help licensees 
T-uaporul to NRC 791109 ltr re rupture strain fc flow blockage 
FI [ ISENMUr. [) 0 Division of Operating Reactors 79/11/27 3pp 


DOOIO/03A2 Advises that Bulletin t Orders Task Force has approved sfiall 
tironk IOLA guidelines foi operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
r-uvitiud procedures Audit plan end 

F nLfJHUT, I) 0 Division of Operating Reactor* 79/12/17 12pp 


0001210284 I orUflliH request for addl info re containment purge sys R 
containment venting sys so that evaluation of electrical 
ovirrr i de/tt y peioo aspects of containment purge matter can be 
cooipluted on srhedule 

L/WNAS, 0 Systems Branch 79/12/17 3pp 


CJOOJO'IO'M 7 Summarwes 791204 telcon w/util re TMI Lesson* Learned Task 
For r e rat omroepda t ions implementation 

•ntAMMLLL. C 14 Operating Reactois Branch i 79/12/19 3pp 


nOOl01J030l Fpi wards supplementary response to short-term TUI Lesson* 
l aarnod Task Force requirement* h provides schedule of 
l irp I omen tat 1 an of commitments Seven oversiie drawing* end 
lUjNtf TE IN< b Wisconsin Electric Power Co 79/12/31 315pp 


BOO 1.040636 Withdraws 791102 request for Tech Spec change re steam 
generator tube degradation Anticipate* receiving NRC 
amended conf 1 rma tory order authorulng lower pressure 
op-tf ratine to assist in minimising generator tube problems 
OURfiTEINi B Wisconsin Electric power Co 79/12/31 2pp 


0001160513 Provide* CO(r „ s 
7909 1 7 ltr to Dect,^ ^ 
verification NRC guide i 
evaluation of mods f ar 
nURSTEJN.5 Wisconsin 


t-e 



e t • 


; * ‘ t in NRC 791119 1 tr * * 

7 “ a 1 e c n» abi i j t y 
W4 ,* 5» considered dur % m <} 

I/" f-'3« valve rehabi 1 i 

* ' *"^fr Cc 80/01/0? ' 9(3 11 


models u* e< j m ECCS ana 
achieved when rue! rQd 1 - V 
BURSTE IN S Nisconsan Cl I*. J 


r *1 resolution will bu 
’ r resolved 

-er r Q QO/Ol/0? 


/r r 


6001300489 Forward* ld f tt 
per agreement reached at 
purge 

LAINAS, 0 Plant gy ltf 


j ~ t0 be >ubstituti?Cl f 13 

- - e e t » n 3 re contammun t 

' Jr *' " h <J 7 'own ip 


r 


t 


i 


■8001300497 Safety t , e | u „ * ^ * 

control design aspect*. - * a £*- r "-;ny electrical, i n s trum* 1, 

valve isolation, ecc ep t r * ' V T of containment p urg® „ 

containment purge uoiatj-’r^ 151 monitors used tw i r' i 1 1 
* Plant Systems Dr d r^' r tr - 


0001200340 Responds to 14RC j, 1 * - 
motor voltage ratings Safe-, 
t accelerate loads w/ 0 OX .“jT. 
loads f> t 00/ w/o ov#rtieatUij 
FAY. C W Wisconair Electric f 


mJ ’ request for mfp * <j 
^ *■ iters rated to star t 
a* •'latcrs can cany nor rhn I 

-* r 90/01/1? £7p P 




8001290365 Forwards -sra L 1 [,r f9 , t r- 
subcooling margin set at c 

injection * 

FAY. C W Wisconsin Ele c tr lc ? _ 


A operator guideline U- fl**' 

= r 4 o r ermln4ting ^irtFc'tV 
r * o 80/01 /22 «7p |> 


|f< ' 


Q 


Inspection reports 


* COrr P*pondonco 


0001170561 Forwards IE Insp 
790924*^20 No noncomp 1 l an c e 
HEISHMAN, R F Reg t an 3 

Support Branch 79/11.^0 


n 5 t * • 

1 C f- i Cdg j Reactor 


*< 50-30 1//9 I'* 

Operat inn* Mi* * 


** * ' 


4,1 1 


-8001170966 IE Irsp flepts 5C -2* ^ / ’9- j* % 30-30 1 /79- 1 PI r . r. V?<SV 
insp 

WARN1CK, R F , SMITH J D Aegion 3 

Director 79/11/14 4 f p 


ircular actions 6 irt d o |> Oti il o n t 
Chicago, Of p l »: o f * !■ • 


8001 100206 Forwards \E Info 
Response Spectra CARS) 
KEPPLER.J 0 Region 3 

IP 


^ Jsj a-tian or response requir*p-cJ 
Ch-icaga Office of the Diroc %■ 1 1 1 


Al'i|i } k * 
/'// 1 


B0010B0371 Forward* 1 £ Circular -'9-53 Shack Arrestor Htlnt J\ * « 
Inter f£?rence " No written rin ? {fi ( required 

KEPRLEfi. J 0 Region. 3 Chicjjw Office of the Dircc bm / 


8001220005 Respond* to IE DuLletir 79-25 M Fallures of WobLiiuo,,, 
BFD Roiays in Saf e t y -R e 1 & t r d ^ j i Replacement progr^jn For * 

9PD relays in safeguards it reactor protection cireut t. -r* m 
underway *< schfduied to ot completed by Fall 1901 
FAY. C W Wisconsin Electric fo-ir Co 79/12/20 


8001220048 Submits progress rept r-e response to IE Bullet u? /•; . 

in F o sve ^ater piping obtained h insp ^ 

will be prepared Insp of piping p tanned for Unit 2 r e f u u | *»ay 
outage 

FAY. C W Wisconsin Electric Fewer Co 79/12/^0 7\*(, 


0001220034 Responds to IE Bulletin 79-28, ‘Possible Half M r i t t « 
NAWCQ Wodel EA180 L»niit Switches at Elevated Temp* '* No 


NAMCU none i tmaj - — — - ' - ,M r * i' 

WAMCO Model EA10O limit switch** received during 197V 
TAY.C W Wi scon* 1 n Electric Fewer Co 79/12/21 1 pi 


101110119 Forward* l£ Info Notice 79-33 “Improper Clu 0u i s? qj yr , 
Containment Equipment Acc.»s Match., ' No specific .ct,„ n **♦ 1 „ 

rosponae roquestea __ _ .. . k . 


3. Ch , c a 3 e OH.c. „tt,Dir, Ll „ r 
IP 




101110299 Forwards. Info Notice 79-3X, Separation a F tC I * t ^ ^ 
?iile* for HPC1 Automatic Dep r f* Sun tation Sys » No a C l lol , 

SeP?UB°"‘o 3 - C ** e ' a °- 0,f,c '’ ° f U ° u. v 

IP ^ 
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docketed items 


0OO11GGO24 Forwards IE Info Notice 79-34* "^nn^rseuir ed 9 " 
Related Haat Exchanger* - No action or rt«pon«« i < 
KEFPLER-J G Region 3, Chicago* Office of the Director 

Ip 


of Safety- 
79/ 12/27 


C0010905G5 Forward* IE Info Notice 79-37. ’Cracking in Low Pressu 

XSiK.!"" " Of the Director 79/12/20 

IP 


CkOIMOH? Forward* IE Info Notice 79-3*. -Co»p , tt , r C« d « Defect an 
Stress Analysis of Piping Elbow " No specific action or 

;SKSVr U1 ”ll.|i.n 3. Chicago, Office of the Director 79/12/28 
Ip 


600110022? Forward * IE Info Notice 79-33* "Control of Meant *< Essential 
Equipment ’ No action or response required *toji a/'ll 

^EPFlER, J G Region 3, Chicago, Office of the Director 
lp 


6001300415 Forward 5 fBo For security training 
submitted 790617 

BAYNARD.jp Y Florida Power Corp 80/01/24 


& qua 1 i f i cat i on 
2pp 


p lan 


Q Ad jud icatorij correspondence 


0001180420 Forward* order to show cause in response to util intention 
not to implement all Category A TMI Lessons Learned Task 
Force short-term requirements by BQOI31 Methods of 
Implementation completed by BOQiOl should be described 
DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 2pp 


— 8001 180427 Order to show cause why licensee should not Implement 
Category A TMI Lessons Learned Task Force short-term 
requirements by 600131 Failure to comply should be justified 
by timely documentation 

OENTON.HR Office of Nuclear Reactor Regulation £30/01/02 4pp 


H General correspondence 


6001200143 Advises of schedule change far completion of commitment* to 
IE Bulletin 79-19 Mg t-c ontro 1 1 ed audit of waste disposal 
activities will be conducted between 000101 l* 31 Addl 
Health physics training changed to 000131 
FA/.C U Wisconsin Electric Power Co B0/0J/03 lp 


8001230003 Request* mad a F requirement re backup license operator time 
on operating shift Present requirement o + five days every 
four months should be replaced by on-e day each quarter 
Affidavit * Certificate- of Svc end 
DAYNARD, P V Florida Power Corp BO/Ol/17 4pp 


’•Foil Handling Events 


No 


0001120130 Forward* IE Info Notice 00-01. 

specific action or response required .... 

KEFPLER.J 0 Region 3. Chicago, Office of the Director 80/01/04 
IP 


£001230003 Submits addl response to IE Bulletin 79-02, Revi s i on 2, 
supplementing 791207 response Located 19 small Category 1 
pipe supports on masonry walls All 22 large !r small pipe 
support* will be relocated to reinforced concrete structure 
5L/RSTE IN, S Wisconsin Electric Power Co 00/01/00 Ip 


J Insurance & indemnity information 


B001 100409 Forwards CW McKee 790925 Itr it 1979 internal cash flow 
projection for facility Info updates approved guarantee of 
paymenti of deferred prc-miuma 

LOADER, J 0 Florida Power Corp B0/0i/04 2pp 


0001100437 Forwards Endorsement 20 to MAELU Policy MF-91 

FIELDER, J Marsh & McL o imam 1 nc , M U M Nuclear Consul tanta* Inc 
Div RQ/01/07 2pp 


0001290159 Forwards IE Circular 80-01* M Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER > vi 0 Region 3, Chicago. Office of the Director 00/01/17 
IP 


0001150510 Forward* Endorsement 30 to NEl IA Policy NF-195 

FIELDER* J Marsh U McLennan , I nc * M It M Nuclear Censu 1 tant a* I nc 
Div 80701/10 2pp 


R Periodic operating reports & related correspondence 


8001 1 £0432 Forwards monthly operating repts for Dec 1979 
FAY C W Wisconsin Electric Power Co 00/01/11 lp 


-“0001140439 Monthly Operating repts for Dec 1979 

FAY, C W Wisconsin Electric Power Co 00/01/04 Itpp 


S Repariable occurrences, LERs ti related correspondence 


6001070414 Forwards LER 79-O0B/03L-O 

FAY* C U Wisconsin Electric Power Co 79/12/27 Jp 


—0001070416 LER 79-00S/03L-0 on 791210* charg ing pump A taken out of svc 
due to observed leakage in discharge manifold area Caused 
by valve seat failure possibly resulting from normal 
fatigue Valve seat replaced 

FA/,C W Wisconsin Electric Power Co 79/12/27 2pp 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F Security, medical* emergency it fire protection plans 


6001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

CRIMES^B K Assistant Director for Engineering 6 Projects 
/ #/ 1 1 /29 4pp 


0001310103 Forwards Endor sement 3 to NFLIA Cinder ED-33 

FIELDER* J Marsh t* NeL e imaei, I nc * M i* M» Nuclear Consul tents. Jm. 
Div 00/01/15 3pp 


0001310200 Forwards Endorsement 39 to NEl I A Policy NF-195 

riELDER, J Marsh It McLennan* I nc ■ M & M Nuclear Consul tanks* Inc 
Div 00/01/ 1 3 2pp 


K Utility final Safety Analysis Report ( FEAR ) it amends 


8001210126 Forwards Amend 53 to FBiAR* containing revisions to Section 
t 7 quality programs t* Section 1 7 6 7 1 0 3 re reinspection 
uf reworked qt repaired mat 1 s , par 1 1 > c amp ononis* sy s l 
structure* Certificate of Svc U Class 11 fee end 
DAYNARD. F V Florida Power Corp 00/01/ 14 4pp 


—8001210127 Amend 53 to TSAR 

» Florida Power Corp BO/Ol/lJ 2pp 


D001310267 Forwards TQAR Amend S3* revising Bections I 7 4 I 7 6 7 i » 
re OA programs Cortificote of Bvc t fee end 
DAYNARD* P Y Florida Power Corp 00/01/14 4pp 


— B001210269 Amend 53 to FBAfl, revising Sections 1 7 4 1 7 6 7 I o ro 
QA programs 

DAYNARD* P Y Florida Power Corp BO/Ol/14 4pp 


P Operating license stage documents It correspondence 


5 °ri«s°!? 7 r F ? r “* rd ! ad<Sl infc> re tiTt P r °3 ram mod* Drawing available 
Central Files only 

BAVNARD*P Y Florida Power Corp 80/01/00 2pp 


6001210256 Forwards response to NRC 790727 request for addl desion info 
A protection program mod* Requests expeditious review 

of info to complete nods at facility 


i lity 

Florida Power Corp 80/01/15 


Bpp 


plan L * Mcu ** inltial NRC review of site emergency 
FAJRTILE* M B Operating Reactors Branch 4 00/01/22 2pp 


7905110044 Comments on proposed transfer of lead responsibility 
design change* necessary to minimile tingle non-nuclear 
instrument failure should bo considered by Qfc of Nuclear 
Reactor Regulation,™ 790320 cooldown 

CREH0* J L Region 9* Ban Francisco, Reactor Operations Nuclear 

Support Dranch 70/04/06 Ip 


6001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurement* re rad i o 1 og> i c a 1 environ 
monitoring program requirements Revised stds being 
implemented in DL applicant reviews it Tech Spec update 
OAMMILL.W P Division- of Operating Reactors 79/11/27 35pp 
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8001070276 Forwards N5S5 vendor ft fuel supplier ltr* re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time S« stra Jn/b ) oc kage Ltr* will help licensees 
respond to NRC 791109 Itr re rupture strain ft flow blockage 
EISENHUT. D 0 Division of Operating Reactors 79/11/27 3pp 


79122603 1 5 Responds to request re design adequacy of D& W NS98 utilising 
once-thr ough-s team generators (Bellefnnte Nuclear Plant) 

Response requested by 791203 Necessary ays mods considered 
as part of post-TMl-2 effort 

DENTON* H R Office of Nuclear Reactor Regulation 79/10/25 4pp 

— 7912260346 'Primary By* Perturbations induced Ay Once-Throuph Steam 
Generators " Feedwater transient summary end 
* Office of Nuclear Reactor Regulation 79/10/25 flpp 

9001070362 Advises that Bulletin ft Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful i nc or p or at i on of 
revised procedures Audit plan e"d 

EISENHUT, D 0 Division of Operating Raactors 79/12/17 I2pp 


8001230034 Notification of 791220 meeting w/DftU & DftW licensees in 
DflthesdafMD to discuss control rod guide tube wear 
CONNER* E L Operating Reactors Branch 4 79/12/17 Spp 


3001040344 Summary of 791023 meeting W/DM4 owners group * DftW* OflNL ft 0F1NL 
consultants from Scientific App 1 1 c a t i ans* Inc: in Lynchburg. VA 
re integrated control sys reliability analysis 

THATCHER* D Electric* Instrumentation ft Control Systems Branch 

79/12/19 lSpp 


8001110498 Forwards safety evaluation approving preliminary design for 
saf ety-'flr ade an 1 1 c i pa tor y reactor trip on loss of feedwater 
St turbine trip Requests addl info for final design approval 
REID* R W Operating Reactors Branch 4 77/12/20 2pp 


— BOOH 10508 Safety evaluation approving preliminary design for sofety- 
grade anticipatory reactor trips on loss of moin feedwater ft 
turbine trip 

» Office of Nuclear Reactor Regulation 79/12/20 7pp 


8001110627 Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory reactor trip on loss of feedwater 
& turbine trip Requests addl info for final design approval 
REID. R W Operating Reactors Branch 4 79/12/21) 3pp 


8001140110 Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory reactor trip on lo«s of Feedwater 
ft turbine trip Requests addl info for final design approval 
REID.R W Operating Reactors Drench 4 79/12/20 2pp 


8001020182 Forwards "Auxiliary Feedwater Sys Reliability Annlyseo. 
Generic Rept for Plants w/BftU Reactors*" ft "Auxiliary 
Feedwater Sys Reliability Analysis" for facility Affidavit 
& proposed mods one I 

MOORE , 0 C Florida Power Corp 79/12/27 4pp 


— 8001020196 "Auxiliary Feedwater £3ys Reliability Analysis' 1 for facility 
WEAVER. W W . BROOKS. R L . ENZINNA. K S 311 Co . Minnesota Mining ft 
Mf g Cd 79/10/31 Slpp 


8001030578 Responds to NRC 791023 1 1 r re containment purging ft venting 
during normal operation Util commits to NRC interim 
position 

MOORE. Q C Florida Puwer Corp 79/12/27 5pp 


6001140031 Responds to util 791215 Itr re sys reliability of State of 
FL electric power grid if facility shut down to implement 
TMJ Lessons Learnod Task Force requirement* Relief expected 
in final action on Implementation of requirement* 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/02 lp 


— 8001230040 Expresses concern over Lessons Learned Task Force 
recommendation* re power operated relief & safaty valve 
position indication mods Proposed 800131 compliance date 
necessitates removal of plant from svc 
DAYNAR0, P Y Florida Power Corp 79/12/19 lp 


80012(0257 References NRC BGQ102 order to show cause re implementation 
of Lesson* Learned Task Force Category A requirement* 

Forwards info necessary for NRC evaluation of request for 
extension of 800215 deadline 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/04 4pp 


0001290042 Notifies of generic concern re voiding transients on BftH 
plants Void formation may be taking place In hotter region* 
of reactor vessel Requests analytical prediction using 
transient analysis within 30 days 

REID.R W Operating Reactors Branch 4 a0/01/09, 05pp 


B0O115O2B4 Forward*! Tech Spec Change Request 56 r« amend to App 0 of 
License DPR-72 Certificate of Svc ft proposed replacement 
pages for App D and 

DAYNARD.P Y Florida Power Corp BO/Oi/ll 3f*p 


— 8001)50286 Tech Spec Change Request 56 re amend to App B Of License 
DPR-72, c ons) a t tnfl of revised Pages 3-21 ft 3-22 Change allows 
flexibility to initiate procedures required for issuance of 
Tech Spec Change Request 36 
* Florida Power Corp 00/01/11 3pp 


8001150295 Forwards Tech Spec Change Request 57 to amend App A to 
License DPR-72 Chang e involves Intermittent operation of 
containment isolation valves for sampling ft testing 
Af f idavlfc,Certif icate of Svc ft Class III fee end 
BAVNARD. P Y Florida Power Corp BO/Oi/ll 3pp 

--80Q1190304 Tech Spec Change Request 57 to amend App A to License DPR -72 
for intermittent operation Of containment isolation valves 
for sampling or surveillance testing purposes Replacement 
Tech Spec Pages 3/4 6-15.17.16.19,20 ft 21 encl 
* Florida Power Corp 00/01/11 0pp 

BG01160476 Forwards update to util 791017 4c 1117 ) trs re implementation 
of TMl Lessons Learned Task Farce short-term requirement* 

Info on sys reliability will be provided by 01)0115 
BAVNARD. P V Florida Power Corp 80/01/1 l 150pp 


8001180200 Respond* to NRC 800104 ltr requesting info required for 
evaluation of adverse electric sys reliability Impact 
DAYNARD.P Y Florida Power Corp BO/OI/14 52pp 


8001290325 Responds to 791217 ltr requesting schedule re proposed mod 
providing automatic reactor coolant pump trip during snail 
brook LOCA Util design concept no longer viable Options 
being discussed w/QftW Schedule will be Filed 000229 
DAYNARD.P Y Florida Power Corp 80/01/24 3pp 


0OQ 1 300366 Responds to NRC 791204 request for addl design provisions ft 
test methods permitting valve leak testing Forward* revision 
tn pump 8, valve test program pages ft discussion of design 
mode necessary to accomplish alternative tost method 
DAYNARD.P Y Florida Powei Coip 00/01/25 Bpp 


0001 300446 Requests withdrawal of 701031 Tech Spec Change Request 34 ft 
licensing foe. due to NRC approval of DAW-1366. "Evaluation 
of Atypical No Id men t " Certificate of Bvc ft affidavit end 
BAYNAfiD, p y Florida Power Corp 80/01/33 4pp 


0 Inspection report*. IE Bulletins ft correspondence 


0001 180173 Forwards IE Tnsp Rept 30-302/79-49 on 79HI4-15 No 
none amp 1 1 anc o noted 

KCNNA, W U Region 2. Atlanta* Safeguard* Branch 79/11/26 2p p 

— 0001 180170 t£ Insp Rept 50-302/79-49 on 791115-16 No noncompl iance 
noted Major arooa inspected review of licensor 791013 
commitments re mud of vital area door* ft intrusion alarm 
responses 

TODIN, W J Region 2. Atlanta, Safeguards Drench ECBECKER. K Jl 

Region 2. Atlanta, Office of tho Director 79/11/26 2pp 


0001030463 Forwards response to l£ Bulletin 79-13 re packaging in 
feedwater sys piping Steam generator not designed w/ common 
noitli for main & auxiliary feodwator sys 
HANCOCK, J A Florida Power ft Light Co 79/12/13 3pp 


9001040299 Discusses IE Bulletin 79-05C long-term requirement re 
automatic tripping <?P operating reactor coolant pump during 
smell break LOCA Forwards request for addl info 
REID. R H Opera ting Reactor* Branch 4 79/12/17 &pp 


6001 10021 4 Respond! to IC Bulletin 79-28* "Possible Malfunction of 
NAMCD hddel EA10O Limit Switches at Elevated Temps " No 
NAMCO Model EA180 switches installed in safety-related 
squ i prnent 

HANCOCK* <f A Florida Power Corp 79/12/19 lp 


00010701 97 Forward* IE Info Notice 79-3?, "Separation af EUcfciical 
Cab 1 * s for HPC I ft Automatic Depressor! i ation Bys " No 
specific action or response requested 

Q 'REILLY* J P Region 2. Atlanta* Office of the Director 
79/12/21 2 ftp 


0001240126 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches ° No action dt response 
required, 

0 'REILLY. J P Region 2. Atlanta. Office of the Director 
79/12/21 Bpp 
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1300 Forwards IE Info Notice 79-34. "Inadequate Benign of Safety- 
Related Heat Eichangers 1 No action ot response required 
H ' R E 1 LL V r J P Region 2, Atlanta, Office of the Director 

79/13727 2pp 


B00125GG94 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " Ud response required 

O'ftEClLY. J P Region 2, Atlanta, Office of the Director 

79/J2/2B 2pp 


9001290591 Fo-ruards LER 80-001 /01T-0 

HANCOCK, J A Florida Power Corp BO/Ol/21 lp 


— 8001290593 LER 8O-001/O1T-G on 900107, in Mode 1 , d e tBrmi nt e d that pl»int 
was taken into operational mode while in action statement 
of limiting condition for operation Caused by personnel 
error Revision to Tech Specs has been submitted 
LANCASTER, KF Florida Power Corp 80/01/14 3pp 


800 1160252 Forwards IE Info Notice 79-35. "Control of Naint t* Essential 
Equipment 11 No action or response required 

D'REtLLV.J p Region 2. Atlanta. Office? of the Director 

79/12/31 Lp 


0001340049 Forwards IE Info Notice 79-36, "Computei Code Defect in 
Stress Aralqwis of Piping Elbow 1 No specific action or 
response required 

0'f!ElLt_Y,J P Region 2> Atlanta, Office of the Director 

79/12/31 2pp 


BG0139027B Forwards l£ Info Notice 00-01 ‘Fuel Handling Everts " No 
spacific action or response required 

O'REILLY, j P Region 2, Atlanta, Office of the Director 
90/01/04 2pp * 


6001390427 Forwards IE Bulletin 79-011?* "Environ Qualification of Class 
IE Equ lpm-e nt" w7 a ttac hmp n ts Action required 
0 'REILLY. J P Region 2, Atlanta, Office of tho Director 
0Q/OI/14 |p 


R Periodic operating reports t, related correspondence 


0001310213 Forwards monthly operating rept For Dec 1979 
OAYNARD.P Y Florida Power Corp 00/01/14 lp 


-0001210210 Monthly operating rept fur Dec 1979 

CULVER, M V\ P 1 or l da Power Corp 00/01/08 ‘ipp 


S Reportable occurrences, LERs A related correspondence 


8001040543 Forwards LER 79-10Q/Q3L-0 

HANCOCK, J A Florida Power Cijrp 79/12/28 


8001040351 LER 79- 1 0B/03L-Q an 791201 » during Tbutine power operation, 
emergency di-eSel generator ID standby cooling pump Djp-4 
reported failed Caused by bearing failure on pump Pump 
repaired 6 generator returned to sve 
LANCASTER, K F Florida Power Corp 79/12/21 lp 
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F Security, medical, emergency lr fire protection plans 


B001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc 1 

GRIMES, D K Assistant Director for Engineering & Projects 
79/11/29 4pp 


0001030601 Provides info re electrical cable testing re fire water ays 
mod Electric cabling meets burning characteristics to pass 
IEEE tests 

HALL. R E Broolchaven National Laboratory 79/12/20 lp 


0001110429 Informs that fees, identified in NRC 791207 8, 10 1 trs re 
revietu of security personnel training A qualification plans 
are acceptable Payment end 

PEOPLES. 1) L Commonwealth Edison Co 79/12731 2pp 


B001 110440 Forwards draft revision to emergency plans Plans withheld 
<rof I0CFR2 790 > 

PEOPLES. D L Corimanwea 1th Edison Co 00/01/03 3pp 


8001290277 Fcrwards Revision 5 to mod amended socurlty plan Revision 
withheld (ref iOCrR2 790) 

PEOPLES. D L Commonwealth Edison to 90/01/21 Jp 


Q Adjudicatory correspond enco 


8001000345 Order granting extension until 79122B for State of IL to 
respond to ASLB order requesting info re intergranular 
stress corrosion cracking 

UOLF.J F Atomic Safety and Licensing Hoard Panel 79/12719 ip 


0001190093 Respnnso to ASLH 790914 memorandum N order re intergranular 
stress corrosion cracking in stainless steel Type 304 
component i of spent fuel storage pool IntorvBnor moves ASLD 
order Comm Ed to supply info 

BEKULEH.G M Illinois, State of 79712/20 3pp 


6001320364 Forwards LER 79-109/Q3L-0 

HANCOCK, J A Florida Power Corp 80/0171/ lp 


■0001220372 LER 79-IQ9/03L-Q cm 791221 . f o l lowing reactor trip, chem/l ori 
Sampling showed reactor coolant dose equivalent 1-131 
exceeded I 0 uCi per g contrary to Tech Specs Caused by 
leaking fuel pins •< iodine transient 
LANCASTER, K F Florida Power Corp 00/01/11 I3pp 


60012204Q3 Forwards LER 79-1L0/O3L-O 

HANCOCK. J A Florida Power C,org 00/01/1/ ip 


~ QOO1220492 LER 79-1 I0/03L—0 on 791223, duri ng routine uur ve 1 1 l one 
remote shutdown indicator for decay heat coaler A outlet 
temp Off-39** T1 was found Inoperable Caused by failed mater 
movement Movement replaced u/ a pare & returned to uvt 
LANCASTER. K F Florida Power Carp 00/01/11 2pp 


0001290244 Forwards LER 79- l 1 1 /03L-0 

HANCOCK, J A Florida Power Corp 00/01/21 ip 


—6001290249 LER 79-111/031-0 on 791224, while performing daily operotl 
Umo V |s 8ak discovered in drain lino on discharge pipe 

hUP-13 Caused by cyclic stress fatigye Held area repaired U 
moos to drain lines completed 

LANCASTER. K F Florida Power Corp 60/01/16 2 pp 


0001 180090 Affidavit be assessment of possible intergranular stress 
corrosion, cracking in Typo 304 stainless steel Biographical 
data ?< proof a f SVC encl 

ANDERSDM, R N 9an -Jose State l/niv 79/12/17 I9pp 


□001170560 Memorandum *♦ order requesting parties to address issues re 
effect of pool water £ proposed vented fuel storage tubes 
on stagnant, oxygenated, barated water sys Affidavit re issues 
should be submitted by 000124 

WOLF, J F Atomic Safety and Licensing Board Panel BO/OI/Ob 2pp 


G001J70517 Submits FJ Rcwick clarification concerning use of phrase 
■'water inside proposed vented fuel storage tubes, 11 
contained in A8LD 000 1 08 order Phrase refers to water 
between boral l> stainless steel 
GODDARD. R J Hearing Branch 2 80/01710 ip 


H General correspondence 


8001030549 Discusses review of seminar outline re Dak Ridge Associated 
linlv course In radiation safety Par NRC Accepts proposed 
program Requests more specific outline of training course 
PEOPLES, D L Common we al th Edison Co 79/1272 6 lp 


P Operating license stage documents & correspondence 


0001290514 Forwards supp lemp nta 1 info 
HANCOCK, J A Florida Power Corp 


to LER-/9-S 12/04X-Q 
80/01721 lp 


’ 0O fc 1 vIoetatioS P sr e ? tal fc 1 I! 1 ', 0 . t0 LER 79 “ ll2/ <H*-0 on 800109, marine pi 
& vegetation Samples had LLD greater than ETB Caused by 
inadequate sample time It use of different analyzing 
equipment No corrective action proposed ^ 3 

* Florida Power Corp 80/Oi/tO 2pp 


0001040390 Forwards Nov 1979 Revision i of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
imp 1 ewon t» d in OL applicant reviews It Tech Spec update 
GAMM1LL, l| P Division of Operating Reactors 797M/27 35pp 


8001070276 Forwards NS&3 vendor & fuel supplier Ifcrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time 8, sfcra in/bloe kage Ltrs will help licensees 
respond to NRC 791109 Itr ro rupture strain it Plow blockage 
EIBENHUTjD G Division of Operating Reactors 79/11/27 3pp 
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B001020U 7 Notifies that NRC will conduct in-depth review of facility 
re location of site in area of relatively h gh population 
density Various alternatives under consideration Requests 
791209 meeting in iJBthesda, MD 

EISENHUTj D 0 Assistant Director for Operating Reactor Projects 
<Pre 791030) 79/H/2 9 3pp 


B001240010 Discusses review of 7507 1 7, 7600 1 7 . 760120, 790619, 20 & OBOI3 
submittals in response to NRC 750513 generic request re 
secondary sys fluid flow instability Events do not present 
safety risk Safety evaluation end 

8CHWENCER, A Operating Reactors Branch 1 79/12/12 2p p 


--0Q0124OQ12 Safety evaluation re steam generator water hammer dvents 
Adequate measures are being taken to prevent feedwater pipe 
rup ture 

* Office of Nuclear Reactor Regulation 79/09/30 9pp 


— 000 12400 H Revised "Steam Generator Water Hammer Technical Evaluation " 
* EO & G. Inc 79/05/15 22p p 


B0012101Q7 Responds bo NRC 791030 ltr, Enel 1, Section 2 2 1 a< "Lessons 
Loarncd Task Torce R oc ommenda t i ons re Shift Supervisor 
Requirements " Forwards copy of mgt dhecfcive emphasUing 
primary mgt responsibility of shift supervisor 
PALMER. F A Commonweal th Edison Co 79/12/ J4 2pp 


B0010703&2 Advises that Bulletin fa Drdfrs Task Force has approved small 
break LCCA guidelines for operating plants Provides schedule 
of utils to bo audited to assure successful incorporation of 
revised procedures Audit plan end 

EISENHUTiD Q Division of Operating Reactors 79/12/17 i2pp 


0001220021 forward request for adrfl Info re containment purge & venting 
sys so that evaluation of electrical o verr i d e/by pa s s aspects 
of containment purge matter can bo completed on schedule 
l.AINAS, G Plant Systems Branch 79/12/17 2pp 


0001140015 Advises that util commitments fa schedule of implementation 
of TNl-2 Lesson* Loarnod Task foi c e recommendations are 
acceptable 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


0001030629 Requosts Tech Specs changes re auxiliary feedwater sys. 
submitted ns combined Class III fa Class 1 amend 
F'EDPLEO, D L Commonwealth Edison Co 79/12/31 2pp 


— B001030634 T«ch Spec changes to steam generator emergency heat 
remova 1. Sec tion 3 7 2, Table* 3 3 3-1.4 3 0-1.4 3 B-2,4 7-2, 

4 7-3 fa Section 4 7 

* Commonwealth Edison Co 79/12/31 i4pp 


B001100442 Forwards nddl commitments fa info re neor-term requirements 
of TMI Lessons Learned Task Force 

PEDPLEfJ. D L fommonu/oa 1 th Edison Co 0O/Oi/Ol 76pp 


BOO 1 090339 Forwards payment for 79J231 proposed change to Tech Spec* re 
auxiliary feedwater sys 

PEOPLES. D L Commonwealth Edison Co B0/0I/02 lp 


0001 1 504 10 Forwards commitment* to moot near-term requirements of TMI 
Lesson* Learned Task Force re emergency power supply, 
inadvertantly omitted from 300101 ltr 
PEOPLES* 0 L Commonwealth Edison Co B0/01 /04 70pp 


0001130519 Forwards info re generic cladding swelling fa rupture model 
info submitted by NC5S vendor* re NUREG-063G GE approved 
models conservative Westinghouse plant* comply w/ 
tegulat ion* 

PEOPLES. D L Commonwealth Edison Co 00/01/00 flpp 


0001220197 Summary of 791205 meeting w/utll* re review of site* in high 
papulation areas & reducing likelihood of tevere reactor 
accident 

ZECH.G 0 Office of Nuclear Reactor Regulation 80/01/10 llpp 


0001250111 Summary of 791220 meeting w/utils re licensee review of 
Interim measures fc design changes to reduce probability of 
severe reactor accident fa consequence* Agreed to separate 
meeting* to discus* technical aspect* 

ZECH.O 0 Division of Operating Reactors BO/Oi/lQ D5pp 


0001290090 Notification uf 800110 meeting w/ufcil it Wes t i ngh Dim in 
Dethosda, MD to discuss resolutions to turbine disc cracking 
at site 

REEVE9. E Operating Reactors Branch 1 80/01/18 2pp 


BOO 12902 1 3 Submits results of SWRI 791006 field study re positive 
displacement charging pump f’uUation dampener performs 
function* as intended No further mads necessary 
NAUOHTON. W f Commonwealth Edison Co 00/01/23 2pp 


0001290355 Distuseee 300118 meeting w/We s t i nghou a e fa NRC re technical 
implications of turbine rotor disc cracks Unit 1 can be 
started up fa operated for 15 months Unit 2 can start up fa 
operate until Unit \ is returned to full operation 
PEOPLES. D L Commonwealth Edison Co 00/01/23 Ip 


Q Inspection reports. IE Bulletins & correspondence 


0001 1 £0261 Forward! IE In-sp Ropts 30-237/79-22,50-249/79-20, 
50-254/79-24.90-263/79-21,50-293/79-21 fa 50-304/79-2 0 on 
790926-27, 1003-04 8. 22-23 fa 1107-09 

FIDRELLI.Q Region 3. Chicago. Reactor Construction fa Engineering 

Support Branch 79/12/05 2pp 


—0001160271 IE In*p Repts 50-237/79-22,50-249/79-20,30-254/79-24, 
50-265/79-21, 50-295/79-21 fa 50-304/79-20 an 790926-27. 

1003-04 fa 22-23 fa 1107-09 No nunc ortip 2 j a nc a noted Major areas 
inspected followup to IE Bulletin 79-02 

HAYES, D W Region 3, Chicago, Office of the Director 79/11/30 

I6pp 


BOO J 170044 Forwards response to NRC 791100 request for add] info re JE 
Bulletin 79-02, Revis i on 2, concerning use of concrete 
expansion anchors Includes responses to revised sections of 
1 tarn 2 fa addl Item* 9 fa 6 

PEOPLES, V L Commonwealth Edison Co 79/12/07 22p p 


0001100142 Forward* IE Insp Kept* 50-295/79-24 fa 50-304/79-22 on 
79100J-1105 fa notice of violation 

MEI9HMAN. R F Region 3. Chicago. Reactor Operations NucioaT 

Support Branch 79/12/10 2pp 


--0001 100144 Notice of violation From map on 791001-1105 

* Region 3, Chicago, Office of the Director 79/12/06 lp 


— 8001100143 IE insp Repts 50-295/79-24 fa 50-304/79-32 on 791001-1105 
Noncompliance noted failure to, fallow procedures which 
implement fire protection program 

SPE86ARD. R L , KOHLER, J E Region 3. Chicago, Office of the 

Director 79/12/06 llrp 


□001040633 8ummarii*s 79)126 meeting w/NRC fa Sargent fa Lundy re items 
in IE Dulteltin 79-02 Dlscuises reaulti of utlk concrete 
expansion tost program Items included number of plates insp 
fa anchor* load t c-t ted. eng u la r i ty it shell projection 
PEOPLES, D L Commonwealth Edison Co 79/12/U 255pp 


0001100292 Forward* IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra <ARS) " No action or response required 
KEPPLER.J O Region 3. Chicago. Office of the Director 79/12/13 

ip 


0001070320 Provides addl response to IE Bulletin* 79-01 fa 79-01A. 
“Environ Qua 1 i f icat Ion of Class IE Equipment " Refers to 
791001,1101 fa 15 ltr* to NRC w/info on preventive maint for 
A8C0 solenoid* fa qualification of equipment w/ch e-ml cal * 

PEOPLES, D L Commonwealth Edison Co 79/12/M 2pp 


COO 1 O0O274 Revises 790921 response to IE Bulletin 79-21, "Temp Effect* 
on Level Measurements " Changes from 791219 to 800101 date 
to reflect effect* on preasurijer fa steam generator leyel 
indication* due to prossuriier pressure fa containment temp 
PEOPLES, D L Commonwealth Edison Co 79/12/14 ip 


0001090016 Ack receipt of 79H21 ltr informing NRC of steps taken to 
correct violation* noted in IE Imp Rept* 00-293/79-19 fa 
S 0-304/79- 10 

HIND.J A Region 3, Chicago, Safeguards Branch 79/12/10 lp 


— 0001090021 Respond* to NRC 791102 ltr re violation* noted lr> IE Insp 
Rapt* 50-295/79-19 fa 30-304/79-10 Corrective action* 
withheld < ref 10CFR2 7901 

PEOPLES, D L Commonwealth Edison Co 79/11/21 lp 


0001210016 Forward* response to IE Bulletin 79-17, "Pipe Crock* in 
Stagnant Donated Rater Sys at FUR Plants. " Item 2 No 
evidence of intergranular stress corrosion cracking 
PEOPLES. D L Commonwealth Edison Co 79/12/19 4pp 


0001000309 Forward* IC Circular 79-35. “Shack Arrestor Strut Assembly 
Interference w No written response required 

KEPPLER, \) 0 Region 3, Chicago. Office of the Director 79/12/20 

ip 
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B 001220115 Forward^ response ta IE Bulletin 79 - 25 . "Failures of 
We s fc 1 n g h q u s s QFD Relays in Sa Fe t y -Re 1 a t ed Sy 5 0 Discrepant 
components not m use eicept at Zion Relays in use will be 
replaced Relays in storage removed from stock 
PEOPLES. D L Commonwealth Edison Co 79 / 12/20 3 pp 


□001290035 Forwards IE Insp Repts 50-299/79-25 t< 50-304/79-23 on 
79J1I9-20 No noncompliance noted 

DAVfS, A 8 Region 3 , Chicago., Fuel Facility & Materials Safety 

Branch 79 / 12/20 2 pp 


— 0001290046 IE Jnsp Rijpts 50 - 295 / 79-25 L 50 - 304 / 79-23 an 791119-20 No 
noncodip 1 lance noted Major areas inspected licensee actions 
taken in response to IE Bulletin 79-19 it verification that 
packaging discrepancies were corrected 

FISHER. U L Region 3 , Chicago. Fuel FactLity «c Materials Safety 

Branch GREGFR, L R , PECK. C C Region 3 . Chicago. Office of the 

Director 79 / 12/10 7 pp 


£ 001 t 1 0063 Forwards IE Info Notice 79 - 33 . "Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

KCPPLERp J G Region 3 . Chicago. Office of the Director 79 / 12/26 

! P 


a 00 1 1 1025R Forwards IE Info Notice 79-32. "Separation af Electrical 
Cables for RPCI V Automatic Depres sur i »at i on Sys " No action 
or response requested 

KEPPLER.J 0 Region 3 , Chicago. Office of the Director 79 / 12/26 

»P 


□001100002 Forwards IE tnfa Notice 79 - 34 * "Inadequate Design of Safoty- 
Related Heat E* Chan g c rs M No action or response required 
KEPPLER.J G Region 3 . Chicago, Office of the Director 79 / 12/27 
lp 


0001090465 Forwards IE Info Notice 79 - 37 . “Cracking in Lou Pressure 
Turbine Discs 11 No response required 

WEPPLER, J C Region 3 . Chicago. Opfin:* of the Director 79 / 12/213 
lp 


□OD 1 1 60267 Torusardt IE Info Notice 79 - 36 . "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER. J G Region 3 , Chicago. Office of the Director 79 / 12/20 
IP 


8001100203 Forwards IE Info Notice 79 - 35 , "Control of Matnfc * Essential 
Equipment " No action ar response required 

KEPPLCR.J G Region 3 , Chicago, Office of the Director 79 / 12/31 
tf 


8001 150105 Forwards IE Info Notice 00 - 01 . "Fuel Handling Events ^ No 
specific action or response required 

KCFPLEfi.J 0 Region 3 . Chicago. Office of the Director 00 / 01/04 
ip 


8001160553 Responds fco IE Bulletin 79*20 NAMCO Model CA 1 G 0 limit 
switches have been Installed c< are planned for installation 
on some safety-related equipment No switches date-coded 
between Feb-Aug 1979 

PEOPLES, D L Commonwealth Edison Co 80 / 01/09 2 pp 


0001230042 Acfc receipt of 800107 1 fcr informing NRC of steps taken to 
corect violations noted in IE Insp Repts 50 - 295 / 79-24 k 
50 - 304 / 79-22 

HEIEIIMAN. R F Region 3 . Chicago, Reactor Operations Nuclear 

Support Branch BO/Ol/it lp 


— 0001230045 Responds to NRG 791210 Ur re violations noted in IE Insp 
Repts 50 - 295 / 79-24 k 50 - 304 / 79-22 Corrective actions fir* 
protection equipment brought fco site 

PEOPLES. D L Commonwealth Edison Co 80 / 01/07 2 pp. 


8001290105 Forwards IE Circular 00 - 01 . "Svc Advice for QE Induction 
Disc Relays " No response required 

KEPPLER, J 0 Region 3 . Chicago, Office of the Director, BQ/ 01/17 
IP 


DOCKET 5 0 - 30 S KEWAUNEE NUCLEAR POWER PLANT 
F Security, medical, emergency 4 . fire protection plans 


8001140054 Requests estimates re evacuatioh of areas around nucluav 
power reactors Format for reporting evacuation time 
estimates end 

CRIMES. B K Assistant Director For Engineering k Project* 
79 / 11/29 4 pp 


8001110360 Forward S. addl info re safeguards contingency plan Enel 
withheld (ref 10 C.FR 2 7905 

MATHEWS. E R Wisconsin Public Service Corp BO/ 01/04 lp 


G Adjudicatory correep ondenc e 


0 OOIO 3 OB &5 Requests background info & procedure re NUC generic 
proceeding to reassess reduaste disposal 

WQZNIAK. P A Wisconsin Public Service Curp 79 / 11/19 lp 


8001220355 Forwards util response fco NRC BQO 102 ardor to show cause 
BAKER. D A Foley k Lardner 80 / 01 / IQ Ip 


— 0001220356 Response to G 0 D 1 O 2 order to show cause requiring immediate 
installation of valve indicator device Installation 
unwarranted based on present safety considerations Unsigned 
deposition end 

MATHEWS, b R Wisconsin Public Service Corp 80 / 01 /IB I 3 p$i 


□ 0012803 k 1 Withdraws request for hearing on B 00102 order tu show cause 
Remaining HUftEG -0570 Catalogue A requirements will bo 
installed prior to 000131 

KEANE , 5 E Toley 1 . LaTdner 90 / 01/21 . lp 


p Operating license stage documents k correspondence 


0001280328 Submits comments on NUREO- 0553 , "Beyond De f ense- I n-Dep th 
Inappropriate to expect nuclear industry to completely fund 
state 6 local govt emergency planning efforts 
MATHEWS. E R Wisconsin Public Service Corp 79 / 11/20 3 pp 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised etd* being 
implemented in OL applicant reviews & Tech Spec update 
G A MM ILL, W P Division of Operating Reactor* 79 / 11/37 35 pp 


8001070276 Forwards NS SB vendor & fuel supplier Ifcr* re Impact of 
cladding h sa l i n g -rat t? dependent burst temp effect* on 
•rupture time k s troin/b lot kage Ltr* will help licensees 
t e spend to NRC 791109 1 br re rupture strain 6 flow blockage 
EISENHUT.D Q Division of Operating Reactors 79 / 11/27 3 pp 


8001070363 Advise* that Bulletin 1 c Orders Task Force has approved small 
brook LCCA guideline* for operating plants Provides schedule 
of utils ta be audited tu assure successful incorporate on of 
reviled p-roceduraa Audit plan end 

E 1 GENHUT, D 0 Division of Operating Reactors 79 / 12/17 12 pp 


0001020312 Responds to 791218 telcon w/NRC LQCA guidelines developed by 
owner* group adequate to capo w/smoll break LDCA at 
f aclli ty 

MATHEWS . E R Hi et on* in Public Service Corp / 9 / 12/21 3 pp 


8001 040599 Responds to NRC 790913 1 tr re ad d 1 info fc commitments to TUI 
Lesson* Learned Task Force short-term recommendations 
Strongly recommends that Lons-term recommendation* consider 
equipment availability k resource conservation 
MATHEWS. E R Wisconsin Public SoTvtce Corp 79 / 12/31 32 pp 


GODi 1 40509 Forwards Uest ing hou * fc Eicson evaluation* re potential 
Impact of using clad swelling fe fuel blockage model* 
presented in draft NUR£ 0 - 063 D concerning LOCA analysis 
MATHEU 3 , E R Wisconsin Public Service Corp 00 / 01/08 8 pp 


8001210207 Responds to NRC 790917 it 1117 request* re radiological 
effluent Tech Specs Existing Tech Spec* provide requirements 
which assure conformance to 10 CFH 50 . App I requirement* 

MATHEWB, E R WJ * c on* in Pub 1 i c Service Corp 80 / 01/14 3 pp 


B 0012 Q 0331 Submit* agreement to meet NRC position re restricting purge 
valve opening pending confirmation of technical verification 
from vendor or plant-specific NRC evaluation Info re 
component delivery will lie Forwarded by telcon 
MATHEWS. E R Wisconsin Public Service Corp BO/oi/ 2 ! lp 


Q Inspection reports. IE Dullotine & correspondence 


□001160392 Forward* IE ln*p Rept 50 - 305 / 79-17 on 791015-19 No 
nofitomp] lance noted 

DAVIS, A 0 Region Chicago, Fuel Facility I. Material* Safety 

Orancfi 79 / 11/21 2 pp 
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— -0001160357 IE Insp Rept 50-305/79-17 on 791015-19 No none Drop 1 i ance- 
noted Major areas inspected radiation protection program 
including q ualificati on s, audits, training, radiation 
protection procedures, e rposure controls & survey* 

FISHER, W L Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch MILLER, D E Region 3, Chicago. Office af the Director 

79/1 1 /Id 9pp 


B001 170007 Forwards IE Insp Rept 50-305/79-19 on 791022-26 No 
ttoncomp l lane e noted 

HEJ9HMAN.R T Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/11/21 2pp 


—BOOH 70011 IE insp Rept 50-303/79-19 on 791022-26 No noncompllance 
noted Mayor areas inspected plant operations* nonroutine 
events, noncomp 1 lance followup *< containment purging 
WARNICKiR F , CHOULES, N C Region 3, Chicago, Office of the 
Director 79/11/16 5pp 


8001100209 Toruiards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra <ARS> " No action or response required 
KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/12/13 
lp 


8001220043 Responds to IE Bulletin 79-02, fievi s ton 2, "Pips Support 
Paso Plato Designs Using Concrete Expansion Anchor Dolts " 

No safety-related Class I pipe restraints installed in 
concrete blocks 

NATHEWB, E R Wisconsin Public Service Corp 79/12/19 Ip 


B0010B0373 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, U 0 Region 3, Chicago, Office of the Director 79/12/20 
lp 


000122Q002 Responds to IC Bulletin 79-29. "Failures of Westinghouse 
DFD Relays in 8a f e t y-Ro 1 atod Bys " Used BO BFD relays in 
engines) ed safeguards circuits & 03 in reactor protection 
circuits Failure rate since 1976 is 0 0009 per test 
MATHEWS, E n Wisconsin Public Service Corp 79/(2/21 2pp 


8001110121 Forwards IE Info NotUe 79-31, “Improper Closure of primary 
Containment Equipment Access Hatches " No specific action dr 
response requested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/36 
ip 


BOO1UO304 T or war d a IC Info Notice 79-32, "Reparation of Electrical 
Cables for iIPCI & Automatic Depressui i lotion By* 11 No action 
or response requested 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79 / 12/26 
IP 


9001100023 Forwards IE Info Notice 79 34, “Inadequate Design of Nafety- 
Re la ted Hoot Ciehangers " No action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of fcho Director 79/12/27 
IP 


0001090306 Forwards IE Info Notice 79-37, 'Tracking in Low Pressure 
Turbine Discs " No response roquired 

KEPPLER, J 0 Region 3, Chtcogo, Office of the Director 79/12/20 
IP 


□001 160331 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow “ No specific action or 
response required 

KEPPLER, J O Region 3, Chicago, Dffice of the Director 79/12/28 
IP 


0001 (00231 Forwards IE Info Notice 79-39, "Control of Maint 4 Essential 
Equipment “ No action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/31 

If 


B001 150160 Forwards IE Info Notice BO-OJ, "Fuol Handling Events " No 
specific action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/01/04 
lp 


0001220066 Forwards IE Insp Rept 50-305/79-22 on 791206-07 No 
noncompl lance noted 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/01/07 

2pp 


—8001220071 IE Insp Ropt 30-305/79-22 on 791206-07 No noncomp Uanc e 
noted Mayor areas inspected response to IE Bulletin 79-19 
MILLER, D E , FISHER, W L Region 3* Chicago, Office of the 
Director 7 9/12/27 4pp 


8001280254 Ac k receipt of 791214 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/79-lB 
HIND, J A Region 3. Chicago, Safeguards Branch 00/01/15 lp 


— 8001280257 Responds to NRC 791121 ltr re violations noted in t£ Insp 
Rept 50-305/79-16 Corrective actions withheld (ref 
10CFR2 790) 

MATHEWS. E R Wisconsin Public Service Corp 79/12/14 2pp 


GOO 1 290162 Forwards IE Circular £30-01, "Svc Advice for OE Induction 
Disc Relays " No response required 

KEPPLER, J 0 Region 3. Chicago, Office of fchoDirortor BO/Ol/17 
lp 


R Periodic operating report* & related correspondence 


BOO 1 1 40434 Forwards monthly operating rept for Dec 1979 

MATHEWS, E R Wisconsin Public Service Corp EM/Ol/QB Ip 


— 8001140438 Monthly operating rept for Doc 1979 

WALLACE, J J Wisconsin Pub 1 i •. Service Corp 80/01/01 4pp 


S> Reportable occurrences, LER* I, related correspondence 


B0011 30607 Forwards LCR 79-029/03L -O 

MATHENS, E R Wisconsin Public Service Cot p 90/01 '07 lp 


— 8001190611 LER 79-Q20/O3L-O on 791207, while inspecting saf e ty-re la ted 
lines for seismic qua 1 i faca tion, three hornontal pipe 
restraints discovered missing on 16-inch svc water header 
Caused by installation error 

BAUER, D U Wisconsin Public Service Corp Q0/01/07 2pp 


3001230100 Forwards updated LER 7Q-024/03X-4 

MATHEW8, E R Wisconsin Public Service Carp 00/01/16 Ip 


— BOO i 230137 Updated LER 70-Q24/03X-4 between 7H0607 6 0919, during 
steady full power, supply breaker to motor control ctr 1-62F 
tripped open 17 times on nine different dates Cause not 
determined Oreafter working normally for one yr 
RU1TER, OH Wisconsin Public Service Corp 60/01/16 ip 


DOCKET 90-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 3 


F Security, medical, emergency r * fire protection plans 


8001 1 40054 Requests estimates ro evacuation of are as around nuclear 
power reactors Format far reporting evacuation tieio 
estimates onel 

GRIMES, U K Assistant Director for Engineering & Project* 
79/H/29 4pp 


0001210188 Responds to NRC 7?li30 ltr l-e power supply for emergency 
telephones Power supply upgraded & design change Initiated 
to investigate feasibility af powering phonos from 
uninterrupt it 1 e supply Mod could be completo by June J9B0 
WACHTER, L J Northern State* Power Co 79/12/13 lp 


BOO 1020436 r a rward* addl infa ir form of design details, test results 
acceptance criteria in response to Section 3 i of NRC 790906 
fire protection safety evaluation to assure acceptability of 
mod design Requests NRC comment by 000301 
MAYER , L 0 Northern State* Power Co 79/12/26 16pp 


0001070462 Forwards draft emergency plan 

MAYER, L 0 Northern States Power Co 79/12/31 lp 


— 8001070466 Draft emergency plan 

* Northern State* Power Co 79/12/31 Mpp 


0001100440 Forward* evaluation* required per 790906 fire protection 
safety evaluation Item* 3 2 3 3 2 7 Addl info re Hum* 

3256326 will be provided when available NRC comment* 
re mod* should be sent by £300301 

MAYER. L 0 Northern States Power Co 79/IS/31 4pp 


H General correspondence 


Q001030S37 Forward* change* in corporate org an i ia t i on effective 800101 
LJ Wachter named vice president for power sy* operation 8, 
maint DE Gilberts promoted to vice president Fot power 
production LO Mayer reports to DE Gilberts 
MAYEFt, L 0 Northern State* Power Co 79/12/31 2pp 
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001040547 Proposes that, as of 000101, all items filed by util w/NRC be 
filed under -oath or affirmation by LO Me y e-r, Mara g er of 
Nuclear Support Svcs Signature au t h or i ta t i on per 800103 1 tr 
enc 1 

MAVER p L O Northern States Power Co 80/01/03 3pp 


Operating license stage documents It correspondence 


I0Q1O4O39O Forwards Nov 197? Revision 1 of branch technical position on 
direct radiation raea suremen fc s re r«a d xol mg j c a i environ 
monitoring program requ lrefue n tg Revised stds being 
Implemented in 0L applicant reviews l< Tech Spec update 
0AMMI1L. W P Division of Operating Reactors 79/11/37 J5pp 


001070 276 Forwards NSSS vendor *< fuel supplier Itri re impact of 
cladding heating-rat® dependent burst temp effects on 
rupture time t s train /b 1 ockage Ltrs will help licensees 
respond to NRC 77110? 1 tr re rupture strain l< flow blockage 
El SEN HlIT# D G Division of Operating Reactors 79/11/27 3pp 


001070362 Advises that bulletin U Orders Task Force has approved small 
break LQCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

E1GCNHUT, D G Division of Operating Reactors 79/12/J7 12pp 


DO 1020 5 25 Submits info re auxiliary feedwater sys for TKI Lesions 
Learned Task Force Recommendations 2 1 7a 6 2 1 7b Forward! 
electr l cal, f l ou tt logic diagrams available in Central Files 
MAYER, L 0 Northern States Power Co 79/12/28 i&pp 


001)040576 Forwards application for amend to Licenses DPR-42 6 Dpn-iO, 
changing auxiliary feedwater syj Tech Specs 
MAYER* L 0 Northern States Power Cu 79/12/31 Ip 

-8QQ1O4Q501 Application for amend (to Licenses DPFl-42 b DPR-60, chang ing 
auiiliaiy feedwater s y » Tech Specs 

WACHTElt, L J Northern States Power Co 79/12/31 3pp 


-0QQ1Q4O596 Revised auxiliary feedwater sys Tech Specs 
» Northern States Power Co 79/12/31 7pp 


0010703S3 Forward* r B pt on Implementation of TM1 Lessons Learned Task 
Force r e c ommenda 1 1 an* re emergency power supp 1 y , re 3 t e f b 
safety valve testing b direct position indication of relief 
?/ safety valves 

MAYER* L □ Northern States Power to 79/13/31 43pp 


Discusses WeBtinghousB b Exxon Nuclear Co review of vendor 6 
NRC info re fuel cladding strath U fuel assembly flow 
blockage maoeis No changes to Tech Specs re heat flu* limits 
required Forwards Hes t ing h ouse U Exxon responses 
MAYER* L 0 Northern States Power Co £0/01/09 lOpp 


0001 100276 Forwards IE Info Notice 79-31, "05 9 of Incorrect Amplified 

Response Spectra CARS ) " No action or response required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/12/13 

lp 


9001080356 Foruaids IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER. J 0 Rogion 3* Chicago, Office of the Director 79/12/20 

Ip 


8001220108 Responds to IE Bulletin 79-29. "Failures of Wes ting house 
BFD Relays in Safety "Related Sys " Over 300 RRD relays in 
use Tests showed no relay degradation or excessive coil 
temps Replacement to bogm w/Un i t 2 Jan 1980 outage 
WACHTER, L J Northern States Power Co 79/13/20 2pp 


8001110098 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

KEPPLER, J G Region 3. Chicago, Office of the Director 79/12/26 
IP 


8001110285 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cable* for HPCt & Automatic Depressurization Sys 11 No action 
or Tc&pans* requested 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/26 
lp 


8001240327 Responds to NRC 791119 Ifcr Util plans to accommodate addl 
Inspectors per 10CFR5Q 70 

WACKIER, L J Northern States Power Co 79/13/26 lp 


8001100017 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " Nti action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/27 
Ip 


8001040548 Advises of mscrvlco insp of vessel hollies using undpreiad 
ultrasonic examination technique in Summer 1980 for 
Unit 1 t> early 19G1 for Unit 2 West inghause authorized to 
proceed w/reactor vessel safety analysis for hollies 
MAYER, L 0 Northern States Power Co 79/12/20 lp 


0001090489 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs '■ No response* required 

KEPPLER, J <J Rogion 3, Chicago* Office of the Director 79/12/28 

*P 


9005160315 Forwards IE Info Notice 79—36* "Computer Code Defect in 
Stress Analysis of Piping Cl bow ” No specific action or 
response required 

KEPPLER* J G Region 3, Chicago. Office of the Director 79/12/20 
IP 


001290360 Updates 790412 b 0510 ltrs re racall of 4-<nch elbows b 
2-lnch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN* L E Eon Corp BO/Ot/15 ? p p 


Inspection reports, IE Bulletins U correspondence 


001020116 Forwards IE ln-sp Repts S0-363/79-17, 50-282/79-28 b 
90-306/79-22 or 791017 Ho nancomp l i ance noted 

HETSHMAN, R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/11/13 2pp 


_e0 2i?5?-i 2 £ IE In * P R<fpts 50-263/79-17, 30-292/79-23 U 30-306/79-23 on 
791017 No noncomp l lance noted Major areas inspected IE 

Inspa , enforcement, nonrouti ne events b T**id*nt inspector 
programs 


WARNJCK-R F , CHO JLES. N -C , FEJERABEND. C D 
Office of the Director 79/11/07 2pp 


Region 3, Chicago, 


□001100219 Forwards IE Info Notice 79-35. "Control of Maint V Essential 
Equipment " No action or response required 

KEPPLER. J -G Region 3, Chicago. Office of the Director 79/12/31 
IP 


0001150145 Forwards IE Info Notice B-O-OI. "Fuel Handling Events " No 
specific action or response -required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director BD/Oi/04 
lp 


0001240261 Ack receipt of 791211 I tr providing addl info requested in 
NRC 791130 Itr Corrective actions will be examined during 
Future insp 

HEISHMAN, R F Region □* Chicago, Reactor Operations Nuclear 

Support Dranch 00/01/09 lp 


— 0001240273 Responds to NfIC 791130 Itr re violations noted per IE insp 
Corrective actions general records index will be established 
by 791231 

VMCHTER.L J Northern States Power Co 79/12/11 3pp 


0 Sm^?i 0 ?,/» ^W3^d,, IE , Io «P 50-202/79-24 U 50-306/79-20 on 

771010-12 Na none omp 1 lane e noted 

S^h* *79/11 /a?' "a,?' C " Ua » 0 - F “" I. Material, S.t.t, 


800 1 170362 Forwards 791203—lS inservic© insp examination summary per 
IE Bulletin 79-17 b ASME Class 2 examinations 
HAYER,L 0 Northern States Power Co 80/01/n lp 


-0001160110 IE Insp fiipts 50-282/79-24 U 50-306/79-20 on 791010-12 
n.nc««* ,.nc* mt.d Major area, ln, P .ct.O r.JtltToo 

pr ° ST "’ ‘•r.,nin),.udH.,proc.a«r,. J Intromont, U 


FISHER, W L Region 3* Chicago* 

Branch HUETER.L J , DUBRY.N E 
the Director 79/11/26 13 P „ 


Fuel Facility b Materials Safety 
Region 0, Chicago, Office of 


— 0001170366 Inssrv 1 c e insp examination summary Pram 791203-15 per IE 
Bulletin 79-17 U ASME Class 2 e x aminatiuns Describes 
examinations performed on Circumferential pipe welds in sys 
identified as containing stagnant oxygenated berated water 
HANSEN, D B , DAHLMAN, L C , ANDERSON* R W Northern States Power Cn 
79/13/20 5!pp 


800-1240189 Responds to IE Bulletin 79-i7, Revision 1, "Pipe Cracks in 
Stagnant Borated Water Sys at PWR Plants " Required visual 
insp performed No corrective actions necessary 
orLDERTBiD E Northarn States Power Co 80/01/11 lp 
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0001240205 Responds to IE Bulletin ?9~20 re possible malfunction of 
NAMCO limit switches No switches Pall in suspect date code 
period No corrective action is planned Switches received 
under remaining purchase order will be screened 
GILBERTS. D E Northern States Power Co 00/01/11 Ip 


8001290146 Forwards IE Circular 80-01* "Svc Advice for OE Induction 
Disc Relags ’ No response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 00/01/17 
IP 


R Periodic operating reports !< related correspondence 


8001150332 Fnrwards monthly operating rept For Doc 1979 
MAYER. L 0 Northern States Power Co BO/Ol/U Ip 


— BOOl 1 50337 Monthly operating rept for Dec 1979 

HUNSTAD, A A Northern States Power Co 00/01/01 Bpp 


S Reportable occurrences. LERs & related correspondence 


0001140361 Submits addl info requested by NRC 791001 1 tr re loss of 
offsite power events Events represent periods when less than 
two paths from grid to safeguard buses. were available 
MAYER, L 0 Northern States Power Co BO/ 01/06 2 P p 


BOO 1210204 RQ 80-03 during eddy current insp of eteam generator 21- 
defect discovered in one tube Caused by movement of one 
tube lane blocking devices against outside surface of tube. 

17 inches above tubesheet Tube will be plugged 
TIERNEY, F P Northern States Power Co 80/01/10 Ip 


8001230114 Supplemental info to RQ BO-3 One tube defective on steam 
generator hot leg 21 One tube defective & tan tubes degraded 
on cold lag 21 Hot lag 22 to be inspected Tour tubes 
defective U 42 degraded on cold leg 22 Cause unknown 
TIERNEY, F P Northern States Power Co 80/01/15 ip 


0001270523 Suppl info for RQ-BO-3 on BOOl 10 re defective steam 
generator tubes Eddy current examinations have found that 
majority of degraded tubes ai o located at or near periphery 
w/ind ications at first f< second tube supports 
TIERNEY, F P Norlhorn States Power Co BO/Oi/15 lp 


GOO 1250442 Forwards LER 0O-OO3/O1T-O 

MAYER, L 0 Northern States power Co B0/0I/23 2pp 


— B001250447 LER 0O-OO3/O1T-O on BOO109, while conducting eddy current 
examination of steam g eneratnr- Row 1 column hot log tub b 
found defective Caused by wearing af tube lane blocking 
device against tube Device modified to prevent movement 
HUNSTAD, A A Northern States Power Cu QO/Ol/23 Lp 


U Congress! onal /Executive Correspondence 


8001130130 Responds to 790627 Ifcr re US Highway Number 61 Committee 
790510 Itr concerning federal govt responsibilities to 
regulate operation of nuclear plants NRC requires each power 
reactor to operate in compliance w/0L l< appended Tech Specs 
QOSSICK. L V Office of the Executive Director for Operations 
79/U/15 3pp 


V Operator Examinations 


0001170127 Advises of falluio to pass operating test in connection u>/ 
application for senior operator license Exhibited 
deficiencies in ability to interpret control instrumentation 
of facility & facility operation 

COLLINS, P F Operator Licensing Dranch 80/01/04 lp 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, emergency t< fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format For reporting evacuation time 
estimates e n c 1 

GRIMES, B K Assistant Director for Engineering h Project* 
79/11/29 4pp 


8001220506 Responds to NRC 791010 request for upgraded emergency plan 
in event of unlikely situation Forwards State of ME 600101 
draft, "Radiological Incident Plan for ME Yankee Atomic 
Powei Co 11 Copy in Central Files only 

OROCEiR H Maine Yankee Atomic Power Co 00/01/19 Spp 


0001290232 Submits proposed mods tn App A of OL re facility fir® 
protection Tech Specs Includes Pages 3 23-1 through 3 23-3 
J< Table 3 2-3-1 Changes -will be made upon completion of sys 
changes St receipt of NRC approval 

VANDENBlWGH, D Maine Yankee Atomic Power Co 80/01/23 4pp 


— 0OOI29O23B Revised Pages 3 23-1 through 3 23-3 8, Table 3 23-1 to Tech 
Specs for fire protection ays 

* Maine Yankee Atomic Pcjwbt Co 90/01/25 5pp 


G Adjudicatory correspondence 


600 i 1 60195 Forwards HR Denton BQ0102 confirmatory ordnr for licensee 
commitment to implement Category A lessons Learned Task 
Force requirements by BOOJ31 Methods used to comply w/ 
requirements should be submitted after implementation 
DENTON. H R Office of Nu-clear Reactor Regulation 00/01/02 2pp 


— 0001160204 Confirmatory order directing licensee to implement Category 
A Lessons Learned Task Force requirements by 600131 w/ 

(exception af 2 l 7 a requirement of NUREG-OS/B Any request 
for hearing will not stay effectiveness of order 

DENTON, H R Office of Nut 1 oar Reactor Regulation 00/01/02 4pp 


H General c orro*P ondoric a 


6001040564 Informs of change in personnel respunaib j 1 i ties R Groce to 
handle NRC correspondence 

EDWARDS, 0 U Maine Yankee Atomic Power Co 79/12/20 lp 


P Operating license stage documents It correspondence 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation me aauremant* re radiological Bnviron 
monitoring program roqii i remniit s Revised stds being 
Implemented in OL applicant reviews N Tech Spec update 
QAMMILL, W P Division of Operating Reactors 79/11/27 39pp 


FJOQ i 070276 Forwards NS 08 vendor * Fuel supplier ltr* re impact of 
cladding heating-rate dependant burst temp effects on 
rupture time & strei n /bloc frage Ltrs will help licensees 
respond to NRC 791109 Itr re iqpture strain U flew blotkage 
F 1 5ENHUT, D G Division of Operating Reactors 79/11/27 3pp 


BQ0103Q497 Forwards Proposed Change 73-1 to Tech Specs to allow 
continued power operation during Cycle 5 “Cycle 5, Core 
Performance Analysis" enc 1 

JOHNSON. W P Maine Yankee Atomic Powur Co 79/12/05 2pp 


— 6001030907 Revised Pages 2 1-1,2 1-4 through 2 1-6,3 10-1 through 
3 10-4,3 LQ-lQ through 3 10-13 U 3 15-1 to Tech Specs 
constituting Proposed Change 73-1 , a 1 lowing continued 
power operation during Cycle 5 

* Maine Yankee Atomic Power Cp 79/12/05 16pp 


— D001030514 "'Cycle 5,Cciro Performance Analysis " 

BERGERON. P A . COSTONCJAY. M R . GUIMOND. P J Maine Yankee Atomic 
Power Co 79/ 1 2/05 2S9pp 


80010130227 Approves request that info re 5HQCK-1>2 t 3. PSTRESS 6 
NUPIPE-8W, submitted 790322 h 0406* be withheld from public 
disclosure (ref 1-QCFH2 7901 

S CM WENGER. A Operating Reactors Branrh 1 79/12/06 5pp 


80010202 50 Responds to NRC 791023 Itr ro purge & verb valve 
operability verification Maintenance of 90-h per yr interim 
purge capability justified whan- not shut dawn ot refueling 
Provides commitment for re-evaluation 

MOODY, D € Maine Yankee Atomic Power Co 79/12/12 4pp 


0001030268 informs NRC of Intention to *hut down far refueling -on 
800111 TMT Lessons Learned Task Farce Category A 
requirement* will be implemented during shutdown u/exceptian 
of I torn 2 17a 

EDWARDS, D W Maine Yankee Atomic Power Co 79/12/17 Ip 


8001070362 Advise* that Bulletin t* Order* Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

E1SCNHUT, D G Division of Operating Reactors 79/12/17 I2pp 


BOQI030055 Notifies of change in requirements For auxiliary feedwater 
sys in response to TMI Lessons Learned Task Force short-term 
recommendation? Endurance test length reduced from 72-h to 
4B-h 

REID, -R W Operating Reactors Branch A 79/12/19 4pp 
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j 


D110O2O4 Forwards request for addl info re proposed design far 
automatic Initiation of auulia-ry fcedwateT ays Request* 
analysis within 20 days 

^ElD.R W Operating Reactors Dranch 4 79/12/21 12pp 


01020433 Notifies that util adopts EPRI 791121 "Program Plan for 
Performance Verification af PWR Saf e t y /Rel 1 e f Valves t* Sys« “ 
Revision 2 in response to NRC 7909J3 4c 1030 requests for 
valve testing program description 

“lOODYi D E Maine Yankee Atomic Power Cu 77/12/2-B Ip 


31020434 Submits valve listing m response to NRG 771030 request 
for determinat i an of sys considered essential It nonessimt jal 
re containment isolation sys design 

MQODY, D E Maine Yankee Atomic Power Co 79/12/2S 4pp 


D104053? Notifies that info on mods per radiation release incident) 
requested in NRC 791017 ltr re NuREG-0578* wi 11 be submitted 
prior to return to power operation fallowing start of 
refueling shutdown period on BOOlll 

NODDY, D E Maine Yankee Atomic Power Co 79/12/28 Ip 


01160012 Responds to 791029 request for info re progress on 
asymmetric LOCA loads problem Ail PUB licenses have 
completed plan It schedule for resolution of problem Issue 
has not been resolved for any operating plant 

EISENRUT, D 0 Division of Operating Reactors 80/01/03 3pp 


01160478 FtiTuarde actions t schedule for resolution of asymmetric 
LDCA loading issue 

CRDCE.R H Maine Yankee Atomic Power Co GO/QI/07 tp 


01230070 Submits info In response to NUREG-0578 6 NRC 770913 It 1030 
l t r s Design & operational review of capability to obtain 
reactor coolant 4> containment atmosphere examples complete 
All Items will be resolved by 910101 

MDQDY, D E Maine Yankee Atomic Power Co 80/01/07 2pp 


01150535 Supplements 800103 ltr re SHOCK** 1 1 computer calculations 
performed on piping -of six inches or lees Surry & ME Yankee 
re-examined as part of show cause reanalysis effort One 
piping problem remains at Fitipatnck 

KENNEDY. W 0 L Stone I* Uebster Engineering Corp 80/01/CD Ip 


01240424 Ac k receipt of NRf 771206 ltr re WJ Kennedy request for 
withholding computer programs ui/propr i etary info concerning 
pipe stress analysis Will notify when no longer necessary to 
classify ihfo as proprietary 

JACOBS) S D Stone t* Webster Engineering Cotp 80/01/08 ip 


01130432 Responds to NftC 791221 request re applicability of analysis 

of main ste^m It feedwater line breaks Design for 

imp 1 ernonta 1 1 on of automatic auxiliary feedwater sys wilt 

inclu-de consideration to delay automatic start 

JOHNSON, W P Maine Yankee Atomic Power Co 00/01/09 *pp 


01130270 Responds to NRC 771107 & 27 requests for c orkf trmafc i on that 
vendor info re fuel cladding swelling U rupture is correct 
Util evaluated effects of new clod swelling L rupture data 
on CyclB 5 performance 

JDHNSDM, tJ P Maine Yankee Atomic Power Co QO/QI/10 2pp 


01150461 Responds to NRC 790913 6 1030 Itri requesting info re desiqn 

t operation of DCS 6 reactor vessel head vents Util will 

install equipment to vent reactor vessel head !< pretauriier 

by 8)0101 Equipment meets NUREG-0578 r aquir entu-nts 

MOODY/ D E Maine Yankee Atomic Power Co 00/01/10 4pp 

101280290 Forwards Claes 111 license amend fee omitted from 791205 
1 tr 

CROCE, R H Maine Yankee Atomic Power Co 80/01/21 2pp 

101280293 Responds to NRC 790913 fc 1030 ltrs requesting info re 
compliance w/MUREO-0578 concerning instrumentation for 
detection of Inadequate core cooling Submits list -of 
instrumentation used to detect core cooling adequacy 
MOODY, D E Maine Yankee Atomic Pow*t Co 80/01/22 5pp 

Inspection reports, IE Dulletihm h correspondence 


101240199 Submit* mods to clarify discrepancies in NRC 771H9 ltr re 
response to IE Bulletin 79-14, "Seismic Anglytu for As- 
Built Safety-Related Piping Gys " Final rept of Insp program 
will be forwarded within 90 days after Jan 1980 restart 
MOODY, D E Maine Yankee Atomic Power Co 79/11/30 2pp 


101020029 Atk receipt of 791109 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-309/79-14 
BRUNNER* E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/12/06 Ip 


— 8001020033 Responds to NRC 791015 ltr re violations noted in IE Insp 
Rept 50-307/77-14 Corrective actions Emergency Procedure 
2-36 re safeguards annunciators reviewed U revised to 
eliminate discrepancies 

MOODY, D E Maine Yankee Atomic Power Co 79/11/09 4pp 


— BOO 1020037 Forwards IE Insp Rept 50-309/79-14 on 790918-21 8, notice of 
vi oSation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/10/13 2pp 


— 0001020039 Notice of violation from insp on 79091B-21 

* Region I- Philadelphia. Office of the Director 79/10/10 

2pp 


— 8001020042 IF Insp Rept 50-309V79-1 4 on 77091B-21 Noncomp 1 1 anc e noted 
failure to perform periodic procedure review 

BLUNDERS, N Region 1, Philadelphia, Office of the Director 

KI3 TER, H Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/10/10 14pp 


3001080171 Forwards IE Circular 77-25, "Shack Arrestor Strut Assembly 
Interference " No written response required 
OR 1 ER» D H Region 1, Ph i la d c l ph i a . Office of the Director 
77/12/20 lp 


0001030507 Submits addl response to IE Bulletin 79-25 Describes 
investigation of BFD relays used in safety-related ays No 
instance Pound of relays stuck in enorgited position or 
d i aco 1 oration of epoxy adhesive 

GROCE, R H Maine Yankee Atomic Power Co 79/12/21 2pp 


8001070130 Forwards IE Info Notice 77-32. "Separation of Electrical 
Cables for HPCI h Automatic Dupre s sur I i a ti on 0ys " No 
specific action or response requested 

GRIER, Q H R p g ion 1. Philadelphia, Office of the Director 
77/12/21 lp 


9001110103 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches ' No specific action or 
response requested 

CRIED, B H Region 1, Philadelphia, Office of tho Director 
77/12/21 lp 


8001 080647 Forwards IE Info Notice 79-34, "Inadequate Design of Safety* 
Related Heat Exchangers " No action or response required 
DRIER, B H Region 1, Ph i l a de l p h la. Office of the Director 
77/12/27 ip 


DOOt 140215 Forwards IE Info Notice 79-37, "Cracking in low Pressure 
Turbine Discs " No response required 

CRIER, 0 H Region 1, Philadelphia* Office of tho Director 
79/J 2/31 lp 


DOOt 1 500D5 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No speriflc action or 
response required 

DRIER, B H Region l, Philadelphia* Office of tho Director 
79/12/31 lp 


8001150177 Forwards IE Info Notice 79-35, "Control of Maint b Essential 
Equipment " No response required 

CRIER, B H Region 1, P h 1 lad o 1 p h i a , Office of the Director 
79/12/31 lp 


8001150175 Forwards IE Info Notice fiO-Oli "Fuel Handling Events " No 
specific action or response required 

DRIER, Q H Region l, Philadelphia, Office of tho Director 

□0/01/04 lp 


8001290383 Forwards IE Bulletin 79-OIB, "Environ Qualification of Class 
IE Equipment" u/attachmcnfc« Action required 

ORIER, 0 H Region 1, Philadelphia, Office of the Director 
80/01/14 lp 


B0012901B7 Forwards IE Circular 80-01, "Bvc Advice for QE Induction 
Disc Relays " No response required 

ORIER, B H Region 1. Philadelphia, Office of the Director 
30/01 / 17 ip 


S Reportable occurrences, LERs * related correspondence 


8001220531 Forwards updated LER 79-026/Q3X-1 

WOOD, E C Maine Yankee Atomic Pouisr Co 80/01/11 lp 
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— fi00l2205J8 Updated LEI? 79-026/03X-1 on 791016, during emergency diesel 
generator test. diesel generator turbocharger failed Fire 
started within engine exhaust ays & engine shut down Caused 
by thruvt bearing failure Bearing replaced 

FRI22LE, C D Maine Yankee Atonic Power Co BQ/OI/lO 3p p 


8001220552 Forwards LEH 79-031 /03L-0 

WOOD. E C Maine Yankee Atomic Power Co 80/01/11 Ip 


--8001220557 LCR 79-031/03L-0 on 79122/* dur itig special test of reactor 
protection sys* one set of relay contacts on each of two 
trip matrix relays found not operating reliably upon 
de-energization of relay Caused not stated 

FRIZZLE, C D Maine Yankee Atomic Power Co 80/01/11 2pp 


U Congressional/Eiocut i ve Correspondence 


8001140519 Responds to Subcommittee on Energy & Environ request for 
clarification of 790319 testimony re NRC shutdown of five 
plants dosigned by S5*W Plants ordered shut down due to use 
of SHOCK- II Code use unacceptable under NRC guidelines 
DENTONiH R Office of Nuclear Reactor Regulation 79/11/28 6pp 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION* UNIT 2 


A Ap plication /con str ucti on stage documents *« correspondence 


9001020713 Summary of 791211 meeting u/util r« TMl Lessons Learned Task 
Force recommondati nns 

DROMERICKfA W Light Water Reactors Branch 3 79/12/1 7 4pp 


800I03Q853 Forwards results of review re degradation of guide thimble 
tube walls at facility Analysis accounts for major variables 
controlling wear process on guide thimble tube walls 
PARRiO D Light Water Reactors Branch 3 79/12/18 6pp 


90011 80035 Forwards Revision i to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review & radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, 8 A Assistant Director for Light Mater Reactors 79/12/21 
ip 


--0001100061 Revision I to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 I7pp 


0QQ 1090300 Forwards revised responses to NRC 790927 &■ 1109 requests for 
add 1 info re actions per Tm-2 incident Updates & supersedes 
791012 info re Lessons Learned Task Force items 
MITTL* R L Public Service Electric & Gas Cd of Now Jersey 
00/01/04 99pp 


0001140460 Forwards response to NRC 791205 request for add) Info re 
containment purge reset circuitry 

L1DRIZZI,F P Public Service Electric t Qa* Co of New Jersey 
80/01/04 7pp 


0001240323 Notification of 900110-11 site visit to Salem, NJ to discuss 
matters re Lessons Learned Task Force recommendations 
OROMERICK* A W Light Water Reactors Branch 3 00/01/04 Spp 


B001 180300 Forwards response to NRC requests for addl Info re use of 
WES AN Ik critical buckling criteria in 5 ubc omp artment 
analysis Util BOOlOQ ltr explains WE9AN Criteria established 
by analyzing steam generator & RC6 pump support 
MlTTLiH L Public Service Electric & Gas Co of New Jersey 
BO/OI/O0 7pp 


8001100302 Forwards rept. "Explanation & Verification of Computer 
Program* WEBANi in BUppoi t of Evaluation of RC8 Considering 
Bub compartment Pressuri tail on Following LGCA for Units 

i i a M 

MITTL, R L Public Service Electric & Oas Co of New Jersey 
00/01 /OB lp 


— 8001 100309 "Explanation it Verificatinn of Computer P rogram, WEEAN, in 
1 Support of Evaluation of RCS Considering Subeompar fcment 
Press ur 1 xation Following LQCA for Units I «< 2 " 

* Public Service Electric ?< Gas Co of New Jersey B0/G1/08 
I7pp 


BOOl 170027 Forward* request for info re inservice testing of pumps it 
valves Confirms 800130-31 meeting at site 

PARR, 0 D Light Water Reactors Branch 3 BQ/Q1/09 Jlpp 


8001 1 70395 Responds to NRC 791031 ltr Reflects agreements reached at 
600107 meeting re monitoring shortnose sturgeon EPA joins 
in consultation w/NRC prior to agnney action w/Natl Marine 
Fisheries SVc 

SANCHEZ-HORALES Environmental Protection Agency 80/01/09 2pp 


0001230242 Summary of 791213 meeting u/utals re Revision 2 to Reg Quids 
1 97, " Instrumental on for Light Water Cooled Nuclear Power 
Plants to Assess Plant A Environs Conditions During & 

Following Accident 

K INTNER, L L Operating Reactors Branch 1 80/01/Si 2Ipp 


0001310379 Forwards request addl info to complete evaluation of 
FSAR Requestts info re full load tests of 4160-4B0 volt 
transformers supplying power to vital buses 

PARR, 0 £> Light Water Reactors Branch 3 BO/Ol/li 3pp 


000 1 1 0037 1 Forwards revised drawing requested by NRC 791012 ltr m 
containment sump design Model testing program will be 
submitted by 800301 

MITTLiR L Public Service Electric it Gas Cc of New Jersey 
00/01/15 4pp 


— 000 1 100376 "Reactor Containment Conceptual Arrangement for Containment 
Sump Screens " 

* Public Service Electric U Gas Co of Netu Jersey 79/11/02 lp 


F 6ecurity< medical, emergency U fire protection plans 


BOO S 1 10364 Forward r Bubnnttal 3 at 000104 contingency plan Enel 
withheld (ref 10CFR2 790) 

LIBRIZZI.F P Public Service Electric 8, Gas Co of New Jersey 
00/ 01/04 lp 


8001100342 Responds to HR-C 791129 ltr requesting plant-wide audit Df 
installed electric equipment << sy* tu determine conformance 
w/»eparation criteria Fire protection program review 
conducted by outside consultant Includod field audit 
MITTL, R L Public Service Electric t< Gas Co of Now Jersey 
eo/Qi/16 3pp 


0 Adjudicatory correspondence 


8GO11I04DO Forwards comment* by Public 8vc Electric !« Qas et al 
interveners Coleman petition for issuance of order to show 
cause No show cause proceeding suspension or revocation of* 
licenses warranted 

WETTERHAHN, M J Conner. MoPre 8, Corber 00/91/10 lp 


— 0001110469 Opposition to interveners Coleman 791018 request for action 
under 10CFR2 206 NRC Fulfilled statutory duty per Endangered 
Species Act hfo new matters raised by intervenors request 
WETTERHAHN, M J Public Service Electric t, Gas Co of Nbw Jersey 

WETTERHAHN, M J Conner, Moore t< Corber BO/01/ 10 19pp 


— 8001 1 J 0494 Unsigned affidavit re effect of facility on endangered 
population of short-pose sturgeon Generating station* not 
expected to impact iliortmne sturgeon population in DE River 
Pfi tuary 

SCHULER, V J Ichthyological Ass o c 1 a te » , I nc B0/01/10 10pp 


— 8001110300 Affidavit re effect of facility or> endangered population of 
*hortna«e sturg eon Descr jb e* circulating water intake 
structure U mods effected to ensure trouble-free operation 
DOUGLAS, R P Public Service Electric V Gao Co of New Jersey 
00/01/00 llpp 


BOD 1 210231 Forwards VJ Schuler 790114 affidavit r* impact of facility 
on shortriose sturgeon in DE River Estuary 
WETTERHAHN, M J Conner, Mooro U Corber BO/Ol/16 14p 


—0001210237 Affidavit re impact of facility on shortnose sturgeon in 
DE River estuary 

GCHULCR, V J Ichthyological As soc i a tea, I nc BO/Oi/14 IBpp 


Q Inspection reports, IE Bulletins t< c orrespondante 


QOO124O470 Responds to IE Bulletin 79-02, Ravi i i up 2, "Pipe Support Paso 
Plate Designs Using Concrete Expansion Anchor Balts " 

Facility Investigation revealed no anchor boll* installed in 
concrete bloc* walls for safety-related hanger* 

SCHNEIDER, F W Public Service Electric h Qas Co of New Jersey 
79/12/05 lp 


BOO I 310123 Forward* IE Insp Rept 50-311/79-20 on 791013-18 N» 
non comp Hanes noted 

SMITH* 0 H Region 1, Ph 1 1 ade 1 p h ia, Fuel Facility it Materials 

Safety Branch, 79/12/12 2pp 



2 


DOCKETED ITEMS 


3Q0I310126 IE Insp Kept 50-311/79-28 on 791015-18 No non c amp 1 lane e 
noted Major areas inspected preop er at ion a 1 environ 
monitoring programti including license pTeparadne^s status to 
implement program h compliance w/CP 

EORE5, 0 J Region l* Philadelphia* Fuel Facility & Materials 

Safety Stanch JACKSON* T J . SHANBA^V. M, M Region lj 

Philadelphia, Office of the Director 79/kS/lO 6pp 


01240348 Responds to IE Quilt? tin 79-28- "Passible Malfunction of 
NAM CO Model EA10O Linlt Switches at Elevated Temps " NAMC0 
EA3S0 switches ha^E been Installed Mane falls in identified 
group w/Faulty gaskets 

SCHNEIDER- F W Public Service Electric 6 Gas Cp of New Jersey 
79/12/10 Ip 


01000198 Forwards IE Circular 79-25- "Shock Arrestor Strut Assembly 
Interference * No written response required 

ORIER-G H Region l- Philadelphia- Office of the Director 

79/12/20 Ip 


101070159 Forwards l£ Infc Notice 79-32. ‘Separation Df Electrical 
Cables for UPC 1 h Automatic Oepr os sur j iat ion Bys ” No 
specific action ot response requested 

CRIER. 0 H Region 1- Philadelphia. Office of the Director 
79/12/21 lp 


101110206 Forwards IC Info Notice ?9-33. "Improper Closure of Primary 
Containment Equipment Access Hatches 11 No specific action or 
response requested 

GRIER. 0 H Region 1* Philadelphia* Office of the Director 
79/12/21 tp 


301240335 Responds to IE Bulletin 79-25 re failures of Mss tl rig house 
BFD relays in safety-related sys West i ngh out* OFD relays in 
liquid waste disposal sys were replaced 

SCHNEIDER- F W Public Service Electric U Oaa Co of New Jersey 
79/12/21 Ip 


201080&66 Forwards EE Info Notice 79-34. "Inadequate Design of Qafsty- 
Rdated Heat Exchanger* '■ No action or response required 
GRIER, U H Region 1. Philadelphia. Office o F the Director 

79/12/27 Ip 


DQ1140546 Forwards- IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " Mo response required 

GRIER. D H Region 1- Philadelphia. Office of the Director 
79/12/20 Ip 


001 1 50 1 09 Forwards IE Info Notice 79-36. "Computer -(‘ode Defect in 
Stress Analysis of Piping Elbow " No specific action dr 
response required 

GRIER. tJ H Region 1, Philadelphia- Office of the Director 

79/12/31 lp 


001 1 50-222 Forwards IE Info Notice 79-35. "Control of Milint U Essential 
Equipment lr Na response required 

CRIER. B H Region I, Philadelphia. Office of the Director 

79/12/31 lp 


1001300508 At V receipt of 791123 1 tT informing NRC of steps taken to 
correct violation noted in IE In«p RepH 50-272/7 9-27 & 
30-311/79-34 

GRIER, Q II Region l, Philadelphia- Office of the Director 

80/01/02 lp 


0001300525 Responds to NRC 791101 1 tr re violation noted in IE insp 
Repts 30-272/79-27 £t 50-311/79-34 Corrective actions fjrfl 
extinguishers given identification numbers & responsibility 
Tur Insp being defined 

MARTIN- T J Public Service Electric (- Ops Co of Now Jersey 
79/11/23 3pp 


—0001300540 Forwards IE Insp Repts 50-272/79-27 h 30-311/79-34 an 
790910-1006 6 notice q f violation 

BRUNNER. E J Region 1- Philadelphia. Reactor Operations Nuclear 

Support Branch 79/11/01 2pp 


0001300544 Notice af violation from insp an 790910-1006 

* Region 1- Philadelphia* Office of the Director 79/10/Di 
lp 


--8001300555 3E Insp Repts 50^272/79-27 t, 30-311/79-34 on 790910-1006 
Noncomp 1 lane e noted failure to conduct monthly insp of fire 
extinguishers 

REittio.R n Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch NORRHOLM. L J Region 1. Philadelphia. Office of 
thB Director 79/10/31 15pp 


0001150226 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

GRIER. 0 H Region i. Philadelphia. Office of the Director 
80/01/04 lp 


0QQ129D2O9 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response roquiied 

QRIER.Q H Region 1- Philadelphia* Office of the Director 

80/01/17 Ip 


DDC.KET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F Security, medical* emergency *. fire protection plans 


GOO 1 140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

CR I MES* B H, Assistant Director Fot Engineering 6 Projects 

79/11/29 4pp 


8001080311 Forward* emergency plan, in response to NRC 791010 1 tr, Reg 
Guide 1 1-01 Document contains info protected under Privacy 
Ac t 

MATT (MCE- J J Sacramento Municipal Utility District 79/12/24 lp 


SCO 1090441 Request* change in Paragraph 3 1 30(2) t< 3 1 31(2) of fire 
protection safety evaluation attached to 780220 License 
Amend 19 Presents design details for implementation 
MATT I MCE- J J Sacramento Municipal Utility District 79/12/31 

2pp 


B001090443 Request change to Paragraph 3 1 22(2} of fire protection 
safety evaluation attached to 7B0229 License Amend 19 
presents design details for implementation 

MATTIMflE, J J Sacramento Municipal Utility District 79/12/31 

2pp 


8001140262 Forwards two pages to be inserted into Revision 7 of 
physical security plan Pages withheld (ref 10CTR2 7901 
MOORE- R C Sacramento Municipal Utility District 00/01/04 ip 


G0QI22O3BG Requests NflC approval of design criteria re cable tray fire 
stops Fire by 000215 stops will be installed during outage 
scheduled for first wk of Mar 1980 

MATTIMOE, J J Sacramento Municipal Utility District BO/Ol/14 
3pp 


800129056! Provides commitment for file areas re separation of cablirg 
tt equipment It fire protection barriers Mods wti provide 
safe shutdown, f< cqddoum design basis Drawings available 
in Centra 1 Files only 

MATTIMOE* J J Sacramnti to Municipal Utility District 80/01/21 

6pp ) 


0 Adjudicatory cot roapondence 


0001030251 Forwards licensee responses to CA Energy Commission 79H15 
first set of interroga tor kes Response to first request For 
production of documents will be filed when documents 
gathered 0 o rt i f i C ate of Svc end 

BAXTER* T A Shaw, Pittman. Potts N iTOuibridge 79/12/04 5pp 


— BOO) 030264 Response to first set of i n t errpgo tor i os , Quo 6 1 1 on* 1-10 
Describes proposed or implemented changes in facility 
dost gn, equipnen t !< operating procedures resulting from TMI 
incident Affidavit of RA Dieterich end 

DIETERICH.R A Sacramento Municipal Utility District 79/12/04 
H»PP 


— 00 01 03020 i Response to first set of x nterrogator 1 es , Ques 1 1 ons 11-30 
Provides info about procedures for plant emergency re 
fnedwater tran *. i on t s - con tro I room design lc operator training 
U performance Supporting dacumenta t i on end 

RODRIGUEZ, R J Sac rauicr t a Municipal Utility District 79/12/04 
52 p p 


--BOO 10302 91 Response ta fiTs-t e«t of interrogatories Provides info r« 
plant transient conditions requiring use of natural 
circulation for core cooling Lists witnesses to be called in 
proceeding Affidavit of DC Molt end 

HOLT-D C Sacramento Municipal Utility District 79/12/04 9pp 


— -0001030300 Objection tp intervener CA Energy Commission 791115 
Interrogatory 13 ro Class 9 accidents Guostion sects info 
not relevant ba proceeding 

BAXTER, T A Sacramonic Municipal Utility District BAXTER. T A 
Shaw* Pittman* Potts 6 Trowbridge 79/12/04 lp 
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113 


0001020041 Answers to NRC first set of interrogatories Includes Info rp 
NUfiEG-0560 b NUREG-Q370 asserting that operation of B&U NSSS 
results in frequency rate for feedwater transients greater 
than other NSSS designs Certificate of 3vc otic! 

REMY.M H , VANRERVELDEN, M Friends of the Earth flEMY, M H 
Affiliation Unknown 79/12/07 7pp 


0001020052 Confirms 791214 talcon between licensee b CA Energy 
Commlslon re discovery Responses to discovery requests 
should be filed by both parties by 791224 

BAXTER, T A Shaw. Pittman. Potts L Trowbridge 79/12/17 2pp 


6001090007 Request for extension until 791221 to File supplemental 
request for discovery Intervenors will coordinate 
supplemental interrogatories w/CA Energy Commission No NRC 
objection to extension 

REMY.M H Friends of the Earth REMY. M H Read. Samuel l Remy 
79/12/17 ip 


— C001090101 First set of i interrogator 1 ea Requests info re procedure used 
to determine competency b fitness of 11 c onse <?a. tra i n ing . 
personnel requirements, contro 1 room design, po&t-l tcensing 
review b outstanding long-term generic Issues 

REMY.M H , VANDERVELDCN, M Friends of the Earth REMY.M M Reed. 
Samuel & Remy 79/12/17 I7pp 


— BOOJO901O4 First request for production of documents to NRC Requests 
all documents identified in NRC response to Friends of the 
Earth 791217 first set of interrogatories 

REMY.M H . VANDERVCLDEN, M Friends of the Earth REMY.fl H Reed. 
Samuel & Remy 79/12/17 2pp 


— QOQ109O11O First request to util for production of documents Requests 
all documents identified in response to 791217 first set of 
interrogator iea 

REMY.M If Friends of the Earth REMY.M H Reed, Samuel b Remy 
79/12/17 2pp 


--130010901 13 Tlrst set of interrogatories Requests Info Tt former 
nonlicensod op orators, NUREG-057B app 1 ication, reac tor trips 
occurring due to Commission 790507 order & feedwater 
transients since 1975 Cert of Svc end 

REMY.M H . VANDKRVELDEN, M rriBnds of the Earth RR1Y. M H Rued. 
Qamuol & Romy 79/12/17 9pp 


8001100140 First set of interrogatories directed to NRC Adopts CA 
energy Commission b Friends of the Earth 791115 & 1S17 first 
sets of interrogatories directed to NRC 
CASTRO. R D Castro. R !< Hursh, 0 79/12/17 Ip 


—COOl 100139 First sot of interrogatories directed to licensee Adopts CA 
Energy Commission 8< Friends of the Earth 79111S b 1217 first 
sets of interrogatories directed to licensee 
CASTRO. R D Castro. R b Hursh. 0 79/12/17 lp 


8001000350 Assignment of R6 5a liman a& Chairman k JH Duck b TS Moorii 
as members of ASLU for proceeding 

0 1 SHOP. C J Atomic Safety and Licensing Appeal Panel 79/12/10 

ip 


9001090235 Order ac c ep t i ng , f or A8LAB consideration, referral of A5LU 
ruling injecting CA Energy Commission emergency planning 
contention Will be decided as matter of public interest 
Parties may file supplemental briefs by E5001Q7 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 79/12/19 
2PP 


— 9001090241 ''Emergency Planning." lOCrRSO proposed tuIc Proposes two 
alternatives requiring that emergency planning 
considerations be ex tended. demanding that implementing 
procedures be filed w/NRC b clarifying App E 

CHILK.8 J Office of the Secretary of the Commission 79/12/19 
34pp 


0001140000 Second set of interrogatories directed to CA Energy 
Commission Requests i d en 1 1 f i c a t i on of witness it substance 
of testimony re ASLB questions Includes Inquiry ra reactor 
containment structure ability to accomodate pressure 
BAXTER, T A , TRAVIES0-DIAZ Sacramento Municipal Utility District 
BAXTER. T A Shaw. Pittman. Potts fc Trowbridge 79/12/20 App 


— 0001140007 Second request for production of documents, directed to CA 
Energy Commission (C£C) re studies supporting CEC answers to 
NRC b llcenseo 791217 b 20 second set of interrogatories, 
r etpec ti veiy 

BAXTER. T A Sacramento Municipal Utility District BAXTER. T A 
Shaw. Pittman. Potts & Trowbridge 79/J2/2Q Ip 


/ 


— 8001140094 Response to CA Energy Commission first request for 
production of documents Documents will be available for lnsp 
6 copying at util headquarter s in Sacramento. CA 
BAXTER. T A Sacramento Municipal Utility District BAXTER, T A 
Shaw. Pittman, Potts. 8, Trowbridge 79/12/20 2pp 


— 6001140101 Motion to compel intervener Friend's pf the Earth answers to 
licensee 791204 first set of i n terroga t Dr i as b first request 
far production of documents Intervener 791207 answers 
incomplete W/notice af appearance b Certificate of Svc 
BAXTER, T A Sacramento Municipal Utility District BAXTER. T A 
Shaw, Pittman, Potts & Trowbridge 79/12/20 7pp 


0001090056 Request by CA Energy Commission that NRC admit truth c)f 
relevant matters of fact re similarity of Rancho Seco b 
TMI-2 basic reactor design b steam generator capacity Seeks 
admission of 60 other technical facts 

ELLISON. C . LANPHER, L C California. Btate of 79/12/21 IQpp 


6001100031 Second set Df interrogatories by CA Energy Commission 
directed to NRC Requests NRC evaluation re ac c ep tab i 1 J ty of 
feedwater trans i ents. Inc rcrased reactor trips b initiation af 
auxiliary feedwater Includes inquiry re B^W reactor sys 
ELLISON. C , LANPHER. L C California, State of 79/12/21 4pp 


0001100364 Requnst by CA Energy Commission for extension until BQ0114 
to file briefs per ASLAD 791219 order re emergency 
planning Extension accepted by NRC ♦« licensee 
ELLISON. C , DROWN. M H California, State of 79/12/21 2pp 


0001160446 Second request by CA Energy Commission For production of 
documents identified in NRC responses to 791221 second set 
of interrogatories Documents previously produced by NRC for 
insp need not be produced again 

ELLISON, C , LANPHER, L C California, State of 79/ 12/521 2pp 


8001160940 Second request by CA Energy Commission 1CEC1 for production 
of documents identified in SHOD response® to 791221 second 
set of interrogatories CFC 791515 first request for 
production ir c arp ora tod by rof 

ELLISON, C . LANPHER, L C California, State of 79/12/21 Spp 


6001160947 First notice by CA Energy Commission for 000110-11 oral 
depositions of 6MI/0- 1 » ten ®ed operators Will address ASLB 
questions re c-omp ] i anc o w/NRC 790907 order & existence of 
adequate prof ability 

ELLISON, C , IANPMER.L C California, State of 79/12/21 3pp 


6001160991 Request by CA Energy Commi ® « ion For util to permit lnsp of 
facility on 000107 Hi U review control room layout 5 
feedwater sys 

ELLISON, C , LANPHER, L C California, State of 79/12/21 2pp 


B0011B0111 Motion requesting extension until 000114 for CA Energy 
Commission U other parties to- file briefs ra emergency 
planning Issue Extension granted by ASLAD on 791226 
ELLISON, C , BROUN, H H , LANPHER, L C California, State of 
79/12/21 2 pp 


80011/0106 Responses by CA Energy Commission to licensee first set of 
interrogator too Include statement clarifying allegation of 
"increased challenges to safety sys 11 CM tfebb declaration b 
Certificate of Svc end 

ELLISON, C . LANPHER, L C California, State of 79/12/24 llpp 


8001 100361 Second *et of Interrogatories by CA Energy Commission, 
directed to SMUD Requests identification of transients 
resulting in reactor coolant pressure reduction b in turning 
off main coolant pumps 

ELLISON, C , LANPHER, L C California, State of 79/12/26 16pp 


6001000267 Memorandum clarifying intervenes 0 Hursh l« R Castro 
Contention 30 States terns of contention as accepted by 
ASLB 

POWERS, C 9 Atomic Safety and Licensing Board Panel 79/12/27 
Spp 


0001160424 Inquire® re involvement w/rad i o 1 og ica I emergency response 
plans during 1975 tenure as director op NRC Ofc of Inti b 
State programs, to ascertain passible conflict af interest, w/ 
current position 

CHO, J Atomic Safety and Licensing Appeal Panel 79/12/31 2pp 


0001220181 Confirms 791220 telcon re discovery between licensee L CA 
Energy Commission Certificate of Svc end 

BAXTER. T A Shaw, Pittman, Potts b Trowbridge 79/12/31 3pp 


0001070376 forward® complaint far damages b 791010 summons for Cham 
Nuclear Sys, Inc per utij insurance policies, in response to 
NRC Itr 

ALTON, C 0 American Nuclear Insurers 00/01/02 13pp 
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s: 1/121 f '073 Forward* order to shew cause, in response to util intention 
hit to implement all Category A Tlil Lessons Learned fast 
Forte snort-tern renuir events by E00131 Methods of 
j mp J f "an tat i on completed by SOQlOl should be described 
LENT ON H ft Office of ?. -Clear Reactor Regulation BO/Ol/Ot! Jpv 


000)210071 Supplemental brief in opposition to c one i d er at i on of Offsite 
emergency planning in proceeding If AG LAB decides to incudi? 
issue- due regard should be Qivop to ThI-2 accident 
imputations Notice of appenranro fc Coitificate of S V c end 
t£WI5< S H SINGER* L H Hearing Brunch 2 B0/01/J4 r/pp 


- £1001110071: Order to shew cause- why 
Category A TNI Lessons Learned fa! 
requirements ny 6G0131 Failure to 
b y timely documentation 
CEHTOM HR Office of Mud ear Rei 


icensee should not implement 
,k Force short-tern 
comply should be justified 

ictor Regulation 00/01/02 App 


BO01P5OU2 Responds to 791231 Ur to I 
involvement »h facility emergency p 
Director of H&C Oft of l"ti l ' State 
$, other documents supply ing request 
LENJO.S H Hearing Grancr* .' QO/O 


4H Or own requesting info *n Drown 
«im durinu 1 1 no r a <js 
P runiams HE full ins it,emo 
•dl info enrl 
f 2pp 


f00l220 1 7 4 Confirms ’'91221 telcon re discovery between licensee l 
Friends of the Earth Agrees that licensee 791217 response ta 
first set of Friends of the Earth i nterragatori ea -UJ 
he served cn or before 000109 Certificate of Svt enci 
BAUER, T A Shaw- Pittran, Pfttts V Trowbridge 00/01/02 S(9 


— BQDU50110 Oiotussu^ Mil (irntin involvement in facility emergenty 
during tenure as Director of NHC Oft of Inti h StaU 
Programs Dmum duties did not Involve r eup ons i b j 1 j ty to 
review l ic ensou p Ians 

CDEllNS'H E Assistant Director for Emergency Pi op at Brines s 
79/01/JI 4 


pi J»S 


0:01100136 Confirms agreeient re CA Energy Commission second set «f 
interro ja ten i a s< s ec end request for production of documents 
6 requests for adm i is i on, d i r ec ted to N9C Responses wi J 1 be 
filef by EG0117 6 documents will be delivered by 0OOH9 
LFW/S5M Wearing Branch 2 80/02 '04 Ip 


— 80 0 1250129 Ac I retaipi of T-HHlfl Ur is Snn Onofr* rmorg^nci/ p Unn i m. 
Review tt coordination of state L Inca! govt omrarqencu pianu u 

governed by CA 5Uto tJfc of Lmergoruy Ovcs K CA &Utu Ho-jJth 
Dept 

DROWN. H H Atomic Energy Cornell o s t on 7V/ 04/19 Ip 


bOOUSOilO Orders questions on performance of control grade trtps. 
instruction* to reactor operators re tripping of pumps in 
small treat LOCAs f. related safety implications at both, to 
be addressed by licensee fe 1*9 C at hearing 

BDV.E9S E b Atomt Safety end Licensing Board Panel 60/01/0/ 

3pp 


B03124G5Q& Answers to licensee first set nf interrogatories AUeqes 
that inability to operate certain equipment automatically 
contributed to THl-2 accident Objects to remaining 
questions 

HURSH Q Castro, R 6 Hursh C 80/01/07 3pp 


S0Q12S0069 Certifies s vc on 800107 of G Hursh t* R Castro answers to 
licensee first set cf inter rogatories 
HURSH G Castro P 9 Hursh 0 RD/01 /07 2pp 


60012SC359 Response by CA Energy Commission to licensee first request 
for production of documents Requested documents will be 
available for insp t copying at mutually convenient date in 
Sacramento. CA Certificate of S/c end 

ELLISON C , LANPHER-L C California, State Of 80/01/08 4pp 


SC01220012 Forwards suppl to licensee 791204 answers.Set 2. to CA Energy 
Commission 791US first set of interrogatories Corrects 
errors in licensee 791220 response to CA Energy Commission 
first request for production of documents 

BAXTER, T A Shaw Pittman. Potts t Trowbridge 00/01/09 2pp 


■'•‘8001220023 Suppl to 7912L4 answers, Set ? to CA Energy Commission 7911 i5 
first set of i n^arrogator les Corrects errors in licensee 
771204 answers Certificate of Svc end 

RQDRlGUEi.R o . BAXTER. T A > BAXTER, T a Sacramento Municipal 
Utility District BG/01/00 App 


SOUI23002A Forwards Sets 1 l< 2 of 5MUD responses to Friends of the 
Earth 791217 first set of interrogatories Response to 
intervener first request for production of documents will be 
served on 800U7 Certificate of Svc end 

BAXTER * T A Sftav Pittman, Potts & Trowbridge 60/01/09 App 


— B00122G029 Answers. Set i. to Friends of the Earth first set af 
interrogatories Provides status Df commitments re TM1-2 
Lessons Learned Tast Forte short-term recommendations 
Jndudes into on technical issues 

BlETERICH/fi A Sacramento Municipal Utility Oisttict 60/01/0-9 


•8001320032 Answers Set 2, to Friends of the Earth first set of 
interrogator i «s Assesses personnel status re licensed h 
non! lcensed operators 

RaOfUGUEZ.R u Sacramento Municipal Utility District flG/Dl/00 


8001220192 Order scheduling 600206 prehearing conference m Sacrament* 
CA Time frame for 000226 evidentiary hearing Ic pending 9«rd m e n to. 
motions for summary disposition will be discussed United 
appearance statements will not be accepted ^ **** 

eOtfERS.E S Atomic Safety and Licensing Board Pa« fl i 60/Oi/iO Ip 

8OQ125Q055 Notifies that intervanor Friend* of feh* . *. 

licrrtiee 791220 motion to compel discovery wee d,..*, aoojo^ T ° 

y •£;'«" " ot b ’"’ 5 " v,d u/in ’— 111 ••*«» clfiT.u 

IMSDH.L K Shaw. Pittman. Potts U Trawbndge 00/01/11 2 pp 


—0001230132 fiddliest* covi s*> mAtl for AFC rml ( d I nq i t,<i [ umurqonci| P»np« n i, 
pJenning courso in support nF tined nurluqr fotiiitirs 
AZPERTJAj-E Afftl lotion Unknciun 75/il/l'A ip 


-'5001290136 fiprossd* qiiatitudc f ut h Colima sven \i\ f a Dopt of lioaliji 
for first statewide nucJptif <it cid-uni Ttdprjr.ftp uiorVahnp 
NOTT.C J Californio btoto ttf ip 


—6001250139 Submits ti i p rupt for / AD61 / 21 vi«lt to *>.»{ t amoi'to, LA ^ r, <r r- o- 
SMi/O h State of CA (Jfc of f-tnorfl eucij **vcu fiolil 74(lAi'/ ' 

emergency response uierc in* ot f.iLiHty 
OADT.H Atomic tnorgij Cummiusiiin 74/OV/O \ t 'pp 


'—9001250146 AcV receipt of on r i hltu rtunirentu bn draft 1 Doc j *i or 
Criteria choptui uf CA imeienr incid«fU plnn 
HOLUK 1) Stanford Hesooith Institute /4/Otl/iS Ipp 


0001260471 Driof in rotipniioo to AGl ATJ 7'MIMN orrtei ro lufeif/U An , t , 
ruling oitluding cmDromirii (ih Pining issuti Uryoti af f i j^ii mn 
pf ASLB action due to Comm i bit Oli niteiibiuti In uitdrous issue 
in ruloftidkusj W/noticu of oppwoi mic o ** let Uf I c.Hu of Ovi 
CHARtlOFF.O > DAXTltl.T A **ar i aimmtu Muiiitipril Utility Dm brief, 
GlARNUFFrO 9110111. FUtfinn, Tiitth \ T« Uwbi uigtr iiD/Oj/ld 


6-001200493 Motion by CA Fnoiyy Conmi anion tu toipunotr <uiiiin r 0 An 
791219 referral of Uorti d tuling rejqiting emu ry uni y pUnninp ' 

issue Proposes willidrrtw.il of mt-tio due in i nmmwj'i cmwil of 
proposed rulomalc inq W/terlificalu uf Syr 

ELUBON.C . IANPIILH.1 f* (nllfQinio. tllatv of [K)/(j1/ia *>^ 1 ^ 


0001200104 Content tti r A Fntrgy ( «ifnM onion 1100114 moinm 
action to rp ferial nf AMO r f* jot t i mi uf U 0 >»rQein u t>l aunt ni} 
it sue Certificate of Tvc encl 

CHAilNOfF, 0 , OAXlirt, T A ‘me r n<ien to hunuipnl Utility District 
CKARNDFF-0 flhow PlUwi i’«U» % Trowbiidyf Hil/Gl/ft ^ lp 


aQQlMOlQO PorwAnJi rvepnnaw in fiOO f fl** nrdei to show i m>«w Duly f»rf6 
justification for dolnyfr m imp 1 emon tiny NUULO OS/II (’uUjjnr.i 
A requirements I quip moot currently ihiavk 1 1 ati 1 e 
MArtiMOe.JJ fame ot n flume i pul Utilittj Dulrirl UD/Ol/u, 


—8001230107 Rospnnee- tu HHC DOOJ D*' ehnw iawsp orOur Ulkl wU t 

all NOR EG 0570 CaUjcry A r eqi. i , amen t e by i apt }., f P 

delays as documooted in UtHHlfi Ur i i> H |) on ton 

MAT T I MCE. J J ancranonlti tluniclpal Otiiity Divliicfc HO/OJ/lt 

2pp 


OOQl 200024 Mot iqn ro 4 u*9ting eitension until OOOl.M fr>i i rriend. 
of the C^rth to file reepan*®* to outalandinq dtiruvtfi a 
Certificate of 9vc fine 1 

LEWIS. U >1 Hearing lirjnU S' 00/0 l/M> App 


8G01250575 Forgai d* resgoiiftee to CA 1 nergy (ommtsmnn /Nll'i'i *er 0 ., d 
of merrogrttorUs % encond request for yt uduc t ion uf 
documents Koner/ei right to objerl in further 

interrogator ig § 

BLACK. » L Heart up llronrh l iiu/lH/ 1 / ip 


—0001290576 Responeo to CA l n-ergy Coirmutlon 7VIS 1 Jl rsanL’it 

production of document* forwards draft '‘Action MUn fur 
Upleeipnling President's Cuirmi «« t «■» Kec oirunend At tuns h UtAer 

Storflei of nil -J Ai c uienl* HUHt Q 06 Mi “ H/o urn l 
ALACK. R L Hearing DranrJ. J BD/OI/J/ ip 



DOCKETED ITEMS 


ill 


—9001250578 Response* to CA Energy Commission 791321 second set of 
interrogatories Includes info re increased reactor trips 8t 
initiation of auxiliary feedwater in feedwater transients 
Affidavits notice of appearance K Certificate of Svc end 
NDRIAN.P C TMJ-2 Bui loti ns fc Orders W1U90N.D A Operator 

Licensing Branch GARNER. 0 J Operating Reactors Branch A 
80/01 / 1 7 1 7p p 


9001280483 Suppls to CA Energy Commission (CEO responses to NRC 
first J< socond sots of i n tet r oqa tor i e s DO Brodembaigm will 
testify in support of tEC admitted issues fj Nam may be 
called as witness Affidavit eric l 

ELLISON, C . LANPHCR, L C California. State of B0/01/I7 I 3 pp 


— 8001280489 Resptinso by CA Energy Commission to licensee second request 
for production of documents Requested Info will be 
available for Insp << copying in Sacramento CA.at mutually 
convenient time 

ELLISON* C , LANPHER.L C California. State of 00/01/1? Ip 


— 8001200496 Responses by CA Energy Commission (CEO to licensee second* 
set of interrogator l os Lewis will testify re AJaLB questions 
CCC i-2 It 1-10 /< re natural circulation cooling sys 
Affidavits of Mann. Minor {« Or l d enbauy h ?, proof of gvt end 
ELLISON- C t LANPHER. I C California, State of 00/01/1? 36pp 


8001200206 N e morand urn S< order ALA0 -576 granting CA Energy Commission 
motion to terminate action on ASLB referral of emergency 
planning issue to ASLAfl Commission commencement of 
rulemaking renders referral unnecessary 

I3ISHCP*C J Atomic Safety and Licensing Ooard P«nel 80/01/21 

2pp 


BOO 1 200259 Order granting NRC 791217 motion tn compel 0 Horsh *» 13 
Castro responses to certain 791109 first set of 
interrogatories Questions posed are directly related to 
i ntsrven tors contentions 

DOWERS. E S Atomic Safety and Licensing Board Parrel 80/0J/21 
3pp 


B0012BQ268 Order granting extension until 800124 for NRC k Friends i»f 
the Earth fFOE) re NRC 791217 interrogatories directed to 
FOE k FOE 791217 first set of interrogatories 6 first 
request for production of d ocimitfn fc 3 - d i retted to NRC 
BOWEifS. E 8 Atomic Safety and Licensing Hoard Panel 00/01/21 

2pp 


8001380013 Order granting SMUI) 791220 motion to compel Friends Of the 
Earth answers to 79J204 first set of interrogatories 
BOWER B> E S Atomic Safety and Licensing Bnarrf Panel 00/01/22 

2PP 


8001290094 Forwards 0MUD responses to CA Energy Commission 791221 
discovery requests Certificate of Svc ont 1 

BAXTER, T A Shaw, Pittman- Potts ?« Trowbridge 80/01/1/ 4pp 


—8001290 ] 00 Answers, Set ],to CA Energy fommistion second net of 
interrogatories Includes info re feedwater transi onts. moat 
severe over cooling events atypical welding matl» used in 
reactor pressure vessel Affidavit end 

DIETER ICH. R A Sacramento Municipal Utility District 00/01/17 
14p p 


**-0001290106 Answers- Bet 2 to CA Energy Commission second set of 
interrogatories Contains Info re feedwater transients 
reactor trip. most severe overcooling ov-pnto t< mgt of 
technical personnel Affidavit end 

RODRIGUEZ. R U Sacramento Municipal Utility District 80/01/17 
27pp 


8001280253 Order granting NRC 791217 motion to compel in fcervonor'i 
Friends of the Earth et a) to respond to 791109 
Interrogatories 3~3 Questions posed are directly related 
to intervunor content i cuts 

OdWERtl, E S Atomic Safety and Licensing Board Pane! PO/01/22 
2 PP 


0001290002 Forwards response to Friends of the Earth first rpquofct t nr 
production of documents t> first set of interrogatories 
HOEFLING. R K Hearing Branch 4 BO/Ol/24 Jpp 


— 9001290006 Response to Friends of the Earth first request for 
production of documents h first set of interrogatories Urges 
issuance of protective ordpi m inLerroqatoT i as objected to 
by NRC Affidavits & Certificate of Svc end 

HOEFLING. R K Hearing Pranch 4 LEWIS. S H Hearing Uranch 2 
00/01/24 84 PP 


■D001290110 Answers. Set 3. to CA Enorqy Commission second set of 
interrogatories Contains Info re tranfilontn th-ab may result 
in reactor coolant pressure reduction t, transients that may 
result in turning off main coolant pumps Affidavit end 
NDLTiD c Sacramontfl Municipal Utility District 00/01/16 25pp 


*8001290120 Objection to CA Energy Commission interrogatory 19 oP second 
sot of 1 ntorrugotnri on Description of hriUD mg t is 
irrelevant 

BAXTER. T Sacramento Municipal Utility District BAXTER, T 4 
Bhaw, Pittman* Potts r< Trowlnirfqo BO/OI/J/ ip 


'**-0001290120 Answers to CA Energy Commission request* fur admissions 
Admits that facility ♦, TMI -2 D6W reactors are of name basic 
design Si that capacities of stoam generators feedwater side 
are identical 

MATTIMOE, J J Sacramento Municipal Utility District 80/01/16 
15pp 


■0001290147 Response to CA Energy Commission request for insp fahUD will 
permit insp of plant on 000121 provided that delegates will 
not exceed four, that names be given to GMUD 1M his prior to 
insp Jt that no interference w/operotlon will occur 
BAXTER, T A Sacramento Municipal Utility District BAXTER. T A 
Show, Pittman, Potts t* Trowbridge 0O/OJ/I7 lp 


H General correspondence 


BOO102O542 Responds to 791022 ltir expressing concern re util Cimerqoncy 
evacuation plans, ASLB hearing *» economic hardships duo to 
plant shutdown* Assures that evacuation plans are receiving 
attention i* announces ASLB public hearing in Fob 1900 
KANE, W F Standard i iat i on Branch 79/12/18 *Vp 


**-9001020552 Comment* on steps taken to set up cmet-goncy evacuation plan 
for residents within jO-milo radius of facility Recomruen-ds 
cancolling Nov public hearing tucauie of scare tatties by 
nuclear foes Critic l res util shutdown 
WRINKLE.I1 H Affiliation Unknown 79/10/22 4pp 


J Insurance •< indemnity i r>f arma tiuil 


BOO 1 030707 Forwards certified copy of Endorsement 35 to MAELU f’ohicy 
MF-79 Endorsement reflects MAELD portion of premium credit 
far shutdown of plant from 790420-06 30 

MATTIMOE. J J Sacramento Municipal Utility District 79/12/J7 

2pp 


P Operating license stage documents & correspondence 


- 0001290150 Response to CA Energy Commi anion second request for 
production of documents Requested info will bo available For 
map * copying in bocromanto, CA at mutually covonient times 
BAXTER, T A Sacramento Municipal Utility District BAXTER, T A 
Shaw, Pittman. Potts Trowbridge 80/OJ/l/ 2pp 


0001180318 Submits proposed Amend 64, Revision 1 to Tech bpecs re 
compliance ui/NRC 790627 urd-or Forwards Amend 64, Revision l 
Tech Specs, Pages 3-33-4. 3-24 *• 4-39 

MATTIMOE, J J Sacramento Municipal Utility District 79/10/31 

4pp 


8001290133 Forwards GMUD response to Friends of the Earth 791217 first 
request for production pf documents 

BAXTER, T A Shaw, Pittman- Potts & Trowbridge PO/0I/17 lp 


— 0001290324 Response to Friends of the Earth first request far 
production of document* Requested info will be made 
a^ailablo for insp *« copying until 800131 Certificate of Svc 
end 

BAXTER, T A Sacramento Municipal Utility District BAXTER, T A 
Shaw- Pittman. Potts Trowbridge 00/01/17 4pp 


8001280017 Response to CA Fnergy Commission motion to terminate action 
re emergency planning referral to ASLAB NRC has no objection 
to granting of motion Certificate of Svc end 
1EW18,8 H Hearing Brunch 2 8Q/0I/IB 3pp 


— B001 1B0320 Amend 64, Revision l to Pages 3-3.3-4.3-24 (i 4-39 to Tut h 
Spec* re pressurization, bea tup ?< cooldown limitations, 
auxiliary feedwater flow path & auxiliary feedwater pump 
p eriod 1c testing 

a Sacramento Municipal Utility District 79/1(5/31 qpp 


0001040390 Forwards Nov 1979 Revision l af branch technical position on 
direct radiation measurfl/nen fcs re radiological environ 
monitoring program r equirejnents Revised Bids being 
implemented in DL applicant reviews 8* Tech Spec update 
8AMMILL, W P Division of PperatlnQ Reactors 79/11/27 35pi> 
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600107027b Forwards NSSS vendor t, fuel supplier ItTS re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time & stra in/ b 1 oe Ic a g e Ltrs will help licensees 
respond to NRC 791109 1 fcr re rupture strain h flow blockage 
EISENHUT, D G Division of Operating Reactors 77/11/27 3pp 


0001070362 advises that Bulletin & Orders Task Force has approved small 
break LQCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful t nenr p arat i on of 
revised procedures Audit plan end 

EISENHUT,DO Division of Operating Reactors 79/12/17 I2pp 


9001230034 Notification of 791220 meeting w/B6W & DLW licensees in 
Deth e sda> HD to discuss control rod guide tube wear 
CONNER, E L Operating Reactors Branch 4 79/12/17 3pp 


9001030044 Forwards request for addl info re automatic trip circuitry 
foT reactor coolant pump motors Info needed prioT to design 
secep tab il i ty Schedule for responding to request due within 
30 dags 

REI D, R W Operating Reactors Branch A 79/12/18 App 


8001020451 Responds to NRC 791121 request for info re reactor coolant 
pump seal response u/o seal cooling Some increase in reactor 
coolant pump seal leakage wilt occur within first hour after 
loss of component cooling water f< se-at injection 
MATTIMDE,- J J Sacramento Municipal Utility District 79/12/19 

□pp 


8001040344 Summary of 791023 meeting w/D&U owners g r pup > D&W, QRNL & ORNL 
consultants from Scientific App I icati ons. Inc in Lynchburg, VA 
re integrated control sys reliability analysis 

THATCHER,!) Electric. Instrumentation b Control Systems. Branch 

79/12/19 I5pp 


8001090327 Responds to NRC request for addl info re TMI Lessons learned 
Task Force recommendations for operator ’'hot” license Z> 
requa l i ff ica t ion training Hod* to training programs will 
tmphasire listed item* 

MATT 1M0E. J J Sacramento Municipal Utility District 79/13/19 Ip 


8001110490 Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory Teactor trip on lass of feedwater 
fte turbine trip Requests addl info for Pinal dosign approval 
REID, R W Operating Reactors Branch 4 79/12/20 2pp 


— 8001U050B Safety evaluation approving preliminary design for safety- 
grade anticipatory reactor trips on loss of main feedwater b 
turbine trip 

-» Office of Nuclear Reactor Regulation 79/12/20 7pp 


0001110627 Forwards safety evaluation approving preliminary design for 
safety-grade anticipatory Teactor trip on loss of feedwater 
tt turbine trip Requests add] info for final design approval 
REID, R W Operating Reactors Branch 4 79/12/20 3pp 


BOO 1 1 401 10 Forwards safety evaluation approving preliminary design for 
*afety-grade anticipatory reactor trip on loss of feedwater 
% turbine trip Requests addl info for final design approval 
REIDiR U Operating Reae tors Branch 4 79/12/20 2pp 


0001240035 forwards evaluation of info re SEfl Item 326 concerning 
administrative control* Proposed 3-man brigade shift siie 
acceptable Members should Teceive fire fighting training per 
end NRC position 

LAINAS.G Plant Systems Branch 79/12/20 4pp 


6001QB0513 Forwards 0AVJ-I584, "Auxiliary Feedwater Sys Reliability 
Analysis " Rept should be considered in conjunction w/ufci] 

791217 rept 

MATTIMOE, J j Sacramento Municipal Utility District 79/12/26 lp 


— 0OO1OBO519 "Auxiliary Faedwator Bys Reliability Analysis " 

WEAVER , w u , DQRHAN. R U . EWZ INNA, ft S 3M Co . Minnesota Mining t* 
Kfg Co DAU-15B4 79/12/26 32pp 


BOO 1090306 Advise* of extension until 000221 for submittal of thermal 
mechanical analysis of reactor vessel, due to BkU delay 
D089ENMAIER, W 8 Sacramento Municipal Utility District 79/12/31 
IP 


BOO 1 1 10549 Responds to NRC 791109 Ur re NS69 vandor U fuel supplier 
ECC8 evaluation models concerning fuel cladd ing, sue 1 1 ing %t 
incidents of rupture Dtw 791102 & 09 responses to concern 
are adequate U applicable to facility 

MATTIMOE, j j Sacramento Municipal Utility District BO/-01/02 ip 


0001150496 Forwards response to NUREG-0579 Status of items & repts re 
inadequate co-re cooling guideline development end 
MATTIMQE, J J Sacramento Municipal Utility District 80/01/07 
84pp 


9001290042 Notifies of generic concern re voiding transients on B&W 
plants Void formation may be taking place in hotter regions 
of reactor vessel Request* analytical prediction using 
transient analysis within 30 days 

REID, R W Operating Reactors Branch 4 B0/01/09 05pp 


0OO124Q435 Forward* analysis of sequential auxiliary feedwater flow 
to steam generators following loss of main feedwater, in 
response to NRC 790B21 Itr.Encl 1, Attachment A, Item 1-a 
MATTIMQE. J J Sacramento Municipal Utility District 80/01/14 
i?PP 


900 120 0307 Responds to NRC 791023 1 tr requesting commitment to operate 
according to NRC interim position re containment purge 6 
vent valve operation Agrees to operate containment in 
passive mode L limit purging to cold or refueling shutdown 
MATTIMQE. J J Sacramento Municipal Utility District B0/01/1B 
Spp 


9001290532 Torward % position on recommendations contained in BfcW Rept 
1564, "Integrated Control Gys Reliability Analysis " 

Supporting documentation end 

MATTIMQE. J J Sacramento Municipal Utility District 00/01/21 
75pp 


0001290509 Responds to Items 1-0 of 791109 request for info re 
containment purge A vent sys LDCA during reactor bldg purge 
would result in 0 Oi rem whole-body dose at site boundary 
Item 6 response Will be submitted on 800325 

MATTiMDE, J J Sacramento Municipal Utility District BO/Ol/24 

2pp 


0 Inspection reports, IE Bulletins & correspondence 


F100I100586 Torwards IC Insp Rept 90-312/79-21 on 790904-28 h notice of 
violation Ends withheld <Tef IQCFR2 790> 

CREWS, J L Region 5. San Franrisco, Reactor Operations Nuclear 

Support Branch 79/10/30 2pp 


8001030231 Forwards util 790919 t, 1024 replies to IE Bullatin 79-05C, 
''Nuclear Incident at TMI - Supp 1 " 

CREWS, J L Region 5, San Francisco, Reactor Operations Nutluar 

Support Branch 79/1S/07 lp 


— 8001030242 Forwards revi*\on to "Analysis Summary in Support of Early 
TC Pump Trip" contained in util 790827 1 fer 

MATTIMDE, J U Sacramento Municipal Utility District 79/10/24 
27pp 


8001080024 Forwards request for addl info re pump trip procedures, to 
evaluate response to IE Bulletin 79-05G 
ROSS, D F TMl-2 Bulletins & Orders 79/12/14 7pp 


0001140027 Advises of unacceptability of util response to IE Bulletin 
79-05C until response to encl request for addl info is 
received 4 appproypd Reactor coolant pump& must be manually 
tripped when primary pressure reaches actuation point 
ROSB.D F TMI -2 Bulletins h Orders 79/12/14 7pp 


6001170360 Ack receipt of 791203 Ur informing NRC of steps taken to 
correct violation noted in IE Jnsp Rept 50-312/79-21 
NQRD-ERHAUG, L R Region 3, Ban Francisco, Safeguards Branch 

79/12/14 lp 


— 8001 170502 Forward s corrective actions re IE Insp Rept 50-312/79-21 un 
79(3904-20 Encl withheld (ref 10CFR2 790 > 

MATTIMDE, J J Sacramento Hun i c ipa 1 Uti 1 i ty District 79/12/03 
lp 


8001170506 IE Insp Rept 50-312/79-21 on 790904-20 None o/np 1 i anc o noted 
physical security 

FAU1.KENDERRY, B Region 3, San Francisco, Reactor Operations 
Nuclear Support Branch CANTER, H L Region 5, San Francisco, 
Office of the Director 79/10/17 6pp 


0001090300 Forwards IE Circular 79~25, "Shack Arrestor Strut Assembly 
Interference " No written response required 

CNQELKEN, R H Region 5, San Franc i*co< Office of the Director 
79/1 E/20 U 


8001040007 Ack receipt op 791203 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-312/79-23 
NORDERHAUC, L R Region 5, San Francisco, Safeguards Branch 

79/12/21 Ip 
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— [3001040017 Responds to NRC 791107 Itr ro violation noted in IE Insp 
flept 50-312/79-23 Corrective actions withheld 
(rof 10CFR2 7901 

MATT IMOE, J J Sacramento Municipal Utility District 79/12/03 

1 P 


— BOO 1 040026 Forwards IE Insp Kept 50-312/79-23 on 791001-31 b notice of 
violation Notice of violation withheld <rsf 10CrR2 790> 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 

Support Branch 79/11/07 2pp 


— 8001040034 IE Insp Rept 50-312/79-23 on 791001-31 Noncompliance noted 
physical security infraction 

CANTER, H L Region 5, San Francisco, Office of the Director 
FAULKENBERRY, B Region 5, San Francisco, Reactor Operations 

Nuclear Support Branch 79/11/07 Bpp 


8001000098 Forwards IC Info Notice 79-32, "Sapafation of Electrical 
Cables Fot HPCI & Automatic Dep r es s ur i j a t i on Sy s " No 
specific action or response requested 

ENGELKEN, ft H Region 5, San Fiancisco, Office of the Director 
79/12/21 Ip 


B001 1 10035 Forwards IE Info Notice 79-33- '“Improper Closure Df Primary 
Containment Equipment Access Hatches ' No specific action or 
response requested 

ENUELKEN, R H Region 5, San Francisco, Office of the Director 
79/12/26 ip 


0001080613 Forwards IE Info Notice 79*34. "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
CNGELKEN.R H Region 5, San Francisco- Office of the Director 

79/12/27 ip 


8001100103 Forwards IE Info Notice 79-3 7 , "Cracking in Lou Pressure 
Turbine Discs " No response required 

ENQELKEN, R H Region 4, San Francisco- Office of the Director 

79/12/2B lp 


BOOk 150045 Forwards IC Info Notice 79-36, "Computer Code Defect in 
Stress Analysis op Piping Elbow " No specific action or 
ronponso required 

ENGELKENr R H Region 5- San Francisco- Office of the Director 
79/ 12/31 Ip 


BOOl 150262 Forwards IE Info Notice 79-3D. '“Control of Maint t* Essential 
Equi penant ” No response required 

ENGELKEN, R H Region 5< San Francisco. Office of the Director 
79/12/31 lp 


9001 130083 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

EWQELKEN. R H Region 5- Ban Francisco. Office of the Director 
BO/Ol/04 lp 


800 1 290124 Forwards IE Insp Rnpt 90-312/79-27 on 791210-14 No 
noncpmp 1 iance noted Enel withheld (ref 10CFR2 790) 
NORD£RHAUQ,L R Reg inn 5- San Francisco, Safeguards Branch 

00/01/08 2p p 


800 131 0094 Responds to NRC 79)231 Itr re insufficient activities to 
correct violations noted IE Insp Repl 50-312/79-20 Plant 
review committee meeting notes will be sent to each mgt 
safety review committee member fur review 

MATT 1 HOE, J J Sacramento Municipal Utility District 80/01/09 lp 


— 0001310099 Ack receipt of 791203 Itr informmq NRC of steps taken to 
correct violations noted on IE Insp Rept 50-312/79-20 Addl 
action required to correct violation 

ENGELKEN, R H Region 5- San Francisco, Office of the Director 
79/12/31 2pp 


— 0001310104 Responds to NRC 79U15 Itr re violations noted in IE Insp 
Rapt 50-312/79-20 Corrective actions plant review committee 
notes will be reviewed by key members of mg fc safety 
committee 

MATTIMOE, J J Sacramento Municipal Utility District 79/12/03 
Bpp 


— 8001310107 Forwards IE Insp Rept 50-312/79-20 on 791001-05 L notice of 
violation 

CREWS- J L Region 5, San Francisco, Office of the Director 

79/11/15 2pp 

— 8001310111 Notice of violation insp on 791001-05 

* Region 3; San Francisco, Office Of the Director 79/J1/15 

lp 


—0001310115 IE Insp Rept 50-312/79-20 on 791001-05 Noncomp l i<jik e noted 
failure of offsite review committee to review minutes of 
onsite review committee meetings 

FAULKENBERRY, B Region 5-. San Francisco, Reactor Operations 

Nuclear Support Branch ZW£T2 10 , Q B Region 5, San Francisco* 

Office of the Director 79/11/15 5pp 


0001300000 Refers to 000)10 ** 14 telcons re testing of concrete 
expansion anchor bolts used In pipe support base plates 
Util will complete actions per IE Bulletin 79-02, test 
Category 1 sys l< correct defuuncies 

ENGELKEN, R H Region 5, San Tranciscu. Office of the Director 

80/01/ 14 2pp 


0001290504 Formal ds IE Bulletin 79-QlB* "Cnviron Qualification of Class 
IE Equipment” w/att^t hment s Action required 

ENGELKEN, R H Region 5* San Francisco, Office of the Director 
00/01/15 lp 


BOOI 290090 Forwards IE Circular 00-01, ”5vc Advice foT GE Induction 
□ i3c Relays r “ No response required 

ENGELKEN, R H Region 5, Sap Francisco, Office of the Director 
80/01/17 lp 


ft Periodic operating reports *, related correspond ence 


0001150490 Forwards monthly operating rept For Dec 1979 

RODRIGUEZ, R J Sacramento Municipal Utility District 00/01/07 

ip 


— 8001 150495 Monthly operating rept for Dec 1979 

COLOMBO, R U Sacramento Municipal Utility District 00/01/07 
5pp 


S Reportable occurrences, UERs k related correspondence 


0001020614 Forwards LER 79-006/04T-0 

MATTIMOE, J J Sacramento Municipal Utility District 79/12/24 

Rpp 


— 0001020620 LER 79-OQ6/04T-0 on 791214, plant effluent sample indicoted 
0 6 mg/1 of chlorine 6 < followup sample q t site boundary 
indicated O 3 mg/1 Caused by Inadequate dilution when se-waq© 
sys discharged to effluent Normal dilution instituted 
COLOMBO, R W Sacramento Municipal Utility District 7?/lJ/!M 
lp 


0001090351 Forwards t£R 79-02O/O3L-Q 

MATTIMOE.J J 5acr amentq Municipal Utility lliatri«.L 79/12/26 

2pp 


— 8001090355 LER 79~O2O/O3L~0 on 791207, during routine insp of plant 
equipment, we Id leak on seal injection line discovered Caused 
by previous repair problem or vi lira 1 1 on- i n d uc ed stress New 
pipe nipple ft socket weld cap installed 

COLOMBO, R U SacT amient-o Municipal Utility District 79/12/26 

ip 


□001210219 Forward* LER 79-021/03L-0 

MATTIMOE.J J Sacramo-nto Municipal Utility District 80/01/04 

2pp 


--8001 210224 LER 79-021/031-0 on 791216,** i«l power shaping rods 
withdrawn seven days earlier than allowed due to error in 
effective full power day calculations Probably caused by 
crud on Feedwater tubes Tubes inspected 

COLOMBO, R W Sacramento Municipal Utility District 00/01/04 

lp 


0001110437 RO-0O-2 an 000104, Bechte 1 Corp notified util that seismic 
support on decay heat crosstie line hod safety factor less 
than 1 0 Decay heat ey * declared technically inoperable & 
reactor power decreased to hot shutdown 

RODRIGUEZ, R J Sacramento Municipal Utility District 00/01/07 

Ip 


00011 40258 RO 80-3 on 79 1 21 /, r e c e i v« d mailgrem from Al 1 i s -Cha leers 
describing dosing problems for bldg purge valves following 
LDCA Cause not stated Until problem is resolved, valves will 
not be opened during power operation 

RODRIGUEZ, R J Sacramento Municipal Utility District 00/01/08 
lp 


8001150613 R0-GO-O3- reported on BOOlOBi being renumbered 79-22 in 
accordance w/NUREO~0|6i 1* discussion w/onslte resident 
inspector H Canter 

RODRIGUEZ, ft J Sacramento Municipal Utility District 80/01/09 
1 P 
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docketed items 


000 12404S8 Forwards LER 79-022/01T-0 

KATTIMOE. J 0 Sacramento Municipal Utility 
2pp 


District 


00 / 01/10 


DOCKET 90-313 ARKAN5AS NUCLEAR DNt, UNIT 1 
F Security, medical, emergency U fire protection plans 


--BQ0124Q4&2 LER 79-Q22/CHT-0 on 79l2l7.Alli* Chalmers informed util of 
potential problem u/purge valves 6 retammended limiting 
valve opening to mai of 6 O degrees because ercess of 60 
degrees could cause shaft torsional rating to be e * t « n *** 

COLOMBO. F u Sacramento Municipal Utility District 80/01/10 
lp 


80012904 1 2 Forwards LER 79-023/03L-0 

MATTIMCE.J J Sacramento Municipal Utility District 
2PP 


80/01/14 


8001140054 Requests estimates re evacuation of ai eas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES* 0 K Assistant Director for Engineering & Projects 
79/11/29 4pp 


60010305RB Requests commitment to implement all fire protection mfldj 
required! by OL, pi i or to startup following next i efuol mg 
outage 

REID. R W Operating Reactors Branch 4 /9/15/1? 2pp 


— 6001290419 LER 79-023/03L-0 on 791217. whi 1 e isolating HPI pump D to 
facilitate fir* protection mods* SIM-03B t SIM-039 valves 
u*re c lo s*d < pos s i b ly compromising 10-flunute criteria of 
specific ECCS actuation Caused by operator error 
COLUHEO. R U Sacramento Municipal Utility District BO/Ol/14 
lp 


BOO l 250500 Forwards LER GO-0O2/O1T-O 

MATTIMOE. J J Sacramento Municipal Utility District 80/01/16 

2pp 


0001220363 Forward s hydraulic calculations required by Item 3 11 of 
fire protection SCR Sufficient water pressure available for 
required quantities of water 

TRIMBLE. D C Arkansas Power 5< Light Co 80/01/09 3|ip 


0001300634 Discusses delays in resolving fire protection open items 
due to late f< inadequate responses by licensees Requests 
that licensees be called by project managers to obtain 
submittal dates for late or unscheduled items 
LA I NAS. 0 Division of Operating Reactors 00/01/14 3pp 


—0001250507 LER 80-002/OlT-O on 000104. while performing requirements of 
IE Bulletin 79-02. d i ^ covered that pipe support did not meet 
Criteria 2 Caused by differences in design criteria Support 
modified to upgrade safety factor 

COLOMBO, R H 5acram*ntD Municipal Utility District 80/01/16 
If 


6001290575 Forwards LER 79-025/03L-0 

MATT1MQE.J J Sacramento Municipal Utility District 00/01/17 

2pp 


8001290371 Responds to 791129 ltr requesting info re estimated 
evacuation times End evacuation estimates based on advorso 
weather conditions 

TRIMBLE. D C Arkansas Mower *. Light Ca 00/01/131 2pp 


H General correspondence 


8001 170332 Requests deletion of PK Lyon from dlsti lbutiun list 
TR I HOLE. D C Arkansas Mower ** Light i'o 00/01/07 lp 


—0001290509 LER 79-G25/03L-0 on 791227, during verification of test data, 
d 1 scovsred test SP205 02 had not been performed on date 
schedule indicated Caused by error made while updating 
surveillance schedule Rescheduled L performed tests 
COLOMBO. R W Sacramento Municipal Utility District 00/01/17 
IP 


0001290503 Forwards LER 60-0CU/03L-Q 

MATTIMOE. J J Sacramento Municipal Utility District 00/01/17 

2pp 


—3001290392 LER 80-00 J /03L~0 on 000102, -uhi le performing requirements of 
IE Bulletin 79-02. found support did nnt meet Criteria 2. 
making HPI B sys inoperable Caused by design error Pipe 
support modified 

COLOMBO. R W Sacramento Municipal Utility District 00/01/17 
IP 


U Congr es s tonal /E j ecut i ve Correspondence 


P Operating license stmQfe documents U correspondence 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation moa s ur em onto ie radiological environ 
monitoring program requirements Rovinori stds being 
implemented in CJL applicant: revkowo t, Tech Spec updatp 
GAMMILL.W R Division of Operating Reactors 79/11/27 'Jfipp 


80Q107D276 Forwards NBSS \endnr U fuel Supplier ltrs re impact uf 
cladding heatlng-ratq de-pendent buret temp efforts on 
rupture time *< strai n/b 1 nc kag o Ltrs will help licensees 
respond to NRO 791109 Hr ie rupture strain t< flow blockage 
EISCNHUT. 0 0 Division of Operating Reactors 79/11/27 Ljpp 


8001020341 Notifies of acceptability of proposed design mods re 
protection against sustained uhdcrvoltago conditions t< 

790916 util nti normal occurrence RequeBts proposed tech Spec 
changes prior ta mod Imp 1 ememtatton Bafoty evaluation end 
REID.R H Operating Reactors Branch 4 79/ IP/ 17 Jpp 


0001130132 Responds tD 791019 ltr re NJ Band* request for info 
concerning nuclear plants in CA Forwards responses to 
questions CA receiving no significant burden of radioactive 
matl from NRC regulated sources 

Q0S5ICK.L V Office of the Executive Director for Operations 
79/11/15 4pp 


— BOOI 130137 Forwards NJ Bond* July 1979 request for info re number of 
nuclear plants in CA.uatbe burial in CA. waste leakage into 
CA waters. rad inactive waste in bldg matls U number of 
Westinghouse plant! in CA Requests comment 
CRANSTON. A Senate 79/10/19 Spp 


8001160587 Forwards response to CD Calsogas 790031 U 1012 ltrs re 
seismic design cal cula tions. Inturanc e protection & 
radioactive emissions 

79/12/Si 1 ' V lp ° MiC ' ° f th * ElM>CuUvt Dlr * c * of *°r Operations 


— 0001020340 Safety evaluation supporting proposed design mods In 
emergency power sys 

• Office of Nuclear Ru-actor Regulation 79/12/17 IDpp 


800H>3058S Notifies of review of 791101 ltr ro interim commitment for 
compliance w/40(,riU90 Requests info re dose assessment 
REID.R W Op era t i nq Reactors Branch 4 79/12/17 2pp 


3001-0-70362 Advises that Bulletin L Orders Task Force ha® approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EI8ENHUT, D G Division of Operating Reactors 79/12/17 l?pp 


0001230034 Notification of 791220 meeting u/D&U U llfcW licensees in 
Dothesda.MD to discuss control rod quids tube wear 
CONNER, E l Operating Reactors Branch 4 79/12/1/ 5pp 


-0OO116OS97 Responds to 790831 t 1031 ltrs re seismic design 
catcuiations. insurant, protection U radioactive emissions 
Correspondence. indemnity agreements. nuc lear Mabilitu 

i5«SS T, 5V 011c i M .\ ITI ! 0 r,t 1977 plant m! 

300pp Assistant Director for Engineering 79/11/ 


□001040344 Summary of 79 1023 meeting w/Ol.W owners group. U&W. QRnl fi ORNL 
consultants from Scientific Ap p 1 i c a t i ons . Inc in Lync h burg . VA 
re Integrated control s-ys reliability analysis, 

THATCHER, D Electric, I ns tr um«n ta 1 1 on U Cuntral Systems Branch 

79/12/19 lOpp 


0001110490 Forwards safety evaluation approving preliminary design for 
saf aty-grad q anticipatory roactor trip on loss of foedwatcr 
l turbine trip Requests addl info for final denign approvil 
REID.R W Operating Reactors Branch 4 79/12/20 2pp 
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■~-8001ll050B Safety evaluation approving prel 
grade anticipatory reactor trips on loss 
turbine trip 

« Office of Nuclear Reactor Regulation 


iuunary design for safety- 
of main feedwater to 

^9/12/20 7pp 


8001240413 Discusses par 1 1 c 1 pa 1 1 on In reactor vessel surveillance 
program re Davis— Hesse 1 failure to maintain cumulative 
reactor utiliiation Factor of greater than. 6551 Capsule will 
be removed to evaluated at end of fuel cycle 
TRIMDLE.D C Arkansas Power to Light Co 00/01/15 3pp 


8001110627 Toruiaids safety evaluation approving preliminary design for 
safety-grade anticipatory reactor trip on loss of feedwater 
& turbine trip Requests addl info for final design approval 
REID, R W Operating Reactors Branch 4 7*7/12/20 3pp 


8001220242 Notification of 000110 meeting w/utll in Bethesda.MD re 
autc> i ni t i ati on of emergency feedwater ays control grad* 

VISAING, 0 5 Operating Reactors Branch 4 00/01/16 2pp 


0001140110 Forwards safety evaluation approving preliminary design for 
saf ffty-grade anticipatory reactor trip on loss of feedwater 
to turbine trip Requests add 1 info for final design approval 
REID, R W Operating Reactors Branch 4 79/12/20 2pp 


0OO11BOOB7 Foruiai ds safety evaluation re preliminary design approval 
for safety-grade anticipatory reactor trip on lost of 
feedwater Sc turbine trip Summary of Info needed for final 
design approval one l 

REID, R U Operating Reactors Branch 4 79/12/20 2pp 


0001220369 Forwards proposed change to GA Manual APL-TDP- 1 A, Rev 1 s 1 an 5* 
Paragraph 7 3 2 re purchased mot) t on t ro 1 * per NRC 800H6 
telcan Change incorporates ANSI N 1 B7- 1 976. Sec fc i an 5 2 14 
requirements 

TRIMOLE. f> C Arkansas Power to Light Co 00/01/16 Ip 


--0001220375 Proposed change ta GA Manual APL-TQP-1 A. Revi s i on 3. Paragraph 
7 3 2 re purchased mat! control Change incorporate* ANSI 
Nl £37-1976, Secti on 5 2 14 requirements 
# Arkansas Power to Light Co 80/01/16 Ip 


8001170314 Forwards HR Denton 800102 conf imatnry order far licensee 
commitment to implement Category A Lesson* Learned Task 
Force requirements by 000131 Methods used to comply w/ 
requirements should be submitted after implementation 
DENTON, H R Office nf Nuclear Reactor Regulation 00/01/02 2pp 


— 0001170319 Confirmatory order dirotting licensee to implement Category 
A Lessons Learned Task Torco requirements by 800131 w/ 
exception of 2 1 7 e requirement of NUREQ-0570 Aliy request 
for hearing will nnt stag effectiveness of order 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


0001220453 Discusses proposal fo-r two long-term technical support ctrs 
Primary ctr will be located in administration bldg to 
secondary ctr within expanded security controlled area 
CAVANAUGH, W Arkansas Power to Light Co 90/01/17 5pp 


B0G12404OO Submit* description of imp 1 amenta t lon/c omp 1 ianc e ui/Lessons 
Learned Task Force short-term rec ommendot 1 o-n* not requiring 
prior NRC approval Util will participate in EPRJ program re 
plant-specific data 

TRIMDLE.D C Arkansas Power to Light Co 80/01/18 Blpp 


0001210077 References NRC 791026 1 tr re continued review of 
containment purge to vent vaivoo Forwards request for add) 
infcu 

RCID.R W Operating Functors Branch 4 00/01/03 3pp 


8001200335 Forwards fee to support continued review of application for 
unlimited use of Made] NAC-i in response to NRC 791212 
request Request Involves single issue Submits plans for use 
of cask 

CAVANAUGH, U Arkansas Power to Light Co 80/01/91 3pp 


8001110427 Responds to NRC 791109 to 27 ltr* re fuel dad swelling 
Does not propose dddl analysis of EELS due to recent DAW 
analysis All C *C operating plants meat 2.200 F peak cladding 
temp criterion 

CAVANAUGH. W Arkansan Power to Light Co 80/01/07 2pp 


8001 1 40404 Requests direct transmittal to each util of correspondence 
involving Issued that OM-J owners gruup may be addressing 
Responds to NRC 771130 ltr re EPH 1 safety to relief valve 
testing program 

TRIMDLE.D C Arkansas Power to Light Co 00/01/07 *?pp 


8001220052 Requests that util review GA program re diesel generator 
fuel oil Diesel generator fuel oil issue must be included in 
GA program w/in 90 days Justification for noncomp 1 ianc e i» 
requested 

EISCNHUT, D 0 Division nf Operating Reactors 00/01/07 2pp 


0001170375 Forwards OA Program APL-T0R-1A, flevi s i on 5, changing 
description of position of <IC Buporvisor to correcting 
typograph l cn 1 er roi n 

TRIMDLE.D C Arkansas Powei to Light Co 80/01/09 3pp 


8001290042 Notifies of generic concern re voiding transients on OtoW 
plants Void formation may be taking place in hotter region* 
of reactor vessel Request* analytical prediction using 
transient analysis within 30 days 

JIEIDiR W Opeiating Reactors Branch 4 QQ/Ol/09 B5pp 


B001220376 Responds to NRC 791214 ltr requesting info re control room 
toxic gas protection Redundant, qui c k acting chlorine 
detectors presently in control room fresh air inlet 
TRIMDLE.D C Arkansas Power to Light Co 00/01/10 2pp 


8001310J33 Confirms meeting w/uhil re discussion of pertinent topics 
contained in TMl-a action plan which relate to near-term 
licensing actions & actions impact on overall plant safety 
TJ Donat 600105 memo to LV Gosaici memo end 

MADSEN. 0 L Region 4, Dallas, Reoctor Operation* Nuclear Support 

Branch 00/01/11 2pp 


— 0001310134 Forwards LV Oossick 800105 memo re TMI-2 action plan 
prerequisite* for resumption of licensing to near-term 
schedule of TMI-2 action plan event* 

DONAT, T J NRC Three Mile Island Task Force 00/01/05 Ip 


6001220351 Discusses proposed mod for initiation to control of emergency 
feedwater independent of integrated control *v* Requests 
written approval by 800110 to incorporate mod during current 
shutdown, 

CAVANAUGH. W Arkansan Power to Light Co 00/01/19 Bp p 


Q Inspection reports, IE Bulletins to correspondence 


900107000A fiofgrs to IC Bulletin 79-10 Inap of alarm ay* originally 
scheduled for week of 790909 was postponed due to shutdown 
Date for response is now 791010 

TRIMDLE.D C Arkansas Powot to Light Co 79/09/19 ip 


POO) 0701 54 Responds to IE Bulletin 79-21, “Temp Effects op Level 
Measurement* " Strom generator to presiuriur level measuring 
«ys Is of delta pressure, open c o lumn, un I n * ula te-d ref lag 
type 

TRIMOLE, D C Arkansas Power to Light Co 79/09/24 ?pp 


OO01O7OO5B Responds to IE Bulletin 79-18 Several areas In facility 
exist where neither evacuation alarm nor announcement sys 
can be acl Audible alarm/vlsual signal or telephone 
announcement *ys will be added 

TRIMBLE. D C Arkansas Power to Light Co 79/lO/iO 2pp 


8001140200 Forward* new proposed schedule for responding to IE Bulletin 
79-14 Contrary to date stated in 790331 ltr, results nf 
analyse* re accessible piping will be provided on 791026 
TRIMDLE.D C Arkansas Power to Light Co 79/10/12 2pp 


8001070324 Respond* to IE Bulletin 79-14 re seismic analysis fur as 
built fiptng syt Reamalysl* of 39 isometrics complete 
Thirty-two meet code allowable* as built Seven exceed code 
allowables Forwards list of all isometrici reanalyjed 
TRIMBLE, D C Arkansas Power to Light Co 79/10/26 4pp 


8001100181 Respond* to IE Bulletin 79-24. "Frozen Linas ” Refueling 
water tank overflow to level sensing line to sodium hydroxide 
tank level sensing to recirculation fill line* Identified a* 
possible freeic haiards 

TRIMBLE. D C Arkansas Power to Light Co 79/I0/31 ip 


9001090002 Forward* IE Bulletin 79-02, Revi s i on 2. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts " Action 
required _ ^ 

8EYFRIT.K V Region 4 . Dallas, Office of the Director 79/11/00 
IP 


0001040100 Forwards Haste Packaging In*p 
noncomp 1 1 a n c a noted 

SUTHERLAND, vf T Ragion 2, Atlanta, 

Safety Drench 79/11/15 Spp 


Rept 79-Q3A on 791017-1G No 
Fuel Facility to Materials 
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DOCKETED ITEMS 


—8001 040224 Waste Packaging Insp Rept 79-03A on 791017-18 No 

n one amp 1 j an co noted Major areas inspected compliance w/DOT t, 

NflC- r egu 1 at inn* re shipping paper r« q u irem«n ta, DDT placard 
rs^uirtncnts. radiation levels !< removable contamination 
POTTER, J P Region 2. Atlanta. Fuel Facility b Materials Safety 

Branch 79/11/13 Opp 


BOO 1 070150 Revises 790713 response to IE Bulletin 79-01A Automatic 
Switch Co valves containing Ouna-N matl used 6 in storage, 
but not used inside containment in sy s required to function 
during or after accident 

TRIMBLE. D C Arkansas Power & Light Co 79711/15 ip 


□001090030 Faruiards IE Info Notice 79-29. “Loss of Nonsafety-Related 
Reactor Coolant Sy* [nstT umenta 1 1 an During Operation " No 
specific action or response, required 

SEVFRIT. IK 9 Region 4. Dallas. Office of the Director 79/11/16 

If 


8001 L 00037 forwards IE Info Notice 79-27, “Steam Generator Tube 
Rupturos at Two PUR Plants “ No response required 

SCVrRIT.K V Region 4, Dallas, Office of the Director 79/11/14 

IP 


8001 100120 Forwards IE Info Notice 79-20, “Overloading of Structural 
Clements Due to Pipe Support Loads 11 No specific action or 
response requested 

GEVFfllT.K V Region 4. Dallas, Office tif the Director 79/11/14 

L P 


8001090025 Forwards IE Insp Repts 50-313/79-23 *< 5Q-36B/79-22 oh 
791105-09 Mo noncompliance noted 

MAD5EN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Crunch 79/11/19 2pp 


— C00109002Q IE Insp Repts 50-313/79-23 50-368/79-22 on 791505-09 No 

noncompliance noted Major areas inspected control of mqint t, 
preventive maint 

WESTERN AN. T F , SMITH. R Region 4. Dallas, Office of the 

Director 79/11/19 4pp 


8001070017 Forwards JE Circular 79-23. "Motor Starteis U Contactors 
Failed to Operate " No response required 

SEVFRIT,K V Region 4. Dallas. Office of the Director 79/11/24 

>P 


0001100149 Forwards JE Circular 79-24, "Proper Installation h Callbr of 
Coro Spray Ripe Break Detection Equipment on DUH& " No 
written response required 

SEVERITY V Region 4, Dallas, Office of the Director 79/11/24 

ip 


8001090039 Forwards IE Info Notice 79-30, "Reporting of Defects 6 
None omp l lances. 1-0CFR21 " Mo action or response required 

SCvrniT.K V Region 4. Dallas, Office of the Director /9/12/06 
IP 


00011 B0254 Forwards IE Insp Repts 30-313/79-16 h 50-360/79-14 Dn 
79O730-0B10 & notice of violation 

HEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/06 

2pp 


— 0001180264 Notice of violation from insp on 79O73D-0B1O 

n Region At Dallas, Office of the Director 79/11/13 3pp 


—BOOT 100274 IE Insp Repts 50-313/79-16 b 30-368/79-14 on 790730-0810 
Noncompliance noted failure to update drawing , train! ng plan 
inadoquac ies. Pel 1 ure to implement training plan U failure to 
maintain code safety value within acceptance criteria 
BLACKWOOD, E 0 . WQESSNER. J D . SHAFER . W D Rag ion 4, Dallas, 
Office of the Director 76/11/13 60pp 


00011 0008 0 Torward* IE Bulletin 79-23, "Possible Malfunction of NAMED 
Model EAJ30 Limit Switches at Elevated Tempi Action 
required 

SEYFRIT.K V Region At Dallas, Office of the Director 79/13/07 

ip 


Q001210169 Responds to IE Bulletin 79-02. Rev l s i on 2 Mill conduct fluid 
survey to identify field-related piping supported from 
concrete block walls using concrete expansion anchor bolts 
TRIMBLE, D C Arkansas Power U Light Co 79/12/12 3pp 


8001 100041 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra " No specific action or response requested 
HFYFRITiK V Region 4. Dallas. Office of the Director 79/12/13 
lp 


GOO 1080376 Forwards request for addl info re automatic trip circuitry 
for raactor coolant pump motors, to satisfy IE Bulletin 
79-05C requirements 

REID. R W Operating Reactors Branch 4 79/12/13 Spp 


60010B021 6 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference No written response required 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/12/20 
IP 


8001000077 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI 6 Automatic Dep r es sur i j a 1 1 an Sys " No 
specific action or response requested 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/12/21 
lp 


8001110016 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/12/21 
IP 


8001160002 Forwards IE Info Notice 79-34, "Inadequate Design of 
Safety-Related Heat Exchangers " Na action or response 
requested 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/12/27 

tP 


0001160052 Forwards IE Jnfo Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

SEVFRIT.K V Region 4. Dallas, Office of the Director 79/I2/2B 
lp 


8001160017 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action Dr 
response requited 

SEVFRIT.K V Region 4, Dallas, Office of the Director 77/12/31 
lp 


GQQ1160089 Forwards IE Info Notice 79-35. "Control of Maint 6 Essential 
Equipment " No action or response required 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 
IP 


8001 1Q0339 Torwards IE Insp Repts S0-313/79-27 6 50-360/79-26 on 
7912J0-2O b notice of violation Notice of violation 
withheld (ref 10CFR2 790) 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 80/01/09 2p p 


— 8001160340 IE Insp Repts 50-313/79-27 h 50-368/79-26 on 791218-20 
Noncompl ianre noted failure to enfere industrial security 
plan requirement that vehicles have ignition key removed !< 
cab locked Details withheld <ref IQCFR2 790) 

MADSEN, 0 L Region 4. Dallas, Reactor Operations Nuclear 

Support Branch CALDWELL, R A Region 4, Dallas, Office of the 
Director 00/01/09 lp 


B0-012904D3 Forward* IE Bulletin 79-QIB, "Environ Qualification of Class 
IE Equipment" w/a l tachments Action required 

SEVFRIT.K V Region 4, Dallas, Office of the Director 00/01/14 
IP 


0OOS29OO63 Forwards IE Circular 00-01, "8vc Advice for QE Induction 
Disc Relays " No response required 

SEVFRIT.K V Req ion 4, Dallas, Office of the Director 00/01/17 

ip 


8 Periodic operating reports t> related correspondence 


8001040595 Forward* Intake Impingement monitoring data for Nov 1979 
Computer cards, end 

TRIMBLE, D C Arkansas Power U Light Cp 79/12/27 lp 


0001040609 Intake imp i ng-omo nt data for Ndv 1979 
* Arkansas Power & Light Co 79/12/20 /pp 


S Reportable occurrences, UE-Rs & related correspondence 


0001210229 Forward* LER 79-024/03L-0 

TRIMBLE, D C Arkansas power ^ Light Co 80/01/10 lp 


— 0001210230 LER 79-024/03L-0 on 791206, duri ng test of turbine dr Ivon 
emergency feedwater pump, pump was declared inoperable Caused 
by loose speed governor lock nut on turbine pump drive Pump 
speed Increased ?< lock nut tightened 

DRAMLETT.L 6 Arkansas Power U Light Co 60/01/10 lp 
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9001220397 Forwards LEf? 79-023/03L -0 

TRIMBLE- D C Arkansas Power !« Light Co 80/O1/1B Ip 


— 8001220402 LER 79-023/03L-0 on 791 221 < dur i ng normal makeup operation, 
borit acid pumps left op ei at i ng - resu 1 1 in 9 in over borat i on 
of reactor coolant !< automatic withdrawal of rod Caused by 
reactor operator oversight Dpeiator counseled 
DRAMLETT,L S Arkansas Power 6 Light Co B0/0I/I8 Ip 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT- UNIT 1 


P Security, medical- emergency & fire protection plans 


8001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES. B K Assistant Director for Engineering L Project* 
79/11/29 4pp 


90010B0456 Forwards modified amended security plan Plan withheld 
(rof 10CFR3 790) 

DOLAN- J E Indiana k Michigan Electric Co 80/01/03 ip 


1 Financial information 


0001040657 Forwards Annual Financial Repl 1978 

MALONEY, O P Indiana k Michigan Electric Co 79/12/2B Ip 


" — S001 040660 Annual Financial Rept 1978 

* Indiana k Michigan Electric Co » Indiana & Michigan Power Co 
79/02/19 20pp 


8001290235 Forwards 1979 projection of Internal cash flow for facility- 
in response to NRC 800107 request 

MALONEY- 0 P Indiana k Michigan Electric Co 00/01/24 2pP 


P Operating license stage documents & correspondence 


B0OIO4O15S Confirms 79J129 meeting w/B Trctheway to discuss NRL ' 
regulatory program for protection of public health t< safety 
re plants Agenda end 

KCPPLER- J Q Region 3, Chicago, Office of the Director 79/11/21 

2 pp 


8001040162 Confirms 791129 meeting w/R Osolka to discuss NRC regulatory 
program for protection of public health & safety ra plants 
Agenda enc l 

KEPPLER.J Q Region 3, Chicago- Office of the Director 79/J1/21 

2pp 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised strfs being 
implemented in OL applicant reviews & Tech Spec update 
GAMMILL.W P Division of Operating Reactors 79/11/27 3&pp 


0001070276 Forwards NSSS vendor k fuel supplier Itrs re Impact of 
Cladding heating-rate dependent burst temp effects on 
rupture time k strain/blockage Ltrs will help licensees 
respond to NRC 791109 itr re rupture strain k flow blockage 
EISENKUT-D O Bivision of Operating Reactors 79/IJ/27 £lpp 


0OOJO2O545 Notifies that NRC review of change request for ET3 will be 
coordinated w/State of MI review of NPDE9 for renewal NRC 
will amend £TS to be consistent w/neu permit Requests copy 
of permit 

SCHWENCER- A Operating Reactors Branch t 79/12/04 3pp 


BOO 1070362 Advises that Bulletin h Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan end 

EIQENHUTr D O Division of Operating Reactors 79/12/17 I2pp 


8001170046 Forwards Amends 35 h 16 to Licenses DPR-58 k DPR-74, 
respectively- safety evaluation k notice of issuance U 
aval labi 1 1 ty 

SCHWENCER. A Operating Reactor* Branch 1 79/12/20 2pp 


— 0001170050 Amends 35 k 16 to Licenses DPR-58 k DPR-74, resp ec tiv« ly , 
adding safety-related dc battery *yt to upgrade turbine- 
driven train of auxiliary feedwater sys 

SCHWENCER- A Operating Reactors Branch 1 79/12/20 20pp 


— BOOl 170057 Safety evaluation supporting Amends 35 ?< 16 to Licenses 
DPR-30 k DPfl-74. respectively 

* Office of Nuclear Reactor Regulation 79/12/20 7pp 


— 8001)70060 Notice of issuance & availability of Amends 35 & 16 to 
Licenses 0PR-5P t< DPR- 74. r esp ee fci ve 1 y 

SCHW6NCER-A Operating Reactors Branch » 79/12/20 Jp p 


0001030693 Advise* that leakage test of letdown U charging sys fur Unit 
1 will follow completion of work on Unit 2- in response to 
NUREG-057B requirements 

HUNTER- R 5 Indiana k Michigan Electric Co 79/12/26 Ip 


000)070397 RO on 791224, util reported that under condition of DDE, duct 
work qti both trains of containment air rac i rcu la 1 1 on sys 
could be stessed bByond yield Followup rapt will be 
submitted by &00107 

SMALLER- D V Indiana k Michigan Power Co 79/12/26 lp 


000)140424 Responds to NRC 791109 request for info re licensing 
validity of ECC 6 analysis in light of newt clad behavior 
data Info Will be forwarded by 800122 Unit 2 overall FQ will 
be limited to 1 99 in interim 

MALONEV - 0 P Indiana k Michigan Electric Co 00/01/08 2 pp 


0001150425 Responds to NRC 79)109 request re licensing validity of 
current ECCS analysis as related to new clad behavior data 
All required info wit) be submitted by 800122 Interim Tech 
Spec k administrative limit* will be implemented 
MALONEY* G P Indiana k Michigan Electric Co 00/01/08 2pp 


9001210244 rorwaTd* info re proposed RCS venting design, kn compliance 
u/NUREQ-0578 requirements k util 79)024 commitment 
DOLAN. J E Indiana {- Michigan Electric Co 00/01/15 6 p p 


0001220373 Responds to radiation safety seminar outline forwarded w/NHC 
791002 ltr Program not acceptable as alternate to plant 
training due to pass/fail criteria & frequency of training 
MALONEY* 0 P Indiana If Michigan Electric Cd 00/01/17 2pp 


0001220451 Responds to 791109 itr r-p impact of clad behavior data on 
current ECC 8 analysis Current limits remain valid 
MALONEY- 0 P Indiana k Michigan Electric Co 00/01/17 7pp 


0-001220541 Responds to Nf?C 800102 show cause order re Implementation 
of Category A requirements of NUREQ-0570 Attachments A k 7 
provide add 1 info S- clarification showing full compliance 
ui/Category A r oqu 1 remon t ft 

DQLAN- J E Indiana k Michigan Electric Co 00/01/18 IPpp 


0OO13QO448 Responds to NRC 791129 ltr re evacuation analysis times 
Requests extension for submittal until 000331 
SOLAN- J E Indiana 8 - Michigan Electric Co 80/0) /23 lp 


0 Inspection reports. IE Bulletins *■< correspondence 


0001040108 Forwards Waste Packaging Insp Ropt 79-03A on 791017-19 No 
nartcomji 1 ianc e noted 

BUTHERLAND, J T Region 2. Atlanta. Fuel Facility k Materials 

Safety Branch 79/11/J0 Dpp 


— 8081040224 Waste Packaging Insp Rept 79-03A on 79)017-16 No 

noncomp Hant q noted Major areas inspected compliance w/DOT & 

NRC regulations re shipping paper requirements- D01 placard 

requ ir omen t s- radiation levels U removable contamination 

POTTER, J p Region 2. Atlanta* Tuol racimy U Material® 0*fely 

Drench 79/11/13 4pp 

BOO 10 00280 Responds to IE Dulleltn 79-02- Rev i « ion 2 Evaluation O# 
anchor bolts for pipe supports based on bulletin safety 
Factor* four for wedge typo t« five for shell type Factor* of 
safoty are for max support loads including BSE 
DOLAN- J E Indiana k Michigan Electric Co 79/12/H 3pp 


0001 j 00271 Forward* IE Info Notice 79-31- "U#« of Incorrect Amplified 
Response Spoctra IAR 8 ) ” No action or response required 
KEPFLER. J 0 Region 3- Chicago- Office pf the Director 79/12/13 

lp 


0001070527 Ack receipt of 791126 ltr informing NRC of stops taken to 
correct violations noted in NRC 791024 ltr 

HEI 6 HMAN, R F Region 3. Chicago- Reactor Operations Nuclear 

Support Branch 77/12/17 lp 


— 0001070520 Responds to NRC 791024 ltr rs violations noted Corrective 
actions internal routing sys to coordinate IE responses k 
reviews will lie established 

DOLAN. O E Indiana & Michigan Power Co 79/11/26 3pp 


0001060353 Forwards IE Circular 79-25- "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPFLER, J 0 Region 3- Chicago. Office of the Director 79/12/20 

lp 



122 


DOCKETED ITEMS 


0001220001 Responds to IE Bulletin 79*25- '’Failure* of Westinghouse 
DFD Relays in Safety-Related Sys 1 No relays in ws» or 
planned for use in sat *ty-r e lateo sys 

DOLAN, J E Indiana * Michigan Electric Co 79/12/21 ip 


8001030621 RO on 791 212. me teoro 1 o g 1 cd 1 monitoring instrumentation out 
of eve due to installation of neui equipment Installation 
delayed by adverse weather conditions Instrumentation 
operable after installation ?» calibr completed 
SMALLER- n V Indiana t Michigan Power Co 79/12/20 ip 


8001 1 10046 Forwards IE Info Notice 79-33. ’'Improper Closure 
Containment Equipment Access Hatches No specific action 
response requested 

KEPPLER-JO Region 3, Chicago Office of the Director 


of Primary 
or 

79/12/26 


0001070344 RO from 7918J2-24, require d meteorological monitoring 
itistr umentat ion inoperable Caused by delay in installation 
of modified equipment 1 nstrumenati on operable following 
installation of now equipment 

SMALLER, D V Indiana 4 Michigan Power Co 79/12/20 Ip 


BOOH 10233 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC.I 6 Automatic Dep r essgr 1 1 at i on Sys " No action 
or response requested 

FERPLERrJ G Region 3. Chicago, Office of the Director 79/12/26 

Ip 


0OO11OQOG1 Forwards IE Info Notice 79-34- "inadequate design of SaFuty 
Related Heat Exchangers " No action or response required 
FEPPLER-J G Region 3- Chicago, Office of the Director 79/12/27 

*P 


0001090462 Forwards IE Info Notice 79-37, "Cracking in Lou Pressure 
Turbine Discs " No response required 

HEPPLER.J G Region 3. Chicago, Office of the Director 79/12/20 

lp 


0001000502 Responds to NRC 791001 Itr re five partial loss Of offsite 
power events Foiwards description 6 one oversize drawing re 
loss of power events & offsite power connections Drawing 
available in Central Files only 

DOLAN, J E Indiana S< Michigan Electric Co 00/01/03 13pp 


0001220532 Forwards LEDs /9-066/03L-0 h 79-067/03L-0 

SMALLER, D V Indiana h Michigan Electric Co 80/01/16 lp 


—8001220540 LER 79-066/O3L-O on 79L218, glye ol containment isolation 
valve VCR-10 did not close when control switch turned to 
closed position Cause not known Valve operated properly when 
manually shut 

DROWN, M 5 Indiana U Michigan Electric Co 80/01/16 lp 


0001 1 60264 Forwards IE Info Notice 79-36 '‘Computer Code Defect in 
Stress Analysis of Piping Elbow ' No specific action or 
response required 

KEFPLER-g G Region 3 Chicago, Office of the Dir-ector 79/19/20 

lp 


* — DOOi 220547 LER 79-067/031.-0 on 791 221, after update of acini power 
distribution monitoring sys F i setpoint*, two of four 
thimbles used found lacking lowest sigma Caused by personnel 
error in readout Ft recalculated using correct thimbles 
DELONS, S D Indiana Michigan Electric Co 00/01/16 2pp 


0001 1 00216 Forwards IE Info Notice 79 - 35 , "Control of Maint & Essential 
Equipment ’ No action or response required 

K.EPPLEF, J G Region 3> Chicago, Office of the Director 79/12/31 

ip 


0001 L 50101 Forwards IE Info Notice 00-01 'Fuel Handling Events " No 
specific action or response required 

KEPPLER-J G Region 3, Chicago, Office of the Director 80/01/04 

lp 


8001300571 Responds to IE Bulletin 79-20 NAMCO Model CMEO limit 
switches were ordered as replacements hut havo not been 
installed Will replace top gaskets as recommended 
□□LAN, J E Indiana Michigan Electric Co 00/01/16 8pp 


8001240410 Forwards LER 79-063/01 T-0 

SHALLDLO 9 Indiana t, Michigan Electric Co 90/01/17 lp 


--0001240414 LER 79 Q6S/01T-0 on 791224, dur ing in-house evaluation of 
containment air r&r irculation/hy drogon skimmer ays. 
discrepancies natud between math models It design drawings 
Cause not stated Mods made to supports 

SMALLER, D V Indiana t< Michigan Electric Co BO/Ol/i? 4pp 


0001250470 RQ on 791224-000107, meteoro 1 og ical monitoring 
instrumentation was recording wind direction u/100 degree 
error Caused by vnadvei tant reversal of transmitter leads 
during installation of instrumentation on 791224 
SMALLER, 0 V Indiana f- Michigan Electric Co 00/01/17 lp 


0005290142 Forwards IE Circular 80-01, “Svc Advice for CE Induction 
Disc Relays " No response required 

KEFPLER, J G Region 3, Chicago, Office of fchn Director tjO/Ol/l/ 

\P 


R Periodic operating reports t related correspondence 


0001210160 Forwards monthly operating rept for Dec 1979 
5HALLER, D V Indiana f, Michigan Rawer Co QO/Dl/14 lp 


■8001210164 Monthly operating rept far Dec 1979 

GILLETT, W T SVENSSON.B A , LEASE. R 5 Indiana U Michigan Powor 
Co 80/01/03 Sp p 


S Reportable occurrences, LERs t, related c o r x ospfl n d enc« 


— QQOl 250486 RQ on 79 1 212-24, me to pro log icq l monitoring instrumentation 
was inoperable Paused by instrumentation being taken out of 
svc to install new meteorological equipment w/modified 
design 

SMALLER- D V Indiana l Michigan Electric Co 79/12/28 ip 


£3001290542 RO on 000107, improper operation of meteorological monitoring 
instrumentation from 791224 to QQQ107 was discovered Caused 
by transmitter loads inadvertently reversed during , 

installation Discrepancy corrected 000107 

SMALLER. DV Indiana *, Michigan Electric Co 00/01/17 lp 


0001290545 RO me to or o l og i c a l monitoring instrumentation operating 
improperly from 791224-800101 Caused by reversal of 
transmitter leads during installation Discrepancy corrected 
on 800107 

SMALLER, D V Indiana h Michigan E lac trie Co 80/01/17 lp 


0001020279 RO Q n 791224, insp per IE Bulletin 79-14 showed that und< 
condition of DDE, due t work on trains of containment air 
recirculation sys would be stressed beyond yield ToUduud 
rept to be sent by 800107 v 

SHALLER.D V Indiana !< Michigan Electric Cq 79/ta/26 Ip 


0001020401 Forwards LERs 79-063/03L-Q fc 79-064/031-0 

SHALL ER . D V Indiana & Michigan Electric Cu 79/313/27 ip 


U Cnngressional/EiecuLi ve Correspondence 


8001130125 Responds to 791029 Itr re V McCracken request Pgr info 
concerning nuclear plants in MI Forwards list of MI plants, 
describing owner sh ip» 1 oc a t \ nru « d os i g n 6 starting date of 
operation RL Ferguson 791039 V McCracken 790986 lfcrs one! 
Q05SICK. L V Office of the Executive Director for Operations 
79/11/15 Bpp 


-8001020406 LED 79-063/03L-0 on 791137, in Mod, 
transfer pumps were made inoperable Caused 
unplug branch line that had solidified 
LEASE, R S Indiana «« Michigan Electric Co 


l , b oth boric acid 
intentionally tp 

79/13/2/ Ip 


•-8001020,10 LER 79-0&4/03L-0 »n 791S01. 4 U r< n, Inv,. 1 1 oat lon 0 , K, 
I 1 **" 9*n«»t<>r level IMltatUn for Chan’*) 1 L * * 

transmitter DLP 141 found out of soec k A 

defect Unit sent to manufacturer Jnves tioaUc^ onn 
OELONO.S 9 Indiana » MIcM,., ei.atrU 7$AV£? S „ 


V Operator E* aminationg 


0001030000 Advises that opeiator e xam i na t i ons will be resumed at 
fac 1 1 i ty. based on NRC review of util responses to It 
□ ul 1 e t ins 79-06 8, 79-06A 

COLLINS, P F Operator Licensing Uranch 79/12/12 lp 
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DOCKET 50-316 DONALD C COOK NUCLEAR POWER PLANT, UNIT 3 


F S dc tn i ty , medical* emergency U fire protection plans 


8001140034 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc 1 

GRIMES, D K Assistant Director for Engineering 6 Projects 
79/11/29 4pp 


8001080436 Forwards modified amended security plan Plan (withheld 
(ref 10CFR2 790) 

DOLAN, J E Indiana fr Michigan Electric Co 80/01/03 ip 


I Financial information 


8001040637 Forwards Annual Financial Rept 1978 

MALONEY, 0 P Indiana & Michigan Electric Co 79/12/2B lp 


—8001040660 Annual Financial Rept 1970 

» Indiana »< Michigan Electric Co * Indiana 6 Michigan Power Co 
79/02/19 20pp 


8Q01290235 Forwards 1979 projection of internal cash flow for Facility, 
in response to NRC 800107 request 

MALONEY* G P Indiana U Michigan Electric Co BO/Ol/24 2pp 


P Operating license stage documents fc correspondence 


0001040199 Confirms 791129 meeting w/9 Tretheway to discuss NRC 
regulatory program for protection of public health & safety 
re plants Agenda enrl 

KEPPLCR, J G Region 3* Chicago, Office of the Director 79/11/21 
3pp 


9001040162 Confirms 791129 meeting w/ft Oselka to discuss NRC regulatory 
program For protection of public health t safety re plants 
Agenda end 

KEPPLER* J G Region 3, Chicago* Office of the Director 79/11/21 

2pp 


8001040390 Forwards Nov 1979 Revision 1 of branch technical position nn 
direct radiation measurements ro radiological environ 
monitoring program requirements Revised stds being 
implemented In OL applicant reviews I* Tech Spec update 
GAMMILL, W P Division of Operating Reactors 79/11/27 35pp 


0001070276 Forwards N95B vendor t, fuel supplier Itr* ro impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b strain/blockogo Ltrs will help licensees 
respond to NRC 791109 Itr re rupture strain b flow blockage 
EIBENHUT,D G Division of Operating Reactors *79/11/27 3pp 


8001020945 Notifies that NRC review of change request for ET8 will be 
coordinated w/State of MJ review of NPDES for renewal NRC 
will amend ETS to be consistent w/neui permit Requests copy 
of permit 

SCHWENCER, A Operating Roactois Dr.-inch 1 79/12/04 2p p 


8001070362 Advises that Bulletin ?< Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan enc 1 

EISENHUT* D G Division of Operating Reactors 79/12/17 12pp 


8001140008 Ac k rcciept of 791130 itr re RHR low flow alarm logic 
Requests submittal of approval fees 

MILLER, W 0 Office of Admi n i s tra t i on 79/12/20 ip 


8001170046 Forwards Amonds 39 6 16 to Licenses DPR-5Q t* DPR-74* 
respectively, safety evaluation & notice of issuance It 
availability 

SCHWENCER, A Operating Reactors Branch i 79/12/20 2pp 


—8001170050 Amends 33 *< 16 to Licenses DPR-S8 U DPR-74, r o up ec 1 1 vo 1 y * 
adding safety-related dc battery syi to upgrade turbine- 
driven train of auxiliary feedwater sys 

GCHWENCER, A Operating Reactors Branch 1 79/12/20 20pp 


— 8001 170057 Safety evaluation supporting Amends 35 & 16 to Licenses 
DPR-S8 & DPR-74* respectively 

* Office of Nuclear Reactor Regulation 79/12/20 ?pp 


—8001170060 Notice of issuance t, availability of Amends 33 U 16 to 
Licenses DPR-S8 6 DPR-74* respectively 

SCHWENCER* A Operating Reactors Branch i 79/12/20 3pp 


0001030693 Advises that leakage test of letdown 6 charging sys for Unit 
1 will follow completion of work on Unit 2, in response to 
NUREG-0378 requirements 

HUNTER, R S Indiana 6 Michigan Electric Co 79/12/26 Ip 


8001180020 Forwards results of load rejection test related to 791002 
test rept 

DOLAN, J E Indiana t * Michigan Electric Co 79/12/27 3pp 


0OO1OBO394 Responds to NRC 791220 Itr re payment of processing fee per 
installation of RHR low flow alarm at util Forwards Class 
III fee U/o end 

DOLAN, J £ Indiana U Michigan Electric Co 80/01/03 ip 


0OOH5O445 Notifies of reanalysis of facilities using Feb 1970 version 
of fuel rod model At two plants allowable peaking factor 
limit Increased At two plants factor limit decreased Owners 
will forward new c.i 1 c utat i ons> us j ng Feb 1978 model 
ANDERSON, T M Teledpe Cast Products 80/01/07 lp 


8001140424 Responds to NRC 791 109 request for info re licensing 
validity of ECCS analysis in light of new clad behavior 
data Info will be forwarded by 800122 Unit 2 overall FG will 
be limited to 1 99 in interim 

MALONEY, 0 P Indiana b. Michigan Electric Co 00/01/08 2pp 


0001150425 Responds to NRC 79L109 request re licensing validity of 
current ECCS analysis as related to new clad behavior data 
All required info will be submitted by 800122 Interim Tech 
Spec *< admini strativo limits will bo implemented 
MALONEY, G P Indiana t« Michigan Electric Co EO/01/06 2pp 


8001140461 Discusses peaking factor limits in light of revised ELtS 
analysis peak factor limit admi n i strati velg reduced to value 
of 1 99 from 3 11 Forwards revision to Tech Specs 
incorporating induced limits 

DOLAN, J E Indiana ft Michigan Power C is 00/01/09 7pp 


— 800U40463 Tech Specs 3 ? 2, 3 2 1,3 2 6 t 4 2 6 for ECCS 
* Indiana 6 Michigan Power Co 80/01/09 13pp 


8001 1 80024 Notification of 800H0 meeting w/uttl Ueslirghouao in 
Qathasda, MD to review analysis of util ECTS 
WTOGINTQN. D Operating Reactors Drench l 80/01/09 2pp 


Q00U30426 Tarwards ECCS analysis using approved We stin<?hou6Q Feb 1970 
evaluation model ECCS will meet acceptance ciitcria 
presented in code for breaks up ter h including double-ended 
severance of reactor cooling pipo 

HUNTER R □ Indiana b Michigan Electric Co OO/Oi/H 72pp 


0001310244 Forwards info rp proposed RCS venting d e s i gn, in c omp 1 1 anc e 
w/NUREQ-0370 requirements A util 791024 caisml tmilnt 
DOLAN* J E Indiana U Michigan Eloctnc Co 80/01/15 4pp 
\ 

8001220373 Responds to- radiation safety seminar outline forwarded w/NRC 
791002 Itr Program not accoptablo as alternate to plant 
training due to pass/fail criteria b frequency of training 
MALONEY, G P Indiana l< Michigan i:i«ctrlc Co 00/01/17 2pp 


3001 320431 Responds to 791109 Hr rc impact of clad behavior data on 
current ECCS analysis Current limits remain valid 
MALONEY, OP Indiana h Michigan Electric Co 00/01/17 7pp 


8001220341 Responds to NRC 800)02 show cause order re implementation 
of Category A requirements of NUREO-O5/0 Attachments 667 
provide odd l info 6. clarification showing full compliance 
ui/Cateyory A requirements 

DOLAN, J C Indiana it Michigan Electric Co 00/01/18 12pp 


0001300440 Responds to NRC 79 11 2? Itr re evacuation analysis timao 
Requests extension for submittal until 800331 
DOLAN* 3 E Indiana U Michigan Electric Co 00/01/23 ip 


Q Inspection reports, IE Bulletins 6 correspondence 


8001040100 Forwards Vlasta Packaging Insp Rept 79-03A on 79)017-10 No 
noncompl lane* noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility 6 Materials 

Safety Branch 79/11/13 flpp 


—8001040224 Waste Packaging Ins? Rept 79-03A on 791017-18 No 

noncompl iance noted Major areas inspected compliance u/DDT 6 

NRC regulations re shipping paper requirements, DOT placard 

requirement*, rad i ation level* 6 removable contamination 

POTTER* J P Region 2, Atlanta, Fuel Facility 6 Material* Safety 

□ranch 79/11/13 4pp 
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BOO1O0O26O Respond* to IE Bulletin 79-02, Re vi stein 2 Evaluation of 
anchor belts for pipe supports based on bulletin safety 
factor, four tor wedge type *> five far shell type Factors of 
safety are for max support load* including SSE 
DOLAN. J E Indiana h Michigan Electric Co 79/12/U 3pp 

6001100271 Forward a IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra (ARS> ** No action nr response required 
KEPPLER, J <3 Region 3, Chicago. Office of the Director 79/12/13 

If 


8001070327 Ac fc receipt of 791126 Itr informing NRC of steps taken to 
correct violations noted in NRC 791024 ItT 

WET ISHMAN, R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/12/17 lp 


— 8001070523 Responds to MRC 79J024 Itr re violations noted Corrective 
actions internal routing sy* to coordinate IE responses & 
reviews will be established 

DLL AN . J E Indiana 6 Michigan Power Co 79/11/26 3pp 


8001 07033 1 RO OP 791219. during analysis described in IE Bulletin 79-14. 
nonconformance identified In small piping sys Caused by 
discrepancy between piping design 6 as-built condition Mod 
being imp 1 enter ted Followup rept will be submitted by 600102 
SHALLER . D V Indiana 6 Michigan Power Co 79/12/20 lp 


80010B0353 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " -No written response required 

KEPPLER.J 0 Region 3, Chicago, Office uf tho Director 79/13/20 

lp 


600 1 33000 1 Responds to IE Bulletin 79-25, "Fatluros of West inghouse 
UFO Relays In Safety-Related 9ys " No relays in use or 
planned for use in safety-related sy s 

DOLAN. 0 E Indiana 6 Michigan Electric Cn 79/12/21 lp 


□OOJUQ046 Forward* IE Info Notice 79-33, “Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

KEPPLER.J 0 R eg S on 3, Chicago, Office of the Director 79/12/26 

lp 


0001110203 Forwards IE Info Notice 79-32, "Separation of electrical 
Cables for HPCI b Automatic Or p r us sur J i a t i or Sys 11 No action 
or response requested 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/12/26 

lp 


BOO11O0OO1 Forwards IE Info Notice 79-34, “Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER.J <3 Region 3, Chicago. Office of the Director 79/12/27 
IP 


0001090462 Forwards IE Info Notico 79-37, "Cracking in Low Pressure 
Turbine Disc* No response required 

KEPPLER.J 0 Region 3. Chicago, Office o# the Director 79/12/20 

lp 


8001160264 Torwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER.J <S Region 3, Chicago, Office of tho Director 79/12/28 
IP 


000-1030033 Confirms 791328 teLcon w/D Doyd ro four deficiencies 
discovered during map under IE Bulletin 79-14. "Seismic 
Analysis for As-Built Safety-Related Piping By* " Followup 
rept will be submitted 800110 

SMALLER, T fl Indiana * Michigan Power Co 79/12/31 Ip 


0001070347 Confirms 79I22B te-lcon u/NRC re significant nonconformance* 
identified during data analysis in response to IE Bulletin 
79-14 Followup rept will -be submitted by 800110 
SMALLER. D 9 Indiana t Michigan Electric Co 79/12/31 Ip 


0001100216 Forward* IE Info Notice 79-33, "'Control of Miint 4c Essential 
Equipment " No action or response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/12/31 
IP 


0001150101 Forwards IE Info Notice G0-01, "Fuel Handling Event#," No 
specific action or response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/01/04 
IP 


8001300571 Responds to IE Bulletin 79-20 NAMC-0 Model EA1B0 limit 
switches were ordered as replacements but have not been 
installed Will replace top gaskets ai recommended 
DOLAN. J E Indiana <i Michigan Electric Co 00/01/16 Gpp 


0001290142 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays M No response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 80/01/17 

IP 


R Periodic operating report* related correspondence 


B001210177 Forwards monthly operating rept for Dec 1979 
SMALLER, D V Indiana h Michigan Power Co 80/01/14 lp 


— 0001210176 Monthly operating rept for Dec 1979 

QILLETT, W T Indiana f< Michigan Power Co 80/01/03 7pp 


6 Reportable occurrences, LER* t* related correspondence 


0001020388 Forwards LER 79-048/03L-0 

SMALLER, D V Indiana f. Michigan Electric Co 79/12/27 Ip 


—8001020396 LER 79-04G/03L-0 on 791 201 , wh 1 1 o in Mode 6, u/re f ue 1 i np 
c omp late, containment air particulate 6 air gaseous sample 
pump tripped w/containment purge in progress Cansad by 
closed sample pump bypass valve Valve adjusted 
RTSCHL INQ. J L Indiana b Michigan Electric Co 79/12/27 lp 


QO01O405Q3 Forwards LER 79-049/01T-0 

SMALLER. D V Indiana b Michigan Electric Co 79/12/31 Ip 


— 800-1 040613 LER 79-049/01T-0 on 791218, during insp of Seismic Class 1 
safety-related piping ays per IE Bulletin 79-14, noted 
discrepancy in auxiliary pipe Caused by pipe 3-ft longer 
than specified In model Two addl restraints installed 
DEILMAN.T P Indiana 4, Michigan Electric Co 79/12/31 4pp 


0001060502 Responds to NRC 791001 ItT re five partial loss of offsite 
power events Forward* description k one oversiie drawing re 
loss of power events f< offsite power connections Drawing 
available in Central Files only 

DOLAN, J E Indiana l< Michigan Electric Co 80/01/03 13pp 


0001170346 Forwards LER 79-050/01T-0 

SMALLER, D V Indiona b Michigan Electric Co B0/0J/11 ip 


—8001 1 7035 J LER 79-090/01T-0 on 791227, during field i nsp , d i s t r opanc i o a 
noted between as-designed 4. as-built location of seismic 
support on- injection lines from accumulators 2 6 3 Piping 
modified b addl hangar installed 

8TIETZEL, J F Indiana K Michigan Electric Co B0/01/11 4pp 


0001220526 Forwards LCfts 79-051 /03L-0 b 79-052/03L-0 

SMALLER, D V Indiana 6 Michigan Electric Co 80/01/16 lp 


—8001220533 LER 79-031/03L-0 on 791217. w/reactor in Mode 5, containment 
spray pump discharge valve failed to open Caused by 
1 imi torque switch binding operator mechanism Torque switch 
I< drive motor replaced 

DROWN, M B Indiana b Michigan Electric Co 60/01/16 Ip 


—8001220639 LER 79-052/03L-0 on 791 2 I B, u/r eac tor In Mode 9, Bounce range 
indication was inoperable for 23 minute* Caused by maint 
error while working on energized equipment Worker* 
reprimanded 6 addl training held 

RISCHLING. J L Indiana A Michigan Electric Co 00/01/16 2pp 


0001250463 Forward* LER 79-053/03L-0 

SMALLER, D J Indiana b Michigan Electric Co 60/01/17 lp 


— 0001250468 LER 79-053/03L-0 on 791226, while performing type D 6 C leak 
test# several valves exhibited leakage exceeding Tech Spec 
limit Caused by sand deposit* on valve seating surfaces 6 
pitted valve soots on check valve* 

RISCHLING, J L Indiana 6 Michigan Cloctrlc Co 00/01/17 2pp 


0001250401 Forwards LER 79-054/03L-0 

SMALLER. D V Indiana 4. Michigan Etoctric Co 00/01/22 Ip 


—8001250404 LER 79-054/03L-0 on 791226. during surveillance tost on 
automatic load sequence timing relays, four timer* found 
to exceed tolerance Caused by original setpoint valve value 
differing from design valve Test procedure modified 
RISCHLING. J L Indiana t< Michigan Electric Co 90/01/22 2pp 


DOCKETED ITEMS 


t 


U Cor>gres5iona 1 /Executi ve Correspondence 


P Operating license stage documents A corresp ondenc p 


9001 J 301 35 Responds to 791029 Hr re V McCracken request fur Info 0001040390 Forwards Nov 1979 Revision 3 of branch technical position on 

concerning nuclear plants in MI Forwards list of Ml plant* direct radiation measurements re i ad i o 1 o g l c a 1 environ 

describing owner sh ip. locati ons* des i gn & starting date of monitoring program requirements Revised stds being 

operation RL Ferguson 791029 *, V McCracken 790926 Itrs end Implemented in 0L applicant reviews h Tech Spec update 

<JQ3SICK,L V Office of the Executive Director for Operations QAMMILL, W P Division of Operating Reactors 79/11/2 7 J5pp 

/9/11/13 8p p 

000107027* Foiuards NSDS vendor f* fuel supplier Hrs re impact of 

V Operator Examinations -cladding hea 1 1 ng-rn fce dependent burst temp affects on 

— — **-■ ~ — rupture time *. stra i n/b 1 oc kng-e Ltrs will help licensees 

respond to NRC 791109 Itr i e rupture strain 6 Plow blockage 

0001030080 Advise? that operator examinations will be resumed at EtSENHUT.D 0 Division o-f Operating Reactors 79/11/27 3pp 

fac 1 1 1 1 y , based on NRC review of util responses to IE 
Bulletins 79 -04 V 79-06A 

COLLINS, P F Operator Licensing Branch 79/12/12 lp 8001240295 Notification of 791221 corporate mgt meeting in King of 


Prussia. PA tc discuss uncontrolled & unplanned 
nonradlu 1 og tea l releasee from site 
GRIER, D H Region 1, Philadelphia* Office of the Director 

79/1 2/14 Ip 


DOCKET 50-3 1 7 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F Security, medical, emergency it fire protection plans 


9001140054 Requests estimates ro evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates one 1 

GRIMED, B K Assistant Director for Engineering tr projects 
79/11/29 4pp 


800S10043B Responds to NRC 791010 ltr re upgraded emergency plans for 
nuclear power reactors Site emergency plan to be reviewed 
between mid-Mar «, Apr 1990 Forwards draft revised site 
emergency plan W/o end 

l l/NDVALL, A E Baltimore Qas 6 Electric Co 79/12/28 Ip 


8001030409 Forward a draft site emergency p lan, Revi 6 ion 10 
MlCWEN, JE Itafcp, Inc 79/12/31 lp 


—Q00I030420 Draft site emergency plan, Ravia ion 10 Five oversiis drawings 
enc 1 

* Baltimore Gas h Electric Co BO/Ol/Ol 335pp 


900 1 070J74 Updates util 791113 ltr re fire protection GA procedure 
Advises that fire protection QA procedure martini} NRC 
guidelines implemented w/eiceptions as noted Equipment & 
svd for fire protection ays purchased as nonsa f e ty-r e la t eii 
LUNDVALL.A G Baltimore Gas f< Electric Co 79/12/31 3pp 


OOOIliOSOl r orward s containment interior haiards analysis concerning 
fire protection safety evaluation & amends to OL 
I UNOVALL, A E Baltimore Gas <« Electric Co 00/01/11 J7pp 


0001110200 Forwards revised. "Fire Test Procedure for Cabte Pipe 
Penetrations " 

LUNDVALL, A E Baltimore Gas V Electric Co 00/01/29 2pp 


--B0013102P1 "Firo Test Procedure for Cable !< Pipe Penetrations " 
n Baltimore Gas U Electric Co Q0/0i/!l 10pp 


0 Adjudicatory correspondence 


110011/0369 Forwards order to show cause, in response to Util intontinn 
not to implDment all Category A TMI Lessons Learned Tusk 
Force short-term requirement* by B00131 Methods of 
implementation completed by SOOlOl should be described 
DENlONiH R Office of Nuclear Reactor Regulation- 00/01/02 2pp 


-•*0001 170573 Order to show cause why licensee should not Implement 
Category A TMI Lessons Learned Task Force short-term 
requirements by 000131 Failure to comply should be justified 
by timely documentation 

DENTON, If R Office of Nuclear Reactor Regulation 00/01/02 4pp 


H Genoral correspondence 


00010404/0 Notifies of util now mgt assignments, e f fee fciv* 000101 
OLDEN, R L Baltimore Gas & Electric Co 79/12/20 lp 


0001240440 Ack receipt of 791002 Hr re Oak Ridge Associated Univs 
training for NRC personnel Training meets radiation safety 
requirements NRC personnel u/ill bo required to complete 
short site-specific i ndoc tr l na 1 1 on at facility 
LUNDVALL, A E Baltimore Gas & Electric Co B0/01/21 Ip 


8001070362 Advises that Bulletin Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedure? Audit plan end 

EISENKUT < 0 G Division of Qperoting Reactors 79/12/17 I2pp 


0OO1QBOO27 Requests topical rept bo performed re R13CS coarse me-sh 
ne-utrcnlcs nodal code List of topics to be explored end 
REID, R W operating Reactors Branch 4 79/12/17 6pp 


0001110013 Requests Tech Specs for aui i 1 Lary feedwater sys mods 
revision of normal 5 omeigencv operating procedures Sample 
Tech Spec pages enc 1 

REID, R W Operating Reactors Branch 4 79/J2/21 I2pp 

0001040534 Responds to NRC 791109 request that licensee confirm info 
from fuel supplier ro fuel cladding swelling t« rupture 
Requests extension until 000201 C-E requires six uks to 
complete analysis* 

LUNDVALL, A E Baltimore Gas f* Electric Ca 79/12/27 2pp 


BOO 1030 4 40 Notifies of delay until 1300115 fur completion of proposed 
Tech Specs re auxiliary feedwater sya 

OLSON/R C Baltimore Gas & Electric Co 79/12/20 lp 


0001080529 Discusses third auxiliary feedwater train rc NRC 791107 
requirements Plans to utiluc piping 6 piping support codes 
used in original plant const Design criterion will 
facilitate des. i gn, c onfit *, irservjco insp of new sys 
LUNDVALL, A £ Baltimore Gas l -Electric Co QO/Ol /03 Ip 


0OOJCBO9O7 forwards respons-ps to short-term TMI Lessons Learned Task 
Force requirements re proposed or completed method of 

i mp 1 BiDBStdtion 

LUNDVALL. A l* Baltimore Gas ft Electric Co 00/01/04 Blpp 


0OOI15O37D Forwards response to NRC 791017 request for addj tr>fo re 
losses of oPfsito power LERs described complete A partial 
losses of -offsite power, causes, dura t i on !< dates 
LUNDVALL. A £ Baltimore Gas t* Electric Co 00/01/03 3pp 


0001160460 Notifies that engineering associated w/mods to charging pump 
suction 6 discharge linos completed Reque.ts continued 
operation of Unit l until Tall I960 refueling outage when 
mods will be made 

LUNDVALL, A E Baltimore Gas h Electric Co 00/01/12 2pp 


0001170339 Forwards »nfa re existing auxiliary feedwater »ys at 
facility, per 791107 request Proposed Tech Specs to be 
submitted to NRC by 000123 

OLSON, R C Baltimore Gas U Clectric Co 00/01/15 4pp 


0004170454 Requests that 790703 application re spent fuel pool mods at 
Unit 1 bo expanded to include Unit 2 Forwards revised 
licensing submittal r up t< Nik 1 oar Energy Sves. Inc 790301 lc 
0324 repts & revised Tech Specs 

LUNDVALL. A C Baltimore Gas t* Electric Co 00/01/15 J2pp 


— 0001170459 "Licensing Submittal Rept for Unit l.High Density Spent Fuel 
Storage Racks." Revision 1 

MILQB, f? A Nuclear Energy Service. Inc 79/05/24 3lpp 


— 0001170464 "Nuclear Design Analysis Rept-, for Unit I.High Density Spout 
Fuel Storage Racks." Revision 2 

DUCK. P Nuclear Energy Service. Inc 79/03/01 47pp 


---8001 170472 Revised Page 5 5 to Tech Specs re design features of spent 
fuel pool 

* Baltimprr Gas it Electric Co 00/01/15 4pp 
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0001290077 Notification of G00122 meeting u/uti] in Be th e a d a, MD to 
discus? effects of erud dapo-siti on critical reactor 
parameter* U treatment W hydr o g er pBroiide during upcoming 
cold shutdown 

CONNER„E L Operating Reactors Branch 4 SO/Ql/16 2p |» 


600)240399 Responds to NRC 000102 show cause ord-ST requiring NUIREC- 
0578 Category A implementation by 800131 All items dDI be 
completed by 000 1 31 . e > c ep t specific changes re enc 1 
equipment delivery exceptions 

LUMDVALL, A £ Daltinore Gas b Electric Co 00/01/22 3pp 


600)230922 Requests amend to UL re proposed changes to Tech Specs 
Forward s revised Pages .6-20, 7-73, 6-6. 7~3l , 7-32- 7-5B, 7-93* 

7-31 L 7-49 to Tech Specs ro visual insp of critical hose 
station, jnubbcri f< auiillary feedwater sys 

LUNDYALL.A E Baltimore Gas b Electric Co 00/01/22 4pp 


— 0001250520 Revised Pages 6-20, 7-73, 6-6. 7-31 . 7-32, 7-50, 7-55. 7-31 i 7-45 
to Tech Specs re visual imp of critical hose stations, 
snubter s, au* i 1 lary feedwater sya t, ty p ograph l c a 1 errcT on 
NFPA code listing 

* Baltimore Cos 6 Electric Co 00/01/22 ISpp 


BOOL300460 Forwards annotated version of 791129 document tivIcui 6 ltrs 
referenced in TOview 

flACDQUGALL, E A Broalthaven Nat i onal Laboratory 00/01/23 Ip 


— 9001300492 Annotated version of 791129 ) tr re documents needed from 
facilities for design review Rolf Jensen 8» Associates- Inc 
790525 l tr re fllnnc SER sup pi end 

MACDOUQALL, E A Orpolthavcn National Laboratory 00/01/23 9pp 


6001300472 Responds to NEC 791221 request for Info Tf main steam line 
break accident analysis Critical heat fltiies will not he 
exceeded in event of steam line rupture Affected steam 
generator blows dry in 104 6 seconds 

LUNDVALL, A E Baltimore Gas A Electric Co 00/01/25 34pp 


0 Inspection reports. IE Bulletins U correspondence 


8001230329 Forwards MftC enforcement action against CPC , not i f y 1 ng 
licensees that enforcement authority limits will be 
pierciied to obtain safer operation of licensed Facilities 
Enforcement program preventive safety fore® 

STELLO, V Office of Inspection •* Enforcement, Office of the 
Director 79/1^/16 )p 

0001020696 Forwards Waste Packaging Inap Rept 79-04A on 791029 i, 31 
No none onp I lance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility U Materials 

Safety Branch 79/11/1*7 2pp 


--0OOIO2O7O7 Waste Packaging Insp Rept 79-04A on 791029 b 31 No 
none omp 1 lance noted Major areas inspected compliance w/DOT 6 
NRC regulations re shipping paper requ iTeme nte, JDOT placard 
requirements, ratfiation levels b removable contaminations 
POTTEfl.J P Region 2, Atlanta, Fuel Facility 4 Materials Safety 

□ranch 79/11/19 9pp 


0001020 1-00 Responds to IE Bulletin 79-17. Revt si on 1, "Pipe Cracks. in 
Stagnant Derated Water Bys at FWR Plants ’’ Representative 
number of circumferential welds in stagnant borated water 
sys ul tr asanical ly inspected at Unit I 

LUWDVALL. A E Baltimore Gas b Electric Co 79/11/27 3pp 


9001020635 Responds to IE Bulletin 79-01, ‘Environ Qualification of 
Class IE Equipment w Coils In solenoid actuated unloader 
valves for MSIV hydraulic sys in both units not qualified 
far environ 

ASHifl F Baltimore Oas U Electric Co 79/12/01 Spp 


9001000151 Forwards It Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 
GR IERj B H Region 1, Philadelphia, Office of the Director 
79/12/20 lp 


8001070036 Forwards It Info Notice 79-32, "Separation of Electrical 
Cables for HPC I U Automatic Dep r# s s ur t ration Sys " No 
specific action or response requested 

GRIER, p h Region l. Philadelphia, Office of the Director 
79/12/21 Ip 


8001110146 Forward & IE Info Notice 79—33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, ft m Replan 1. Philadelphia, Office t>f the Director 
79/12/21 lp 


B00I09Q624 Forwards IE Info Notice 79-34, ‘'Inadequate Design of Safety^ 
Related Heat Exchangers ” No action or response required 
GRIER, B H Region 1, Ph i 1 ad e ] p h In, Office of the Director 
79/12/27 lp 


B001140192 Forwards IE Info Notice 79-37, “Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, D H Region 1, Philadelphia. Office of the Director 
79/12/31 Ip 


8001150068 Forwards IE Info Notice 79-36. “Computer Code Defect in 
Stress Analysis of Piping Elbow ” Wo specific action or 
response required 

GRIER, Q H Region 1, Philadelphia. Office of the Director 

79/12/31 lp 


□003150169 Forwards IE Info Notice 79-3S. “Control of Moint b Essential 
Equipment " Mo response required 

GRIER, D H Region 1, Phi lade 3ph va. Office of the Director 
79/12X31 If 


8001190166 Forwards IE Info Notice 80-01, “Fuel Handling Events “ No 
specific action or rovpanso required 

GRIER, B H Region 1, Philadelphia. Office of the Director 
80/01/04 lp 


8001290362 Forwards IE Bulletin 79-01B, "Environ Qualification of Class 
IE Equi praent" w/a t tachne nts Action required 
GRIER. D H Region I, Philadelphia. Office of the Director 
00/01/14 49pp 


0001290160 Forwards IE Circular QO-Ot, “Svc Advice for OB Induction 
Disc Relays " No response required 

DRIER, B H Region 1, Philadelphia. Office of the Director 
00/01/17 lp 


R Periodic operating reports ** related correspondence 


0001230006 Forwards monthly operating rept for Dec 1979 
MERE ON, 6 D Baltimore Gas & Electric Co 00/01/15 lp 


— BOO 123 0091 Monthly operating rept for Dec 1979 

MERSUN, S D Baltimore Gas f« Electric Co 00/01/15 17pp 


S ftopOTtable occurrences, LERs U related correspondence 


0001030793 Forwards LER 79-070/03L-0 

RUSSElL.L B Haiti more Gas b Electric Co 79/12/20 lp 


—0005030797 LEFl 79-070/031-0 on 79 l 122, during log read 1 ng s, d i s c over ed 
that rtacior protection eyi channel C containment pressure 
signal had doviatod by greater that O 1 volts from other 
channeli Caused by faulty isolator 1 -E/E-531 3C 
DAV 18, 3 M Qaltlmore Gas b Electric Co 79/12/20 2pp 


E00IO30GO3 Forwards LER 79-067 /03L-Q 

RUGBELL.L n Baltimore Gas U Electric Co 79/12/20 lp 


0001030009 LEfl 79-D67/03L-0 on 79 1 126, d ur i ng steady slate operations, 
several spurious trips on channel A high power occurred 
Apparently caused by faulty resistance temp detector or 
field terminations Further Investigation needed 

LAQIEUSK1.J S Baltimore Gas b Electric Co RIZZO.P 0 Region 

l, Philadelphia, Office of the Director 79/12/20 lp 


CC01G90392 Forwards LER 79-Q0O/O4T-O 

RUSSELL.L D Baltimore Gas U Electric Co BO/01/02 lp 


— B001090357 LCR 79-O0O/O4T-O on 791 21B, d tscavored that Ag-1 lom in Oct 
Convoy oyster sa-mplet exceeded new background value Caused 
by Introduction of more sensitive technique reducing 
measured discharge level 

CHERTS, R F Baltimore Gas U Electric Co 80/01/02 2pp 


8001090424 Forwards LER 79-073/03L-0 

RUSSELL, L B Baltimore Gas U Electric Co 80/01/04 Ip 


— 0001090429 LCfl 79-073/03L-0 on 791204, after completing weekly testing 
on diesel generator* assoc lated sequence Initiate alarm did 
not clear Caused by binding auxiliary switch which would not 
return to open position Switch replaced 

LAG7EH5M. J 5 < BAUER, C R Baltimore Gas U Electric Co 80/01/04 

2pp 


60-01 150650 Forwards LER 77-076/03L-0 

RUSBELL, L D Baltimore Gas U. Electric Co 80/01/00 lp 
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— 8001150656 LER 79-076/03L-G on 791210- salt water loop 11 removed from 
svc to perform maint on ECC3 pump room air cooler relief 
valve Bpring Found severly corroded Cause not stated Line 
plugged Vendor being contacted re more suitable spring mat! 

HErSEL.R P - PENCE, U D Baltimore Gas 8, Electric Co 80/01/09 

2pp 


0001150431 Forward a LER 79-079/03L-0 

RU5SELL, L 0 Oaltlmore Gas 4, Electric Co 80/01/10 lp 


— 8001(50434 LER 79-079/03L-0 on 791219, high differential pressure 
detected across filtors of fuel pool exhaust fans Caused by 
excessive buildup of dirt on filter media Maint Procedure 
1-32-M-M-3 Initiated to inspect filters monthly 
HEIDEL.R P , ROMNEY, K M Baltimore Gas * Electric Co 80/01/10 
if 


80011S0624 Forwards LER 79-O77/O3L-0 

RUSSELL, L D Baltimore Gas & Electric Co 60/01/10 Ip 


— GO0115O629 LER 79-O77/03L-O on 791213# contro 1 room air conditioning 
compressor 12 tripped *< became inoperable Caused by 
displacement of crankcase oil to evaporator coil due to 
operation at low ambient temp Oil recovered 

UEIDEL, R P , ROMNEY, K M Baltimore Gas h Electric Co 80/01/10 
lp 


U CDngressI onal/E*ecuti vo Correspondence 


8001 140129 Distusees storage of spent fuel assemblies at plant.per 
791127 request for info for constituents Forwards Amends 27 
b 12 to Licenses DPR-53 «< DFR-69, reap « c t ively 
(9OS0 1CK, L V Office of the Executive Director For Operations 
79/12/21 2pp 


— 6001160137 Forwards Amends 27 U 12 to Licenses DPR-93 U DPR-69, 
respec tivel g> safety eva luation, notice of issuance U 
availability 4, El A 

DAVIS, D K Operating Reactors Branch 2 <Pr« 7910301 79/01/04 

2pp 


— 0001160145 Amends 27 U 12 to Licenses PPfl-53 & DPR -69, respect! vely# 
replacing App A, Page 5-3 ui/encl page to allow For increase 
in spent fuel storage capability up to mas of 1,056 Fuel 
oft&emb lies 

GOLLEfi, K R Division of Operating Reactors 70/01/04 lOpp 


•8001 160140 Safety evaluation supporting Amends 27 b 12 ta Licenses 
DPR-33 8, DPR-69, respectively 

* Office of Nuclear Reactor Regulation 79/01/04 Bpp 


—6001 160162 El A supporting Amend* 27 6 12 to Licenses DPR-33 fe DPR-69, 
respectively 

* Office of Nuclear Reactor Regulation 76/01/04 2lpp 


—0001160169 Notice of issuance t< availability of Amends 27 8c 12 to 
Licenses DFR-S3 & DPR-69, retpec tlvely 

DAVI8, D K Operating Reactors Branch 2 70/01/04 3pp 


— 8001160173 Request* info re storage of radwaite ab plant. per 
constituent concern re end Washington Post 791006 article 
BARNES, M D House of Rep , Foreign Affair* 79/11/27 2pp 


DOCKET 50-3 1 □ CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


P Security, medical, emergency U f Ire protection plain 


6001 1 40094 Requests estimates re evacuation of areas around nuclear 
power reactor* Format for reporting evacuation time 
estimate* end 

ORIMEB.B K Assistant Director for Engineering 4< project* 
79/11/29 4pp 


8001100430 Responds to NRC 791010 Itr re upgradid emergency plan* for 
nuclear power reactor* Site emergency plan to be reviewed 
between mid-Mar 8, Apr I960 Forwards draft revised Ute 
emergency plan W/o end 

LUNDVALL, A C Baltimore Gas * Electric Co 79/12/20 lp 


6001030409 Fgrwards draft site emergency plan, Revl sion 10 
MCCWEN, J E Ota Pen. Inc 79/12/31 lp 


—8001030 420 Draft site emergency plan, Revl sion 10 Five oversite drawings 
end 

e Baltimore Gas 8, Electric Co 80/01/01 355pp 


8001070 374 Updates util 791113 ltr re fire protection <1A procedure 
Advise* that fire protection <JA procedure meeting NRC 
guideline* implemented w/exception* as noted Equipment 8, 
svc for fife protection s y s purchased a* nonsafe ty-r e laterf 
LUNDVALL, A E Baltimore Gas 4c Electric Co 79/12/31 3pp 


0001160501 Forwards containment interior haiard* analysis concerning 
fire protection safety evaluation *< amend* to Q-L 
LUNDVALL, A E Baltimore Gas L Electric Co QD/Ol/Ii 17pp 


B001310260 Forwards revised. 'Tire Test Procedure for Cable Pipe 
Penetration* " 

LUNDVALL. A E Baltimore Gas tc Electric Co 80/01/29 2pp 


— 3001310201 '‘Fire Test Procedure for Cable & Pipe Penetration* " 
* Baltimore Gas L Electric Co 00/01/11 I0pp 


0 Adjudicatory correspondence 


R001170569 Forwards order to shew causa, in response to util intention 
not to implement all Category A TM1 Lesson* Learned Task 
Fore# short-term requirements by 000131 Method* of 
implementation completed by 000101 should be described 
DENTON. H R Office of Nuclear Reactor Regulation 00/01/02 2pp 


— 6001170573 Order tD show cause why lttensee should not implement 
Category A TM1 Lessons Learned Task Force short-term 
requirement* by 600131 Failure to comply should be juifcified 
by timely documentation 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


H General correspondence 


0001040470 Notifies of util new mgt a * s I gnmen t*, ef Pec 1 1 ve 600101 
OLSEN, R C Baltimore Gas L Electric Co 79/12/20 lp 


0001240440 Ac k receipt of 791002 ltr re OaJc Ridge Associated Vnivs 
training for NRC personnel Training meets radiation safety 
requirement* NRC personnel will be required to complete 
short site-specific i ndpc trl nat i on at facility 
LUNDVALL, A e Baltimore Gas 4, Electric Co BO/01/21 lp 


P Operating license stage document* U currFipondtnc* 


0001040390 Forwards Nov 1979 Revision 1 of branth technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised sfcds being 
implemented in DL applicant reviews U Tech Spec update 
OAMMILL, W P Division of Operating Reactor* 79/ J 1/27 05pp 


0001070276 Forwards N83S vendor 4c fuel supplier ltr* re impact of 
cladding heating-rate dependent burst temp effects an 
rupture time U stre in/b loc kage Ltrs will help licensee* 
respond to NRC 791107 ltr re rupture strain U flow blockage 
EISENHUTj D <5 Division of Operating Reactor* 79/11/27 3pp 


6001020067 Forward* Amend 24 bo License DPR-69. safety evaluation 8, 
notice of issuance & availability 

REID, R W Operating Reactors Branch 4 77/12/11 2pp 


--8001020070 Amend 24 to License DPR-69, revising App A of Tech Spec* to 
Increase miasurement/calcw latlona 1 uncertaj nti es for peaking 
factors 

REID.R W Operatiilg Reactor* Branch 4 79/12/11 !3pp 


— 8001020072 Safety evaluation supporting Attend 24 to License DFR-69 
* Office of Nuclear Reactor Regulation 79/12/11 2pp 


— 6001020076 Notice of issuance 8< availability of Amend 24 to License 
DPR-69 

REIDjR.N Operating Reactors Drench A 79/12/11 2pp 


6001240293 N-otif ica bion of 791221 corporate mgt meeting in King of 
Prussia, PA to discuss uncontrolled L unplanned 
nenradlolog leal releases from site 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
79/12/14 lp 


0OO1O7O362 Ad vi » e * that Bulletin L Order* Task Force has approved small 
break LDCA guideline* for operating plants Provides schedule 
of utils to be audited to assure successful Incorporation of 
revised procedures Au-dlt plan end 

EI8ENHUT, D <J Division of Operating Reactor* 79/12/17 12pp 


B0010B0027 Request* topical r*pt be performed re ROCS coarse m*sh 
neutronlcs nodal code List of topic* to be explored end 
REID, R W Operating Reactors Branch 4 79/12/17 6pp 
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8001110015 Requests Tech Specs for auxiliary feedwater ays mods & 
revision of normal t, emergency operating procedures Sample 
Tech Spec pages end 

REID. R W Operating Reactors branch 4 79/12/21 12pp 


0001040534 Responds to NRC 791109 request that 
from fuel supplier re Fuel cladding spelling 
Reguests extension until B0020J C-E requires 
complete analysos 

LUNDVALL. A E Baltimore Gas & Electric Co 


licensee confirm 
L rupture 
s 1 1 uik a to 

79/13/27 2pp 


info 


0001020440 Notifies of delay until 600115 for completion of proposed 
Tech Specs re auxiliary feedwater sys 

OLSON. R C Baitimdre Gas *< Electric Co 79/12/28 Ip 


0 Inspection reports. IE Bulletins & correspondence 


0001230329 Forwards NRC enforcement action against CPC. no 1 1 f g I ng 
licensees that enforcement authority limits will be 
exercised to obtain safer operation of licensed facilities 
Enforcement program is preventive safety force 
STELLO. V Office of Inspection t« Enforcement. Office of the 
Director 79/11/J6 Ip 


8001020100 Responds to IE Bulletin 79-17, Revi sion 1. "Pipe Cracks in 
Stagnant Dorated Water Sgs at PWR Plants " Representative 
number of c ircumf erenti al melds in stagnant burated mater 
sys ul trasoni Cal 1 y Inspected at Unit 1 

LUNDVALL.A E Baltimore Gas l* Electric Co 79/11/27 3pp 


0001080529 Discusses third auxiliary feedwater train re NRC 791107 
requirements Plans to utilise piping tr piping support codes 
used in original plant const Design criterion will 
facilitate cfes i g n, c on s t '« inservjce insp of new ays 
LUNDVALL.A E Baltimore Gas t« Electric Co 00/01/03 1 p 


0001020635 Responds to IE Bulletin 79-01. "Environ Qualification of 
Class IE Equipment " Coils in solenoid actuated unloador 
valves for MSIV hydraulic sys in both units not qualified 
for environ 

ASN.R F Baltimore Gas i< Electric Co 79/12/01 2pp 


QOO1O0O5O7 T orwards responses to 
Force requirements re proposed 
imp] ementat i on 

LUNDVALL.A E Baltimore Gas {« 


s h or fc-to rm TMI Lessons 
Or completed method of 

Electric Co 00/01/04 


Learned 


Blpp 


Task 


000 i 3 10000 Forwards IE Insp Rep fc 50-310/79-10 on 791100-09 No 
non comp 1 1 anc e noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/12/13 2pp 


8001153378 Forwards response to NRC 79IQI7 request for add! info re 
lasses of offsite power LERs described complete L partial 
Josses of offsite p otue r. cau s e s. cJut a 1 1 on !< dates 
LUNDVALL.A E Baltimore Gas *« Electric Co 00/01/08 3pp 


0001160460 Notifies that engineering associated w/mod s to charging pump 
suction t * discharge lines completed Requests continued 
operation of Unit J until Fall 1900 refueling outage when 
modB ul 1 ] be made 

LUNDVALL.A E Baltimore Gas b Electric Co 00/01/12 2pp 


—0001310082 IE Insp flept 50-310/79-16 on 
noted Major areas inspected inservice 
involving 12 inspector hours onsitB by 
WALTON, G A Region 1, Philadelphia, 
TRIPP, L E Region 1. Philadelphia, 

Engineering Support Branch 79/12/12 


791 100-09 No noncomp 1 lane e 
insp activities 
one inspector 
Office of the Director 
Reactor Construction K 
4pp 


80010B015I forwards IE Circular 79-25/ "Shock Arrestor Strut Assembly 
Interference r * No written response required 

GRIERiD H Region 1. Philadelphia, Office of the Director 
79/ 12/20 lp 


6001170339 Forwards info re existing auxiliary feedwater sya at 
facility, per 791107 request Proposed Tech Spets to be 
submitted to NRC by 300123 

OLSON, R C Baltimore Gas t Electric Co 80/01/15 4pp 


0001170454 Requests that 790703 application rp spent fuel pool mods at 
Unit 1- bo expanded to include Unit 2 Forward? revised 
licensing sub/rutta] rept, Nuclear Energy Eves, Inc 790301 It 
0524 repts 6 revised Tech Sped 

LUNDVALL.A E Baltimore Gas V Electric Co 00/01/15 12pp 


—000 1 170472 Revised Page 5 5 to Tech Sjpccs rp design features of spent 
fuel p- o d I 

» Baltimore Gas 6 Electric Co BO/OJ/13 4pj> 


BCHH240399 Responds to NRC 000102 show cause order requiring NUREG- 
0370 Category A implementation by 000131 Ail items will be 
completed by BOD 1 31 , a xc«.p t specific changes ro end 
equipment delivery exceptions 

LUNDVALL A E Baltimore Ca* 5 < Electric to 00/01/22 3pp 


8001350522 Requests amend to QL re proposed changes to Tech Specs 
Forwards revised Pages 6-20 , 7-73. 6-6, 7-31 , 7-32. 7-50, 7-55, 

7-31 *< 7-49 to Tech Specs re visual luap of critical hose 
station, snubbers f< auxiliary feedwater sys 

LUNDVALL.A E Baltimore Gas ♦< Electric Co 80/01/22 4pp 


—0001250520 Revised Pages 6-20, 7~7J, 6-6. 7-31, 7-32, 7-50, 7-55. 7-31 *7-45 
to Tech spec* re viw»| insp of critical hose stations, 
snubb ers* aui n iary feedwater sys f, typographical error on 
NFPA code listing 

* Baltimore Gas * Electric Co 80/01/22 15pp 


8001300400 Forwards annotated 1 version Of 791129 document review 6 Itrs 
referenced in review 

MAC DOUG ALL. E A Brookhaven National Laboratory BO/Oi/23 lp 


8001300492 Annotated version of 791129 ltr re documents needed from 
facilities for design review Rolf Jensen 6 Assoc i a tea* Inc 
790525 ltr re Ginnc SER suppl one] 

MAC DC UO A Li i E A Dr ookhav* n National Laboratory 0G/OJ/33 5pp 


0001300472 Responds to NRC 791221 request for info re main steam line 
break accident analysis Critical heat fluxes will not be 
exceeded in event of steam lino rupture Affected steam 
generator blew* dry in 104 6 seconds 

LUNDVALL.A E Bat fcimqre Gas 8. Electric Co S0/0J/33 36pp 


0001070036 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC I * Automatic Depressor 1 ration Sys " No 
specific action or response requested 

GrtIER.0 H Region 1, Philadelphia. Office of the Director 
79/12/21 lp 


QOOIUOI46 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No Specific action or 
response requested 

GRIER, B H Raglan 1. Phi 1 ado IpMd, OffitB of the Director 
79/12/21 lp 


8001000624 Forward* IE Info Notice 79-34, "Inadequate Design of Safety - 
Related Heat Exchongers ■■ No action or response required 
CRIER. B M Region 1. Philadelphia. Office t)f the Director 
79/12/27 lp 


0001140192 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, D H Region I, Philadelphia. Office of the Director 
79/12/31 lp 


9001150068 Forwards IE Info Notice 79-36, ‘’Computer Code Defect in 
Stress Analysis of Piping Elbow 11 Na specific action or 
response required 

GRIER, B H Region I, Philadelphia, Office of the Director 
79/12/31 lp 


0001150169 Forwards IE Info Notice 79-35, "Control of Maint Essential 
Equipment " No response required 

DRIER, B M Region 1. Philadelphia. Office of the Director 
79/12/31 Ip 


8001 150166 Forwards JC Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/01/04 lp 


B001290362 Forwards IE Bulletin 79-01B, "Environ Qua 1 1 f i cat 1 on of Class 
IE Equipment" w/attac hment < Action required 

GRIER, BN Region I, Ph i 1 ad e 1 p h i a, Office of the Director 
00/01/14 45pp 


0001290148 Forwards IE Circular 80-01, *'Bvc Advice for GE Induction 
Disc Relays " No response required 

DRIER, 0 H Region 1. Phi lade Ip hia, Office of the Director 
Q0/0l/i7 ip 
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R Periodic operating reports it related correspondence 


0001230086 Forwards monthly operating repfc for Dec 1979 
HERSON, 3 D Baltimore Gas St Electric Co 80/01/15 lp 


— 0001230091 Monthly operating rept fur Dec 1979 

HERSON, 8 D Baltimore Gas t< Electric Co 80/01/13 17pp 


S Reportable occurrences. LERs & related correspondence 


0001040560 r orwards UER 79-042/03L-0 

RUSSELL, L 0 Baltimore Gas b Electric Co 79/12/21 Ip 


— 0001040966 LER 79-042/03L-0 on 791 127* c hanne 1 iero gradient pressuriier 
pressure transmitter of engineered safety features sys 
placed out of svc to correct transmitter zero shift it repair 
condulet to fire sys water line hanger Transmitter recalibr 
DAVIS. S M j RIZZO, f G Baltimore Gas & Electric Co 79/12/20 

2pp 


B001090342 Forwards LER 79-043/03L-0 

RUSSELL. L B Baltimore Gas t< Electric Co 80/01/03 lp 


— 0001090346 LER 79-043/03L-0 on 791212 Channel, A wide range nuclear 
instrument discovered to be malfunctioning Caused by c tr pin 
in connector parting from fission chamber extender cable 
conductor Conductor repaired 

DAVIS. S , RI2Z0, p G Baltimore Gas it Electric Co 00/01/03 

2pp 


0001090306 Forwards LER 79-049/03L-0 

RUSSELL, L B paltimoru Gas 6 Electric Co 00/01/03 lp 


— 0001090300 LER 79-045/03L-0 on 791204. channel D steam generator water 
level read approx 15 inches lower than other three channels 
Caused by low output of transmitter 2-LT-i l 230 due to 
deformed differential pressure block seal diaphragm 
HIEDEL.R P i RIZZO. P G Baltimore Gas it Electric Co 00/01/03 
lp 


0001090433 Forwards LER 79-04B/03L-0 

RUSSELL. L B Baltimore Gas t, Electric Co 00/01/04 lp 


— B001240425 LER 79-049/03L-0 an 79J 221. d uring steady state operation, 
channel 8 thermocouple taken out of svc due to erratic 
Indication Caused by broken lead on current loop resistor. 

Vishay Model S-106C All loop connections checked quarterly 
LAOIEWSKI.J S , RIZZO, p 0 Baltimore Gas it Electric Co 80/01/21 

2pp 


0001300302 Forwards LER 79-051 /03L-0 

ROS9ELL.L 0 Baltimore Gas h Electric Co 00/01/25 Lp 


—0001300312 LER 79-051 /03L-0 on 791229. while taking log readings, 
operator discovered failure of containment gaseous monitor 
Caused by loose monitor detector c »t< L b c onnoc to r. prob ab 1 y 
left unsecured after recent surveillance test 

DAVIS. S M . RIZZO . P Q Baltimore Gas & Electric Co 00/01/25 

2pp 


U Congruss i anal/Erecut 1 ve Correspondence 


8001160129 Discusses storage of spent fuel assemblies at plant, per 
791127 request For Info For c an* t i tue n t s Forwards Amends 27 
tt 12 to Licenses DPFl-53 & DPR-69, r asp e c t ive 1 y 

0059ICK.L V Office of the Executive Director for Operations 
79/12/21 2pp 


—B00U60137 Forwards Amends 27 it 12 to Licenses DPR-53 8. DFR-69, 
respective ly, »a fety e va lua t i on. n ot x c« of issuance 6 
availabl 1 ity 8. El A 

DAVIS. D K Opeiafcing Reactors Branch 2 (Pre 7910301 70/01/04 

2pp 


— 0QDI16O140 Amends 27 it 12 to Litensen DPR-53 DPR-69, resp ec 1 1 v e 1 y . 

replating App A, Pago 3-3 iw/encl page to allow For increase 
in spent fuel storage capability up to max of 1,056 fuel 
a ssemh 1 ins 

GDLLEfl. K R Division of Operating Reactors 70/01/04 IQpp 


— 0001 160140 Safety evaluation supporting Amends 27 it 12 to Liconeos 
DPR-53 U DPR-&9, respectively 

* Office of Nuclear Reactor Regulation 70/01/04 Bpp 


--0001 160162 El A supporting Amends 27 S. 12 to Licenses DPR-93 4, DPR-69, 
re spect i vely 

* Office of Nuclear Reactor Regulation 70/01/04 21pp 


—8001090439 LER 79-O40/O3L-O on 791217. during surveillance Ustmg, 
iodine filter 22 would not start on containment isolation 
sys signal or w/handswitch Caused by circuit breaker moving 
contact pivot arm not rotating freely as expected 
MEIDEL.R P « BAUER. E R Baltimore Gas * Electric Co 80/01/04 
lp 


000 1 100465 Forwards LER 79-047/03L-0 

RUSSELL, L B Baltimore Gas t< Electric Cn 80/01/04 lp 


— '0001100472 LER 79-047703L-0 pn 791204. while performing post-refueling 
low power physics test, average temp dropped below Tech 
Specs Caused by operator fc erratic control of turbine bypass 
va 1 ves 

DAVIS, B M Baltimore Gas * Electric Co 00/01/04 lp 


0001 160360 Forward » LER 79-046/03L-0 

RUSSELL. L B Baltimore Gas it Electric Co 80/01/10 lp 


—0001160372 LER 79-046/03L-0 on 791214. plant computer taken out Of svc 
for corrective maint. rendering incore detector sys 
inoperable Caused by computer rapid access disc counter 
incrementing imprepsri y. fore ing computer to stop 

LAG I Elf SKI . J B , RIZZO, P G Baltimore Oaa h Electric Co BO/Ol/iO 

app 


0OOUAO4G2 Forward* LER 79-044/03L-0 

RUSSELL, L B Baltimore Gas it Electric Co 00/01/10 ip 


— 0001160169 Notice of issuance & availability of Amends 27 L 12 to 
Licenses DPR-53 it 0PR-&9, r e spec t ive 1 y 

DAVIS, D K Operating Reactor* Branch 2 78/01/04 3pp 


— ■8001160173 Requests ixifa re storage of radwaste at plant, per 
constituent concern re and Washington Post 791006 article 
BARNES, N D House of Rep , Foreign Affairs 79/U/27 2pp 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F Security, medical, emergency & fire protection plan* 


0001230046 Comment* on NCJREG-061Q comments reflected in revised TMI-1 
emergency plan submitted 791029 

HERQEIN, J O Metropolitan Edison Co 79/11/19 lp 


8001 1 50243 Request* waiver of 1979 annual emergency drill until 000131 
Drill scenarios will be based on existing condition* in 
facilities Normal communications & interface w/offeite 
group* will not be exercised during drill* 

HERBEIN, J G Metropolitan Edison Co 79/12/24 tp 


8001 160430 Responds to util 791224 request for aiteneion until 800131 
for emergency radiation drill Drill will be limited to 
Unit 2, except for accountability af personnel on operating 
floor of Unit 1 fuel handling area 

COLLINS, J T TMI-2 Qp eret i ons/Bup p or t 79/12/28 lp 


—0001160407 LER 79-O44/0DL-O on 791212, during surveillance testing, 
channel D indicated axial flux offset out of spec. Problem 
intermittent Possibly caused by linear range channel B lower 
subchannel detector 

LAGIEWSKI.J 8 , RIZZO, P 0 Baltimore Gas & Electric Co 80/01/10 

lp 


8001240417 Forwards LER 79-049/03L-0 

RUG0ELL, L B Baltimore Gai fc Electric Co 80/01/22 lp 


0001150920 Forwards physical security plan addendum, superceding 791127 
addendum Addendum withheld (ref 10CFR2 790>, 

WILSON, R F Metropolitan Edison Co 00/01/09 Ip 


B001170400 Forwards physical security plan addendum, address ing change* 
to TMI-2 plan Addendum withheld (ref 10CFRB 790) 

WILSON, R F Metropolitan Edison Co 00/01/09 lp, 
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G Adjudicatory correspondence 


8001030061 Response to Susquehanna Valley Alliance 791105 petition to 
intervene & request for hearing re NRC 791016- order 
approving EPIC0R-JI Petitioners must supplement request 
prior to prehearing conference Certificate of Svc encl 
TflOWBRIOGE-G F Metropolitan Edison Co TROWOfUOGE, 0= F Shaw. 
Pittman, Potts *< Trowbridge 79/11/13 Spp 


S001030G79 Notice of appearance of LJ Chandler on behalf of NRC 
Certificate of Svc end 

CHANDLER, L J Hearing Branch 1 79/11/21 2pp 


3001030000 Order declining review of issues in ALAB-562 fr Ecology 
Action of Oswego petition for review NEPA issue re 
appropriate territorial scope is pending in export licensing 
case 

CHILK. S J Off ico of the Secretary of the Commission 79/11/29 
3pp 


0001090050 Statement of position by class action plaintiffs re 790326 
extraordinary nuclear occurrence Urges Commission to- comply 
u/intent of Congress in Frar e-Anderson Act promulgated for 
protection of community Supporting documentation encl 
BERGER. D Oerger, D 79/11/30 14pp 


0001220255 Responds to 790826 ltr expressing concern re possible public 
exposure to contamination* from plant Release of radioactive 
gases or liquid not permitted 

DENTON, H R Office of Nuclear Reactor Regulation 79/11/30 lp 


— 8001220259 Comments on facility Containment bldg shoul-d not be opened 
due to possible public exposure to contaminants 
DAVIS, B Affiliation Unknown 79/08/26 if 


8001150154 Responds to 790610 ltr re opposition to reopening of 
facilities Public hearing to be conducted to determine if 
Unit 1 should be operated & under what condition* restart 
would occur if decision to operate facility is made 
DENTON, H R Office of Nuclear Reactor Regulation 79/13/31 Jpp 


8001230312 Responds to 790715 ltr commenting on future plant operation 
NRC ordered public hearing to determine future TMI-1 
operation DOE responsible for R&D of alternative cnorgy 
sources 

DENTON, H R Office of Nuclear Reactor Regulation 0O/O1/OU lp 


— 800 1 2503 1 4 Comments on future plant operation Plant should bo shut down 
or converted to use another fuel Supports altei native energy 
product ion 

LONQ, W E Affiliation Unknown 79/07/15 Ip 


0001220316 Responds to 790330 ltr commenting on future plant operation 
NRC ordered public hearing to determine future frtl-l 
operation Licensee has not submitted proposal Par TMI-2 
recovery 

DENTON, H R Office of Nuclear Reactor Regulation GO/Ol/OH Ip 


— 0001220319 Comments on future plant operation Riant should bo shut dnuin 
due ta airplane or reactor accident risks 
REED.D Affiliation Unknown 79/03/30 lp 


8001280038 Motion to withdraw ASLAO 790319 subpoena served on TO 
Mangold of Trans World Airlines 0 Billie will bo called 
instead of Mangold due to latter commitment outside US 
Certificate of Svc encl 

CHANDLER, L J Hearing Branch 1 00/01/22 4pp 


H General correspondence 


8001030036 Order granting 791130 joint motion to terminate proceeding 
Susquehanna Valley Alliance has withdrawn 791105 petition to 
intervene No other party filed petition 

MILLER, h E Atomic Safety and Licensing Board Panel 79/12/03 

app 


8001150161 Requests site access on 790914 for tour & briefing for 
representatives of Swiss govt Tour will include control 
room Agenda of visit encl 

COLLINS, J T TM1-2 Dp era t i ons /Supp or t 79/09/14 2pp 


0001030043 Agreement to terminate proceeding Susquehanna Valley 
Alliance withdraws 79J105 .petition to intervene NRC 791016 
order i$ final for purpose-* of judicial review 

SLAP. A J Susquehanna AJ1 lance CHARNOFF, G Shaw, Pittman, Potts 
«< Trowbridge ElLFERIN, S F Office of the General Counsel 
79/11/29 3pp 


0001030075 Notice of appearance of SC Goldberg on behalf of NRC 
Certificate of Svc encl 

GOLDBERG, S C Hearing Branch 2 79/12/04 2pp 


B001 150292 Responds to 791212 ltr commenting on NRC inability to 
effectively control nuclear power Stricter regulations now 
imposed on nuclear power plants as results of accident 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/05 3pp 


8001 16041 3 Requests site access on 790914 for representative* of (juina 
govt Tour win include control room F'nrwards agenda for 
visit 

COLLINS, J T TMI-2 Op prat i ona/Supp or t 79/09/14 2pp 


□001150306 Certifies requirement for unescorted access to facility bu 
all individuals identified in NRC 790920 ltr as requiring 
unescorted access status for TMI-1 

COLLINS, J T TMI-2 Operati ons/Bupport 79/07/30 lp 


7911-090293 Responds to encl 790410 Hr t ci President Carter re I ail in t inn 
shelter in case of nuclear accident in IA IA Dept of Natural 
Re sources has lead agency responsibility for emergency plan 
development * ’ 

DENTON, H R Office of Nuclear Reactor Regulation 79/10/23 2pp 


-0001150290 Comments on NRC inability to effectively control nuclear 
power 

MEYERS, E Affiliation Unknown 79/12/12 2pp 


. run. urnp iDyees, lint of nu 

industry employees t. stockholders in electric utils 
Sufficient noed not shown Request encl 

DENTON, H R Office of Nuclear Reactor Regulation 79/10/24 


2pp 


6001280302 Provides research measurements re radon releases from 
underground li mines Current estimates qf 5,360 Ci radon per 
radon release yr will probably not be subj to major mod as 
further info Is obtained 

SCHWENDIhAN. L C Battelle Memorial Institute, Pacific Northwest 
Laboratory 79/11/15 2pp 


7911030115 Ack request for info ro surviving rad lat ion, spread of 
nuclear explosion h diogram of interior of nuclear power 
P i! n V n !! 0 r V adiation available at public library Explains 
effect OF explosion on plants Diagram oncl 

DENTON, H R Office of Nvdeor Reactor Regulation 79/10/24 4pp 


6001 1 50260 Responds to 790404 telegram r* Facility a* concarn. TMI 
accident Forwards NUREQ-0S7Q to provide addl info re effects 
of accident upon safety considerations at other facilities 
n?WTni*u 791104 petition was denied U/o encl 

DENTON, K R Office of Nuclear Reactor Regulation 79/12714 ip 

"" B0 «!urlna V** f ! *1 elo ” d untlJ review of documentation 

assuring quality fc reliability of electrical connector* tn 

r ** c *V' *¥* ** review of TMI accident to 

determine reactor safety sy* adequacy 
* Affiliation Unknown 79/04/04 lp 

* ,ro„ und.rjrdUfld 

radii itwSr * Movant current ASLAB proceeding re 
79/12/2i°' H 2pp A, * ilUnt Dlr *‘tor ^r Operation* 6 Technology 


events Each occurrence rop or tod in LER U is available in P|)ft 
in Washington & in local PDR at public library 

DENTON, H R Office of Nuclear Reactor Regulation 79/10/26 2pp 

” 7, ALDEnT B L "’Jmi? ty bU ‘ "•‘Uic.U.n OP n.,l«r 
ALDER I, L Affiliation Unknown 79/03/31 Spp 

□001160422 Notifies of consolidation of ontiter IE t, Ofc of Nuclear 
Regulation personnel Change will reduce redundant 

avr:«;“ (n * b ” t,os,n 

COLLINS, J T TMI-2 Opera t i ons/8upp or t 79/11/19 4 pp 

tQ 770904 4- 1024 ltr* re draft 

UOLLMFR 5 ^ 1 !! 0 * EPICQR-IJ » 

VOLLMERpR H TMI-2 Operatlons/Support 79/I1/S6 4pp 
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--8001220221 Comments on (haft NUREG-0591. "Environ As sessment. Use of 
EPICQR-JI " No consideration of potential radioactivity 
release given to aquatic environ due to postulated liner 
drops accident 

LUNG, S M Maryland. State of 79/09/04 2pp 


"-0001220227 Requests info pertaining to draft NUREG-0591. “Environ 
Assessment. Use of EPIC0F1-I1 11 Did not receive revised 
NUREQ-0591 following 790904 comments on draft First page of 
SCCV-79-5M end 

LONG. 3 M Maryland, State of /9/J0/24 lp 


GGG1030121 Responds to Lancaster flraiich American Association of Dniv 
Women /91120 1 tr le discharge of radioactive water into 
Susquehanna River NRC 790S25 statement prohibited discharge 
of TM1 waste pending environ assessment 

EILHERIN, S F Office of the General Counsel 79/11/29 lp 


BOO 1030 1 37 Responds to Cecil County. MD 791106 Itr r« discharge of 
radioactive water into Susquehanna River NRC 790529 
statement prohibited discharge of TMI waste water, pend ing 
environ assessment 

EILPERIN, B r Office of the General Counsel 79/U/29 lp 


Q0012201B3 Responds to end 790507 Itr to EERC re facility Discusses 
availability nf lepts pertinent repts 

DENTON, H R Office of Nuclear Reactor Regulation 79/11/30 2pp 


8001220266 Responds to 791003 Itr requostmq that plant waste not bp 
released into Susquehanna River Authoriird usd of EPICGR-1I 
fpr processing waste water prevents further risk tu public 
DCNTGN, H R Office of Nuclear Reactor Regulation 79/11/30 Ip 


--0001220270 Requests that plant water not be released into Susquehanna 
ft i v o i 

GRIGCR, 0 Affiliation Unknown 79/10/03 lp 


BOOH 50306 Responds to enc 1 790927 Itr to Secretary of Energy re new 
side or regulations resulting from accident IE bulletins 
issued which require immediate action by licensors 
Stricter regulations now imposed an licensees 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/04 5pp 


800U50313 Responds to 790421 Itr requesting info re nuclear power 
Tarwardo two related NURCG rept flummeries Questions re 
future nf nuclear power should be directed to DOE W/ti end 
DENTON. H R Office of Nuclear Reactor Regulation 79/12/05 2pp 


--0001190316 Requests info re nuclear power 

GALVAN, MJ Affiliation Unknown /9/04/21 2pp 


0001150321 Responds to /90416 itr requesting Info re nuclear power ?. 
TMI-2 accident Accident caused by variety of contributing 
fae tors 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/05 3pp 


—8001150329 Requests info re nuclear power b TMI-2 accident 
OUPUIB, l. Affiliation Unknown 79/04/16 Ip 


B00IJ90334 Responda to 790829 Itr erpressing concern re disposal of 
radioactive plant water 6 desire to shut down plant Releases 
of liquids w/other than low or nondetec tab lo 1 evo 1 ■» of 
radiation not permitted 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/05 2pp 

— 8001190339 Comments on facility Radioactive plant water should not bo 

disposed into river 

MARTIN, 0 3 Affiliation Unknown 79/08/25 ip 

6001150970 Responds to 790410 Itr eipressinq concern re facility 
Efforts being made to ensure protection of public health U 
safety 

DENTON, K R Office of Nuclear Reactor Regulation 79/12/09 2pp 


■8001190977 Expresses concern re facility 

HERBERT, P C Affiliation Unknown 79/04/10 lp 


1001100039 Ack receipt of Itr b forwards summaries of NUREG-059B $< 
NURE0-O6OQ re facility accident W/o ends 

DENTON, If R Office of Nuclear Reactor Regulation 79/12/OS 2pp 


1001220166 Responds to 790403 Hr commenting on dangers of nuclear 
power Stricter regulations imposed following accident 
DENTON, H R Office of Nuclear Reactor Regulation 79/12/OS 3pp 


-0001220171 Comments on dangers of nuclear power Plant const should be 
ha 1 ted 

WHITTIER, 0 Affiliation Unknown 79/04/03 lp 


0001220277 Responds to 79033) Itr urging NRC to shut down QW plants 
for further study ?. heai ings Stricter regulations imposed 
on nuclear power plants, specifically those utilning D&W 
PWRs 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/05 3pp 


--BOO 1 22028 $ Comments on dangers of nuclear power Urges NRC to shut down 
BtcVJ plants for further study & hearings 
BAPOWITZ,S Affiliation Unknown "'9/03/31 Jpp 


8001030223 Opposes util proposal to vent radiaac t j ve gases from 
facility into PA countryside Method is eipediant but 
endangers lives of local population NRC must act to Temovu 
decontaminated water 

PRZVDVLSKI.J Affiliation Unknown 79/12/10 2pp 


3001150242 Responds to 790329 Itr re TMI-2 accident b release of 
radioactive matls Forwards answers to questions raised by 
ltrs from science class at Rittenhouse Middle School, 

Norr istoiun, PA W/o end 

DENTON, H R Office off Nucleai Reactor Regulation 79/12/10 2pp 


— 0001190606 Raises questions re TMI-2 accident fic release of radioactive 
mat Is 

ENOW, E V Affiliation Unknown 79/03/29 2pp 


BOO 1 1 50249 Responds to 790329 Itr re TMI-2 accident b release of 
radioactive matls Forwards answers to questions raised in 
ltrs from science class at Rittenhouse Middle School, 

Norr i slown, PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/10 i2pp 


— B001 150603 Raises questions re TMI-2 accident b ideate of radioactive 
mo 1 1 5 

HERTZLER- K Affiliation Unknown 79/03/29 Ip 


G00U3O247 Responds to 790329 Itr re TMl-2 accident & release of 
ladioactlve malls roruiaTds answers to questions raised by 
ltrs from science class at Rittenhouse Middle School. 

Norristown, PA 

DENTON* H R Office r>F Nuclear Reautor Regulation 79/12/10 I2pp 


- -8001 l 30602 Raises questions rp TMI-2 accident U release of radioactive 
ma tl« 

HnRPER, M Affiliation Unknown 79/03/29 Ip 


8001 1 50-252 Responds to 790329 itr re THl-2 accident b release of 
radioactive motlfl Forwards answers to questions raised by 
ltrs Prom science class at Rittenhouse Middle School, 

Norr l sfcown, PA 

DENTON, H R Office of Mud-oar Reactor Regulation '9/12/10 l2pp 


— 8001150600 Raise; questions to 1MJ-2 accident b release of radioactive 
mat 1 s 

DEQUE, B Affiliation Unknown 79/03/29 Ip 


0001190283 Responds to 790329 Itr ru TMI-2 accident b i, 1 case of 
radioactive mails Toriuaids answers to questions raise by 
ltrs PTOm science class at Hi ttcnhooae Middle School, 

Norr i 9 town, PA 

DENTON, H FI Office of Nuclear Reactor Regulation 79/12/10 12pp 


--0001150399 Raises questions re TMI-2 accident b release of radioactive 
mat! b 

RUFF,M Affiliation Unknown 79/03/29 2pp 


80OI15O2Q7 Responds fca 790329 Itr re TMI-2 accident b release of 
radioactive matls Forwards answers to questions raised by 
ltrs from science class at Rittenhouse Middle School, 

Norr i s town , P A 

DENTON, M R Office of Nuclear Reactor Regulation 79/12/10 12pp 


— 8001150590 Raises questions re TMI-2 accident b release of radioaft 
mat 1 s 

HANFORD, A Affiliation Unknown 79/03/29 lp 


8001 150289 Responds to- Itr re TMI-2 accident It release of 
radioactive mafcls Forwards answers to questions raised by 
ltrs from science class at Rittenhouse Middle School, 

Norristown, PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--Q001130595 Raises questions re TMI-2 accident & release of radioactive 
matls 

ROMAN, M Affiliation Unknown 79/03/29 lp 


f 
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9001150290 Responds to 790329 Itr re TMI-2 accident t release of 
radioactive matls Poruarifs flrtuers to questions raided by 
ltrs from science ^ las? at Hi ttenhouso Middle School. 

Nornstoiurii PA 

DENTON. H R Office of Nuclear Redactor Regulation 79/12/10 I2pp 


--8001150594 Raises questions re TMJ-2 accident b release of radioactive 
■ma 1 1 5 

BACCELLA « fl Affiliation Unknown 79/03/29 2pp 


300 1 1 50294 Responds to 790329 Itr re TMI-2 accident l* release of 
radioactive matls forwards answers to questions Taised by 
Itr* from scienre class at R i fctenh oi>s« Middle School- 
Norr i s t dun. PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


"-8001150593 Raises questions re TMl-2 accident & release of radioactive 
mat 1 s 

CLASS. G Affiliation Unknown 79/03/29 2pp 


00Q1I50296 Responds tu 790329 Itr re TMI-2 accident 8, release of 
radioactive matls Forusrds answers to question* raised by 
Jtrs fron science class at Rittenhouse Middle School, 

Norr istown. PA 

DENT0N t H fl Office of Nuclear Reactor Regulation 79/12/10 12pp 


— 8001 1 50S92 Raises question* re TM 1 -2 accident & release af radioactive 
/natls 

CRAWFORD- C V Affiliation Unknown 79/03/29 2pp 


8001130299 Responds to Itr re TMI-2 accident ti release of 
radioactive mat Is F-oruards answer* to question* raised bg 
Itrs Fro^n science class at tfittenhous? Middle Schoo)- 
Norr l s town* PA 

DENTON- H R Office «f Nucl-edr Reactor Regulation 79/12/10 12pp 


--8001150590 Raises questions re TMI-2 accident J» release of radioactive 
metis 

GRIFFIN- J Affiliation Unknown 79/03/29 Ip 


80011 5030 1 Responds ttl ^90329 Hr re TMI-2 accident P< Tplease of 
radioactive natl* Forw.lTds answers to questions raised by 
1 trs from science class at Ritfcenhnuso Middle School, 

Norr i stowr*. PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 Kl|)p 


--B001 150580 Raises questions re TMl-e? accident b release of radioactive 
matin 

ROBINSON, j Affili.it inn Unknown 79/03/29 2pp 


0001150303 Responds to 790327 Itr re TMl-2 accident ?< release af 
radioactive matls Forwards answers to questions rji&mj bg 
Itrs front scienc.0 class at R i t banhotiso Middle School; 

Norr i s town, PA 

DENTON, H ft Office of Nuclear Reactor Regulation 79/12/10 12pp 


— B0011505D7 Raises questions re TMI-2 amdent !r release of radioactive 
mat l s 

GRANT, 5 Affiliation Unknown 79/03/2*? Ip 


800115030b Responds ta 790329 Itr re TMI-2! accident L release of 
radioactive matls Forward* answers to questions raised bg 
Itre from science Masu at Rlttenhouso Middle ijrbool, 

Numstoun. PA 

DENTON- If R Office af Nuclear Reactor Regulation 79/12/10 IPpp 


•0001150581 Raises questions re TMI-2 accident & release of radioactive 
mat 1 s 

MILLER . J Affiliation Unknown 79/03/29 2pp 


B00115030G Respond* to 790329 Itr ro 7MI-«2 accident b release of 
radioactive matls Forwards answers to questions raised by 
Itr* From science class at Rlfctpnhpuse Middle School. 

Norr i stown« PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 I2pp 


•0001150504 Raises questions re TMI-2 accident b release of radioactive 
metis 

FRY. C Affiliation Unknown 79/03/29 2pp 


300615031 i Responds to 790320 Jtr re TMI-2 acctdBnfc b release of 
radioactive mat Is Forwai d s answers to question* raised bg 
Itrs Prom science class at R i ttonli o use Middle School. 

Norris town, PA 

DENTON- R R Office of Nuclear Reactor Regulation 79/12/10 I2pp 


--8001 130583 Raises questions re TMI-2 accident b release of radioactive 
matls 

BARFIELD, A Affiliation Unknown 79/03/28 Ip 


0001150315 Responds to 790329 Itr re TMI-2 accident b release of 
radioactive matls Forwards answers to questions raised bg 
ItrG from science class at Rittenhousc Middle School. 

Norr i s town. PA 

DENTON, H R Office dF Nuclear Reactor Regulation 79/12/10 I2pp 


— 8001150579 Raisas questions re TMI-2 accident & release of radioactive 
mat Is 

AftBAUGH. T Affiliation Unknown 79/03/29 2pp 


0001150317 Responds to 790330 Itr re TMI-2 accident b release of 
radioactive matls Forwards answers to questions raised by 
itrs from science class at Rittenhouse Middle School, 

Norr i 9 town, PA 

DENTON- H R Office of Nuclear ReactoT Regulation 79/12/JO 12pp 


—8001150575 Raise* questions re TMI-2 accident fc release of radioactive 
mat Is 

BELLO, C Affiliation Unknown 79/03/30 ip 


S0011503IB Responds to 790329 Itr re TMI-2 accident b release of 
radioactive matlj Forwards answers to questions raised bg 
Itrs From science class at Rittenhouse Middle School, 

Norr i stouin, PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


— 0001150573 Raises questions r« TMI-2 accident b release of radioactive 
matls 

WISLER,K Affiliation Unknown 79/03/29 2pp 


8001150322 Responds to 790329 Itr re TMI-2 accident b release of 
radioactive matls Forwards answers to questions raised bg 
Itrs Prom science class at Rittonhouse Middle School, 

Norr as town, PA 

DENTON, H n Office of Nuclear Reactor Regulation 79/12/10 J2pp 


—8001130569 Raises question* re TMI-2 accident & release of radioactive 
matls 

SINGLETON. G Affiliation Unknown 79/03/29 Ip 


8001150327 Responds to 790329 Itr re TMI-2 accident & release of 
radioactive matls Forwards answers to question* raised by 
Itrs Prom science class at Rittenhouse Middle School, 

Norr i stown. PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


— 0001150567 Raises questions re TMI-2 accident 6« release of radioactive 
mat 1 * 

JOHNSTON, J Af Filiation Unknown 79/03/29 2pp 


0001150331 Responds to 790327 Itr rff TMI-2 accident !< release of 
radioactive mails Forwards answers to questions raised bg 
Itrs from science class at Rittenhouse Middle School, 

Norristown. PA 

DENTON, M R Office <?P Nuclear Reactor Regulation 79/12/10 I2pp 


— 0001150965 Raises questions re TMI-2 accident & release of radioactive 
mat Is 

TFUDEINQ.P Affiliation Unknown 79/03/29 ip 


£001130335 Responds to 790329 Itr re TMI-2 accident & release Of 
rad 1 Dae t i vo matls Forwards answers to questions raised bg 
Itrs Prom science class at Rittenhouse Middle School, 

Norris town. PA 

DENTON, H R Office of Nuclaar Reactor Regulation 79/12/10 12pp 


— 0001 1 50564 Raises questions re 7M1-2 accident t» release of radioactive 
matls 

KOEHLER, M Affiliation Unknown 79/03/29 Ip 


0001150336 Responds to 790329 Itr re TMI-2 accident <t release of 
radioactive matls Forwards answers to questions raised by 
itrs Prom science class at Rittenhouse Middle School. 

Norristown, PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--800H50962 Raises questions ro TMI- , 2 accident & release of radioactive 
metis 

BESWICUpL Affiliation Unknown 79/03/29 Ip 


G001150340 Responds to 790329 Itr re TMI-2 accident b release of 
radioactive matls Foruinrd* answers to questions raised by 
Itrs from science class at Rittenhouse Middle School, 

Norri stotun. PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--BOQb 150559 Raise* questions re TMI-2 accident L release of radioactive 

metis 

MASCAfla. C Affiliation Unknown 79/03/29 Ip 
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8001150344 Responds to 790327 Itr re TMI-2 accident it release of 
radioactive matls Forwards answers to questions raised by 
Itr* from science class at Rittcnhous© Middle School) 

Norr 1 st own . PA 

DENTQN.HR Office of Nuiloar Reactor Regulation 79/12/10 I2pp 

— 6001150558 Raises questions re TMI-2 accident U release uf radioactive 
mat la 

MARTIN. H Affiliation Unknown 79/03/29 Ip 


0001150345 Responds to 790329 Itr re TMI-2 accident & release of 
radioactive metis forwards answers to questions raised by 
Itrs from science clan* -at. Rittenhouse Middle School, 

Norr i s town, PA 

DENTON, H R Office dF Nuc lear Reactor Regulation 79/12/10 12pp 


— EJ001J50555 Raises questions re Thl-2 accident i release of radioactive 
matls 

TOLBERT, P Affiliation Unknown 79/03/29 lp 


8QQ] 150348 Responds to 790329 Itr ro TMI-2 accident !< release Of 
radioactive matls Forwards answers to questions raised by 
Itrs from science class at Rittenhouse Middle School, 

Norristown, PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--O0O11SO554 Raises questions ro TMI-2 accident & release of radioactive 
mat l s 

LQCKARP, L Affiliation Unknown 79/03/29 2pp 


0001150349 Responds to 790329 Itr id TMI-2 accident fr release of 
radioactive matls rorwards answers to questions raised by 
itrs from science r|,m at Rittenhpuse Middle School, 

Norri sfcown, PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--B001150553 Raises questions ro TMI-2 accident t) release of radioactive 
mat I s 

KENPE.B Affiliation Unknown 79/03/29 ip 


0001 130352 Responds to 790329 Itr ro TMI-2 accident it release of 
radioactive matls Forwoids answers to questions raised by 
Itrs from science class at Rittenhouso Middle School, 

Norr i 5 town, PA 

DENTON) H R Office pf Nuclear Reactor Regulation 79/12/10 12pp 


-“•EJQ0J 190592 Raises questions ie TMI-2 accident it release of radioactive 
mails 

SIMJ1DNS.R Affiliation Unknown 79/03/29 Ip 


0001190394 Responds to 790J29 Hr re TMI**2 accident it release of 
radioactive matls Forwards answers to questions raised by 
Itrs from science class at TIittonhouso Middle School, 

Norr l s town. PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


000 1 1 50549 Raises questions ro 1MI-2 accident it rolea&e of radioactive 
matls 

JIOUNRON, E Affiliation Unknown 79/03/29 Jp 


0001190357 Responds to 790329 ] tr re TMI-2 accident it release of 
radioactive matls Forwards answers to questions raised by 
lira from science class at Rittcnhouse Middle School* 

Norristown, PA 

DENTON, K R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--8O01 150547 Raises quotations re TMI-2 accident A release of radioactive 
matls 

WATTS, T Affiliation Unknown 79/03/29 lp 


GO 01 190350 Responds to 790329 Itr ro TMI-2 accident & release of 
radioactive matls Forwards answers to questions raised by 
Itrs from science class at Rittenbouee Middle School) 

No rr i s town, PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/13/10 I2pp 


--QO0J15O54S Raises questions re TMl-2 accident it release of radioactive 
metis 

BURNETTE,* Affiliation Unknown 79/03/29 Ip 


BOO 1 150365 Responds to 790329 ttr re TMI-2 accident it release of 
radioactive matls Forwards answers to questions raised by 
1 tro from science class at ft! ttenbouso Middle School, 

Norr t stowm PA 

DENTONiH R Office of Nuclear Reactor Regulation 79/12/10 I2pp 

— 6001150943 Raises questiohs re TMI-2 accident it release of radioactive 
matls 

DQWD , J Affiliation Unknown 79/03/29 lp 


8001150360 Responds to 790329 Itr re TMI-2 accident !* release of 
radioactive matls Forwards answers to questions raised by 
ltro from science class at f?i ttenhousr Middle School, 

Norristown, PA 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/10 12pp 


--B001 l 50940 Raises questions re Tlll-2 accident 6 release af radioactive 
matls 

MOSER, W Affiliation Unknown 79/03,29 lp 


0001150369 Responds to 790329 Itr re TMI-2 accident ♦, release of 
radioactive matls Forwards answers to questions laiseci by 
Itrs from science class at Rittenhouse Middle School 
Norr l s town, PA 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/10 J2pp 


— 0OO1J3Q528 Raises questions re 1MI-2 accident V release of radioactive 
matls 

TRECROCE, R Affiliation Unknown 79/03/29 lp 


0001 1 50371 Responds to 790339 Itr re TMI-2 accident *< release of 
radioactive matls Forwards answers to questions raised by 
Itrs from science class at Rittenhouse Middle School, 

Norristown, PA 

DENTQN, H R Office of Nucleai Reactor Regulation 79/12/10 I2pp 


--8Q01 1 50332 Ra i ses questions re TMI-2 accident ♦< release of radioactive 
matls 

BUTLER, O Affiliation Unknown 79/03/29 lp 


0001150376 Responds to 790329 Itr re TMI-2 accident f< release of 
radioactive matls Forwards answers to questions raised by 
Itrs from science class at Rittenhou$e Middle School, 

Norristown, PA 

DENTON. H R Office af Nuclear Reactor Regulation 79/12/10 l2pp 


— 0001150390 Raises questions re TflI-2 accident 6 release of radioactive 
matls 

LEW1SKI.M Aff 1 1 ia t ion Unknown 79/03/29 2pp 


0001160144 Notifies of 791204 discussion w/D Davis of Governor Action 
Center ro H Keener claim of not -having opportunity to meet 
u/NRC representative Forwards IR Beybold 79120/ memo which 
d i sputes claim 

COLLINS. J T TMI-2 Opera ti onp /Suppor t 77/12/10 lp 


— 8001160147 Notifies of 791129 telcan w/D Davis of Governor Action Ctt 
re H Keener meeting w/Met Ed Requests recipient handle 
dispute between H Keenei f . Met Ed if further involvement 
necessary 

ABRAHAM K Reqion I, Ph i 1 a d e 1 p h i a. Office of the Director 
79/1J/29 2pp 


8001030290 Ack receipt of NRC 791206 Itr foruarding TMI-2 documents 
Requests TMI-1 files, reg guides A Nl/REGs re etferqency , 
p lanning 

BRADFORD, G Anti-Nuclear Group Representing York 79/12/11 2pp 


0001030476 Responds to 79-1012 request for acceptance of Oak Ridge 
Associated Unlvs radiation safety course as equivalent to 
onsite course NRC personnel needing unescorted access must 
receive program on s i to -spec i f i c requirements 
HEftBElN, J G Metropolitan Edisan Co 79/12/27 Ip 


BOOJ 160394 Forwards response to 790625 Itr re Ci/ic Club of Suburban 
Harrisburg questions on accident Includes info to restart 
af f ac i 1 i ty* onsi te NRC inspector i radioactivity of matl 
stored onsite 

GQSSJCkwL V Office of the Executive Pit odor for Operations 
79/12/31 20pp 


— 0001 160401 Forwards DDE 790625 Itrs to Kemtrny Cammi ss l on, C Ivi t Club af 
Suburban Harrisburg 790405 questions re accident, DDE 790425 
response U DOE newsletter Requests comment 
HOBSON, T C Energy, Dept of 79/06/25 4Qpp 


8001160486 Responds to request for info re accident Discusses lessons 
learned since incident Forwards summaries of NUREG-0550 *< 
NUREG-0600 W/o end 

DENTQN, H R Office of Nuclear Raactor Regulation 79/12/31 2pp 


— 0001160408 Requests info re accident at TUI 6 nuclear energy in 
g« nera 1 

DLANTGN.L Affiliation Unknown 60/01/10 ip 


0001160489 Responds to Itr to DOE requesting info re accident Forwards 
summaries of NUREG-0558 !, NUREG-0600 W/o end 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/31 3pp 
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BOOl 1^0490 Responds to J tr re 790320 accident Forwards NUREG-0558 b 
0600 W/o end 

DENTON. H R office o-f Nuclear Reactor Peculation 79/13/31 2pp 


0001160492 Responds to 1 tr & ti ewsc 1 ip p i ng r» radiation doses at TUI 
Average dose of radioactivity received within 50 miles was 
four nullirems 11 a* exposure was less than 100 millirems 
NDREO-O550 enc ) Vi/a end 

DENTON, H fl Office of Nuclear Reactor Regulation 79/13/31 2pp 


— 8001160494 Submits NY Times 790412 article rt cancer from radiation 
Requests info re radiation levels received by population 
in vicinity of TMI 

BISH.L W Affiliation Unknown 79/04/16 Ip 


B^Ol 160495 Responds to 790411 postcard to President Carter re wildlife 
in area of TMI Average dose of rad i oac ti Vi ti| received by 
population within 50 miles was four mtlliroms Effects on 
wildlife are expected to 16 e minimal Rept end W/o enc 1 
DENTON. H R Office of Nuclear Reactor Regulation 79/12/31 3pp 


9001160497 Responds to 790417 1 tr re TMI Average dose of radioactivity 
received within SO miles was appro* four millirerns Ha* 
expo-sure was less than. 100 millirems NUREG~03SQ end 
Vi/a enc] 

DENTON, H R Office of Mupiear Reactor Regulation 79/12/31 2pp 


— G0Q11&0499 Requests info re possible danger of sending children to 
camp at Waynesboro* PA Waynesboro is 60 miles From TMI 
OTLVERMAhNA Affiliation Unknown 79/04/17 Ip 


13001160502 Respond* to postcard re release of g*»n It contaminated 
water Fto-ai facility Only liquids containing low or 
undetectable radioactivity levels are released into 
Susquehanna River NUREG-0550 enc W/o end 

DENTON* H R Office uf Nuclear Reactor Regulation 79/12/31 3pp 


— 0-001 160505 Demands that util be prevented from dumping radioactive 
waiter into biosphere ft venting radioactive gas into 
atmosphere 

HUMMEL, J , HUMMEL. M Affiliation Unknown 79/OB/I 7 tp 


flOCH 160507 Responds to 790407 Itr ta President Carter rt NRC delay in 
notifying public about 790320 accident Delay primarily 
due to lack of info from facility contra! room New licensing 
rcrqoi r-em&nts will help avoid future delays 

DENTON, H fl Office of Nuclear Reactor Regulation 79/12/31 4pp 


□ 0-01 I6O50& Responds to 790409 Itr re radiation levels Average dose of 
radioactivity received within 90 mile* of TMI was approi 
four millirems Ma X exposure was lost than 100 mlllirems 
DENTQH, H iR Office of Nuclear Reactor Regulation 79/12/31 3pp 


■0001160511 Requests info re distance radiation travelled from 
facility 

LD NOACRE, A L Affiliation Unknown 79/04/09 Ip 


0001160514 Re&ponde to 790329 Itr re safety of cooling sys valves 
Rackup cooling ays for steam generators & auxiliary 
feedwater sys did not fall Water did not reach generators 
Gummartes of NUREG-0553 V NUReo-0600 end 

DENTON. H R Office of Nuclear ReactoT Regulation 79/12/31 3pp 


— 800 1 1 60-516 Requests info re safety of cooling sy» valves, in light of 
publicised contamination o r eight nuclear workers 
0ANTI.Q Affiliation Unknown 79/03/29 3pp 


1011 60 5 1 9 Responds to J tr to President Carter ro reducing possibility 
or accidents Full-time inspectors assigned to each operating 
plant using Bt«W FW/ls Each plant was shut down U uddl info 
was- required of ficensees 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/31 4pp 


101160631 Responds to 790404 Itr providing technical evaluation of 
portions -of -accident Issue of hydrogen buhbble resolved & 
steps taken ta prevent recurrence 

DENTON, H R Office of Nuclear Reactor Regulation 60/01/03 ip 


-8001160634 Discusses sequence of events re 790320 accident & safety 
regulations at facility Security of natl power source* is 
inadequate 

EDWARDS. R Affiliation Unknown 79/04/04 lp 


1001100325 Responds to 790104 Itr providing technical evaluations of 
TMI~2 accident Hydrogen bubble Issue resolved w/o incident 
Step* taken to prevent recurrence 

DENTON, II 17 Office of Nuclear Reactor Regulation 80/01/03 Ip. 


— 8001 1B0329 Provi dea technical evaluation of TMI-2 accident Security of 
present power sources is inadequate 6 should be improved 
EDWARDS. RL Affiliation Unknown 79/04/04 Ip 


H00122022B Forwards info re British followup questions, in response to 
NRC 791119 memo 

VOLLMER.R H TMI-2 Dp <?i a 1 1 ona /Supper t 00/01/03 0pp 

— 6001220233 "Retention of Noble Oases by Silver Zeolite Iodine 
Samplers " 

CL INC, T E Science Applications, Inc 00/01/03 7pp 

— BQ01220239 "Rept on Preliminary Radioactive Airborne Release 6 Charcoal 
Efficiency Data TMI-2 " 

COLLINS, J T , TRAVERS, W D . BELLAMY. R R Division of Site Safety 
b Environmental Analysis 00/01/03 24pp 


9001160641 Responds to 791120 Itr re groundwater monitoring program at 
site & chemical cleaning of steam generator* Monitoring 
program will be Initiated BOOHS Chemical cleaning pf steam 
generator* under review by NRC 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/04 3pp 


— 0001160644 "Criteria for flnce-Through Steam Generator Chemical Cleaning 
By 5 ,l 

«■ Gi lbdrt/ComnonwBal th Co* 75/10/31 lOOpp 


— 0001 160649 tteque * ts info re implementation of groundwater monitoring 
program at site U chemical cleaning of steam generators 
DflEY, K Affiliation Unknown 79/11/20 ip 


600122021 0 Responds to request fur participant status & for placement 
on distribution list re programmatic EIS Preparation of 
programmatic statement is in early planning stages NRC will 
announce draft availability 6 receive public comments 
CHIUt, S J Office of the Secretary of the Commission 00/01/04 
IP 


— 00=0 1220223 Requests placement on distribution list for p rog rairunP 1 1 r 
EIS, full participant status l< right to comment on 
p rnceedings 

LEWIS, M I Af PI nation Unknown 00/01/04 lp 


0001100031 Respond* to telephone calls if 791221 lftr re public risks 
from TMI accident releases reported at 791207 mooting in 
Phi ladelphla.PA Table of equivalent mortality risks for 
in utera exposure to 69 mill iron end 

QOTCHY, fl L Division of Site Safety L Environmental Analysis 
G0/01/07 2pp 


0001100075 Responds to end Itr to President Carter suggesting ways of 
prevent recurrence of incidents similar to TMI-2 Suggestion 
for "dead man" failsafe controls will be considered in TMI 
review , 

DENTQN.H R Office of Nuclear Reactor Regulation 80/01/0/ Ip 


0001180150 Responds to und /90414 Itr to President Carter Forward* 
summary of NUREO-035B. "Population Dose 8 , Heatbl Impact of 
Accident at TMI" U summary of NUREG-0600, "Investigation 
into 790320 TMI Accident by IE " 

DENTON. H R Office of Nuclear Reactor Regulation BO/01/07 3pp 


—0001 IQ0151 "Investigation Into 79032B TMI Accident by IE." 
Investigative flop t 50-320/79-10 

* Office of Inspection L Enforcement. Office of the Director 
NUREG-0600 79/07/31 21pp 


0001100365 Respond* to 790409 Ml Public Bvc Commission request for info 
r» TMI accident relative to nuclear power plants in MI 
Forwards info re means to reduce recurrence of ouch 
accidents t to improve emergency preparedness W 'o enc) 

DENTQN.H R Office of Nuclear Reactor Regulation 80/01/0/ 3pp 


0001160109 Reipond* to comment* to panel re accident classification 
Forward* NUHEQ-0637, "Rept to NRC from StafP Panel on 
Commission Determination of Extraordinary NUdear Occuience 
(END)" 6 related FR excerpt 

8 ALTZMAN, J Antitrust it indemnity Group BO/Ol/QB 5pp 


0001220205 Responds to Itr to President Carter re TMI-2 incident No 
possibility of explosion occurring ot nuclear power plant 
accident 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/00 2 pp 


8001220220 Responds to 790404 Itr requesting info re plant Advises of 
availability of revised NURE0-O56B. "Title List of Publicly 
Available Documents 11 

DENTON. H « Office of Nuclear Reactor Regulation B0/01/0B lp 
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--0OO122O226 Requests info re publicly available plant data 
HARR INQTON. R J Affiliation Unknown 79/04/04 lp 


8001220307 Responds to 790506 itr requesting info re accident Accident 
result of many contributing factors Forwards NURED-0S3B fc 
NUREQ-0600 Offsite radiation minimal W/o end 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/08 Ip 


--0001220309 Requests info re accident 

FISHEL/ C Affiliation Unknown 79/05/06 lp 


C001S20346 Respond* to end 790404 1 tr to President Carter re hydroqen 
bubble at plant NRC concluded that oxygen would not 
accumulate in bubble i< would not cause explosion Advises of 
availability of DDE booklet, "Living W/Radiatian " 

DENTON, H R Office of Nuclear Reactor Regulation B0/01 /O0 2pp 


8001310336 Responds to 790414 request for info re TMI accident For-warda 
NUREG-0600 & NUREO'0350 U/o end 

DENTON, H R Office of Nuclear Reactor Regulation BO/Oi/OB Ip 


--0OO131O33O Requosts info re nuclear energy & accident at facility 
EGTAQRQOK, R Affiliation Unknown 79/04/14 lp 


0001220209 Responds to 790510 Itr re accident effects on locally grown 
fruits N vegetables Principal isotopes in escaped gases warp 
Xo“133 4 Xe-l39 FDA tested 377 food samples £< found no 
r eac tor-produtod radioactivity 

DENTON, H R Office of Nuclear Reactor Regulation BQ/OI/JO Ip 


0001220230 Respond* to 790409 Itr requesting info re nuclear power s, 
TMJ-5 accident Advises of availability of revised 
NUHEQ-0368, "Title List of Publicly Available Documents 
TMI" 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/10 2p p 


*-•*□001520232 Requests info re nuclear power & TM1-2 accident 
TRICARICO, W J Affiliation Unknown 79/04/09 lp 


-B001o20241 Forwards NURE0-0S78. '’TMI-2 Lessons Learned Task Force 
Status Report 6 Short-Term Requirements," t< NUREO-05D5. 

"TMt**2 Lessons Learned Task Faito Final Rept. ■' in response 
to 790402 Itr W/o end 

DENTDN,H R Office of Nuclear Reactor Regulation 00/01/10 lp 


— G001220243 Comments on facility accident Present design incomplete 
Should include two separate ECCS 

WALLACE, H R Affiliation Unknown 79/04/02 3pp 


B001310332 Responds to 790413 itr requesting info on salving problems 
associated w/nuclear energy Youth should become well 
informed on all aspects of energy problem NRC is making 
every effort to protect public 

DENTON, H R Office of Nuclear Reactor Regulation BO/Ol/lO 2pp 


8001 310096 Responds to 790416 request for info about nuclear power, 
accident & cleanup of facility Accident focused attention on 
on change* necessary in nuclear facilities Excerpt from 
"Energy Alternatives Comparative Analysis" enc 1 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/11 Bpp 


—6001310061 Requests Info on nuclear power.NRC thoughts on accident at 
facility U info on facility cheanup 
DAVIS, J R Affiliation Unknown 79/04/10 Ip 


1001310114 Responds to 790416 request for info re number & location 
of nuclear power plants in PA & info on nuclear energy Lists 
plants in PA Excerpts from "Energy Alternatives 
Comparative Analysis" enc I 

DENTON, H R Office of Nuclear Reactor Regulation BO/Ol/ll Spp 


-0001310117 Requests info on number 6 location nf reactors In PA#, 
consequences of meltdown & literature to facilitate 
understanding of nuclear plants 
DENI0I, C Affiliation Unknown 79/04/16 4pp 


>01310227 Responds to 791211 Itr re licensing of nuclear plants NRC is 
preparing action plan re new or improved safety objectives, 
criteria for implementation & schedules Effort being made 
to avoid unnecessary licensing delays 

DENTON, N R Office of Nuclear Reactor Regulation 8D/G1/J1 lp 


0001310239 Requests that NRC reconsider moratorium on CPs & QLb due to 
rising energy costs to consumers Action was Ill-advised & 
ill-timed 4< should be rescinded 
DAVIS. T W Affiliation Unknown 79/12/11 Ip 


0001310242 Responds to 791210 Itr re licensing of nuclear plants NRC is 
preparing action plan re new or improved safety objectives, 
criteria for implementation & schedules Effort being made 
to avoid unnecessary delays in licensing 

DENTON. H n Office of Nuclear Reactor Regulation 00/01/11 lp 


8001310247 Requests that NRC expedite nuclear const due to high costs 
of imported oil k other energy sources NRC should assist 
plants under const TMI incident warrants no freeie on 
permits or licensing of plants 

FOLSE. E fi Affiliation Unknown 79/12/10 Lp 


8001310252 Responds to 791211 Itr re licensing of nuclear plants NRC is 
preparing action plan re new or improved safety objectives, 
criteria for implementation t* schedules Effort being made 
to avoid unnecessary delays in licensing 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/11 Ip 


— B0013I0283 Opposes NRC moratorium on CPs fc» OLs Govt promotion of 
nuclear power will help industry create job s , a 1 1 ev 1 ate gas 
shortages, reduce dependency on foreign oil 8* eliminate need 
for pollution control equipment 

(JDU5H.W h Affiliation Unknown NRC 79/12/11 2pp 


8001310206 Responds to 791203 Itr re licensing of nuclear plants NRC u 
preparing action plan re new or improved safety objectives, 
criteria for implementation & schedules Effort being made 
to avoid unnecessary licensing delays 

DENTON, H R Office of Nuclear Reactor Regulation BO/Ol/ll lp 


— 0001310289 Expresses disagreement re NRC moratorium oh CPs t* DLs 
Nuclear plants should be safer due to lessons learned from 
TMI Incident Case-by-casc approval pt ogram should continue 
MENDER, cs Affiliation Unknown 79/13/03 ip 


8001310293 Responds to 79)214 Itr re licensing nf nuclear plants NRC »b 
preparing action plan ro new U Improved safety objectives, 
criteria for implementation & schedules Effort being made- 
bo avoid unnecessary licensing delays 

DENTON, M R Office of Nuclear Reactor Regulation 80/01/11 Ip 


— BOOl 310297 Opposes 791105 freeie cn licensing of nuclear plants 
Evidence shows nuclear fuel is more economical that other 
fuel* Unreasonable to assume that TMI incident makes all 
nuclear plants unsafe 

EVANS, E R Affiliation Unknown 79/12/14 lp 


B00I31O10B Forwards NUflEG-0630, "Cladding Swelling k Rupture Models 
for LQCA Analysis," in response to B00109 fcelcon W/o enc 1 
ROSENTHAL, J Reactor Safety Branch 00/01/14 lp 


600131 0103 Responds to 790929 Iti opposing periodic releases of Kr-B5 
from site Optimum choice for disposal of krypton gases is 
gradual venting which will result In releases below level 
allowed for normal plant operation 

V0LLMER,R h TMil-2 Dp r rat i ena/Su p por t 80/01/15 2pp 


-*-0001310106 Opposes plans for controlled periodic releases of Kt-B 5 from 
facility NRC must protect public from threats posed by 
nuclear power production 

SCHMITT, D A Affiliation Unknown. 0D/OI/15 2pp 


J Insurance & indemnity information 


□001160370 Forwards executed Amend 9 to Indemnity Agreement D-64, 
modifying prefatory language re transpor tatlon, handl ing or 
temporary storage of radioactive matl 

HE0BEIN, J 0 Motropol i tan Edison Cn 80/01/10 30pp 


P Operating license stage documents 8* correspondent* 


B001030070 Submi ts statue of commitment* re radiation protection 
program as discussed in 790303 masting Include* 
organ i ia t i one 1 changes, geograph i c areas of responsibility 
for each unit h control procedure* for radiation area# 

HERBEIN, J O Metropolitan Edison Co 79/08/00 3pp 


7909240615 Forwards computer listing of LERs filed during Nov 1977 
KIRH» I A Office df Management and Program Analysis 77/12/14 
I2pp 


0001150236 Forward* info oh training pP NRC personnel Entry of info 
into computerised training file to expedite hedging & access 
pro-cessing time requested Enel withheld (ref 10CFRB 790> 

COLLINS, J T TM!~2 Dp era t i on * /Sup p o r t 79/09/13 2pp 
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800)160536 Summary of 790906 meeting w/NRC procedure review per-sonne) 
re recovery operating procedures Agenda items & 
c omments/res o 1 u 1 1 on s end 

COLLINS.J T TNl-2 Op erat jons/Sufi port 79-/09/20 7pp 


0001140)48 Forwards comments on "Criteria l Scape Document for Mini 
Decay Heat Removal Sgs." Revision 5 Design cannot be 
approved until comments are i esolvcd 

COLLINS. J T TMI-2 Op ^rations '5uppor t 79/10/15 4pp 


791)090270 Notification <3 f 791031 meeting w/S 8 ,W in Qethesda, MD to 
discuss source term !< plant shie)dinq of spaces for post- 
accident operations ITM) Lessons Learned 2 1 6 b) 

BARRETT. L Environmental Evaluation Pranch <Rre 7910301 

79/10/29 £p 


8001030083 Forwards Attachments 1-4 to Insp Repts 50-2Q9/79-12 t< 
50-320/79-14 Documents withheld (ref 1QCFR2 790) 

MARTIW..W G Region !• Philadelphia. Safeguards Uranch 79/11/03 

IP 


8001160042 FcTuards •summaries of President's Commission on TMI rept w/ 
supplemental views by Commission members ft analyses by NRC 
directors 

SHAPAR.H K Office of the Eiecutave Legal Director 79/11/02 
42pp 


--0OO1 160044 Comments on rept of President's Commission on TMI Agrees 
that NRC should be consolidated In one location No position 
taken on recommendations that new agency be established 
DDNCCHUE. D J Office of Administration 79/11/01 2 pp 


— 8001160046 Responds to LV ffosaick 791029 memo re cojmmenti on rapt of 
Pres id enfc ' s Commjsslar on TMI Cnticites rept conclusion* re 
regulations being too voluminous J, coupler. as requiring 
immense effort by util to assure compliance 
BERRY* L W Office of the Controller 79/10731 2pp 


— BOOUQOOSO Comments on rept of President's Commission on TUI Advance 
planning for systematic public info piofiram for potential 
nuclear accidents by NRC I* util prior to TMI accident was 
iTiacf equa to 

F0 JCI1ARD, J J Office of Public Affairs 79/10/31 3pp 


— 800J 160064 Comments on rept of President's Commission on TMI Emergency 
planning had low priority di;<? to NRC confidence in designed 
reactor safeguards \ NRC desire to avoid public concern 
about nuclear power safety 

RYAN* Ft D Office of State Programs 79/10/31 S3pp 


-"‘8001100067 Responds to LV Gossick 791016 ft 29 memos re comments on rept 
of President's Commission on TMI Retrofit comment in 
Recommendation A 11 fails to ack existence of NRC BEP 
STELL 0 , V Office of Inspection t £nf ore emon fc. Office of the 
Director 79/10/31 llpp 


— GOO 1 £00076 Comments on rept of President's Commission on TMI Overall 
thrust of recommendations deserves careful consideration in 
all NRC regulatory activities 

DIF7CKS.W J Office of Nuclear Material Safety & Safeguards 
77/10/31 2 pp 


■8001)00088 Comments rept Fot President's Commission on TMI fuller 
discussion of NRC attitude could have improved r op t llept 
does not recognize significant change in NRC attitude since 
TMI accident 

LEVINE, & Office of Nuclear Regulatory ftooearth 79/11/01 40p p 


■6001160092 Forwards draft FV02-96 pol ic y. p limning 6 program guidance 
for review & comment by ofc directors Comments should be 
submitted by 791116 W/o encl 

GQ5SICK.L v Office of the Executive Director for Operations 
79/10/19 ip 


8001160096 Forwards draft rv82-86 po 1 J e y, planning t program guidance 
Discusses draft document 6 submits milestone schedule for 
reviewing* refining 6 preparing individual program area 
wrl te-ups 

GDSSICK.L V Office of the Executive Director for Operations 
79/10/19 llpp 


301160643 Requests to be notified of NRC efforts on potential storaqe 
6 disposal of TMI waste water 
MATHIAS* C M Senate 77/11/08 ip 


>0103000? Requests schedule of activities for completion of 
Investigation re 740620 radiation exposure to personnel 
QRIERjD H - Region !■ Philadelphia, Office of the Director 
79/11/13 2pp 


0001 160444 Comments on util 791016 program detailing plans for 
controlling primary «ys chemistry Program does not 
accurately predict corrosive activity of primary coolant or 
indicate when corrosion mitigating actions are necessary 
COLLINS.J T TMI-2 Operations/Support 79/li/lh 3pp 

0001220159 Di a cusses 791109 !< 19 Itrs re disposition of processed plant 
water 

COLLINS.J T TMI-2 Operat lons/Suppor t 79/11/2J ip 

8001030017 Discusses responsibility of licensing assistant for 
facilities P Kreutier will handle licensing assistant duties 
for a) 5 matters re TMl-1 !« specific functions for TMI-2 
RElD.tf W Operating Reactors Branch 4 79/11/26 lp 

0001220162 Discusses shipment of EPICOR-l resin liners to Richland, HA 
Requests results of EPICOR-'I dewatering study pnoi to 
making shipments 

COLLINS, J T TMI-2 Operat i ons/Support 79/11/26 lp 


8001220260 Comments on end ACRS 791009 Hr re xenon emissions 
Integrity of vent header sys should be upgraded by requiring 
more rigid p r eup orationa 1 testing criteria 6 routine 
survfi 1 lance 

COLLINS.J T TMI-2 Op era 1 1 ons /Su pp or t 79/11/.26 2pp 


— 0001220297 Comments on ipnoh. om<sioti in response to NRC 790912 Itr 
Chilled or cryogenic charcoal absorption beds of adequate 
capacity would be helpful in controlling future xenon 
rel eases 

CARBON. M W ACRS - Advisory Committee on Reactox Safeguards 
79/10/09 2pp 


8001040390 Forward^ Nov 1979 Revision 1 of branch technical position ori 
direct radiation measui emen ts re radiological envn on 
monitoring program requirements Revised stds being 
implemented in OL applicant reviews */ Tech Spec update 
OAMMJLL.W P Division of Operating Reactors 79/11/27 JSpp 


000 1 070276 Forwards N&SS vendor N fuel supplier Itrs re impact of 
cladding heat Ing-rato dependent burst temp effects on 
rupture time f< stram/b l oc kage Ltr 6 will help licensees 
respond to NRC 791)09 Itr re rupture strain !< flow blockaqe 
EISENHUT.D 0 Division of Operating Reactors 79/11/27 3pp 


6001140042 Forwards comments on standby reactor coolant pressure 
control sys design description, Revisi on 3. Task T&- 6 B 
Requests clarification of 130 pslg relief valve setpoint at 
discharge side of variable charging pump 
CDLLINS, JT TMI-2 Opera 1 1 ons/Sup p or t 79/11/28 3pp 


0001160102 Summarnos 791024-26 restricted meeting in Har 1 oruh, Went 
Germany sponsored by OECD Nuclear Energy Agency re behavior 
of offgas \ ventilation sys under accident situations 
forwards agenda ?, steeling committee rept W/o enc 1 
COLLINS, JT TMI-2 OperatioOS/Support 79/11/28 4pp 


0001220198 Advises that Design Description 2, "Personnel Air Lock 
Containment Contro t Facility," reviewed No comments noted 
Expects formal submittal of final design for detailed 
review 

COLLINS.J T TMI-2 Operations/Suppart 79/11/28 lp 


8001150213 Forwards JR White 791 12D memo commenting on util 791121 
radiation protection plan Comments should bo considered 
prior to submittal of final plan Submittal date extended 
to 791205 

COLLINS, JT TMI-2 Operations/Support 79/11/29 2pp 


— 6001150310 Comments on 791131 radiation piotection plan Chapter 1 
□ffers no tangible evidence. descr i p tion or definition of 
licensee ALARA program Recommends specifying ALARA program 
objectives in plan 

WHITE. JR Region ), Rh 1 lad e 1 ph i a, Office of the Director 

79/1 1/2B 2pp 


6001160046 Notifies that Londonderry Township 791116 Itr re cancelled 
ASLB meeting & Londonderry Township resolution will be 
served upon parties to facility proceeding L made part of 
official record 

SMITH, I W Atomic Safety and Licensing Doard Panel 79/11/29 lp 


— 0001160050 Discusses 791026 itr requesting input on reopening fMI-1 
hearing Requests that end township resolution re reopeninq 
of TMl-1 h 2 b e entered os evidence in hearing 
MAXWELL, D D Londonderry Ttiunsh ip, PA 79/11/16 3pp 


0001220191 Forwards NRC 791120 comments on 791121 radiation protection 
plan Extends deadline for final plan submittal to 791205 
COLLINS, JT TMI -2 Operationa/Bupport 79/11/29 2pp 
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0001230042 Provides status rept as of 791120 re interim waste storage 
facility 

WELLER. R TMI-2 Op er a t i on s /8upp or t 79/11/29 Ip 


0001220147 Discusses "Resin Liner Dewatering Study 11 Concludes that 
capability exists to tie water liner to between 0 2*/ & 0 3Y, 
freestanding water forwarding Itr 6 rept end 
COLLINS- JT TMI-2 Opel ationa/Support 79/12/04 Ip 


— 0001220151 Forwards "Resin Liner Dewatering Study M Concludes that 
capability exists to dewater liner to between 02'/. & 03/, 
freestanding water 

WILSON, R F Metropolitan Edison Co 79/11/30 Ip 


—8001220153 "Resin Linar Dewatering Study 11 

HORTON. J J Metropolitan Edison Co 79/1I/2B 37pp 


8001070362 Advises that Bulletin 6 Orders Task Force has approved small 
break LGCA guidelines for operating plants Provides schedule 
of utils tD be audited to assure successful inc orporat i on of 
revised procedures Audit plan enc 1 

EISENKUT, D G Division of Operating Reactors 79/12/17 12pp 


8001030199 Responds to 791113 request for approval to proceed u/reactor 
bldg cleanup NRC is evaluating request & will prepare 
environ assessment Commission must approve environ 
assessment before purging can begin 

VOLLMER, fl H TMI-2 Operat ; on s /Sup port 79/12/18 4pp 


0001160435 Concurs u/utli 791213 Itr re recommendation that water level 
in facility borated water storage tank be reduced to min of 
100,000 gallons NRC will revise dTaft Tech 5pecs 
accord ing 1 y 

COLLINS, J T TMI-2 Op ei a 1 1 ons/Sup p ort 79/12/IB lp 


0001150193 Forwards comments re General Public Utils 791126 mtarofc 
Itr which provides evaluation for change in borated water 
storage tank nun inventory Advises incorporating resolution 
to comments in forthcoming util Itr 

COLLINS, J T TMI-2 Op era t i ons/Sup por t 79/12/06 4pp 


0001100440 Forwards comments on General Public Utils 791126 inte-rofc 
Itr TMI-I I-R-l 152 providing evaluation for change in borated 
water storage tank min inventory Instrument error ?, working 
level should be taken into account 

COLLINS, J T NRC Three Mile Island Task force 79/12/06 4pp 


8001170201 Forwards IC/TMI-2 Investigation Team operational 6 
radioing ica 1 recommendations resulting frum NUREQ-0600, 
"Investigation Into 790320 TUI Accident " 

BTELLO, V Qffire of Inspection ^ Enforcement, Office of the 
Director 79/12/07 2pp 


--B00 1 170303 Forwards 1C/TMI-? Investigating Team operational 
recommendations for TMI-2 ft other power reactor licensees 
ERDA guide for accidental investigation end 
MARTIN, R D Region 2, Atlanta, Office of the Director 
79/10/10 45pp 


0001150240 Discusses potential radiological conditions affecting 
re-entry into facility containment Whole body dose rots not 
expected to exceed rem/h inside personnel hatch Mould allow 
time to determine conditions w/o exposure 
JACKSON, L L TMI-2 Operations/Support 79/12/10 Bpp 


0001300202 Forwards draft copy of NUREG/CR-l 31 9, "Social & Economic 
Effects of Accident at TMI, Find ings to Date " Groups rept 
findings In throe categories individual behavior 8« attitude 
1 mpac t n , i> f P ec l s on regional economy & institutional effects 
KALTMAN, M Cost Benefit Analysis Branch 79/12/10 3pp 


— 0OG13OO2B8 Draft, "Social h Economic Effects of Accident at TMI, 
Findings to Dale " 

FLYNN/ C B > CHALMERS, J A Mountain Meet Research, Inc 
NUREG/CR-121 5 79/11/12 1 1 Op p 


80010102 12 Requests that NRC seek alternatives to venting Kr-95 gas 
Alternatives may place financial burden on util, but reduce 
risk to human lives Residents already exposed to unknown 
amount of radiation 

HOrFMAN, D W Affiliation Unknown 79/12/1 i lp 


00011/0009 FOIA request, on behalf of UCS, foi documents produced by NRC 
task group to formulate action plan on implementation of 
TMI loesons learned U Kemeny Commission rept 
ME 1 08, £ R Sheldon, Harmon 6 Weiss 79/12/12 lp 


0001040664 Forwards "Number 2 Personnel Air Lock Contamination Control 
Facility Design Descriptions" w/associated drawings in 
support of reactor bldg re-entry program Drawings available 
in Central Tiles only 

WILSON, R F Metropolitan Edison Co 79/12/13 lp 

—0001040667 "Number 2 Personnel Air Lock Contamination Control Facility 
Design Descriptions r ' 

MAYS, R i- , PATTERSON,! M , RlOER, R L Bechtel Corp 79/10/26 
4pp 

0001160139 Requests 0NL provide technical assistance in determining 
leaching properties of various coatings mfg by Imperial 
Coatings, Inc Coatings used extensively at facility as part 
of recovery program 

COLLINS/ J T TMI-2 Operations/Support 79/12/13 lp 


0001160620 Responds to util 791113 Itr requesting NRC approval to 
purge reactor bldg Approval withheld until Commission 
approves specific methods for disposal of Kr-05 Environ 
assessment being prepared 

VOLLKER, R H TMI-2 Operations/Support 79/12/18 4pp 


BOO 1220107 Forwards radiation protection plan 

VOLLMER, R H TMI-2 Dp era t i ons/Suppor t 79/12/18 Ip 


0001040462 Discusses use of CPICOR-S1 ays at TMI Storage space must be 
available by 791221. due to anticipated rate of generation of 
EPICDR-II resin Long-term staging fac 1 1 1 ty. Module A, will be 
completed in Feb 19S0 

WILSON, R F Metropolitan Edison Co 79/12/20 3pp 


8001160469 Forwards NUREG-0640, "Rept of Special Panel on Facility 
Radiation Program " Request® meeting to discuss 
Implementation of recommendations Requests quarterly status 
rept re upgrading of radiation protection 

DENTON, H F? Office of Nuclear Reactor Regulation 79/12/20 5pp 


0001160523 Notifies that audits on standby pressure control ays were 
started 7912i8 Audited four of six operating shifts Basic 
audit outline covers standby pressure control sys desing & 
operation under normal & abnormal conditions 
BOGER, 9 A TMI-2 Op ei at i ona/Suppo rt 79/12/20 lp 


8001040445 Forwards current schedule of info re recovery program repts 
in response to NRC 791203 request 

WILSON, R F Metropolitan Edison Co 79/12/21 4pp 


— BOOl 040449 Requests schedule for completion of recovery program repts 
for NRC to proceed w/envtron assessments List of projects 
end 

COLLINS, J T TMI-2 Dp era 1 1 ons/Support 79/12/03 3pp 


6001 160457 Concurs w/util 791221 proposal re limited use of long-term 
«taglng facility Comments were discussed at 791221 meeting 
w/util 

COLLINS, J T TMI-2 Operations/Support 79/12/21 Ip 


8001290056 Forwards comments on action plans for implementing 
recommendations of President's Commission 6 other studies of 
facility incident Significant comments concern plan for 
radwaste sys mitigation & cleanup design features W/o enc 1 
QANGART/R L Effluent Treatment Systems Branch 79/12/21 lp 


800t 160526 Responds to RH Vollmer 791120 Itr re natural circulation at 
TMI-2 Startup of min/decay heat removal sys ean be further 
delayed Recommends use of ante-through steam generator 
modified long-term cooling sys to remove remaining heat 
CQLLINB/JT TMI-2 Operations/Support 79/12/26 3pp 


0001160638 Submits Info Rept 5 re update on health research studies 
Cavers summary of 791211-12 meeting of TMI Advisory Panel 
on Health Research Studies in Harr 1 sburg , PA 

GOLDSMITH, R Radiological Health Standards Branch 79/12/26 

3pp 


0001150040 Responds to CA Washburn 790416 request for time line of 
TMI accident & technical summary of accident Copy of 
NURE0-0600 «ncl W/o enc.1 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/31 ip 

— 0001150053 Requests time line of facility accident & technical summary 
of accident 

WASHBURN, C A California State Univ , Sacramento 79/04/16 lp 


0001150073 Responds to JC Watters 790406 Itr requesting info on 
nuclear reactors h on TMI accident Publications list I< NRC 
publication sales manager address provided 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/31 3pp 
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— 0001150144 Request* info on nuclear reactor* & an facility accident For 
research paper 

WATTERS* J C Affiliation Unknown 79/04/06 lp 

0001160464 Farina rd a request for info t( facility discharges Info will 
assist in evaluation of effect of nuclear accident on 
fishery *< will add to data on Susquehanna RIvbt fisheries 
Info must be included in util 19/9 annual rep t W/o eticJ 
COLLINS- J T TMI-2 Operation* /Support 79/12/3 6 2pp 


8001160591 Notice of issuance & availability of NUREG-0637* “Flepfc to 
NRC from Staff Panel on Commission Determination of 
extraordinary Nuclear Occurrence < ENO > “ Panel advises that 
accident does not constitute END. per 10CFR140 

GOSSICK/L V Office of the Executive Director for Operations 
79/12/31 3pp. 


8001290042 Notifies of generic concern re voiding transients on B&W 
plants Void Formation, may be taking place in hotter regions 
of reactor vessel Requests analytical prediction using 
transient analysis within 30 days 

REID.R W Operating Reactors Hranth 4 80/01/09 85pp 


9001170284 Forwards response to NRC 791109 request for evaluation of 
models concerning fuel cladding swelling t< incidence of 
rupture DLl-J representations made on behalf of util are 
corroc t 

HERDEIN, J G Metropolitan Edison Co 00/01/11 5pp 

8001170293 Requests that bleed tanks currently maintained Far possible 
TMI-2 waste be used for storage of bofotad water from TMI-1 
HERDEIN- J G Metropolitan Edison Co 80/01/11 2pp 


— 8001160594 "Rept to NRC From Staff Panel on Commission Determination 
of Extraordinary Nuclear Occurrence CENO) 11 NRC staff panel 
rBi d min endd (ions to Commission on TMI“2 accident encl 
GOSSICK-L V Office of the Executive Director for Operations 
DIRCKS- W J Office of Nuclear Material Safety I* Safeguards 
MING&VE, R D Office of Standards Development NVREG-0637 
79/12/31 U3pp 


8001230023 Sun-nary of 791129-30 trip to BNL to discuss two types oF 
audit calculations performed by &NL 8< review devatopment of 
I R1 *< RAMONT Supporting documer ta tian <ntl 
□ DAR*F Analysis Branch 79/12/31 46pp 


G001I606I6 Responds to attached 791219 memo ie proposed draft 
settlement in City of Lancaster vs NRC Proposes definition 
of ’accident generated water " City U commonwealth should 
assure compliance ui/EFA drinking water strfS 
VQLLMER, R H TMI-2 Up erat l on s/Supp o r fc B0/OI/03 2pp 


8GOl<?20216 Advises uF 800115 6 16 plant visit w/ANL to discuss details 
of TMI-2 decontamination t* cleanup program Trip arranged for 
personnel involved in programmatic EIS preparation 
VQLLMEfl, R H TMI-2 Op era t i ons /Sup port 80/Ol/H Ip 


800117-0407 Responds to NRC 791130 ltr requesting that ATWS 
cons i d er a 1 1 ons be included in proposed Indus try /EPR I safety 
(< relief valve testing program Will discuss plans for 
providing info at 800124 meeting ui/industry 6 EPRI 
POINDEXTER, C H C-E Operating Plants Owners Group 0Q/OJ/14 lp 


8001240444 Forwards, “Radiation Protection Plan- 1 ' for facility Requests 
approval Plan will be first chapter in radiological control 
procedures manual 

ARNOLD- R C Metropolitan Edison Co 80/01/14 lp 


—8001240447 "Radiation Protection Rian " 

REWARD, R U , ARNOLD- R C M«*trop oH tan Edison Co 79/12/01 25pp 


--8001 1 6O6i0 Requests comments on City of Lancaster 791207 draft 
settlement agreement NRC should not settle on terms proposed 
by City Submits comments on programmatic E IS# d i schar g e of 
water from facility & notification of NRC meetings 
E1LPERIN,S F Office of the General Counsel 77/12/19 2pp 


— 0001160622 Comments on proposed draft settlement in City of Lancaster 
vs NRC •*■ on 5F Eilperin 791219 memo Proposes definition for 
“accident generated water " Programmatic EIS should be no 
broader than NRC policy statement 

COLLINS- J T TMI-2 QpeTat tons/^upport 79/12/28 Ip 


8001170091 Partially responds to UCS FOIA request for documents 
produced by NRC task group for Formulation of action plan 
re implementation of TttI lessons learned It Pe-meny Commission 
rept Requested info in RDR Two add 1 documents under review 
TELTON. J M Division of Rules and Records 00/01/03 2pp 


G00I22O466 Tech Spec 4 9 re min negative pressure in furl handling 
tt au Ml Ian/ bldg air cleanup sys 

WILEJ0M, R F Metropolitan Edison Co 00/01/16 4pp 


0001240540 "TMI.Rept to Commissioners ♦< to Public," Vo 1 1 Errata sheet 

end 

ROGOV IN. M * F RAMP TON* G T NRC Three Mile Island Task Torce 
80/01/54 196pp 


—0001240545 Draft "TMJ,Fiept to Commissioners tt to Public-" Vol 2*Part 1 
R0G3V1N. M . FRAMPTON-G T NRC Three Mile Island Task Force 
00/01/24 460pp 


— 8001240546 Draft "TMI.Rept to Commissioners 6 to Public-" Vol 2, Part 2 
ROOQVIN, M , FRAMPTCN, G T MAC Three Mile Island Task Force 
BO/OI/24 690pp 


— -0001170095 Discussed action plan tasks requited for near-term DLs 
Requests that task managers prepare requirements re Fuel 
load or Full power operation of near-term DLs for 800TQ9 
meeting w/Commission 

MATTSON, R J Division of Systems Safety 79/12/21 4pp 


—8001170098 Forwards NRC current tabulation of resources identified in 
TMI task action plan 

SCROGGINS, R Administrative and Resource Control Staff 

79/12/19 4pp 


— 0001170102 Discusses development & coordination of draft NUNEG-0660 re 
TMI-2 action plan -Requests that each dfc director initiate 
review of draft action plans 

C0S5ICK.L V Office of the Executive Director for Operations 
79/12/14 4pp 


8003140297 Responds to questions in NRC 791210 ltr re containment bldg 
atmosphere cleanup Util wishes to meet u/NRC to expedite NRC 
review & approval of request to purge reactor bldg 
WILSON, R F Metropolitan Edison Co 00/01/04 63pp 


— 8001240543 Draft “7MI*Ropt to Commissioner* */ to Public*" Vol 2* Fart 3 
RDG0VIN- M * FRAMPTDN-G T NRC Three Mile Island Task Force 
80/01/24 697pp 


0001200505 "Human Factors Evaluation of Control Room Design & Operator 
Performance at TMI-2* n final rept. Vol 3 

MALONE* T D * K IRKPATRICK, M . MALLORY, K Essex Corp NRC-04-79-209 
NURE0/CR-127O V3 00/01/31 i62pp Available at NTI3 


0001200507 "Human Factors Evaluation of Control Room Design L Operator 
Performance at TMI-S, " final rept. Vol 1 

MALONE. T 0 . KIRKPATR ICK, M , MALLORY. K Essex Corp NRC-04-79-204 
NUREG/CR-1270 VI 80/01/31 153pp, Available at NTIS 


8001200009 "Human Factors Evaluation of Control Room Design & Operator 
Performance at TMI-2," final rept, Vol 2 

MALONE* T D . KIRKPATRICK, M . MALLORY- K Esse* Corp NRC-04-79-209 
NURE0/CR-1S70 V2 80/01/31 5O0pp Available at NTI9 


O Inspection reports. IE Dullatins >.< correspondence 


0001240398 Forwards response to NRC 791103 ltr re natural circulation, 
discussing changes in RCS operating parameters which 
occurred in mid-O-ct 

WILSON. R F Metropolitan Edison Co 00/01/04 33pp 


0001090033 Forwards IE Inap Rept* 30-209/79-12 f, 30-320/79-14 on 
790322-23 f< 0529-0601 No none omp 1 1 a nc e noted 

MARTIN* W 0 Region 1. Philadelphia, Safeguards Branch 79/10/24 

2pp 


80Q13I0049 Forwards media item re radiation monitor registering 2 rent 
per hour in Goldsboro FA Requests investigation re 
Feasibility of placing monitor* in trailer 6 Middletown of c 
V0LLMER*R H TrtI-2 Open at ions/Sup port 00/01/06 2pp 


0001240244 Discusses issues raised during Commission 800104 meeting re 
Special Inquiry Rept receipt 6 release Special Inquiry Rept, 

Vol I will be pub 1 1 ci led 24 bra after NRG receipt. per 
Commission assurance 

ROGQVINrfl Rogovin. Stern 4* Huge 00/01/07 5pp 


-- 8OOJO90O57 IE Insp Repts 50-289/79-12 * 50-320/79-14 on 790322-25 l* 
O529-O60j No none omp 1 lance noted Major areas inspected 
review of licensee physical security program Details 
withheld <ref J0CFR2 790) 

MADDEN, W , LADUN. R Region 1, Philadelphia, Office of the 
Director DEVLIN, J W Region I. Philadelphia, Safeguards 

Branch 79/10/22 Ip 
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0001030297 Forwards JE Insp Rapt 50-320/77-21 or 771011 No 
noncompliance noted 

CARLSON* R T Region 1, Philadelphia* Reactor Construction \ 

Engineering Support Branch 79/11/05 2pp 


— 0001030302 IE Insp Rept 50-320/79-21 on 791011 No non c omp 1 lane e noted 
Major areas inspected r e f ail r l c a t i on o f mini decay heat 
removal sys 

WALTON, G A Region 1, Philadelphia, Office of the Director 

TRJPP,L £ Region 1, Philadelphia. Reactor Construction h 

Engineering Support Branch 77/11/01 3pp 


0001030230 Ac k receipt of 7902QB Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 5Q-209/7S-JB 
SMITH. 0 H Region 1, Phi ladel ph la, Fuel Facility 8, Materials 

Safety Branch 79/11/15 2pp 


— *0001030236 Responds to NRC 790129 ltr re violations noted in IE Insp 
Repts 50-209/70-10 & 50-320/78-31 Corrective actions dose 
rotes measured w/tcmplate in place A man quarterly extremity 
dose limited lo 2 rem/quartor 

HERBEIN, J G Metropolitan Edison Co 79/02/08 2pp 


■8001030244 Ac k receipt of 78 1211 i< 22 ltrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 5O-2Q9/70-1S U 
30-320/78-31 

SMITH, G H Region 1. Philadelphia. Fuel Facility & Materials 

Safety Branch 79/01/29 2pp 


--B001 030252 Forwards response to NRC 70)121 ltr re violations noted in 
IE Insp Repts 5O-2Q7//0-1S * 50-320/78-31 Corrective 
actions high radiation area barricaded it radiatin area 
surveyed 6 posted 

HERBEIN.JO Metropolitan Edison Co 79/12/1! 3pp 


— 0001030259 Forwards response to 701121 ltr re violations noted in IE 
Insp Repts 5O-209/7B-1S t 50-320/70-31 Item of none omp 1 i anc e 
ro dose rates was not warranted 

HERUEIN, J 0 Metropolitan Edison Co 70/12/22 2p p 


0001030315 Ack receipt of 791008 ltr informing NRC of steps taken to 
correct violations nuted in IE Insp Repts 50-209/79-16 ft 
50-320/79-20 

ORIERfU H Region 1, Philadelphia, Office of the Director 

79/11/26 2pp 


--0OO1O3O325 Forwards response to NRC 79090/ ltr re violations noted in 
IE Insp Repts 30-289/79-16 b 30-320/79 -20 Corrective 
actions major changes to operational 0A program will be 
reported to NRC ** procedures developed for recovery mode 
HEflBEIN, J 0 Metropolitan Edison Co 79/10/09 I7pp 


•8001030344 Notice of violation from insp on 790717-3) b 0801-02 
\ * Region 1, Philadelphia, Office pf the Director 79/00/3) 

7pp 


•0001030351 IE Insp Repts 50-209/79-16 b 50-320/79-20 an 790717-31 b 
0001-02 Noncompliance noted failure to report changes to QA 
program, fa i Iutb to control drawings 6 failure to perform mod 
b periodic procedure reviews 

NAPUDA, G , JOHNSON. J Region I, Philadelphia, Office of the 
Director KI9TER, H B Region 1. Ph i lad o 1 p h ia, Reactor 

Operations Nuclear Support Branch 79/05/31 37p p 


0001030335 Forwards IE Insp Repts 50-209/79-16 b 50-320/79-20 on 
790717-31 b 0001-02 It notice of violation 

GRIER, B H Region 1, Ph i 1 ad e ) p h i a > Office of the Director 
79/09/07 2pp 


GO 01 22 0268 Forwards IE Insp Rept 50-320/79-23 on 790015-0918 No 
none omp 1 iance noted 

GRIER, D H Region 1, Ph i latfelphia, OfPice of the Director 
79/11/26 2pp 


— B 001220272 IE Insp Rept 50-320/79-23 on 79OB15-O910 No noncompj lance 
noted Major areas inspected action on previous insp 
finding*, new & revised proc odures, operations* test 
performance !< in-plant health physics 

HAVE RK AMP, D R , NEELY, D R , KEIMIG, R R Region 1, Phi ladel ph is. 
Office Of the Director 79/11/07 27pp 


0001030001 Forwards IE Bulletin 79-27. “Loss of Non-Class I-E 
Instrumentation U Control Power Sys Bus During Operation " 
List cf recently issued IE bulletins enc 1 

GRIER, D H Region 1, Philadelphia, Office of the Director 

79/11/30 Spp 


8001030146 Forwards IE Info Notice 79-30, '’Reporting of Defects It 
None omp I ianc es, 1 0CFR21 * No response required List of 
recently issued IE info notices end 

GRIER, B H Region 1, Ph i ) a d t? 1 p h i h, Office of the Director 

79/12/06 2pp 


QOO 1 030 1 39 Forwards IE Bulletin 79-28, “Possible Malfunction of NAMCD 
Model EA1QC Limit Switches at Elevated Tumps " No written 
response required List of recently issued IE bulletins ond 
GRIER, B H Region I, Philadelphia, Office of the Director 

79/12/07 2pp 


000108016? Forwards IE Circular 79-25, ’’Shock Arrestor Strut Assembly 
Interference 11 No Written response required 

GRIER, B H Region k, Philadelphia, Office of the Director 

79/12/20 lp 


0001070127 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI U Automatic Dep p e ssur i rat 1 on Sys " No 
specific action or response requested 

GRIER 1 , B H Region 1, Philadelphia. Office of 5 the Director 

79/12721 lp 


0CO111O1Q2 Forwards IC Info Notice 79-33, "Improper Closure df Primary 
Containment Equipment Access Hhtche-a “ No specific action or 
response requested 

GRIER, B H Region l, Ph i ] a tfe 1 ph \ »> Office of the Director 

79/12/21 Ip 


8001160531 Forwards IC Info Notice 79-34, “Inadequate Design of Safety- 
Related Heat Exchangers " * 

GRIER, B H Region !. Philadelphia, Office oi the Director 

79/12/27 2pp 


0001150004 Farwaide IC Info Notue 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, B H Region ), Philadelphia, Office of the Director 

79/12/31 ip 


800)190191 Forwards IE Info Notice 30-01 > “Fuel Handling Events 11 No 
specific action or response required 

GRIER, B M Region ), Ph 1 1 ad n l p h i a, Office of the Director 

00/01/04 lp 


9001290391 Forwards IE Bulletin /9-OlB, “Fnviron Qualification of Close 
IE Equipment' 1 w/attar hments Action required 

GRIER, B H Region 1. Philadelphia, Office of the Director 

00/01/14 lp 


SOO129O103 Forwards JE Circular 00-01. “Svc Advice for OE Induction 
Disc Relays " Mo response required 

GRIER, B H Region 1. Philadelphia. Office of the Director 

80/01 / 1 7 lp 


FI Periodic operating roporte 6 related correspondence 


8001040556 Forwards monthly ropt for Nov 1979 of TMI aquatic study 
HlCFiEY.C fi Environmental qpec la lists Branch 79/13/31 Ip 


--800104Q559 Fori^nrde «nonthly rept for Nov 1979 of TMI aquatic study 
MALlCK.fl Ichthyological Ass o c 1 a tc s , Inc 79/12/19 lp 


— BOOJ04D561 "TMI Aquatic 3t u d y , Mo nth 1 y Rept for Nov 1979 " 

NARDACC 1 , G A Ichthyological Assoc i ate s , I nc 79/11/30 2Bpp 


0001230152 Forwards “Fifth interim Rept on TMI-2 Accident 
WILSON, R F Metropolitan Edison Co 00/01/15 lp 


—8001230154 'Tlffth Interim Ropt on TMI-2 Accident 
* Metropolitan Edison CO 0O/G1/I9 70pp 


0001290530 Forwards "Aquatic S t ud y , Ma n fch 1 y Rept for Dae 1979 “ 

REB8LER.W C General Public Util) tie* - GPU Service Corp 80/01/25 
lp 


— 0001290541 “Aquatic Study , Month l y Rept for Doc 1979 " 

NARDACC 1,0 A Ichthyological Assoc 1 ate s , Inc 79/12/31 26pp 


8 Reportable occurrences, LCRs & related correspondence 


8001030099 PN0-79-TMI-004 on 791110, video surveillance of inside 
of containment bldg was conducted by television camera 
No visible structural damage 

COLLINS, J T Division of Site Safety f< Environmental Analysis 
79/11/13 Ip 
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8001030111 PNQ-79-TMI-G06 on 791020, two di urns containing radioactive 
mail were transported to Middletown min l-e ipal incinerator 
along y/normal clean tra-sh tfiapc-sal shipment Drums ware 
returned ft stored on site 

WHITE, J , CROCKER J Region 1 . Philadelphia, Office of the 

Director COLLINS. U T Division of Site Safety ft Environmental 
Analysis 79/11/23 Ip 


6001 1 70 1 07 rot* Tequest for summary of results -of TNI resident whole 
body counting 

SPEAKER , f pepper Hamilton h Sheeti 79/12/04 Ip 


BOO 1030749 Forward » LER 79-020/03L-G 

WILSON, R F Metropolitan Edison Co 79/12/21 Ip 


--8001030754 LFR 79-Q20/03L-0 on 791101. fish movement ft population 
estimate monltcTirtg studies ordered dropped. In violation of 
Toch Spec requirements Caused by personnel error Kg t changes 
imp 1 emeu ted 

* Metropolitan Edison Co 79/12/21 2p p 


BOOt 1701 14 Responds to FOIA request for summary of results of TUI 
resident whole body counting Forwords NRC 790802 memo 
w/exposure summary Names of exposed individuals withheld 
(ref FOIA Exemption 6) 

FELTON.J (1 Division of Rules and Records 80/01/03 2pp 


— 6001170120 Discusses review of Tlll-area resident -whole bfldy counting 
No TMI-re 1 nted nuclides identified Ap-prox 287 of Individual 
results indicated small amounts of Cs-137, attr ibuted to 
residual fallout Data encl 

CORES, R J Region J. Philadelphia* Office nf the Director 

79/00/02 4 Ip p 


□001230131 LER 79-O22/O3L-0 Dn 7912 i 9. during disassembly of NR-P-1D d ua 
to high pump vi brat i dp. top 1 tig on split ring coupling found 
sheared Probably caused by high vibration induced by worn 
hearings Defective part ft worn bearing* are being replaced 
WARREN, R Metropolitan Edison Co GO/Ql/15 Ip 


600123017-6 LER 79-0ih/O3L-0 on 79042Q. du i l ng one dog period w/aniy turn 
fire pumps aval lable, f i r e pump FS-Pi overheated ft was 
off-line for 3-h Caused by sys leakage in excess of jockey 
pump capac 1 fcy, resui ting in. fire pumps running cant i nunus) y 
O'CQNNOR.T Metropolitan Edison Co BO/Ql/15 2pp 


000 1230236 LER 79-02 j /03L-0 pn 791205, dies* 1 generator OF-X-lD tripped 
20-s after manual start attempt Apparently caused by low 
lub* oil level Lube oil level restored & dU&ei tested 
Procedures being revised to insure adequate lube ail level 
MCPIfATTER.C T Metropolitan Edison Lo QO/01/15 ip 


0001230243 LER 79-Q10/12L-O on 790820. uh i I e attempting to isolate leak 
from makeup cys in Fuel handling bldg, station personnel 
received excess whole body I. pi trend ty exposures Cause not 
stated Investigation will be conducted 

MCPHATTER.C F Metropolitan Edison C-o CJO/OJ/IS 2pp 


6001230277 LER 79-0 1 5/ I3L-0 on 79032Q. while investigating leakage of 
radwasfce ft makeup tys, per sonnel received radiation doses In 
excess of allowable quarterly limit Individual exposures 
less than five isan-rom Sampling A area surveys suspended 
KCFKATTER. C F Metropolitan Edison Co 80/01/13 Ip 


0001230249 LER 79-017/1 2L-0 790329. wh 1 1 e manipulating valve controlling 
coolant flow ft handling lab bottles ft flasks containing 
coolant samples, station personnel received extremity 
exposures Detailed procedures developed 
MCPHATTER. C F Metropolitan Edison Co OO/Ot/23 lp 


T Hearing transcripts on non-an t i trust matters 


6001310104 Transcript of Subcommittee on Energy Research & Production 
791114 oversight hearing on Kcmetiy Commission findings r* 

TMI incident Pp 42~ll3 

* House of Rep • Science i< Technology 79/11/14 51 pp 


— 0QOI31Q107 Transcript of Subcommittee on Energy Research ft Production 
791107 bearing re law level nuclear waste burial grounds 
Pp 1 ft 1 DA- 14 D 

* Haueo of Rep * Science ft Technology 77/11/07 32pp 


--<0001310199 Transcript Subcommittee on Environ* Energy ft Natural 
Resources 791101 hearing re response t a Committee on Qgvt 
Operations repfc. "Emergency Planning ft Related Safety 
Issues hlRC Oversight " Pp J-itA 

• House of I?ep , Oovernment Operations 79/11/01 llfipp 


0001150005 Transcript of Joint Subcommittee 000103 meeting in Inglewood 
CA re TMt-2 accident. Bulletins ft Order* Task Torce ft ECCS 
Pp 1-339 

* ACRE - Advisory Committee on Reactor Safeguards 00/01/03 
40Dpp 

8001150032 Transcript Df Joint b-ubcommi t tee 000104 meoting in 
Inglewood, CA re Dullatins ft Orders Task Force ft ECCR Pp 340- 
535 

« ACRS - Advisory Commit toe on Reactor Safeguards 00/01/04 
200 pp 

0001150020 Transcript of Ad Hoc liu be ommi t tee oil TMI-2 Accident Action 
Plan 000107 meeting in Wash i ngton, DC Pp i-23(> 

# ACRS ~ Advisory Committee nn Reactor Ga P oguar t) s ttt)/Ol/D? 

231 pp 


U Cangresa ianal/CiPCut ivo Our r ospondenco 


D001 160627 Forward* questions submitted by TUI area resldont io TMI 
evacuation p Ian, communic a t i tin s between NRC ft uti 1 , permanent 
plant shutdown ft release of radioficuve mall 
N£I)Zl,l N House of Hop , Armed Goi vices 79/10/0'J 2pp 


□001130194 Responds to 771002 )fcr re R David concern about water level 
in containment bldg No omoigonty situation furosooablo due 
tu vol of bldg ft sources of leakage Decay heat removal *yn 
is available R Davis ^90920 Itr one) 

G05S ICK, L V Office ci f the Executive Director for Operation* 
79/11/00 3pp 


8001030155 Responds to 790003 Itr m release of 4,000 gal Inns of water 
into Susquehanna River from reactor Requests that NIK' onsite 
staff be more diligent in overseeing iirenaee activities 
GDSSICHpL 9 Office of the kiecutive Director for Operations 
79/II/J2 2pp 


— 0001030103 Requests necessary actions be taken to alleviate lack of 
communication within NRC ft Met l‘d re nonexistent bole 
activity analysis 

GO DDL I NO. 0 House pf flop 77/(MJ/0» ip 


BOO k 160654 Discusses info re whothoi accident should he designated as 
extraoi di nary nuclear occur ranee, p er constituent Iti Fane] 
completing ropt evaluating technical data ft public comment 
on issue Rep t will tie available Pnr public comment 
G099ICK, L V Office of the Exocutive Directoi for Operations 
79/12/04 2pp 


--nQOi L60657 Requests comment on enc l constituent Itr arguing that 
accident should be designated as ex tram tl inor y nuclear 
oc eurronce 

CRANSTON, A Inmate 79/11/(35 2pp 


0001160907 rorwards response to fO ("alsoyas 790031 ft 1012 Urs re 
seismic design calculatifinn. insurance protection ft 
radioactive emissions 

GOSSICK, L V Office of the Exufcutlve Director for (Jperations 
79/12/06 Lp 


•ROOlliOS?? Rfloponds to 7VOR31 ft 1031 ltrs re seiimit design 
calculat ions, insurance protection ft radioactive emiaslnni 
Correspondence. Jrtdemni ty ag r cremes t o, nuc 1 ear liability 
insurance policies ft info ro 19/7 plant relraees enc 1 
KNIGHT, J P Assistant nirpetor for Engineering 79/11/30 
JOOpp 


‘00D1I60610 Requests info re Facility Kurward* Pour Itr* Prom CD 
Cal soyas re licensing 
CRANSTON, A Senate 79/10/31 3|ip 


(1001160611 Requests estimated radioactive emission# of plants using 
Wojtinghowse nuclear reactor* t_tr to FERC re seismic 
considerations ft political collusion end 
CAL GOYAS, C D Affiliation Unknown 79/00/26 2pp 


0OOi 1601 70 Re sponds to 791JO0 itr re util proposal for waste water 
disposal ft storage NRC evaluating proposal Util will submit 
safety analysis ft environ rept in Jan 1900 

GDB5lClt,L V Office of the Executive Director for Operations 
79/12/13 ip 1 


0001160647 Responds to /909G7 request for info re constituent concern 
re financial ft health effects of accident Population within 
30-mlle radius of accident recolvutf npproi four milUrems of 
radioactivity Constituent ft DOE i trs end 

GDS9ICK.LV Office of the Ciecutivp Director for Operations 
79/12/13 0pp 
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8001230201 Responds to Subcommittee on Environ & Public Works 791125 
1 trs tD HR Denton k RH V/ollmer re questions posed concerning 
recovery operations at facility Forwards detailed responses 
to each question W/o end 

QQSSICK/L V Office of the Executive Director for Operations 

00/01/02 lp 


— 0001220592 Responds to Subcommittee on Environ k Public Works 79H25 
ltrs to HR Denton •< RH Vollmer re questions posed concerning 
recovery operations at facility Forwards detailed responses 
to each question 

GCIS5ICK. L V Office of the Executive Director foT Operations 

80/01/02 9pp 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT. UNIT 1 


F Security, medical, emergency I# fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
pouior reactors Format for reporting evacuation time 
estimates end 

GRIMES. D K Assistant Director for Engineering L Projects 
79/11/29 4 pp 


I Financial information 


0001290453 Responds to NRG 791210 request far guarantee info re code 
requ i rumen ts Forwards 1977-78 annual rep tsi I97B-79 quarterly 
financial statements & 1979 l-yr projected source of funds 
statements Annual repts only end 
DROWN, M T Georgia Power Co 80/01/23 !p 


—8001290512 Annual Financial Rept 197,7 
* Georgia Power Co 77/12/31 35pp 


J Insurance i< indemnity information 


BOO 1 1 50489 Forwards Endorsement 41 to NELIA Policy NF-21 5 

FIELDER, J Marsh & McLennan, Inc . M U M Nuclear Consul tants, Inc 
Div 80/01/09 2pp 


8001170399 Forwards Endorsement 3 to ANI Excess Bindpr EB-67 

FIELDER. J Marsh it McLennan, Inc , M t< M Nuclear Consul tants, Inc 
Div 00/01/14 3pp 


QOOl i 70437 Forwards Endorsement 3 to AN! Excess Binder ED-51 

FIELDER, J Marsh & McLennan, Inc < M & M Nuclear Con sul tants, Inc 
Div S0/01 / 1 4 app 


8001230172 Forwards executed Amend 12 to Indemnity Agreement B-69 
modifying prefatory language ro transportation of 
radioactive matl 

KELLY, R J Georgia Power Co 00/01/15 2pp 


0001220403 Forwards Endorsement 94 to NELIA Policy NF-215 

FIELDER, J Marsh & McLennan, Inc , M It M Nuclear Consultants. Inc 
Div 80/01/10 2pp 


0OOS22O406 Forwards Endorsement 53 to NELIA Policy NF-215 

FIELDER, J Marsh McLennan, Inc , M t< M Nuclear Consul tants, Inc 
Dkv 00/01/18 2pp 


B001 3 10223 Forwards Endorsement 43 to MAELU Polity MF-78 

FIELDER, J Marsh & McLennan, Inc , M U M Nuclear Consultants, J nc 
Div 00/01/21 2pp 


P Operating license stage documents correspondence 


B001040390 Forwards Nov 1979 Revision i of branch technical position on 
direct radiation mea surement s re radiological anviron 
monitoring program requirements Revised stds being 
Implemented in OL applicant reviews & Tech Spec update 
OAMMILL.W P Division of Operating Reactors 79/11/27 35pp 


B001070276 Forwards N5S5 vendor & fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp efFects on 
rupture time & s tra in/b 1 oc Stage Ltrs will help licensees 
respond to NRC 791109 1 tr re rupture strain & flow blockage 
EISENHUT, D <5 Division of Operating Reactors 79/11/37 3pp 


0001020623 Requests payment of Class III fee for 790922 amend to Tech 
Specs ro reactor protection sys power supply 
MILLER, W O Office of Administration 79/11/29 ip 


0001030582 Forwards request for addl info re util 791019 U 29 responses 
to NRC 781129 ltr re containment purging Electrical review 
criteria end Requests reply within 60 days 
1PP0LIT0, T A Operating Reactors Branch 3 79/12/10 Spp 

0001070362 Advises that Bulletin K Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan enc 1 

CISENHUT, D 0 Division of Operating Reactors 79/12/17 12pp 


0001220134 Ack receipt of 791019.1121 & 1220 ltrs re commitments L 
schedule for implementation of Lessons Learned Task Force 
recommendations Method of implementation will be reviewed 
upon completion per 791030 ltr 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


8001030770 Forwards Amend 5 to "Spent Fuel Pool Mod " Requests review it 
approval by Mar 1980 for installation of high density spent 
fuel storage racks 

KELLY, R J Georgia Power Co 79/12/31 ip 


— 8001030778 Amend 5 to "Spent Fuel Pool Mod 
* Georgia Power Co 79/12/31 lOpp 


8D01Q8045B Forwards addl info re implementation of Lessons Learned Task 
Force requirements Includes results of shielding design 
review, description of leak reduction maint program & Bechtel 
ltr re essential S< nonessential containment penetrations 
KELLY, R J Georgia Power Co 79/12/31 49pp 


8001080393 Submits info re DWR feedwater noule repair rept. per NUREG- 
0312 GE personnel performed cladding removal on feedwater 
noitles tc installed piston ring feedwater spargers Each 
worker received approx 1,251 millirems 
KELLY, R J Georgia Power Co 00/01/02 2pp 


0001140459 Responds to NRC 791109 ltr requesting confirmation that fuel 
rod strain & flow blockage models are conservative GE models 
usBd by util !< approved by NRC have conservative level 
equivalent to NRC model 

KELLY, R J Georgia Power Co 00/01/07 lp 


3001150323 Submits info in response to NRC 791022 ltr requesting 
commitment to meeting "Interim Position for Containment 
Purge Vent Valve Operation " Interim position will be met 
upon completion of bypass line wiring mod 
KELLY, R J Georgia Power Co 90/01/09 2pp 


8001220456 Forwards proposed Tech Specs. making sampling requirements 
on diesel fuel from storage tanks identical. for both units 
KELLY, R J Georgia Power Co 80/01/16 2pp 

— 800122055B Proposed Tech Sp ec s. Sec t i on 3 9-2 re diesel generator fuel 
oil sampling requirements 
a Georgia Power Ca 80/01/16 2pp 

0 Inspection reports, IE Bulletins t« correspondence 


9001040100 Forwards Haste Packaging lnsp Rept 79-03A on 791017-10 No 
noncomp i sance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch 79/11/15 Spp 


—0001040224 Waste Packaging lnsp Rept 79-03A on 791017-18 No 

noncompliance noted Major areas inspected compliance u/DQT & 

NRC regulations re shipping paper requirements. DDT placard 
requirements, rad iation levels & removable contamination 
POTTER. J P Region 2, Atlanta, Fuel Facility b Material* Safety 

Branch 79/11/13 4pp 


0001020131 Discusses status on corrective actions re IE Bulletin 
7B-IB, "Audibility Problems Encountered on Evacuation of 
Personnel From High Noise Areas " Completion of mods will 
require addl 90 days 

WJDNER,W A Georgia Power Co 79/11/30 lp 


0001030875 Forwards response to IE Bulletin 79-02, R evi s i on 1 re pipe 
support base plate designs Walkdoun lnsp of Units 1 & 2 
performed to determine extent expansion anchor bolts are 
used in concrete walls to attach pipe supports 
WIDNER, W A Georgia Power Co 79/12/M 4pp 

0001020718 Advises that sampling audit of surveillance data has 
revealed necessity for resurveillance of safety-related 
piping Requests extension until 800301 in order to 
accomplish complete verification program 
WIDNER i W A Georgia Power Co 79/12/14 lp 
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".*1 r 3 -r , i I£ lr t z Notice 75-32 Separation of Electrical 

Caalei fa* M'Ll * A.*, -a tic Ct; r e* * jriia* 1 ion Sys * Ho 
ipeilfir a:»i - 3" ri*pcn>» reqi-s,tec 

□ fcfcNif J r Regij- 2 Offite of the Director 

* - 12 Zi 2ps 


C „wl H J3 Far^a-d* » al-aMc- Of licensee responses to IE Bulletin 
TV l J E,*-ts Fel«*a“t t s CJRs Identified During TUI 

/arr^pridte articne kiri taken to re*t bulletin 
r « t i i r e-ient i 

frrfiuiTJ T A PperaM-g Reactors Branch 3 79/12/21 l&pp 


1g lie 3 «»tscrd » t; If ZuHetir 79-25- Failure* of He* tl ng house BF0 
xafe t* -delate J Z t * * Ho EFD/H3FP type relay* used 
* r tUr^l »f r u « e jr safety-related sys at facility 
•dtCf,** U A ^*srj M pL*-»r Co 79/12/21 jp 


fi-0i24Cl4£j Fir u jt*js ( s inf- ndsic* 79-33 ‘Ir-piopfr Cloture of Primary 
C r»i e-air -nani E^uiF-ent A: cm Matches Ho action or response 
r#lu »'•<# 

- 1 * , S tl Li' J p 2, Atlanta Gffire of the Director 

*5/ u 21 »c; 


GOO 1290431 Forwards IE Bulletin 77-013* '’Environ Qu«j 1 1 f 1 c.U i on uf tlflQil 
IE Equipment" w/a ttachmen ts Action required 
0 'REILLY, J P Fission 2, Atlanta. Office of the OUoctor 

eo/oi/M ip 


9001290493 Responds to IE Bulletin 80-01 Hard~s<iat chock val vo o» boc Imp 
sys 8< Category I seismic classification precluduo necessity 
of design mods for prevention of pneumatic sys failure 
HIGHER, IV A Qeorgia Power Co 00/01/2*? 2pp 


R Periodic operating reports & related corrosponduni v 


0001130343 Forwards monthly operating rept for Dec 17/7 
MANRY, M Georgia Power Co 00/01/10 Ip 


—8001150346 Monthly operating rapt for Dec J7/7 
RODEN, J H Osorgia Power Co 80/01/10 t 4 p p 


0001150353 Forwards monthly operating ropt for Dec 17/7 
MANRY, H Georgia Power Co 80/01/10 Ip 


GvOlXtJjjj- A C k receipt of 7TJ2I0 Itr inforr-mg HRC of steps taken to 
correct violations -; k eS *« IE Insp Reptt 50-321/79-32 8, 

53-3t A 'f f-1-j 

^EWIS R C Peylcn 2 Atlanta Reactor Operation* Nuclear Support 

Era-ic'i 7y U/2’ jp 


3 Pespar-t to t “V 79U16 ltr re violations noted in IE Insp 
***** sn.^1^25 *, eo-3ti/79-36 Corrective actions Plant 
F>*3„«dvfe FfPH-J 1 4 re,iiea to allcw certain key* to be left 
in central sjitche* 

WJD-iER W a Geirgu r:«r Co 79/12/10 2pp 


8001160426 Forwards monthly operating rept for Dec 17/7 
MANRY. M Georgia Power Co 80/01/10 Ip 


9 Reportable Occurrences, LER a it related correspondence 


8001100542 RO-30-32! Z79-90 on 791210, while Operating at (tax power, 
found that reactor core isolation cooling was inoperable 
on 79120a, w/o proving HPCI operable per Tech Spins Caused by 
personnel error 

MANRY, M Georgia Power Co 79/12/11 2 pp 


IE Insp Repta 50-32 i / 79-32 * 50-366/79-36 on 
35 f < ratice of violation 

LEHI 5 9 (, Region 5 Atlanta Reactor Op*r fl t 1£m * Nuclear 

Support branch 79/11/16 2cp 


-SCO! t6604d Hdtic 
* Region 2 


» c# violation from map on 790905-1005 
Atlanta Office 0 f the Director 79/11/15 


E fl SU-321/ 79-32 i_ 50-366/79-36 on 790909-1005 

4 3 y d F * U,jr * t0 initial logs by oncoming 
D re " 3,e **** co " tro1 ^ard 

i-A.-E-H E Region 2 Atlanta, Reactor Operations Nuclear 

s;;!?:; r Rs3iDn 2 - ^ ^ 


8 3J12A04 32 F Uvjrda IE infc 
delated Heat Eicharger* - 
□ REli-V^ J P K fa , cr j, 

79/1 j/27 2?p 


t» 2 tlc# 79-34 M Ir adequate Design of 
Mo action or response required 
Atlanta, Office of the Director 


5a f e fcy- 


8001100435 RO 50-321/1979-105 o n 771210, br fl c 0 between Jug* of vent li 
downcomer near main stoam rollof valve discharge |ln« t 
verified as rtilsaing Cause unknown Inveo t J g o t i on Underway 
Adequate supports will be designed & installed 
MANRY, M Georgia Power Co 79/12/37 2pp 


A0O10BOS66 Forwards LER 79- 1 O4/09L-O 

MAHRY.M Georgia Power Co 80/01/02 Ip 


—8001000576 LER 79-104/O3L-0 on 791 Si h, w/reac tor 
standby d i e* e 1 SVC water pump motor 2P4J-C002 
by mechanical overload Dolts associated w/pump 
mv u f. au * * misalignment of pum p shaft Pu/np 
Nl!ipR T Georgia Power Co 00/01/02 3pp 


in shutdown node, 
tripped Caused 
had Droten 
rebuilt 


6001080520 Forwards LER 79-101 /03D-0 
MANRY, M Georgia Power Co 00/01 /Q 3 ip 


SOOIC30IO? Forward 
Tgrbirt Djtcs 

0 J P£ ILL* J P 
79/l2^2Q 2l!i 


» It Info Notice 79-37 "Cracking in Low Pressur 

Ha rup;ni ( required 

Region 2 Atlanta Office of the Director 


tl r Bactor in coU *h^tdown, diosol gonerni 

to start Apparently caused by particles of rust 
booster sarvp Servo cleaned & reinstalled 
rux,n T Georgia Power Co 80/01/03 3 pp 


iu run iTindo It un 
C failed 
governor 


a |^E5i^??° r ' t V‘ n, r/'‘”” ,7 ''”’ ,r “ 0r ’ tral af Hllnt *■ e ” , " t “ 

79/12/31 Ip * Atlanta, Office of the Director 


60012*0059 Forwards lE Info Not tea 7 o-« 7 i. «« 

Stress Anal, si, of P,p, 3 Elt^ ^ZTull l 0 ^ U 

response reguif,,} ? ltli: action or 

Fbgion 2 Atlanta 0 ffu. of th* Director 


sponse required 
<D 'fl£lLi_V J p 
79/12/31 2 5p 


(5001290213? Forwards IF infa m Uf . 

O^RElL^t / C p 13n °J rt ** cn% * 1 ‘* 4 Utr?d° Fu# Handling Events * No 

00/01/04 2s 


spense required 

R«g ion 2 Atlanta, Qff 1Ct of thf DJricfc<jr 


GOO 1 1 50622 Rupsnds to IE Bulletin jo-m ... 

m«ko «««<: faibo u..t s,iU , 

• f «a>t at ,l.n, r,v„l., „„ tuipaet intcH. 17 7 

vjie^er, w a ir ssMJsr i’ ao 


0QOl2eD4.S2 Fsrwari* 

Dlprunjrnmtn 

reAvte * i 
Q'f IEILLV, J P 
eo/o*/it ip 


s l ! J W } l<k i T1 00 " 01 ' “Optrability of Aut 
** * Ut Pft * Lmat » c Suppj v » Action 

B * 9 **n 2, Atlanta Office of the Direct 




^ w rorw ^ <J s LEF? 79-1 05/0 1T-0 
NB/.M 0 B orgia Power Co 80/01/( 


MANRV, M 


3pp 


—BOOM 40333 LER 
brace between 
relief valve 
«md\ f ted 
CCGQlN, C L 


79-105/01 T-0 on 79J228, duri 
legs of vent lino downcome 
discharge line wa* found mi 

Georgia Power Co 00/01/04 


ng insp of lor U( | 
r near moin pteam 
ssinp flraceo 

2pp 


internal 


MANRY M T WaH * l * ER ^M06/03L-0 
MANRY, M Georgia Power Co 80/01/0 


ip 


valve, cl Dl «d at XXb ^ ?Solauit' flpci 0 ? J 1 d0wn ' HPf 1 1 supply 

Specs Cause not stated^ Wnl* lii?" l T CJf * vlo ^ting Tech 

ch, n ,.„ t p 0tnt oP P r. s , u ;i s ;j^n ^ ^ 

* 7 c °ffimonwea 1 th Edison Co BQ/Qt/Qg * pjs 


9001150613 Forwards 
MANRY, M Georgia 


updated LER 79-I0O/03X-1 
Power Co 00/01/00 ip 


EU-RfcOfcB showed t IS !T'’ Pressure indtea 

* i * t l pusir <z ^ eS/oj,s? > ' rai ipr lv ‘ 


stAte power 


BOOI 150663 
MANRY, M 


Forwards updated 
Georgia Pow Br Co 


LEFT 79-105/0IX-1, 

00/01/10 Ip 
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—0001150666 Updated LCR 79-103/01 X-l on 791230, visual inap of torus 
internals showed vent line downcomer braces missing Cause 
unknown Modified braces installed 
COGQIN.C L Georgia Power Co 00/01/10 3pp 


0001230300 Forwards LER 0O-OO1/O1T-O 

MANRY, M Georgia Power Co BO/OI/14 Ip 


< — B00122G515 LER QO-OOl/OlT-O on 000103, wh 1 1 c performing maint on RHR 
LPCI injection valve, clevis pin found missing from strut on 
drywoll penetration restraint Caused by improper 
installation New clevis pin installed 
COGQIN.C L Georgia Power Co 30/01/14 4pp 


0001320490 Forwards LER 79-103/03L-0 

MANNY, M Georgia Power Co 80/01/17 Ip 


—0001220503 LER 79-103/03L-0 on 791327. while performing surveillance on 
reactor core isolation cooling sys flow i ns trument, h i gh 
tin i tcli l e x c ced ed Tech Specs Caused by instrument drift Switch 
was rBcalibr fc surveillance performed satisfactorily 
NIX, R T Georgia Power Co 00/01/17 2pp 


0001220372 Forwards LER 79-102/03L-0 

MANRY. M Georgia Power Co 80/01/17 Ip 


—0001220502 LER 79-102/03L-0 on 791226, during shutdown k while 
performing norma) survei Uance, HPCI steam line differential 
pressure switch found at 241 inches of water Caused by 
instrument drift Instrument recallbr 
NIX, R T Georgia Power Co 80/01/17 2pp 


8001300277 Forwards LFR B0-Q03/03L-0 

MANRY, H Georgia Power Co 00/01/24 lp 


— BQ01300207 LFR DO 009/0JL-0 on QQG109, w/reector mode switch in run 
mode, d 1 scovered that surveillance procedure HNP-1-3007. 
turbine control valve fast dosure.wras not performed in 
grace period Caused by personnel error 
NIX.R T Georgia powm Co 00/01/24 3pp 


0001300340 Forwards LER 80-003/03L-G 

MANRY, M Georgia Powar Co 00/01/24 ip 


—0001300330 LER 00-003/03L-0 on 800109, w/reac tor in shutdown mode, 
outboard shutdown cooling isolation valve 1£1 1 -FOD0, opened 
in 23 0— s & closed in 29 C-s Tech Spec limit is no greater 
than 24-* Caune not established Valve adjusted 
NIXiR T Oeorgia Power Co 80/01/24 3pp 


0001310230 Forwards LER E30-0Q6/03L-G 

MANRY. M Georgia Power Co 00/01/24 lp 


--0001310241 LER 00-006/03L-0 on 000113. one standby ga* treatment sys 
rendered Inoperable w/both units in power operation, Uni t not 
proven operable within required 4-h Caused by inability to 
prove filter train operable within 4~h 
OAXLEY, 8 X Georgia Power Co 00/01/24 3pp 


0001310240 Formal d« LER 0O-OO4/Q3L-O 

MANRY, M Georgia Power Co 00/01/24 ip 


— 0001310233 LrR 00-004 /OX-O on 000106, during startup mode, main steam 
line inboard isolation drain valve failed In mid-position 
Caused by failure of valve motor winding Motor replaced *< 
valve returned to operable status 
NI X, ft T Georgia Power Co 00/01/24 3pp 


0001100035 Forwards Revision I to branch technical position an 
radiological environ monitoring Revised requirements will be 
implemented in licensing review U radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
lp 


— 0001100061 Revision 1 to branch technical position on radiological 
environ monitoring 

e Radiological Assessment Branch 79/11/30 17pp 


&0012405P2 Requests a d d 1 info on west lead of feedwater piping inside 
primary c onta inment, from reactor vessel to primary 
containment penetration, for preliminary site visit r« 
independent confirmatory plant piping analysis 

RUBEN9TE1N/L S Light Water Reactors Branch 4 80/01/00 3pp 


BOO 1290360 Updates 790412 k 0510 ltrs re recall of 4-inch elbows h 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fitting* have been removed 
HAYDEN, L E Eon Corp 00/01/19 2pp 


G Ad jud icatory correspondence 


6001140111 Response to A5LB 791116 memorandum raising questions re 
791102 second stipulation on Suffolk County contentions 
Concurs w/NRC 791204 response k urges acceptance of 
stipulation Certificate of Bvi. end 

REVELEY. W T , EARLY, A F Long Id and Lighting Co REVELEY, W 7 
Hunton t< Williams 79/12/14 2pp 


BCJ01110307 Response to A5LB 791116 memorandum raising questions re 
791102 second stipulation on RCS procedures Urges mod of 
Tech Specs by imposing more stringent operating conditions 
Certificate of Svt end 

LIKE, I Suffolk County, NY 79/12/10 4pp 


0001100462 Forwards. for purpose of refining contentions, Insp Rept* 
50-322/79-07,30-322/79-12,30-322/79-14 fi, 30-322/79-15 W/c 
one 1 

HPEFLINGiR K Hearing Branch 4 79/12/18 lp 


0001160023 Order occepting appl leant, Suffol k County *, NRC 791102 second 
stipulation re Suffolk County contentions Directs parties to 
incorporate stipulation paragraph re RCS leakage into Tech 
Specs ' 

DOWERS, E S Atomic Safety and Licensing Board Panel 00/01/07 

2pp 


H General correspondence 


BOO 1030320 Forwards draft NURE0-0660 W/o end 

□ORDENICK, D N Hearing Branch 4 79/12/26 Ip 


0001000100 Responds to 791007 request for investigation of facility 
Allegations do not constitute sufficient bases for 
initiating special investigation Facility containment design 
must meet criteria in NUREG-0407 

VARGA, S A Assistant Director for Light Water Reactors 79/12/26 
IP 


I Financial information 


0001160349 Forwards add! financial info updating fc supplementing 
790419 submittal, in response to NRC 790123 Itr PSC of NY 
testimony It exhibits incorporated in BNRC-370 
NOVARRD, J P Long Island Lighting Co 00/01/04 400pp 


DOCKET 30-322 SHORE HAM NUCLEAR POWER STATION 
A App I icati on/con*truct ion stage documents l correspondence 


0001110330 Summary of 791114 meeting w/Mark II owners re discussion 4* 
identif ication of task programs prior to final documentation 
of tasks In Mark H long-term program 

ANDERSON, C J Containment System* Branch 79/12/20 Rpp 


0001230121 Summary of meeting w/Mark II owners group in B«tb*sda,MD 
re status of several long-term program tasks in advance of 
final documentation Agenda, list of attendees k vlewgraphs 

ANDERSON, C J Containment Systems Branch 79/12/20 tOOpp 


8001160001 Notification of 800113-10 meeting w/util in Bhoreham.NY to 
evaluate preservtce in«p programs, securi ty plan It fracture 
toughness of containment pressure boundary mtfcl » ... 

WILSON. J N Light Water Reactors Branch 4 79 / 12/21 


3pp 


Q Inspection reports, IE Bulletins it correspondence 


0001310217 Forwards IE Imp Rapt 50-322/79-19 on 79U14-i3 No 
nontompliance noted , , , 

SMITH, GH Region 1, Philadelphia, Fuel Facility k Materials 

Safety Branch 79/12/11 2pp 


— 0001310226 IE Imp Rept 50-322/79-19 on 791114-15 No none omp 1 ianc * 
noted Major area* inspected radiation protection program k 
radwai t» sys 

BTQHR, J P Region 1, Ph i Jad e 1 ph I a, Fuel Facility * Material* 

Safety Branch NEELY, D R Region 1, Philadelphia, Office of the 
Dirsctor 79/12/05 3pp 


0001060166 Forward* IE Circular 79-23. "Shock Arrestor Strut Assembly 
Interference " No written response required 
$rUER,Q H Region 1, Philadelphia, Office pf the Director 
79/12/20 lp 
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S0010?012i poruards IE Info Not,,. 79-32. "Separation of Electrical 
Cables for HPC I Automatic D« p ressur I *a t ten S|,a " Mo 
Specific action or rfipomf requested 

(JRlERaO H Region 1* Ph i lade 1 ph id, Office of the Director 
79/13/21 ip 

BOOUIOI78 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

CRIER. D H Region 1- Philadelphia. Office of the Director 

79/13/21 Ip 


8001340373 ACk receipt of 790937 \ fcr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/79-07 
CARLSON, R T Region 1, Philadelphia. Reactor Construction t* 

Engineering Support Branch 79/12/24 3pp 

— G001 240394 Responds fco NRC 790921 1 tr re violations noted in IE Insp 
Kept 50-322/79-07 Corrective actions beam support welds 
re inspe f t ed. ana 1 y s es performed far safety implications t< 

RCS lines re! oar ted 

WOFFORD. A W Long Island Lighting Co 79/09/27 3pp 

—8001240395 Forwards IF Insp Rept 50-322/79-07 on 790522-25 & notice of 
violation 

CARLSON. R T Region I. Philadelphia! Reactor Construction L 

Engineering Support Branch 79/09/21 2PP 

— 000 12403 96 Notice of violation from insp on 790522-25 

# Region i. ph j ladelph ia, Office of the Director 79/08/20 
2pp 

—D00 1 240397 IE Insp fiept 50-322/79-07 on 790522-25 None ump 1 i anee noted 
failure to promptly correct raceway separation 
nonconformance prior to installing cable ft weld joint fltup 
MCOAUQHV.R W Region 1, Ph i tad* Iph ia, Reactor Construction & 

Engineering Support Branch PAOLIND.R J , TOTH. A D Region 1. 

Philadelphia, Office of the Director 79/08/20 |4pp 


6001090643 Forwards IE Info Notice 79-34, ''Inadequate Design of Safety- 
Related Hp at Exchangers " No action or response required 
CRIER, 0 H Region 1. Ph 1 1 ade lph i a, Office of the Director 

79/12/27 Ip 


000 1330054 Ac k receipt of 791119 ltr informing NRC of step® taken to 
correct violations noted in IE fhsp Rppt 50-322/79-12 
CARLSON. R T Region 1. Philadelphia, Reactor Construction t< 

Engineering Support Branch 79/12/2B Ip 


— BOO 1330 058 Responds to NRC 791012 J tr re violations noted in IE Insp 
Rept 50-322/79-12 Corrective actions engineering evaluation 
£, rework to be completed by 800101 & drawings made 
available Const personnel advised of spec requirements 
WOFFORD. A W Long Island Lighting Co 79/11/19 2pp 


— BD0123Q072 Forwards IE Insp Rept 50-322/79-12 on 790013-16 & notice of 

violation 

CARLSON. R T Region 1, Philadelphia. Reactor Co n s- true t ion & 

Engineering Support Branch 79/10/12 2pp 


—8501230076 Notice of violation from insp on 790B13-16 

» Region 1, Philadelphia. Office of the Director 79/10/11 

*P 


— 8001230079 IE Insp Rept 50-322/79" 1 2 on 790913-16 Hone Drrip U ance 
noted control panels improperly mounted 6 location L 
mounting drawings not available 

MCGAUCHY.fl W Region 1, P h- S lade IpMa, Reactor Construction h 

Engineering Support Branch TOTH. A D . NARROW, L Region 1, 
Philadelphia, Office of the Director 79/10/11 lOpp 


8001140212 Forwards IE Info Natitfe 79-37, "Cracking in Lou Pressure 
Turbine Disc* "■ No response required 

GRIER. B H Region }. ph il adel ph i a, Office of the Director 
79/12/31 Ip 


6001 L 5008 ] Forwards !E info Notice 79-36, "Computer Code Defect In 
Stress Analysis of Piping Elbow " No specific action or 
response required 

CRIER, 0 H Region 1, Phi lade Iphia, Office of the Director, 
79/12/31 Ip 


8001150194 Forwards IE Info Notice 79-39. "Control of Maint *< Essential 
Equipment 11 No response required 

DRIER, D H Region 1/ Philadelphia, Office of the Director 
79/12/31 Ip 


0001150106 Forwards IE Info Notice 80-01. "Fuel Handling Events 1 No 
specific action or response required 

GRIER, D H Region J. Philadelphia, Office of the Directoi 

00/01/04 lp 4 

6001390162 Forwards IE Circular 80-01, "Svc Advice for 0E Induction 
Disc Relays " Na response required 

GRIER , B H Region 1< Ph i 1 ad o Iph i a, Office of the Director 
00/01/17 lp 

S Reportable occurrences, LEWS S, related correspondence 


8001040606 Ac k receipt of 791024 ltr forwarding final deficiency rept 
re sequential opening of safety relief valves Design 
conforms to loadings per NUREQ-04B7 

CARLSON, R T Region 1. Philadelphia, Reactor Construction 6 

Engineering Support Branch 79/12/11 Ip 

—0001040606 Final deficiency rept re sequential opening of safety relief 
valve eye No corrective action required since second pop 
phenomena is covered by Mark II containment load specs 
NOVARRO. J F Long Island Lighting Co 79/10/34 2pp 


U Congressional /Executive Correspondence 


0001020502 Requ es t-s onsite study of plant due to constituent interest 
in safety Requests made on 790709 fc 1015 did not receive 
a d aqua te'response 

DOWNEY, T J House of Rep , Mays and Means 79/11/26 lp 


— 3001020908 Ac k receipt tff 791015 ltr requesting onsite study of plant 
HAMMERER , C Office of Congressional Affairs 79/10/26 lp 

— 8001020514 Requests onsite study of plant 6 comments that responie to 
previous reques t, c iting roles for licensing 6 emergency 
planning. was inadequate 

DOWNEY, T J House Of Rep , Ways and Moans 79/10/15 lp 


—0001020520 Ack receipt of 790709 ltr re plant 

HAMMERER, C Office of Congressional Affairs 79/07/13 Ip 

—8001020524 Requests onsite study of plant, specifically r» evacuation 
tc haiard assessment 

DOWNEY, T J House of Rep , Ways and Means 79/07/09 Ip 

8001 160527 Responds to 791126 ft 1015 ltr* requesting immediate onsite 
study of evacuation plan adequacy NRC emergency planning 
review will begin in 1930 Will include re-ova l ua t i on of 
existing util, state ft local govt emergency plans 
KAMMERER,C Office of Congressional Affairs 79/12/12 2pp 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A App ] ica t ion/cons true t ion stage documents ft correspondence 


8001110034 Notification of 791126-27 meeting w/utll representatives to 
discuss criteria to be used in evaluation of multiple 
failure of Nonseis/nic Category 1 piping Meeting cancelled 
BUCKLEY, □ C Light Water Reactors Branch i 79/11/15 3pp 

8001040290 References 790016 ltr indicating that review of equipment & 
oys uncovered over 150 violations of separation criteria 
Requests plant-wide field audit of installed elactric 
equipment 6 sys to determine conformance to criteria 
6T0U2.JF Light Water Reactors Branch 1 79/11/30 3pp 


8001040656 Forwards WCAP-7410L, "Qualif ication Test of ITT/Darton 
Transmitters, Produc fcidn Lot 2 " Application for withholding 
Zf affidavit end Proprietary version withheld (ref 
IQCFR2 7901 

ANDERSON, T M Antibodies, Inc 79/12/21 13pp 

—3001040688 "Oual if icati on Test of ITT/Barton Transmi t ter s, Prod uc t i oh 
Lot 2. " nonpropn etary version 

LIPCHAK, 0 B Antibodies, Inc WCAP-74I0L 79/12/20 65pp 

0001100035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring R«vised requirements will be 
implemented in licensing review & radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
IP 

•—8001180061 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 17pp 
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0OO11IOO43 Responds to 791019 ltr re review of seismic matters ic 
emergency operating procedures, per ACRS 791003 meeting 
Criteria for evaluating effects of Nonseismic Category 1 sys 
failures on plant safety uu 11 be submitted in Jan i960 
VMSSALLQ, D B Division of Project Management 79/12/27 2pp 


--D00 1 1 10047 Requests immediate review of seismic matters L emergency 
operating procedures, per ACR9 791003 meeting 
FLEI8CHAKER, 0 Fleischaker, D S 79/10/1? 5pp 


EJ0010GO3B6 Forwards revised info re results of evaluation to detect 
effects of moderate energy line breaks on equipment 
required for safe shutdown Also forwards revised actions to 
be taken to protect vulnerable equipment 
CRANE, P A Pacific Gas *< Electric Co 79/12/20 9pp 


B 001030744 Forwards “Status Rept Responding to NURE0-0978 'TUI-2 
Lessons Loai ned Task Force Status Ropt t< Short-Term 
Rec omfi>enda 1 1 ons ' S< C 1 ar i f ic a fc i ons ° 

LOCKE, R T Pacific Gas t< Electric Co 79/12/31 ip 


‘GO 01030751 "Status Rept Responding to NUREG-OS70 'TMI-2 Lessons 
Learned Task Force Ropt & Short-Term Recommendations' 8, 
Clarifications " 

» Pacific Gas & Electric Co 79/12/31 35pp 


0001160330 DIscussbs 791227 telcon ro access of Chumash Indiana to 
portion of site having religious or cultural significance 
Inforrns of BOOllO meeting at Banta Barbara Indian Ctr to 
rasolv® problems 

BALLARD- R L Environmental Projects Branch 1 79/12/31 2pp 


0001070378 Forwards addl info ro environ qualification of reactor 
coolant temp detectors 6 containment pressure fcransmi tters, 
in response to NRC 791108 request Requests notification of 
receipt of info 

CRANE, J 4 A Pacific Gas U Electric Co 80/01/02 Gpp 


□001100136 Notification of BOOLO? meeting w/util in Dothesda,MP to 
discuss NRC comments on util submittal in response to short- 
term Lessons Learned Task force requirements 

BUCKLEY, B C Light Water Reactors Branch I BO/Ot/07 4pp 


8001320027 Requests comments on specific recommendations to NUREQ-0660, 
to assist NRC review of rept t< evaluation of each 
recommendation for applicability to all OL applications 
Comments needed by 790213 

8TPLZ,J r Light Water Reactors Branch 1 00/01/00 20pp 


0001100321 Responds to NRC 791102 ltr re environ qualification of Class 
IE electrical equipment Forwards tabulation of equipment 
located inside containment Info re chemical makeup of 
qualified environ for continental cablo will be supplied 
CRANE, P A Pacific Gas t< Electric Co 00/01/14 7pp 


BO-01290293 Forwards addendum to 791231 rept, “Status Rept to NRC from 
Uti 1 , Responding to NUREG-0378 TMI-2 Lessons Learned Task 
force Status Rept & Short-Term Recommendations S< 

Clarifications “ Addendum responds to 800109 questions, 

CRANE, P A Pacific Gas U Electric Co 60/GI/2S 65pp 


800(310337 forwards response to NRC 791005 ltr re implications of 
calculations indicating that containment overpressurization 
might occur when auxiliary feedwater flow is induced in 
main steam line break analysis Flow adequately considered 
CRANE, P A Pacific Gas U Electric Co 80/01/23 llpp 


D NRC Draft/Final Environmental Statements, suppts & correspondence 


8001090336 Responds to 791130 request re consultation under Endangered 
Species Act of 1973 Section 7 Operation of util not likely 
to jeopardize existence of any threatened or endangered 
species in project area 

HOWARD, 0 V Commerce, Dep t of. National Marine Fisheries Service 
00/01/02 2pp 


G Adjudicatory correspondence 


0001210030 Discusses facility licensing proceed i ng« , impac t of TMI 
Leisens Learned Task Force recommendation* 6 79129 meeting 
ro emergency planning Forwards NRC modified adjudicatory 
procedures & NUREQ-Q625 H/o end 

ENGELHARD! , T F Deputy Executive Legal Director 79/11/27 2pp 


8001220189 Request by joint lntervanors to be excused from requirement 
of filing 20 copies of brief In support of exceptions, due to 
limited resources Granted by A5LAD on 791227 

FLEI8CHAKCR, D Flalschaker, D 8 PHILLIPS, J R Center Pur Law in 
the Public Interest 79/12/17 2 p p 


□001070441 Brief in opposition to intervener San Luis Obispo Mothers 
for Peace 791013 notice of appeal *< exceptions to ASLD 
790927 partial initial dec ision. Part IV Intervenor 791019 
response waived right to participation W/Certif icate of Svc 
3TAENBERQ, M R Regulations Division 79/12/18 39pp 


8001100310 Brief in response to intervenor Sara Luis Obispo Mothers for 
Peace brief re exceptions to Part IV of initial decision on 
security issues Intervenor withdrew from proceeding on 
790119 Urges ASLAD to sustain ASL0 partial initial decision 
NORTON, B , FUR GUSH, M H , OEHR, A C Pacific Gas 6 Electric Co 
79/12/10 26 p p 


— 8001100328 Order determining that discovery should cover adequacy of 
security plan in entirety Adopts listing of ASLAD 770609 
decision ALAB-410 as presentation of various plan 
components Directs parties- to reach agreement re witnesses 
SOWERS, C 5 Atomic Safety and Licensing Board Panel 77/06/17 

2pp 


— 0001 1 00033 Ord*T denying 1 n t erven o ra J 770B29 motion td qualify LD 
DbNUce? to proceed u/discpvery Grants 60-day extension for 
interveners to refine contention k produce qualified witness 
□n security issue 

BOWERS. E S Atomic Safety and Licensing Board Panel 77/11/03 

2pp 


— 8001100330 Order directing intervenor* to consider whether to proceed 
tu/contentiott re POLE security plan 

BOWERS. E S Atomic Safety and Licensing Board Panel 70/05/11 

6pp 


— 80G1100344 Order agreeing w/NRC fc PG&E analysis stating that expertise 
has not been established t- that no claim of expertise exists 
ro security plan identified in ALAB-430 Denies interuenars' 
petition to qualify D Comey for discovery W/P06E 770217 ltr 
COWERS. E B Atomic Safety and Licensing Board Panel 78/09/09 

8pp 


— 8001100357 Response urging denial of intervenor* petition to qualify D 
Comey for discovery Failed to prove Carney expertise in 
physical security U failed to establish relationship between 
s ub j of examination ^ contentions Certificate Df Svc end 
TOURTELLOTTE, J Hearing Branch 4 70/OB/M (Opp 


800kD40SB9 Identifies issues of concern re ASLB 791116 order admitting 
Governor Grown to participate in proceeding Issues include 
emergency planning 6 preparedness U seismic considerations 
Certificate of Eve end 

DROWN, H H California, State of BRCWN, H H Hill Christopher t, 
Phillips 79/12/19 5pp 


0001 100351 Order advising of 800123 oral argument In San Francisco, CA 
ro intervenor exceptions to security plan issues Related 
matters will be specified In subsequent order 

TOMPKINS. D A Atomic Safety and Licensing Appeal Panel 80/01/02 
1R 


□001150401 Responds to 791030 ltr requesting L Dickwit not to advise 
Commission on institution of proceeding re Hendrie & Kennedy 
disqualification Will notify when decision is made Notes re 
791019 meeting will be preserved 

tUCKWlTrL Office of the General Counsel 80/01/03 ip 


8001160441 Order scheduling oral argument on 800123 in 8»n Francisco 
Each tide given l~h for argument Intervenor San Luis Obispo 
Mothers for Peace will be given opportunity for rebuttal 
Names of counsel shouls be mailed to ASLAD 

TKDMPKIN0, D A Atomic Safety and Licensing Appeal Panel 80/01/04 

»P 


0001140130 Response to Joint Intervenor* request to be relieved from 
Commission requirement to file 20 copies Of brief Does not 
object Certlvlcate of Sve endl 

KETCHEN, E 0 Hearing Branch 4 00/01/07 3pp 


8001310312 Notion for continuance of 800103 oral argument, due to 
intensity of pretrial preparation L counsel time conflict 
Requests postponement of 000129,30 or 31 oral argument 
Certificate of Svc encl 

VALENTINE, P C San Luis Obispo Mothers for Peace, VALENTINE, P C 
Valentine/ P C 00/01/04 3pp 


B001 160134 Motion for extension until 800220 to respond to Joint 
Intervenor* 791207 brief supporting exceptions re seismic 
cam lderations 4, to respond to State of CA 79 1 207 amicus 
curiae brief Certificate of Svc encl 
KETCHEN. EG Hearing Branch 4 BO/Ql/lO 6pp 
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C.'t;. jj;i s* j;iit fnars that oral argument on seismic 

ititft t * ► * ] o m j 4 i Li.it Csitpo CA Halding argument in 
Ld^esd* "u will « j c lu de i 5. a l interested persons whose 
*i*al*» Ei 54 r,t* are Sir»:Ug effected W/Cer 1 1 f 1 ca te of Svc 
flEJ^ ktArEr? 0 fUtuuiir 0 5 FHILLIP5 J R Center for Law in 

♦ >i* Puaii rnt«ff*t eo/ouiu app 


f „" J0$ Brief 1 “ oppsstticn to inter, mors brief supporting 

fiitpiiCf tc Ai:»6 init.al dec K icn, Per t HI Intervener 
trident* tit#i in a r i » f is supportive of findings 

rather r>j* i, fc*- «»mars pssj?i_n W'Cer ti f icate of Svc 
'.rRTCv C FiJ-L'JZr* h H , JE 1 3 A C PacjfiC Cas t, Electric Co 
r 01 - ll 4„?,> 


‘-'U'vjlJv Errata to applicant ET31M brief in response to intervenors' 
sjppcrttrg ricepticrs to Part III of initial 
iscisicm Certificate of S«: end 

NTRTEN E FUPCJEr? M H A C Pacific Gas & Electric Cd 

N'J/OUii 


r "'Jl£4C-Lf C-der dergi-tg mter-ertcr ration for continuance of B00133 
oral argument due to ASLAfJ previojs cc-mi tnents 
Dl”*fCP C J Atomic Safety erd Licensing Appeal Panel 80/01/16 

?pp 


»i (.eferal tcrrespcnder.ee 


U Congresaiona 1 /Executive Correspondence 


8001130132 Responds to 791019 1 ti re NJ Hondo roquoffl IW)i info 
concerning nuclear plants in CA Forwards rd«po.i«e* to 
questions CA receiving no significant burden of jprfiouctive 
mat! from NRC regulated sources 
O0SSICK. L 9 Office of the txoz 


ni 




-*-8001 130137 Forwards NJ Honele July 1979 requoot for info m number «f 
nuclear plants in CA, waste burial in CA. waste loaliage u>tu 
CA waters* rad inactive waste in bldg matin & numboi of 
Westinyhousc plants in CA Requests comment 
CRANSTON. A Senate 79/10/19 *>pp 


8001140515 Aclc receipt or 791115 1 tr re private meetings between 
RT Kennedy. J/1 Hondr ie K util concerning Pncllity licensing 
Proceedings currently underway to determine whethm Kennedy 
A Hendne should be disqualified from facility hearing 
KAMMERERi C Office of Cong r i onn l Af falls /9/ll/UM Ip 


80011605B7 Forwards response to CD Caleoya* 790031 N IOW Urn u 
seismic design calculations, insurance protection 6 
radioactive emissions 

GDS9TCK.L V Office of the Executive DJmctOr for Operation* 
79/12/06 lp 


8^yl24L3|9 Forwards infs premised during 791123 meeting in San Luis 
0 jh?3 ca »*e faciltty emergency preparedness program First 
page af 79I32J ltr to Congressman Lagomarsino end 
BUCKLE* 0 C Light Water Reactors Branch 1 80/01/10 2pp 


0 Irtptctisn reports, IE Bulletins & correspondence 


—8001160597 Responds to 790831 6 1031 Hr® re seismic tltnjlgn 
calculations, insurance protaction A radioactive emulsion* 
Correspondence, indemni ty agreements, nuc I oar liability 
insurance policies 6 info re 1977 plant relonues am 1 
KNIGHT.jp Assistant Director for F n& inoer ing 79/11/10 
300pp 


r O1C0324 7 fsrwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference ’ No written response required 

ENGElxEN P H Region 5 San Francisco Office of the Director 
"'T/lS'vO lp 


CC31C90090 Forwards IE Inf c NUice 79-32 "Separation of Electrical 
Cables for NFC! 6 Automatic Depresaun jation Sys ,J No 
specific action or response requested 

ENGELFEM R H Region 5 San Francisco. Office of the Director 
7y/12'*I Ip 


E-'Ol llCGJd Forwards IE Info Notice 79-33 "] 

Canhqinm t „t Eq„ifr-*-t Access Hatches No 
response requested 

EN^ElKEN p h Region 5, San Francisco, 
79/12/26 ]p 


nproper Closure of Primary 
specific action or 

Office of the Director 


-8001160610 Requests infn re facility Forwards four 1 Irt, fi urn U) 
Calsoya* re licensing 
CRANSTON, A Senate 79/10/31 Jpp 


-8001160613 Requests estimated radioactive umiusioms of plants usiny 
Nestmghouse nuclear reactors Ltr to FLRC re ociumlc 
considerations t political collusion end 
CALSDYAS. C D Affiliation Unknown 79/08/26 £?PP 


0001160213 Responds to 790905 ltr to UOC re Info requested by roripat 
Associates. Inc on amount 6 mineral content of raditMcllvn 
dust to be released by plant Significant amounts of duel 
not generated during plant operation 

GOSBICK.L V Office of the Executive Director for (Jp (nations 
79/12/17 Spp 


,£ ”- 34 ' “Inadrqyatfl D Psl ,n of s.fot,- 

Fi»rci d*^ E,C * d action or respunji required 


ENGEL hEN R h 
79/12/27 jp 


Region 5 San Francisco. Office 0 f the Director 


DOCKET 50-324 DRUNSWICK STEAM ELECTRIC PLANT. UNIT ? 
F -_?* CUritg ’ ,nedlcd1, emergency ?< fire protection plans 


GOjI 1C DC 95 Forward* {£ i n f c Notice 79-37 
Turbine Discs " Na response required 

” n ° n '" 5 ' Franc ‘ 5 


'Cracking in Low Pressure 
Office of the Director 


8001070075 Responds to 790827 request Fdp review uf 
program Concurs u/recpmmoncJati ons that Tech lipecfl 
limit on nonfunctional penetration fire barriers 6 
for valve operation should bo upgraded 
LA I NAS, 0 Plant Systems Branch 79/11/14 2pp 


fire put tec t ion 
re time 
citrous 


SCOl 150042 Forwards IE Info i 
Stress Analysis of Piping I 
res pens* required 
ENGELKEN R H Region 5, 

79/l2'3i jp 


ce 79-36 "Computer Code Defect in 
w '* No specific action Or 

Francisco, dffic* 0 f the Director 






power reactors Format for reporting evacuation time 
end 

79 l nu£ R , pp A,,I ** snt Director for 6 n 9 l „..,.i„„ t 


'iHinu nut k uv r 


1 .“j;*:.;:;:” ”- 35 - .» «.«.* ^ 

Region 5. Sen Francisco, Office of the Director 


ENCELKEN ft H 

79/12/3J Ip 


80/01/ 04 ip 


s. ■ -»p«n»e required 

R«9»ar, 5 San Francisco, Office of the Director 


0001290070 F©rw*rd» j£ Circular 80 - 01 . 

engelSI^r V Ha 

60/01/17 ip #9 6F> 3j S * n ^ r *nc j sco. Office of the Director 


"Svc Advice for OE Induction 


■ # !i 2 # ^.r:rs < M:rs:. , OT *i.s 5 i , j {!2 ,tr 1 ; e » 
Sg^rs.rssr:y?: tssstr 

FyfJJ5oBH n h Par,i te . 

Cas U Electric Co 80/01/22 30pp 


UTLEY, E°E Pll ?^olina a F Q,t '^T**™'* guidance ‘ 

wiLEY,fc c Carolina Power ft Light Co 79/12/31 2pp 


3001 040646 Emergency p 1 an, Rev i s i on 12 
* C flr olina Power & Light Co 79/12/21 


66pp 


?™.: itx c •; “ 

Supportfng ^documentati on^enc 1 y fl,<>pDl111 * contingency p lan, Revi i i on li 
* North Carolina, State of 77/07/31 49 pp 

info re for 

^Pflly info by eoo 31 De?aiu for fl r eaC J g [i UU 1 

local emergency evacuation^ ac c J a, > 1 0 9^t-approvod 

utlev. e , e. 5 .?iss u ?ii::v;:;; t "s; i tejr d s ;r‘ 
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P Operating license stage documents & correspondence 


3001040006 forwards "Evaluation of Stresses in Rbc ire ulatl on Inlet 
Nellie SaFe-End M Dased on analy s i s- continued inservice 
survo i 1 1 anc e of norzle safe-ends recommended IE will follow 
up during routine insp 

JORDAN, E L Division of Reactor Operations Inspections 
NRC-O'i-77-106 79/11/ IS 2pp 


— 0001040090 "Evaluation of Stresses in Recirculation Inlet Noiile 
Safe-End " 

DEAN.R S . VLIES, L E Parameter, Inc NRC-OS-77- 106 IE-U6-B 
79/11/15 24 p p 


0001040390 forwards Nnv 1979 Revision 1 aF branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised atds being 
implemented In CJL applicant reviews A Tech Spec update 
CAMM1LL.W P Division of Operating Reactors 79/tl/27 35pp 


0001070276 forwards NSSS vendor t. fuel supplier ltrs re impact oF 
cladding heating-rate dependent burst temp effects on 
rupture time t s tra i n/b 1 oc V ag e Ltrs will help licensees 
respond to NRC 791109 itr re rupture strain & flow blockage 
EISEWHUT.D G Division of Operating Reactors 79/11/27 3pp 


B001070332 Tcirwards Amend 49 to License DPR-62, safety evaluation b 
notice of issuance b availability 

IPPOLITOi T A Operating Reactors Branch 3 79/12/10 2pp 


— 0OO1O7O33G Amend 49 to License DPR-62, revi s i ng Tech Specs to provide 
corrected min critical power ratio limits For latter part 
of Cycle 3 

IPPOLITO- T A Operating Reactois Branch 3 79/12/10 5pp 


--0QO l 070341 Safety evaluation supporting Amend 49 to License DPR-62 
* Office of Nuclear Reactor Regulation 79/12/10 3pp 


--8001070346 Notice of issuance & availability of Amend 49 to License 
OPR— 62 

IPPDLITO, T A Operating Reactors Branch 3 79/12/10 2pp 


0001070362 Advises that Bulletin t Orders Task Force has approved small 
break 10CA guidelines for operating plants Provides schedule 
of utils to bo audited to assure successful incorporation of 
rovlsod procedures Audit plan end 

riSCNHUT, D 0 Division of Operating Reactors 79/12/17 12pp 


00010301323 Responds to NRC 791109 fc 27 requests for comparison of 
Dilating EC< 8 evaluation models w/research programs for 
reactor Fuel New models do not affect conclusions of 
approved QE LGCA c ladd ing > swo 1 1 i ng b rupture mode) 

UTLEY, E E Carolina Power lr Light Co 79/12/27 Ip 


0001100403 Ack receipt of commitment b schedule for implementation of 
Lessons Learned Task Force rec nmmendations Method oF 
implementation will be reviewed upon completion, per NRC 
791030 Itr 

DENTON- H H Office of Nuclear Reactor Regulation 79/12/27 2pp 


0001220194 Comments on proposed Reg Guido 5 XXX inconsistencies in 
scope of reporting b in time limits required For reptr, 

Proposed rule does not adequately define "significantly 
threaten N 

UTLEY, E C Carolina Power b Light Co 79/12/29 3p* 


0001040630 Requests Tech Spec revisions to license re operability test 
requirements For RHR ovc water pumps Chango corrects error 
in required pump discharge pressure Tech Specs enc 1 
UTLEY- E f Carolina Power V Light Co 79/12/31 2pp 


— fl00|040643 Revised Tech Spec 3/4 7 1 for RHR eve water sy& 
# Carolina Power *« Light Co 79/12/31 4pp 


0001210132 Responds to NRC 791030 Itr re Lessons Learned Task Force 
short-term requirements Discusses implementation of Category 
A b D requirements Requests immediate NRC review re util 
methodology used in plant shielding review 
UTLEY. E E Carolina Power V Light Co 79/12/31 127pp 


--0OQ121O135 "Reactor Dldg Equipment Arrangement Isometric at Elevation 
17 Ft. Port 1 " 

# Carolina Power b Light Co 79/12/31 Ip 


— 0001210130 "Reactor Bldg Equipment Arrangement Isometric at Elevation 
17 Ft. Part 2 " 

# Carolina Power b Light Co 79/i2/3i ip 


— 0001210139 "Reactor Bldg Equipment Arrangement Isometric at Elevation 
17 Ft. Part 3 ■ 

a Carolina Power b Light Co 79/12/31 ip 


“-0001210141 "Reactor Bldg Equipment Arrangement Isometric at Elevation 
17 Ft, Parts 4 1 b ” 

*» Carolina Power % Light Co 79/12/31 lp 


— 8001210142 "Reactor Dldg Equipment Arrangement Isometric at Elevation 
20 rt « 

* Carolina Power '< Light Co 79/12/31 lp 


— 8001210145 "Reactor Bldg Equipment Arrangement Isometric at Elevation 
50 Ft ” 

* Carolina Power *. Light Co 79/12/31 lp 


— 0001210146 ‘'Reactor Dldg Equipment Arrangement Isometric at Elevation 
GO Ft " 

-» Carolina Power *< Light Co 79/12/31 lp 


□001240930 Notification of G0011EJ meeting w/util & AIF in Bethcsda,MD 
to discuss OA requirimenti for spare b replacement parts 
LIEDERDACH- F J Quality Assurance Branch B0/01/J1 Ip 


80012)0201 Responds to NRC 79J002 ft 31 ltrs re commitments to 
confirmatory requirements For Mark 1 c on to i nmonfc program 
Hill not commit to completion datn until concerns noted at 
owners group 791113 meeting resolved 

UTLEY.C E Carolina Power h Light Cci 00/01/14 2pp 


□ 001210263 Requests revision to Tech Specs Pages 7-9 t 7-il through 
7-35 re hydraulic snubbers forwards revised Tech Specs 
superceding util 790220 request 

UTLEY, E E Carolina P tiwor ft LigPit Co 80/01/14 2pp 


— 8001210264 Revised Pages 7-9 *< 7-il through 7-33 to Tech Specs re 
hydraulic snubbers 

* Carolina Power b Light Co DO/Gl/14 50pp 


0001290360 Updates 790412 h GSIO ltrs re recall of 4„inch elbows tt 
2-lnch tees from Lot WA7 1 9 Lists nu<l«?ar ji oWDr plants st 
which Fittings have hern located Li«ts Facilities from which 
fittings have been removed 
HAVDCN, L E Eon Lorp GO/Ot/15 Cpp 


□001310273 Requests OL amends, revising Tech Specs to change requirement 
for source range monitor J n s femme nta t i on Forwards revised 
Tech Specs 

UTLEY, E C Carolina Power U Light Co 00/01/24 2pp 


--0001310279 Revised Tech Specs 3/4 3-5 b 9-3 re source range 
instrumental ion 

» Carolina Power & Light Co 00/01/24 4pp 


Q Inspection reports, IE Bulletins \ corr esponii once 


□001S60996 Responds to IE Bulletin 79-15 re deep draft pump 
deficiencies Util uses ten deep draft pumps, four on nuclear 
h six on conventional header Pumps mfg by FWC Car p , Pe er 1 o ss 
Pump Plv 

FURR. V J Camlina Power b Light Cn 79/12/20 5pp 


□001070182 Forwards IE Info Notice 79-32, " Super a fct on of Electrical 

Cab lea for UPC! A Automatic Dc p r es »or S i-a t i on Sys u No 
specific action or response requested 

O'REILLY, J p Region 2, Atlanta, Ufftce of the Director 
79/12/21 2pp 


8001240119 Forwards IE Inf-a Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
r equ i red 

0 'REILLY, J P Region 2. Atlanta. Office af the Director 

79/12/21 2pp 


8001240467 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangeit " Mo action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/27 2pp 


8001250044 forwards IE Info Notice 79-37. "Cracking in Lou Pressure 
Turbine Discs " No response roquirad 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/28 2pp 
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6001080462 Supplements response to IE Jnsp Ro p T 9 50-324/ 79-- 02 t< 
50-325/79-02 re Item 34 Complete sys description rewrite to 
incLude updated plant mod* will be completed 801031 Rewrite 
of safe ty-re LatBd si/s will be completed 800430 
■MEMSCEn. D 9 Carol Ina power 8 , Light CO 79/12/31 lp 


□001160235 Forwards IE Info Notice 79-35, "Control of Mainfc L Essential 
Equipment N No action or response required 
0'RE1LLY»J P Region 2, Atlanta. Office of the Director 
79/13/31 Ip 


QQO 1240031 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/31 2pp 


5001290257 Forwards IE Info Notice BO-Ol, “Fuel Handling Everts " No 
specific action or response required 

O'REILLY. J P Region 3 , Atlanta, Office of the Director 
00/01/04 2pp 


B0012Q0460 Forwards IE Bulletin DO-01, "Operability of Automatic 
Oepressur i lation Sys Valve Pneumatic Supply " Action 
required 

O'REILLY, -J P .Region 2, Atlanta, Office of the Director 

Bo/oi/n i P 


—900U50633 LER 79-109/01T-0 on 791228, while capping reactor 
ret irculat 1 on pump 3/4-inch suction test c unne c 1 1 on. 1 ea k 
found in base metal of reducing insert upstream Possibly 
caused by weld arc strike on reducing insert LinB plugged 
TOLL ISDN. A C Carolina Power &■ Light Co 00/01/10 2pp 


0001220360 Forwards LER 79-093/03L-1 

TOLLISON. A C Carolina Power A Light Co 80/01/14 lp 


8001220362 LCfl 79-093/03L-1 on 79i 120, during normal reactor startup, 
rods 42-33 ?< 26-07 gave lod ovst travel alarm whan withdrawn 
to notch 40 Probably caused by loose inner filter on drive 
engaging uncoupling rod Units to be overhauled 
TQLLlSOHtA C Carolina Power & Light Cp 90/01/14 ]p 


9005220414 Forwards LER 79-097/03L-0 

TOLLISON, A C Carolina Power «. Light Co 00/01/15 Ip 


•0001220419 LER 79-097/03L-0 on 791217, during normal plant operation, 
torua-to-rfryuie 1 1 vacuum breaker CAC-X1BE had no closed 
indication Caused by valve flapper not completely closing 
Replaced permanent magnet holding flapper closed 
TOLL I SDN, a C Carolina Power ?» Light Co 00/01/15 lp 


8001290346 Forwards LER 79-104/03L-Q 

TOLLISON, A C Carolina Power f* Light Co QQ/Ot/18 lp 


0001290419 Forwaids 1C Bulletin 79-01B. "Environ Qua 1 i f 1 ca 1 1 on of Class 
IE Eompment" w/a t fca c hment s Action required 
0 'REILLY, J P Region 2 , Atlanta, Office uf the Director 
00/01/14 (p 


R Periodic operating reports 6 related correspondence 


8001100392 Forwards monthly operating repts for Dec 1979 
TOLLISDN. A C Carulma Power & Light Co 90/01/07 lp 


-9001100395 Monthly operating repts far Dec 1979 

WILLIS, E A Carolina Power i, Light Co 00/01/03 llpp 


9 Reporta bio occurrences, LER* I« related correspondence 


BOO 1090505 Forwards LER 79-0E9/03L-0 

TOLL I SON, A c Carolina Power * Light Co 79/12/28 Ip 


'8001000514 LER 79-089/03L-0 an 791206 l< 13, reactor r ec i r cu ] a t i nn pump 
2D tripped Possibly caused by shart brushes on exciter 
collector rings causing degraded '(citation for generator 
field which forced voltage regulator fuses to blow 
TOLL I SON, A C Carolina Power V Light Co 79/12/30 2pp 

8 001090-321 Forward* LER 79-J06/03L-0 

TOLLISON, A C Carolina Fewer U Light Co 00/01/03 lp 


’8001090323 LER 79-I06/03L-0 on 791 2l 5, d u ri ng normal plant operation, 
tonta inment atmosphere monitor would not run due to low 
flow Caused by broken vacuum pump drive belt Belt was 
replaced Alternative monitoring sys being evaluated 
TOLLISON, A C Carolina Power & Light -Co 00/01/03 Jp 


6001090391 Forward s LER 7«?- 102/O3L-O 

TOLLISON, A C Carolina Power & Light Co 80/01/03 ip 


-9001090397 LER 79-102/03L-0 <m 791214, whi le performing penetrant test, 
dry we Il-to- torus breaker operability check class indicator 
for X1BW would not d B-eneT g J r e when valve opened Cause not 
stated Switch disconnected 6 replaced w/spar* switch 
TOLLISON, A C Carolina Power & Light Cd 80/01/03 lp 


— 8001290550 LER 79-104/03L-0 an 791326, while performing mpin steam lino 
high radiation functional c h e c k , 1 ) rawer 3-D12-K60JD found out 
of calibr Gauged by instrument drift Drawer rocallbr ^ 
returned to *vc 

TOLLISON 1 , A C Carolina Power *< Light Co 80/01/10 lp 


&0QI290379 Forwards LER 90-002/03L-0 

TOLL ISDN, A C Carolina Power & Light Co 00/01/22 Ip 


--0001290506 LER 0O-0O2/O3L-O on 900 1 02, dur l tig normal reactor startup, rod 
soquenco control ays mould not allow rods to be pulled until 
rad 34-27 was bypassed "fulL-in " Caused by defective "full- 
in" rood switch Switch will he repaired or replaced 
TOLLISON, A C Carolina Power h Light Co 00/01/22 lp 


U Congro* si ana 1 /executive Correspondence 


00OI14O5L9 Responds, to Subcommittee an Energy t« Environ request for 
clarification pf 790319 testimony re NRC shutdown of five 
plants designed by SF.W plants ordered shut down due to use 
of SKOCK-I I Code use unacceptable under NHL guidelines 
DENTON, If R Office of Nuclear Reactor Regulation 79/11/20 6 pp 


DOCKET 90-335 BRUNSWICK STEAM El EC Tit IT PLANT, UNIT 1 


F Security, medical, emergency 8, Fir® protection plans 


00010900/5 Responds to 79002/ request fur review of fire protection 
program Concurs ui/t ocommenda 1 1 an* that Tech Spec* re time 
limit on nonfunctional penetration fire barriers & circuits 
for valve operation should be upgraded 
LAIMAS, 0 Plant System* DTAnch 79/11/14 app 


0001140054 Request* estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

OR IWES, 8 K Assistant Director for engineering 6 Projects 
79/11/29 4pp 


0OOIO4O644 Forwards 7912J?i emergency p 1 an. Rev i 3 i on 12 Discusses areas 
of nontomp 1 i once w/lateat emergency planning guidance, 

UTLEY, E C Carolina Power 6 Light Co 79/12/31 3 pp 


800 J 140343 Submits special rep t w/chart* r* coolant iodine 4 ctfyity 
which etceaderf Tech Specs Caused by two scrams & increase 
In fission product inventory In coolant from leaking fuel 
dement Leaking bundles will be removed during next outage 
TOLLISON, A C Carolina Power it Light Co, 30/05/03 6 pp 


0001 J 50460 Forwards LER 79-O92/O3L-0 

TOLL I SON, A C Carolina Power 4 Light Co 80/Q1/Q9 lp 


—0001150476 LER 79-092/03L-D on 791814. follow! ng reactor circulate 
pump trip, fud bundles aiceederf linear heat generation rate 
limit* Caused by nodal xenon burnout 6 unava 1 1 abili ty of one 
transient In-ccre probe Fewer Increases halted 
TOLLISON, A C Carolina Power 4 Light Cd B0/QI/09 2pp 


1 — 8001040646 Emergency p Ian, Revision 12 

* Carolina Power U Light Co 79/12/21 66pp 


■000-1 040630 Brunswick County, NC incident response p 1 An, R«vi s i on J1 
* North Carolina, Statu of 79/09/15 aipp 


0001040652 State of NC emergency response contingency p lan, Revision II 
Supporting documentation one 1 
* North Carolina,, State 0 # 77/Q7/3J 49pp 


8001800266 Responds to NRC 791129 raquqst for info re estimate* for 
evacuation of areas around nuclear reactors Util cannot 
supply info by 800131 Details for acceptable govt-approved 
local emergency evacuations plans must be developed first 
UTLEY, C E Carolina Power & Light Co 90/01/22 2pp 


8001150610 Forward* LER 79-I09/01T-Q 

TOLLISON, A C Carolina Power t. Light Co 00/01/10 ip 
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P Operating license stage documents ft correspondence 


8001040086 forwards "Evaluation of Stresses in Recirculation Inlet 
Motile Safe-End " Based on ana lysi s, continued inservice 
surveillance of non lc safe-ends recommended IE will fallow 
up during routine insp 

JORDAN, E L Division of Reactor Operations Inspections 
NRC-03-77-106 79/11/19 2pp 


— 000 i 040090 "Evaluation of Stresses in Recirculation Inlet Noule 
Bufe-End 11 

DEAN, R 0 > VLIES.L E Parameter- Inc NRC-Q5-77-1 06 IE-U6-B 
/9/U/15 24pp 


8001040390 Forward* Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised std* being 
implemented in DL applicant review* ft Tech Spec update 
OAMMILL.W P Division of Operating Reactors 79/11/27 35pp 


BOO-1070276 Forwards NS5S vondor ft fuel supplier Itrs re impact gf 
cladding heating-rote dependent burst temp effects on 
rupture time *< a tra i n/b 1 oc t age Ltr* will help licensee* 
respond to NRC 791109 1 tr re rupture strain ft flow blockage 
£ I 8ENHUT - D G Division cl f Operating Reactors 79/11/27 3pp 


GOO 1 OGO201 Forwards request for addl info re history of 1d*s of offsite 
poupT events, to complete review of offsite power ay* 
ad oquacy 

JPPGLITO, T A Operating Reactors Ilranch 3 /9/12/13 3pp 


□001(570362 Advise* that Bulletin ft Order* Task Force ha* approved small 
break LQCA guidelines fur operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procoduies Audit plan one 1 

EISENHUT.D Q Division of Operating Reactor* 79/12/17 I2pp 


HQ01030Q23 Responds to NRC 791109 ft 27 requests for comparison of 
enisling ECCB evaluation models w/resoarch programs for 
reactor fuel New models do not affect conclusions of 
approved GC LOCA c ladd ing, swe 11 ing ft rupture model 
UTLEY, i: E Caioiina Power ft light To 79/12/27 Ip 


0001100403 Ack receipt of commitment ft schedule for implementation of 
tesnons Learned Task Force i ecommendat ions Method of 
imp 1 amenta b i on will be reviewed upon comp 1 etion- per NRC 
791030 1 tr 

DENTON, H R Office Of Nuclear Reactor Regulation 79/12/27 2pp 


0001220194 Comments on pioposed Reg Guide 3 XXX inconsistencies in 
scope of repoitinq ft in time limits required fur ropta 
Proposed rule does not adequately define “significantly 
threaten 

UTLEY, T E Carolina Power ft light Co 79/12/29 3pp 


8001010630 Requests Tech Rpec revisions to license re operability test 
roquir omenta Por RHfl avc water pumps Change correct* error 
in loqulrcd pump discharge prassuro Tech Spues one 1 
UTLEY, r E Carolina Power ft Light Co 79/12/31 2pp 


—0001 040643 Revised Tech Spec J/4 / l for RHH *vc water sys 
» Carolina Power ft Light Co 79/12/31 4pp 


GOO 1 210132 Responds to NRC 7910T0 ltr re Lesson* Learned Task Force 
short-term requirements Discusses implementation of Category 
A A fl requirements Requests immediate NRC review re util 
methodology used in plant shielding review 
UTLEY, f E Carolina Power if Light Co 79/12/31 12/PP 


— 0001210133 "Reactor Dldg Equipment Arrangement Isometric at Elevation 
17 Ft* Part 1 " 

» Carolina Power ft Light Co 79/12/3J ip 


— G0Ol2lO13f3 “Reactor Bldg Equipment Arrangement isometric at Elevation 
17 Ft, Part 2 " 

« Carolina Power ft Light Cq 79/12/31 Ip 

--(300 1 210139 "Reactor Dldg Equipment Arrangement Isometric at Elevation 
17 ft. Part 3 " 

« Carolina Power ft Light Co 79/12/31 lp 

--G00121014I "Reactor Dldg Equipment Arrangement Isomatric at Elevation 
17 Ft-Parts 4 6 5 11 

* Carolina Power ft Light Co 79/12/31 lp 

--B0Q121D142 “Reactor Bldg Equipment Arrangement Isometric at Elevation 
20 Ft “ 

a Carolina Power ft Light Co 79/12/31 ip 


— 8001210145 “Reactor Bldg Equipment Arrangement Isometric at Elevation 
50 Ft " 

* Carolina Power ft Light Co 79/12/31 lp 


— 0001210146 "Reactor Bldg Equipment Arrangement Isometric at Elevation 
SO Ft " 

* Carolina Power ft Light Co 79/12/31 lp 


B00124053Q Notification of B00118 meeting w/util ft AIF in Dethesda.MD 
to discus* QA requirement* for spare ft replacement part* 

UEDERUACH, F J Quality Assurance Branch 80/01/11 Ip 


8001210201 Responds to NRC 791002 ft 31 ltr* re commitments to 
confirmatory requirements for Mark 1 containment program 
Rill not commit to completion date until concerns noted at 
owners group 791113 meeting resolved 

UTLEV.E E Carolina Power ft Light Co 00/01/14 2pp 


8001210263 Request* revision to Tech Specs Pages 7-9 ft 7-11 through 
7-35 re hydraulic snubbers Forward* revi*ed Tech Specs 
superceding util 790220 request 

UTLEY, E E Carolina Power ft Light Co 80/01/14 2pp 


— >8001210264 Revised Pages 7-9 ft 7-11 through 7-35 to Tech Spec* re 
hydraulic snubbers 

* Carolina Power ft Light Co 80/01/14 30pp 


0001290360 Updates 790412 ft 0510 ltrs re recall of 4-inch elbows ft 
2-inch t ee 5 from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN* L E Eon Corp 00/01/15 2pp 

□001310273 Requests DL amends ■ revising Tech Specs to change requirement 
for source range monitor instrumentation Forwards revised 
Tech Spec* 

UTLEY, E e Carolina Power ft Light Co 80/01/24 2pp 


—0001310279 Revised Tech Specs 3/4 3-5 ft 9-3 re source range 
instrumentation 

# Carolina Power ft Light Co 80/01/24 4pp 


Q Inspection reports. IE Bulletins ft correspondence 


8001020696 Forwards Waste Packaging Insp Rapt 79-04A on 791029 ft 3i 
No noncompliance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility ft Materials 

Safety Branch 79/11/19 2pp 


—0001020707 Waste Packaging Insp Rept 79-04A on 791029 ft 31 No 
noncomp l iance noted Major areas inspected compliance w/DOT ft 
NRC regulations re shipping paper requirements, DOT placard 
requirements, radiation levels ft removable contaminations 
POTTER, J P Region 2, Atlanta, Fuel Facility ft Materials Safety 

Branch 79/U/19 5pp 


8001160596 Respond* to IE Bulletin 79-15 re deep draft pump 
deficiencies Util uses ten deep draft pumps, four on nuclear 
ft six on conventional header Pumps mfg by FWC Corp, Peer 1 es s 
Pump Div 

FURR i □ J Carolina Power ft Light Co 79/12/20 5pp 

80010701 B2 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cable* far HPCI ft Automatic Depressuri zetian Sys No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 

90012401 IS Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY., J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 

9001240467 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers ” No action or response required 
O'REILLY., J P Region 2, Atlanta, Office of the Director 
79/12/27 2pp 

8001250044 Forwards IE Info Notice 79-37, “Cracking in Low Pressure 
Turbine Discs “ No response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/26 2pp 

8001080462 Supplements response to IE Insp Repts 50-324/79-02 ft 
50-325/79-02 re Item 34 Complete sy* description rewrite to 
include updated plant mods will be completed 801031 Rewrite 
of safety-related sys will be completed 800430 
MENSCER, D V Carolina Power ft Light Co 79/12/31 lp 
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8001160235- Forward* IE Info Notice 79-35. "Control Of tfainfc b Essential 
Equipment " No action or response required 

□ 'REILLY, J P Reqion 2, Atlanta, Office of the Director 

7?/ 12/3 1 Ip 


80012-40031 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " Jla specific action or 
response required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 
79/12/31 Spp 


8001290257 Forwards IE Info Notice 80-01, "Fu* l Handling Events " No 
specific action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
BO/01/04 2pp 


8001200480 Forwards IE Bulletin 80-01, "Operability of Automatic 
Pepressur i ta tlon By* Waive Pneumatic Supply " Action 
required 

0 'REILLY. J P Region 3, Atlanta, Office of the Director 
BO/D 1 /l 1 lp 


8001290410 Forwards IE Bullatin 79-0ID, "Environ Qualification of Claes 
IE Equipment" w/attachments Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

00/01/ 14 lp 


fl Periodic operating reports L related correspondence 


0001100392 Forwards monthly opsrating repts for Dec 1979 
TOLL ISON* A C Carolina Power b Light Co &0/01/07 Ip 


■BOD 1 100395 Monthly operating ropts for Dec 197? 

WILLIS, E A Carolina Power if Light Co 60/01/02 llpp 


S Reportable occurrences, LCRs & related correspondence 


BOO-1 110018 PRO- 1 1-79-33 on 791 1.20* T eac tor trip occurred from 907. power 
due ta fault in etciter of main generator Reactor core 
isolation cooling automatically started on vessel law water 
level b tripped on overspead Unit in cold shutdown 

RILEY, B W » KELLOGG, P J, Office of Inspection 8, Enforcement, Office 
of the Director 79/1I/2S lp 


8001030652 RO 1-79-107 on 7912 12, d ur mg visual Insp of inaccessible 
snubbers, sis snubber* downstream of main safety relief 
valve found inoperable Damage believed to have occurred 
after 791120 reactor scram Insp of all snubbers in progress 
TOLLIBOW, A C Carolina Power tt Light Co 79/12/12 Ip 


BOOi 1 1 0402 Part 21 rept on 791 129, pr e *sur e jwlteh FP-PSL-3963 shorted 
out, creating short on annunciator card for Bldg Zones 13.14 
b 15 Annunciator card on order w/rep lacemont by 791231 Fira 
watch in effect 

TOLL 1 9PN, A C Carp llna Power It Light Co 79/12/20 Ip 


0001060387 Forwards LER 79-101 /03L-0 

TOLL I BON, A C Carolina Power 6 Light 0a 79/12/28 lp 


— 3001000393 LER 79-10I/03L-0 on 791205, dvr ing HPCI exhaust diaphram high 
pressure ca I i br, swi tch IE41-PS-N012A would not actuate at 
any applied pressure up to 30 psig Caused by intermittent 
actuation of internal micro switch, Switch replaced 
TOLL ISON, A C Carolina Power l Light Co 79/J2/20 lp 


000 10803 96 Forwards LER 79-104/03L-0 

TOLLISON, A, C Caroline Power b Light Co 79/12/28 Ip 


— 0001000400 LER 79-I04/03L-0 on 791206. d uring flow rate best, HPCI syn 
isolated due to high suction pressure signal from IE41-PDH- 
N03I Caused by leaking diaphragm providing false signal 
Diaphragm replaced b returned to *vc 

TOLLISQ-Nf, A C Carolina Power b Light Co 79/12/28 ip 


6001090329 Forwards LER 79-I08/03L-0 

TOLL I BON. A C Carolina Power Tt Light Co 60/01/03 lp 


— 8001090335 LER 79-106/O3L-O* on 79121 1 , during normal plant operation, 
drywell pressure indicator CAC-PI-3341 was reading 3 psig 
«/normaI pressure of 0 5 psig Caused by Indicator jero being 
out of tolerance Indicator rscallbr 

TOLLISON, A, C Carolina Powpr it Light Co 80/01/03 ip 


8001 1 50424 Forward t LER 79- 1 1 2/03L-O 

T0LLI80N, A C Carolina Power L Light Co B0/O1/O7 lp 


\ 


— 600(150427 LER 79-M2/03L-0 on 7912 1 9, during normal reactor startup, 
indication 3 in tens digit for control rod 42-07 did not 
light from 30 to 39 Caused by short to ground in position 
indicating probe Problem will be corrected at next outage 
TOLL ISON. A C Carolina Power b Light Co 80/01/07 Ip 


8001150642 Forwards LER 79- 105/03L-0 

TOLL ISON, A C Carolina Power V Light Co GO/fll/07 lp 


—8001150659 LER 79-105/O3L-O dn 79121 9, d or ing normal testing, RIP valves 
X02B & X58B,E & F found not operating properly Caused by 
limit switch on X02D,E b F not fully opening, restr ic t i ng 
valve operation Valve adjusted 

TDLLISON, A C Carolina Power b Light Co B0/01/07 2pp 


BO0117O470 Forwards supplemental LER 79- 1O7/01T-1 

FURR, D J Carolina Power b Light Co BO/Ol/14 ip 


— BOOJ17O406 Supplemental LER 79-107/01T-1 on 791 21 2, dur i ng snip of 
inaccessible s nub b er s, f 1 ve damaged snubbers discovered 
Caused by lifting of safety relief valves following 791120 
scram Snubbers rebuilt b successfully tested 
TOLLISON, A C Carolina Rower b Light Co 60/01/14 13pp 


8001220513 Forwards LER 79-1 13/03L-0 

TOLL JfJON, A C Carolina Power Sc Light Co 80/01/14 Ip 


— 0001 220522 LER 79-113/03L-0 on 791219, during reactor startup, RHI? torus 
suction valve F0U4C Pound shut during shift turnover, cau s i ng 
RHR pump to be inoperable Caused by failure to manually 
return valve to correct position after shutdown cooling 
TOLLISON, A C Carolina Power b Light Co Q0/0i/14 2pp 


8001320433 Forwards LER 79-HO/O3L-0 

TOLL ISDN, A C Carolina Power b Light Co 00/01/15 Ip 


— 8001220437 LER 79-J10/03L-0 on 791210, while performing reactor vessel 
shroud cal Jbr, switch 1 on 1-021-LI1S-NO37 was found out of 
calibr Caused by bump from nearby scaffolding or by califar 
of Drools converter Switch was recalibr 

TDLLISON, A C Carolina Power b Light Co 00/01/15 2pp 


8001340429 Forwards LER 79-M6/Q3L-0 

TOLL ISON, A C Carolina Power b Light Co 80/01/16 lp 


--0001240432 LER 79-11A/03L-0 on 791227, dor i ng callbr of torus level 
instrument CAC-LT-2601 , d i scovared that instrument was 
functioning improperly Caused by faulty drive string on 
torus instrument recorder Recorder repaired 
TOLL ISDN. A C Carolina Power b Light Co 80/01/16 2pp 


3001220440 Forwards LER 79-11//03L-0 

TDLLISON. A C Carolina Power f, Light Co 80/01/17 lp 


--8001220452 LER 79-U7/03L-0 on 791 222, dur 1 ng normal operation, 
containment atmospheric monitor was registering approx l/, 
below actual drywell oxygen concentration Caused by faulty 
analyier calibr Analyzer recalibr 

TOLLISON, A C Carolina Rower b Light Co BQ/01/17 Ip 


8001220464 Forwards LER 79~t J 5/03L-0 

TOLLISON/ A C Carolina Power b Light ('o 80/01/17 lp 


--8001220475 LER 79-U9/03L-0 on 791224, during normal operation, 
containment atmospheric monitor failed downscale Caused bu 
grounding of power supply by bare input power cable Cable 
was repaired b recorder returned to sve 

TOLLISON, A C Carolina Rower b Light Co 80/01/17 lp 


8001240434 Forwards LER 79-I11/03L-0 

TOLLfBDN, A C Carolina Power b Light Co 00/01/10 ip 


— 8001240437 LER 79-11 1/03L-0 on 791229, during normal operation, 
discovered that containment atmosphere monitors 1261 b 1262 
had failed downscale Caused by condensation in detector 
cabinets Detectors were repaired b cabinets dried out 
TDLLISON. A C Carolina Power b Light Co 00/01/18 Ip 


8001290536 Forwards LER 79-I14/03L-0 

TOLLISON, A C Carolina Power t Light Co BO/Ol/18 lp 


—8001290539 LER 79-U4/03L-D on 791227/ whi 1 e performing PT1 1 12PC, main 
steam line high radiation functional check drawer 
1~D12-K603B found out of calibr Caused by instrument drift 
Drawer recalibr It returned to sve 

TOLLISON, A C Carolina Pqu/er b Light Co 80/01/18 lp 
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9001270354 Forwards LER 80-001/Q3L-0 

TCLLISON.A C Carolina Power A Light Co 80/01/22 lp 

— B001290364 LER 00-001/03L-0 on 800 1 02, dur ing normal operation, 
containment atmospheric monitoi had step increase of appro* 
3A Caused tig instrument drift Instrument recalibr h returned 
to svc 

TOLL ISON, A C Ciiroltna Power K Light Co 80/01/22 ip 

BOO 1270393 Forwards LER 79-109/0JL-Q 

TOLL I SON, A L Carolina Power tt Light Co 00/01/23 lp 


—8001270403 l ER 79-1Q9/03L-G «n 791229, dur ing normal operation, rad 
drift alarm annunciated intermittently for rod 02-31 Rod 49 
indication was blinking Probably caused by failure of reed 
switch for indication 

TULLI80N, A C Carolina Power h Light Cn 80/01/23 Ip 


GOO 13003 IQ Tor war do LER 79- 1 1 Q/O3L-0 

TOLL ISDN, A C Carolina Power it Light Co 80/01/23 lp 


--0001300323 LEp 79-ilQ/03L-0 on 791228, while performing visual insp of 
accessible snubbers, svc water discharge snubbers i 

1SW-140B886 & 1SW-1/39S72 found inoperable Cased by low 
fluid levels 8, looking tools Items rebuilt & replaced 
TOLLIGDN, A C Carolina Power fc Light Co 80/01/23 lp 


0001300327 Furwards LER 79-100/03L-0 

Till L IRON, A C Carolina Power *< light Lo 00/01/23 Ip 


— -R001300334 LFR 79-1 QQ/03L-0 on 791228, while performing visual insp of 
inac c e s o i b 1 e nnubbors, two standby gas treatment ays snubbers 
ft one discharge from safety rellof valve snubber were found 
inopornb 1 o rnuoed by extended shafts $, valve body damage 
TULL1GUN, A C Carolina F’tfwer tt Light Co 80/01/23 Ip 


U Congr osoi oila 1/Executi ve Correspondence? 


6001140519 Responds to Subcommittee on Energy K Environ request for 
clarification uf /90H9 testimony ro NRC shutdown of five 
plants designed by SM4 Plants ordered shut down due to use 
of BHCICK tl Code use unacceptable under NRC guidelines 
DENTON, H R Officu of Nuclear Reactor Regulation 79/11/28 6pp 


DOCKET 50-327 GCWJOYAM NUCLEAR Pi ANT, UNIT l 


A Application/construction stage documents it correspondence 


6601030533 Responds to NRC 791214 telcun rc pile capacity h seismlcally 
imposed loads Util will i enow performance criteria it study 
possible structure b oys mod to determine if safety function 
of structures can be modified 

MILL 8, L M Tennessee Valley Authority 79/12/17 8pp 


6001040656 Forwards WCAP-7410L, "Qua l i f i coti dr Test of ITT/Barton 
Transmi tters, Produe t ion Lot 2 " Application fur withholding 
It affidavit one! Proprietary version withheld (ref 
10CFR2 790) 

ANDERSON, T M Antibodies. Inc 79/12/21 13pp 


~ 0001040686 "Qualification Test of ITT/Darton Transmi tters, Produc tion 
Lot 2, " nnnpr npriotory version 

UPCHAK, J 0 Antibodies, Inc WCAP-7410L 79/12/20 65pp 


GOO 1 180039 Forwards Revision l to branch technical position on 
radiolog i ca 1 environ monitoring Revised requirements will be 
implemented In licensing review & radiological effluent 
Tech Spec update No suppl to license application required 
VARQA.8 A Assistant Director for Light Hater Reactors 79/12/21 

fp 

— 0001100061 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch, 79/11/30 17pp 

6001250235 Responds to 791203 request to conduct fuel loading, iero 
power physics testing, spec ia 1 testing & operator training 
at no greeter than 0/. power 
AHEARNE, J T Commission 79/12/26 lp 


—8001290242 Requests permission to conduct fuol loading, iero power 
physics testing, spec lal testing it operator training Test 
descriptions tt M TVA Nuclear Program Review Rept of 
President 7 * Commission on Accident »t TMI" end 
FREEMAN, 6 0 Tennessee Valley Authority 79/12/03 llpp 


-8001250251 "TVA Nuclear Program Review Rept of President's Commission 
on Accident at TMI <r 

BEASLEY, E 0 , OELVIN.E A , DWELL, D 0 Tennessee Valley Authority 
79/11/30 75pp 


8001020465 -Forwards "Status of Transmission Line Rights-of-Way 
Reclamation & Revegetation Since Completion of Transmission 
Line Const" It "Preoperat lonal Sound Levels " 

MILLS, L M Tennessee Valley Authority 79/12/27 lp 


•S0Q1020472 "Status of Transmission Line Rights-of-Way Reclamation & 
Revegetation Since Completion of Transmission Lino Const " 

* Tennessee Valley Authority 79/12/27 6pp 


— B001020477 "Preop era ti ono 1 Sound Levels " 

* Tennessee Valley Authority 79/12/27 1 4pp 


8001160335 Forwards agenda far NRC 800116 site visit to observe 
preasuriier relief pipe welding R Gustafson will be NRC 
representative 

RUDEN8TEIN, L S Light Water Reactors Branch 4 79/12/27 3pp 


8001110544 Forwards responses to NRC 791203 questions re seismic 
qualification of Westlnghouse-suppl i«d Class IE equipment 
Responses will be incorporated into FSAR, Amend 64 
MILLS, L M Tennessee Valley Authority BO/01/04 36pp 


8001150502 Forwards lists of significant outstanding i terns, required for 
plant operation, which may not be complete until after fuel 
loading it initial criticality Requests that QL be 
conditioned to reflect completion of end items 
MILLS. L M Tennessee Valley Authority 80/01/07 6pp 


0001210173 Requests QOOlll meeting to discuss proposed test program, 
including efforts re noise analysis It continuous on-line 
reactor surveillance sys 

RUBENSTEIN, L S Light Hater Reactors Branch 4 80/01/07 2pp 


0001220275 Notification of 800111 meeting u/util b DRNL in Bethesda.MD 
to discuss plant test program 

8TAHLE, C R Light Water Reactors Branch 4 80/01/08 2pp 


8001 16047B Responds to NRC 791227 ltr re concerns about Abnormal 
Operating Instruction ADI-1 NRC guidelines being reviewed 
Response uTll be forwarded by 000215 Requests meeting w/NRC 
re separate emergency procedure fOT ATW5 event 
MILLS, L M Tennessee Valley Authority 80/01/10 Ip 


8001160465 Notifies that util identified number of 3/B-inch t, small 
expansion shell anchors b supports designed by TVA, before 
issuance of Design Std Criteria 6 1 Info will be discussed 
w/NRC on 000114 & documented on 800115 
MILLS, L M Tennessee Valley Authority 00/01/il lp 


8001160471 Informs of work w/Wes t inghouse to define specifics of 
examination program re hole formation in rotted guide 
thimble tubes Details will be forwarded before second cycle 
of operation at facility 

MILLS, L M Tennessee Valley Authority 80/01/11 lp 


0001160510 Forwards revised responses to 791005 questions on water 
level measurement sys inside containment Responses based on 
mods to steam generator ref leg design which should be 
completed before initial criticality 

MILLS, L M Tennessee Valley Authority 80/01/11 17pp 


8001160543 Forwards revisions re relief K safety valve testing program, 
to revised response to NUREQ-0978 Info Includes core cooling 
detection instrumentation t< containment isolation 
MILLS, L M Tennessee Valley Authority 80/01/U 30pp 


8001160549 Forwards Tables 3 11-4 b 3 1I-4A, listing ba i ance-o f-p lant 
Class IE safety-related electrical equipment It electrical 
cable inside containment Info will be incorporated in 
revised FSAR 

MILLS, L M Tennessee Valley Authority 80/01/11 I3pp 


8001230242 Summary of 791213 meeting w/utils re Revision 2 to Reg Guide 
1 97. "Instrumentation for Light Mater Cooled Nuclear Power 
Plants to Assess Plant tt Environs Conditions During 6 
Following Accident 11 

K INTNER. L L Operating Reactors Branch 1 BO/Ol/lJ 21pp 


8001290360 Updates 790412 U 0510 Itrs re recall of 4-inch elbows 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/ 15 2pp 
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BOD13JOO50 Forwards procedure j for low power tests proposed by util in 
response to 8001 14 request 1 4/o end 

DAER, R L Light Water Reactors Branch 2 60/01/13 Ip 


800I210H1 Forwards revisions to revised response to Lessons Learned 
Task Force requirements Revisions reflect changes to 
facility Administrative rnstrucfcjons 2 \ 5 re 791 ISP meeting 
u/NRC 

MILLS# L M Tennessee Valley Authority BO/OJ/17 34pp 


8QQ1P20465 Forwards ten special tests proposed fOT Unit 1 lout-power 
test program Numbers given in precautions & acceptance 
criteria sections subj to verification by analysis 
MILLS, L M Tennessee Valley Authority 80/01/18 Ip 


—8001220473 “Natural Circulation Test,' 1 Special Test 1 
» Tennenee Valley Authority 79/12/14 3lpp 


— 0001220400 "Natural Circulation W/Bimulatecf Loss of Offsite AC Pouter, 
Special Test 2 

» Tennessee Valley Authority 79/12/14 37pp 


— 0001220407 "Natural Circulation W/Lass of PressuTlier Heaters, 
Special Test 3 

• Tennessee Valley Authority 79/12/14 3lPP 


—8001220493 "Effect of Steam Generator Secondary Side Isolation on 
Natural Circulation," Special Test 4 
* Tennessee Valley Authority 79/12/15 3ipp 


— 8001220499 “Natural Circulation at Reduced Pressure," Special Test 3 
* Tennessee Val ley Authority 79/12/15 30pp 


— 000 1 220 5 1 7 "Cooldown Capability of Charging U Letdown, " Special Test 6 
« Tennessee Valley Authority 79/12/14 25pp 


•8001320539 "Simulated Loss of All Onsite «, Offsite AC power," Special 
Test 7 

« Tennessee Valley Authority 79/12/15 43pp 


— 0001220545 "Establishment af Natural Circulations from Stagnant 
Conditions," Special Test 8 

* Tennessee Valley Authority 79/18/14 22pp 


—0001220540 "Forced Circulation Cooldown," Special Test 9A 
* Tennessee Valley Authority 79/12/30 30pp 


* — 0001220554 "Baron Hitiny 4 Cooldown." Special Test 9B 
« Tennessee Valley Authority 79/12/15 16pp 


0001240453 Forwards Info re installed anchors f, number of supports 
designed before issuance of TVA Civil Design Std DS-C6-J 
MILLS, L M Tennessee Valley Authority 80/01/22 4pp 


0001300296 Forward* response* to Geosciences Branch 79(204 telcon 
quest ions, supplementing 79)219 3tr FSAR will be revised by 
Amend 64 

M1LLB.L M Tennessee Valley Authority 00/01/23 3pp 


0001380231 Forwards addl info re welds an pressurize? relief piping 
requested by NRC at 800116 meeting Stresses produced by 
draw bead technique considered equivalent to stresses an any 
other weld in sys Related correspondence end 
MILLS, L M Tennessee Valley Authority 00/01/24 12pp 


BQ012B02&6 Endorses NCAP-9639. WCAP-9504 b WCAP-9&00 as appropriate 
design bases for procedure mods 

MILLS.L M Tennessee Valley Authority 80/01/25 Ip 


80O12BO3O6 Forwards util response ta Rogovln rept recommending addl NftC 
review before issuance of OL Lists training procedures L 
background qualifications Emergency procedure* reviewed by 
competent personnel Ongoing program to enhance info sys 
MILLS, L M Tennessee Valley Authority 00/01/25 7pp 


0001880329 Responds to NRC 800121 request re review af procedures & 
operator training program Emergency procedures & operatcr 
training program revised to provide guidance for response to 
Inadequate core cooling 

MILLS. L M Tennessee Valley Authority 80 / 01/35 Ip 


F Security, medical, emergency U fire protection plans 


0001110437 Forwards comments on proposed ATWB emergency operating 
procedures Time frame or period, plant response h concurrent 
operator action during period should be contained in 
procedure 

RVBENSTEIN, L S Light Water Reactors Branch 4 79/12/37 6P<i 


8001090200 Responds to NRC 79)121 ltr re upgraded emergency plans Will 
revise emergency plan* for all util facilities Federal 
Emergency Mgt Agency will review new requirements w/rospect 
to state & local emergency plans 

MILLS. L M Tennessee Valley Authority 00/01/03 2pp 


9001 28035 1 Forwards revisions to revised response to NUREQ-0570 re TMt 
Lessor's Learned Task Foi c* short-term requirements Revision 
reflects changes to radiological emergency p 1 an, tra i n i n9 
program & post-accident sampling L analysis methods 
MILLS, L M Tennessee Valley Authority 00/01/10 22ipp 


G Adjudicatory correspondence 


8001390302 Forwards JA Desrosiers 7912IB ltr reported lost by NRC 
Submit* list of addl Incidents supporting OL denial 
Reiterates request for public hearing pear Cha fc tanooga, TN 
before DL issuance 

DESRO5IER0, J A Affiliation Unknown 00/01/21 2pp 


— 0001270307 Requests that public hearing be held near Ch ft tanooga, TN 
before issuance of OL Urges denial of Util request for low- 
power license Submits list of facility design deficiencies 
DESRDBIERB, J A Affiliation Unknown 79/12/IB 3pp 


J Insurance t< indemnity information 


8001080372 Forwards Endorsement 12 to NELIA Policy NF-247 

FIELDER, J Mars-h & McLennan. Ihc , ML M Nuclear Consul tanta. Inc, 
CM v 00/01/04 2pp 


0O0117O344 Forwards Endorsement 13 to NELIA Policy NF-247 

FIELDER, J Marsh It McLennan, Inc , M & M Nuclear Cons ul tan ts, Inc 
Div 00/01/14 9pp 


K Utility Final Safety Analysis Report (F0AR) L amends 


8001070427 Torwaids proposed revision to Figure 14 1-3 of FSAR Amend 64 
will incorporate revision into FSAR 

MJLLB.L H Tennessee Valley Authority 80/01/02 3pp 


0 Advisory Committee on Reactor Safeguards reports ?, correspondence 


8001300272 Notification of ACRS Subcommittee on Sequoyah Nuclear power 
Station 791105 meeting in Was h 1 pg ton, DC ta discuss util 
application for permit to operate plants Portions of meeting 
may be closed to protect proprietary Info 

HOYLE, J C ACRS - Advisory Committee on Reactor Safeguards 
79/10/16 3pp 


0001040071 Forwards ACR5 79)21) review of low power operation 

RUDENSTEIN, L 3 Light Water Reactors Branch 4 79/13/20 2pi> 


— 8O0JO4OO70 Discusses 236fch ACRS meeting on 791206-00 in Wash i nq ton# DC 
re interim low power license 

CARDGN# M W ACRS - Advisory Committee on Reactor Safeguards 
79/12/11 5pp 


Q Inspection reports, IE Bulletins L correspondence 


0001 170231 Forwards IE Insp Rept 50-327/79-64 on 791001-1102 No 
noncompliance noted 

LEWIS, R C Region 2, Atlanta# Reactor Operations Nuclear Support 

Branch 79/11/20 2p p 


—8001170239 IE Insp Rept 50-327/79-64 on 791001^1102 No none omp 1 i anc o 
noted Major area* Inspected plant tours, followup of 
previously identified items, plant incidents# IE bulletins# 
circulars & readiness for CL 

DANCEiH C Region 2# Atlanta, Reactor Operations Nuclear 

Support Branch COTTLE, N T Region 2# Atlanta# Office of the 
Director 79/11/27 6pp 


0001 170016 Forwards IE Insp Repts 30-327/79-68 tt 50-320/79-32 on 
791114-16 No noncompliance noted 

MURPHV#C E Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 79/11/30 2pp 
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—8001170021 IE Insp Repts 50-327/79-68 b 50-328/79-32 on 791114-16 No 
noncomp 1 lance noted Major areas inspected safety-related 
piping hand 1 mg* storage 6 welding activities- & review of 
quality rerords 

HERDT.A R Region 2, Atlanta. Reactor Construction b 

Engineering Support Branch VAN DOORN, P K Region 2, Atlanta, 

Office of the Director 79/11/30 4pp 


8001 100004 Forwards IE Insp Rept 50-327/79-69 on 791023-29 b 1120 
No none amp 1 lance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch 79/11/30 2pp 


— 0001180008 IE Insp Rept 50-327/79-69 on 791028-29 b 1120 No 
noncomp 1 lance noted Major areas inspected emergency 
preparedness exercise 

JENKINS, G R Region 2, Atlanta, Fuel Facility b Material* 

Safety Branch GIBSON, G T Region 2. Atlanta, Office of the 
Director 79/11/30 6pp 


8001020657 Forwards response to IE Bulletin 79-02, Revi s ion 2, "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
□ olts 11 No expansion anchor bolts used in concrete block 
walls to attach piping supports in safety-related *y s 
MILLS, L M Tennessee Valley Authority 79/12/06 4pp 


800 1 0206Q9 Forwards comments on plastic deformation of pressuriier 
relief piping b independent review of Section Xl map 
program, re util inservice insp program 

RUBENSTEIN.L 8 Light Water Reactors Branch 9 79/12/11 4pp 


8001020112 Supplements 790925 response to ie Bulletin 79' 13, Rev i sion 1 
Feedwater sys piping supports b snubbers in containment were 
operable b capable of performing design function 
MILLS, L M Tennessee Valley Authority 79/12/17 lp, 


8001070213 Forwards IE Info Notice 79-32, ’’Separation of Electrical 
Cables for HPCI 6 Automatic Depr es sur i xo t i on Sys " No 
specific action or response requested 

O'REILLY, J p Region 2, Atlanta, Office of the Director 
79/12/21 3pp 


80012401 33 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches 11 No action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 3pp 


0001240407 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers ’* No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


6001250126 Forwards IE Info Notice 79-37, ’’Cracking In Low Pressure 
Turbine Discs ° No response required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/23 3pp 


8001140167 Ack receipt of 791121 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-327/79-34 L 
50-323/79-19 

BRYANT, J C Region 2, Atlanta, Reactor Construe t i on & Engineering 

Support Branch 79/12/31 2pp 


— 8001 1 40t77 Responds to NRC 791031 ltr re vio lotions 'noted in IE Insp 
Repts 50-327/79-34 b 50-328/79-19 Corrective actions 
documentation for hydrostatic testing b flushing of fire 
protection sys now available 

MILLS, L M Tennessee Valley Authority 79/11/21 4pp 


—8001140134 Forwards IE Insp Repts 50-327/79-34 * 30-328/79-19 on 
791002-05 b notice of deviation 

MURPHY, C E Region 2, Atlanta, Reactor Construction 1< 

Engineering Support Branch 79/10/31 3pp 


— GOO114O10B Notice of deviation from insp on 791002-05 

ft Region 2. Atlanta, Office of the Director 79/10/25 lp 


—8001140194 IE Insp Repts 50-327/79-34 50-323/79-19 on 791002-05 

Nnncompl ianca noted documentation not provided for ell insps 
V tests conducted on fire protection piping sys & flushing 
tests on fire detection sys 

CONLON, T E , MILLER, W H Region 2, Atlanta, Office of the 
Director 79/10/25 Spp 


8001160313 Forwards IE Info Notice 79-35, "Control of Maint b Essential 
Equipment " No action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 lp 


0001240069 Forwards IE Info Notice 79-36, “Computer Code Defect in 
Stress Analysis cf Piping Elbow ” No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/31 Spp 

8001290300 Forwards IE Info Notice 00-01, "Fuel Handling Events 11 No 
specific action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

80/01/04 lp 

9001290442 Forwards IE Bulletin 79-01B, “Environ Dual t f i c at i on of Class 
IE Equipment' 1 w/at tac bme r\ t s Action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

00/01/14 lp 


S Repot table occurrences, LERs 6 related corresp ondenc <? 


Q001030639 Forwards final deficiency rept re tensile anchor capacities 
lower than assumed in design allowables 
MILLS, L M Tenimsae Valley Authority 79/09/36 lp 

— 6001030645 Final deficiency rapt to tensile anchor capacities lower 
than assumed in design allowables Test program initiated 
to qualify effect of plate flexibility on stud capacities 
to withstand design loadings 

* Tennessee Valley Authority 79/09/26 Ip 


B001140496 Forwards supplemental response to 790615 tr OBCJl dlfltiency 
repts re cable terminations in junction- boxes inutile- 
c onta i nment 

MILLS, L M Tennessee Valley Authority 79/12/18 Ip 


— 000 l 1 40505 Supplemental response to two 790615 t 0031 deficeinty rdpta 
re cable terminations in junction boxes inside containment 
Terminations preferable to splices for resistance temp 
detectors* c Dated w/Dow Corning silicon 
ft Tennessee Valley Authority 79/12/1G 2pp 

3001140395 Forwards final deficiency rept re undetectable Failure in 
solid state protection sys P-4 signal 

MILLS, L M Tennessee Valley Authority 79/12/20 lp 


—8001140405 Final deficiency rept re undetectable failure in solid state 
protection sys P-4 signal Procedures will be revised to 
require tests to verify P-4 contact status for any condition 
requiring opening of reactor trip breakers 
ft Tennessee Valley Authority 79/12/20 lp 


8001140467 Forwards revised final deficiency rept re steam generator 
ref column error Identical nonconformance reported for 
Watts Bar plant 

MILLS, LM Tennessee Valley Authority 77/12/30 lp 


000 L 1 40477 Revised final deficiency rept re st&am generator Water l«vt> 
ref column error Low-law water setpoint & Tech Spec 
changes will be completed befoie fuel loading 
ft Tennessee Valley Authority 79/12/20 Hpp 


8001230136 Forwards final deficiency rept re lartso key in Bettis robot - 
arm valve actuators 

MILLS, LM Tennessee Valley Authority 80/01/1/ lp 


--0001230128 Final deficiency rept re inoperability of containment 
isolation valve due to falling out of place of key that 
locks Bnttis robot-arm valve actuator to valve Shaft Caused 
by actuators being installed upside down or sideways 
ft Tennessee Valley Authority 80/01/17 lp 


0001310339 Final deficiency rept re i c a condenser heat loads exceeding 
design heat loads Glycol chiller units currently keeping 
temp at 15 F 

MILLS, L M Tennessee Valley Authority 00/01/23 2pp 


U Cortgres a i ana 1 /Ex a cut i ve Correspondence 


0001290271 Comments on VEPCO 800117 ltr to NRC r« licensing of North 
Anna II Cites util concern that NRC not actively pursuing 
review on same schedule a-s Sequoyah 1 Supports view re 
simultaneous issuance of licenses for facilities 
WHITEHURST, 0 W Hnute of Rep 00/01/23 lp 
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, * Pu* it o'*/ T r 

• t Ic.i^ents Sf correspondence 


80OJJ6Q543 Forwards revisions ro relief A Uitfely valve * 

to revised response to tWftt Q-OI/B Info includes core fiMiltr'W 
detection i ns tru/nentn fc 1 qn U CDfitfl fnmenl l«i»i«l|on 
KILLS> L rl Tennessee Valley Authority □(>/•(> I / 1 1 JOpP 


x j »- ~SJ2\A ♦’eltpn re pile capacity 6 seisnicallu 

, 4 j/ „ ,, -e-e.. jerf^r-ance criteria V study 

. . , « t * Jf4 - 3 t., s* ter n j re if safety function 

a-** ► -»i i ;e r -*.f i e. 

n *J1*, * t^nty 79/12/19 0pp 


8001160549 Forwards Tflblot 3 11-4 tj '1 l l-AA* 1 1 «t inn bfllamw i'f V* 4 4,1 f 
Class IE safety -related eltfclrico) equipment & tf l ec l r 1 1 . <i 1 
cable insido containment Info wiU bo incorporated in 
revised FSAfl 

KILLS; L M Tennessee Valley Authority tlO/Ot/tt l.fpj' 


,j*u ►. *■- 74*^ '-i-aUrieation Test of ITT/Oarton 
i -- - » i » u^t t implication for withholding 

f t ~r i e*ar j ersion withheld Iref 

1 *'*i:*lin Jnr "’5/12/21 )3pp 


BOO129036O Updates 790412 i< OblO Itn rn rerall of 4 mi h *> t lxr«-r K 
2-tnch tees from Lot WA719 Lit,ts nurUm bnw«T plant* « t 
which fittings have been located Lints Pfl« 1 1 1 L i eu from wh 1 i h 
fitting* have boOh removed 
HAVDfhbLE Eon Corp 80/01/15 2pp 


i'C j suvkn,'"' T «*t of ITT/Darton Transmi tters* Production 

► j - 3‘ip^a*, . pf^lco 

' Si i l A-**SJiin lr- W.AP-741CL 79/12/20 65pp 


>U 



r-'.j-ji Pf i«jcr l tc branch technical position on 
331 al • -•'r J itcriT,} requir events will be 

e-« *«• i" » e^si-j tf i*j *■ rafliDl agical effluent 
3 1 „n»* r- s p-l ti license application required 

4 n *ss.»*a-t C.T»t»ar far Light Water Reactors 79/l2/E?l 


BOOiaiQHl Forwards revisions tg rqvised rpspofU* to |oo*rm* |*sn 
Task Force requirements Revision* reflect chAngei. to 
facility Administrative Instructions 2 fc 5 rtf /9L1*?9 rctffrUnf) 
w/NRC 

«ILL^>L M Tennessee Valley Authority UO/Ol/1/ liApfi 


8001240453 Forwards info ?e inslnllod am hors ?« number ol* 
designed before issuance of TVA fivil Design iltd OR CA- 1 
WILLS, L K T*r>nds*«a Vail mi Authority ftO/Ol/qi’ 4pp 


[ 9« -\i^- t t- £ra n -h technical position on radioloqical 

- “ i * * tr j 

ft ur 1 31 al A„s«ss-e-t Crarch 79/11/30 i7pp 


'* U-»M 


-'Jtu* 3 f Trans-ussicn Line Rights-of-Way 
* fi * Sirce Ccnpletton of Transmission 

T *'f*=pera*> jral So^nd Levels " 

Tf-esser l 'al*e^ Authority 79/j2/27 Jp 


1 * * 3 -“ s zf Trs ls ' 154 lon LlT ' * Rights-of-Way Reclamation f* 

* ? ( 'c'pi»*lOn n# Tr ans«l s 5 ion Line Const Jr 

* • -«5S»e allay A jt- ritj T5/12/27 fcpp 


1 ' - l ’ 7 ' r * = ?eratlC'aI Sc-ind Levels " 

* ’V-eisae 'alley M.th or jtj 79/lt;27 14pp 


n* ,:f f-r.arsi 

P^eis.ri Pr ra’irf 
» a 

*• It’.'t- Ira r. - 


^jensa far ',4: 60JU6 site visit t£> observe 
pipe wfldirg R Gustafson will bp Nftc 

Light Water Reactors Branch 4 '*9/12/27 


3pp 


S0012B029A Forwards responso* to Qantttienccfl lirjinch Wln'04 telitm 
question*; supplomontinq 791219 1 1 r f 'IAH will be rovuiMl ? ( u 
Amend 64 

KU.LS 1 L H Tennessee Valley Authority HO/Ol/TU ;)p f p 


0001^80251 Forward* eddl mfo ro uigldn «h ppooq ur 1 1 e r> relief piitiny 
requested by NRC at ROOllA meollt>{j ‘Urosmea producad by^ 
rfrjiui bead technique considered equivalent to tl rentes oil aiw 
other wold in sya Related cprrespnndenr 0 one 1 
MILLS; L M Tennossoe Valley Authuilty 00/01/174 K'pp 


8001^80206 Endorses WCAP-9619; WLAI’ -9484 *, 
design bases for procedure mods 
MILLS. L M Tennessee Valley Authority 


U< AP 9600 as ftpprtiOi idi» 
I10/01/U9 Mi 


r« 5 ,poiisu co icogov»n r u/i t r * 1 umm* «cl . .. , 
!! " (IB flre 1 ssuanco of OL lists training pronMiur#* U 
tamoere U f d <lW€> 1 1 P 1 * « * on* Emorgency prpcodur«a revjpwptf hi/ 
MILLS L M p % B0 ^ nBj Ongoing program to erth anre info «y* 

MILLS; L M Tennessee Valley Authority 80/01/UD bp 


f * RC J 7<?5a 5 3 4Vest 10 n, re seismic 

f? #s , '1* In ^ V* S '"***~**9rlt*d Class re equipment 

*7 f J11 * wll r 1 *• ir execrated into PS4R r Am#nd 64 

r« r '#s*ae '* * 1 1 * V A.jthpr 1 ty fi 0/01/04 36pp 

1- 1 - ) ri'rMsn!'? ** ^ ,5r “ 55 ? r «pu s «d test program, 

-ti 53 * «■ continuous on-line 

1 Li^h* Wat^r Hjattors Branch 4 00/01/0/ 2pp 

’ ii c ™ 11 rifMin9 ^ /bti1 * ***- m 

Light water R E acter 5 Branch 4 SO/O1/O0 2pp 

:: rA-r W Xr.i^r^ -- 

5 *' v *n«y Authority 80/01/10 |p 

s U *Vl nurt * r Df 3/a-inch h small 

* 4 # iii vi 9 *** by ****** 

r c ^v :r - «*»"> WU1 be ' lscU5 " d 

5< * r V-I|i n Authority 80/01/lt |p 

' d ' f,n ' »;«*;. c» » f 

Setaij.’ J a ^t«on in rptted guide 

Of ^f-AStor al 1 * f«ru«rd»d before second cycle 

’ ^ " " *-WH, 80/OJ/n 

8 it;!* ”'’•**-■•**"* wI'.’m.o’JImIM* ' IT 05 •» »>« 

* ** 10 **»*' ytr*r*t,r l.TAl. *“ 9at '*** or 
irv^i'5 **7°™ xriu * : ^^*+iVu 4h0ul<J be 

89/0./. , IVpp 


t^ainiSo Program emergency prncadurun «. operaipr 

» •»»*-*• '»>• »«>«.*. 

MILLS; L K Tennessee Valley Authority RO/U1/25 Ip 
* fil'd protection pl fln * 

%i:tZ'° cu ° n dur ' na 

RUBENSTEIN,l s Uljht Motor RoartorJ Dr.lnch -I fi/lUtitf ;.pp 

6 OOI 09020 B Responds ^0 Mrc 79 M£h h. 

Emergency ^Mgt n Agenc y^wi l l^r ^ *** 1 fId^Jf nrV plf,H * MM ‘ 

^lls'lV J ? caI Jli2? T0,lulrBff '^ fc « 

MILLSt L H Tonhoos oe Vo.log Author, t, DO/OU03 S pp 

L. oson!V^rS' ll TasrFo‘°r s ‘°rril!r I" 1 ® l " NUHEO r» Ini 

M, U3 - L M T.«sjirr , {.is; , ic?>:^; , "is / s?;tsf 

l t orujarr.o.ono.uro 

80 p?Iu? a iuro2 P d« ?no"<°'ir S 7,1216 Ur Ihot hv N»r 

•it-t.. r.qu.j; OU Shnlil By N, ‘- 

before ol is au arvce P lic he * r ing near ChattanoogA. Tm 
DESROSIERSo J A Aiin, , * 

liation Unknown 00/01/21 Spp 

—0001290307 Requests 

s&SDiissr- 
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J Insurance indemnity information 


G001080372 Forwards Endorsement i2 to NEL1A Policy NF-247 

FIELDER. J Marsh V McLennan* Inc » M L M Nuclear Consultant 5* Inc 
Div 80/01/04 2pp 


BC0U70344 Forwards Endorsement 13 to NELIA Policy NF-247 

FIELDER. J Marsh & McLennan. Inc , M & II Nuclear Consul tant s. Inc 
Diy SO/0 1/14 9pp 


K Utility Final Safety Analysis Report <FSAR> U amends 


0001090427 r onwards proposed levislon to Figure 14 1-3 of F9AR Amend £4 
will incorporate revision into F9AR 

MILLS* L M Tennessee Valley Authority 60/01/02 2pp 


O Advisory Committee on Reactor Safeguards reports V correspondence 


0001300272 Notification of ACRS Subcommittee on Sequoyah Nuclear Power 
Station 79 1 VOS meeting in Wash i ng tun, DC to discuss util 
application for permit to operate plants Portions of meeting 
may be closed to protect proprietary inFo 

HOVLE* J C ACRS - Advisory Committee on Reactor Safeguards 
79/10/16 3p p 


d Inspection reports, IE Bulletins & correspondence 


BOOl 170010 Forwards IE Insp Repts 90-327/79-60 S< 50-32B/79-32 on 
791114-16 No noncomp 1 lance noted 

MURPHY*C E Region 2, Atlanta, Reactor Construction It Engineering 

Support Branch 79/11/30 2pp 


— 0001170021 IE Insp Repts &0-32//79-6B l. 30 -320/79-32 on 791114-16 No 
noncomp 1 lane e noted Major areas inspected safety-related 
piping hand 1 ing* storage & welding activities t< review "of 
quality records 

HERDT.A R Region 2, Atlanta, Reactor Construction I* 

Engineering Support Branch VAN DOQRN, P K Region 2, Atlanta, 
Office of the Director 79/11/30 4pp 


0001020657 Forwards response to IE Bulletin 79-02* Revision 2* "Pipe 
Support Base Plate Designs Using Concrete Enpansion Anchor 
Dolts " No expansion anchor bolts used in concrete block 
wolls to attach piping supports in safety-related sys 
MILLS* L M Tennessee Valley Authority 79/12/06 4pp 


BOOIO206B9 Forwards comments on plastic deformation of pressuriier 
relief piping *< independent review of Section XI Insp 
program, re util insorvice insp program 

RUBENSTEIN* L S Light Water Reactors Branch 4 79/12/ H 4pp 


B00I07021S Forwards IE Info Notice 79-32* “Separation of Electrical 
Cables for HPCI *< Automatic Dapressur i lat ion Sys 11 No 
specific action or response requested 

O'REILLYiJ P Region 2, Atlanta, Office oP the Director 
79/12/21 3pp 


0001240133 Forwards IE Info Notice 79-33. “Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

□ 'REILLY, J P Region 2, Atlanta* Office of the Director 

79/12/21 3p p 


000 1240407 Forwards IE Info Notice 79-34. " Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/27 2p p 


8001230126 Forwards IE Info Notice 79-37* “Cracking in Low Pressure 
Turbine Discs " No response required 

Q ' REILLY* J P Region 2, Atlanta, Office of the Director 

79/12/20 3pp 


BOO 1 140167 Ack receipt of 791121 itr informing NRC of steps taken to 
correct violations noted m IE Insp Repts 30-327/79-34 U 
50-32B/79-19 

BRYANT.J C Region 2, Atlanta* Reactor Construction t< Engineering 

Support Branch 79/12/31 2pp 


--0001140177 Responds to NRC 791031 ltr re violations noted in IE Insp 
Repts 50-327/79-34 t< 90-328/79-19 Corrective actions 
documentation for hydrostatic testing 6 flushing of fire 
protection sys now available 

MILLS, L M Tennessee Valley Authority 79/11/21 4pp 


—8001140194 Forwards IE Insp Repts 50-327/79-34 4 50-320/79-19 on 
791002-05 *■ notxt of deviation * 

MURPHY, C E Region 2, Atlanta, Reactor Construction 5 

Engineering Support Branch 79/10/31 2pp 


— 0001140193 Notice o-f deviation from insp on 791002-05 

* Region 2, Atlanta, Office of the Director 79/10/25 Ip 


—0001140194 IE Insp Repts 50-327/79-34 •* 50-320/79-19 on 791002-05 
Noncompliance noted documentation not provided far all insps 
U tests conducted on fire protection piping sys 4 flushing 
tests on fire detection sys 

CDNLON, T E , MILLCR, W H Region 2, Atlanta, Office of the 
Director 79/10/25 5pp 


0001160313 Forwards IE Info Notice 79-35. “Control of Maint It Essential 
Equipment " No action or response required 

Q 'REILLY. J P Region 2* Atlanta, Office of the Director 

79/12/31 Ip 


BQ01240069 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
rssponEc required 

O'REILLY. J P Region 2, Atlanta* Office of the Director 

79/12/31 3pp 


B0G129030Q Forwards TE Info Notice 00-01* "Fuel Handling Events “ No 
specific action nr response required 

O'REILLY, J P Region 2, Atlanta* Office of the Director 
60/01/04 Ip 


9 Reportable occurrences, LTRs K related correspondence 


0001030639 Forwards final deficiency rept ro tensile anchor capacities 
lower than assumed in design allowables 
MILLS, L M Tennessee Valley Authority ?9/09/i>6 lR 


— Q00103-064S Final deficiency ropt re tensile anchor capacities Iowi't 
than assumed in design allowables lest program initiated 
to qualify effect of plate flexibility on stud capacities 
to Withstand design loadings 

* Tennessee Valley Authority 79/09/26 Ip 


BD01J4O496 Forwards supplemental response to 790615 ♦, 0031 dificiency 
repts re cable terminations in junction fames insido 
cental nmen t 

MILLS, L M Tennessee Valley Authority 79/12/lG 1 p 


—0001140505 Supplemental response to two 790615 ?< OBJ i defireinty repts 
re cable term! notions in junction boxes inside containment 
Terminations preferable to splices For resistance temp 
detectors-i coa ted w/Ouw Corning silicon 
* Tanne&SBB Valley Authority 79/12/10 2pp 


0001140395 Forwards final deficiency rept re undetectable failure in 
solid state protection ays P-4 signal 

MILLS, L M Tennessee Valley Authority 79/12/20 ip 


--8001140405 Final, deficiency rppt re undetectable failure in solid state 
protection sys P-4 signal Procedures will be revised to 
require tests to verify P-4 contact status for any condition 
requiring opening of reactor fciip breakers 
* Tennessee Valley Authority 79/12/20 Ip 


8001140477 Revised final deficiency rept re steam qenamtor untei level 
ref column error Low-low water setpoint t Tech Spec 
changes will bo completed before fuel loading 
* Tennessee Valley Authority 79/12/20 2pp 


0001090360 Forwards Final dcficaincy ropt t*e Inappropriate seismic 
analysis of uppeT head injection piping 
MILLS, L M Tennessee Valley Authority 00/01/02 lp 


—BOO 1090362 Final deficiency rept re inappropriate seismic analysis of 
upper head injection piping Unit 2 piping requirod different 
seismic response spectra Piping will be reanalyied using 
appropriate seismic response spectra 
4 Tenrmsec Valley Authority 80/01/02 ip 


8001230126 Forwards final deficiency rept re loose key in Bettis robot- 
arm valve actuators 

MILLS, L K Tennessee Valley Authority 80/01/1/ lp 


-*•0001230128 Final deficiency rept re inoperability of containment 
isolation valve due to falling nut of place of key that 
locks Bettis robot-arm valve actuator to valve shaft Caused 
by actuators being installed upside down or sideways 
* Tennessee Valley Authority 00/01/17 lp 
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BOOJ3103S9 Final deficiency rept re ice condenser heat loads exceeding 
design heat leads Glycol chiller units currently keeping 
temp at *3 F 

MILLS. L M Tennessee ValLeig Authority 00/01/23 2pp 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A App I ica 1 1 on/c on struct ton stage documents ft correspondence 


0OO1D2QOI3 Forwards FO Gonzales 791229 trip rept as suppl to 79J114 
util trip summary 

HOOD, D S Light Hater Reactors Branch 4 79/12/04 3pp 


— 8001020016 Summary of 791114 meeting ft site visit u/uti 1 . 0 ech te 1 & US 
Army Corps af Engineers re work ft analyses done since 
Structure settlement problems were encountered in Aug 1978 
GONZALES, R 0 Hydrology Meteorology Branch 79/11/29 3pp 


BODI 180035 Forwards Revision I to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review ft radiological effluent 
Tech Spec update No suppl bo license application required 
VARGA. 5 A Assistant Director for Light Water Reactors 79/12/21 
Ip 


— 8001100061 Revision 1 to branch technical position nn radiological 
environ muni tor ing 

* Radiological Assessment Branch 79/11/30 I7pp 


#001160087 Notification of 600116 meeting w/utll,C-E A Bechtel in 
Defchesda.ND to discuss NRC 79.1119 requests re util plant 
fill 

HOOD, D Light Hater Reactors Branch A 00/01/02 3pp 


6001090304 Forwards Certificate of Svc for Amend /S’ to application for 
CP ft OL 

BACON, J L Consumers Power Co 60/01/04 2pp 


0001160239 Confirms SC0UI meeting u/util in Jackson. MI re const 
matters requiring resolution before issuance of OL ft NRC 
imp program relating to preoperaticnai ft power ascension 
program 

KEPPLER, J G Region 3, Chicago. Office of the Director 00/01/04 

If 


S0C11BD3B1 Forwards changes to Revision 3 of N5JREG-0IO3. <r Std lech 
Spec* for C4M PWfls. " for use in preparation of Tech Specs 
U /4 Bntl 

RUFENSTEIN.L 8 Light Hater Reactors Branch 4 SO/Ol/JO 2pp 


6001290360 Updates 790412 ft 0310 Itrs re recall of 4~inch elbows ft 
2-inch tees from Lot W67I9 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN. L E Eon Carp 00/01715 2pp 


0001250047 Summary of 790916-19 meeting u/util at site re assessment of 
const schedules 

HOOD. D Light Water Reactors Branch A 80/01/16 20p-p 


3 Ad j ud i cater q correspondency 


8OO1IOO170 Forwards 791 1 14 , 19. 1 205, 06, 1 0 ft 14 deficiency repts 
OtBBS.tf E Zsham. Lincoln ft Beale 79/12/17 Jp 


8001300202 forwards interim deficiency rept re loss of adhesion between 
successive layers of in-containment coatings 
GIBUS. M E 1 sham. Lincoln ft Beale 79/12/19 lp 


— 8001 J0Q209 DEFR-791213 loss of adhesion between successive layers of 
In*? ontairment coatings detected Caused undetermined 
HQUELL, S H Consumers Power Co 79/12/13 4pp 


-'9001300226 Lofts of adhesion between epoxy dec ontaminah le surfaepr coats 
on containment interior walls detected Cause unknown 
Investigation underway Further rept scheduled Far 800130 
PAILEV, K D Bechtel Corp 79/11/30 3pp 


800 1 1 00369 Motion for ertension until 800109 to respond to J Leithauser 
791215 proposed contentions Certificate of Svc end 
8TEPT0EiP Consumers Power Co STEPTOE^P tftharo. Lincoln ft Deals 
79/12/21 4pp 


60D1240S43 Forwards DO Dar Legal Ethics Comml 1 1 r e 791219 Opinion 79, in 
response to util request re atty participation in witness 
written testimony 

REYNOLDS, W B Shaw, Pittman. Potts ft Trowbridge 80/01/07 2pp 


6001250030 Forwards two final deficiency repts filed by util w/NRL 
GIBBS. M E Isham, Lincoln ft Beale BO/01/07 lp 


M Antitrust correspondence 


6001140556 Forwards CPs B1 ft B2 w/amonds Also forwards 791105 
modified adjudicatory procedures re mods ft suspension of 
license Issuances U/o end 

CMANANIA, F Antitrust Oivision 79/ll/lS Ip 


O Inspection reports. IE Bulletins ft correspondence 


8001I60342 forwards IE Insp Repts 50-329/79-24 ft 50-330/79-24 an 
791O3I-II02 No nuncom-p 1 lance noted 

FIOR6LL I 1 Q Region 3, Chicago, Reactor Construction ft Engineering 

Support Branch 79/JI/20 2pp 


— 0001160349 IE Insp Repts 50-329/79-24 ft 50-330/79-24 on 791031-1102 No 
none oirip 1 1 ance noted Major areas inspected reactor coolant 
pressure boundary ft safety-related piping ft welding work 
act! vi ties 

DANIELSON, D H Region 3, Chicago, Office of the Director 
79/11/14 6pp 


8001100241 Forward a IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra (ARSl M No action or response required 
KEPFLER, J G Region 3, Chicago. Office of the Director 79/12/13 

IP 


60O11BO2B0 Forwards IE Insp Repts 50-329/79-26 ft 50-330/79-24 on 
790305-0928 ft notice of violation 

FIORELLI.G Region 3, Chicago, Office of the Director 79/12/13 

2pp 


--6001180234 Notice of violation from Insp on 790B05-092Q 

* Region 3, Chicago. Office of the Director 79/19/04 ip 


— S00II8O2B9 IE Insp Repts 50-329/79-26 ft 50-330/79-26 on 790005-0920 
Nondomp 1 lance noted failuie to identify shipment of 
nonconforming oil coolers for auxiliary feedwater pumps 
KNOP. R C , COOK, R J Region 3, Chicago. Office of the Director 
79/12/06 Spp 


0001040620 Ack receipt of 791130 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/79-22 ft 
90-33D/79-2 2 

FlOflELLr. Q Region 3, Chicago. Reactor Construction ft Engineering 

Support Branch 79/12/17 Ip 


--BG01040625 Responds to NRC 791030 Itr re violations noted in IE Insp 
Rept* 50-329/79-22 ft 50-330/79-22 Corrective actions 
weldors rel nstruc ted on ueld rod control ft training session 
was conducted 

HOWELL. S H Consumers Power Co 79/1 1/30 3pp 


6001170032 Responds to IE Bulletin 79-25. "Failures pf Westmghpusa 
DFD Relays in 5a f ety -Re 1 a ted Sys 11 No Hfl stb i nfl house BPD/NBFD 
relays utilized or planned for use at util 
HOWELL, S H Consumers Power Cd 79/12/10 lp 


8001000327 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No writtpn response required 

KEFPLER.J 1 G Region 3. Chicago, Office of the Director 79/I2/&0 

*P 


QOOl 110003 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/26 

lp 

8001110271 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI ft Automatic Depressun zation Sys ’* No action 
or response requested 

K6PFLER, J- G Region 3, Chicago. Office of the Director 79/12/26 

ip 

9001 100007 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Neat Exchangers ■' No action or response required 
KEPPLER . J G Region 3, Chicago. Office of the Director 79/12/^7 

ip 


8001090476 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPFLER.J G Region 3, Chicago, Office of the Director 79/12/20 

ip 
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8001160289 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow “ No specific action or 
response required 

KEPPLER.J G Region 3i Chicago* Office of the Director 79/12/28 

if 


8001100198 Forwards IE Info Notice 79-35* "Control of Maiht & Essential 
Equipment " No action or response required 

KEPPLER, J G Region 3* Chicago, Office of the Director 79/12/3& 

ip 


BOO 1250226 Forwards response to IE Bulletin 79-02* Rev i s ion 2* "Pipe 
Support Dose Plato Designs Using Concrete Expansion Anchor 
Bolts “ Expansion anchors will be used to support Category I 
piping on block walls Tech Specs oncl 
HOWELL, S H Consumers Power Co 80/01/07 4pp 


— B001250231 Excerpts from Tech Spec 7220-305 ( Q ), R ev i s ion 11* Including 16 
Page 395-l0*re furnishing* installation !< testing of 
expansion-type concrete anchors 
# Consumers Power Co 80/01/07 9pp 


8001290130 Forwards IE Circular QO-Ql* "Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER.J G Region 3* Chicago, Office of the Director 80/01/1/ 

If 


R Periodic operating reports h related correspondence 


79122BQ412 Forwards various Bechtel documents, per ALAD-106 & CP Amend 
1 Includes nonconformance ropt log, quality audit findings* 
quality action requests U mg t corrective action repts 
HOWELL* S H Consumers Power Co 79/12/21 523pp 


0001300417 Forwards monthly repts for Dec 1 979, inc lud i ng Bechtel 
nonconformance repts, pages for Bechtel nonconformance ropt 
log, Bechtel QA P i nd 4 ng s> Dec h te 1 quality action requests & 
mgt corrective actions 

HOWELL* S H Consumers Power Co B0/01/25 522pp 


8 Reportable occurrences, LERs & related correspondence 


6001000052 Ac k receipt of final rept re deficient main feed pipe spools 
having questionable impact test results Review mill be 
Completed during future insp 

FlClRELLlrG Rpqlon 3* Chicago, Reactor Construction L Engineering 

Support Branch 79/12/20 Ip 


8001100352 Ack receipt of 791206 interim ropt ro safe shutdown boralion 
capability 

P I OR ELL I * G Region 3, Chicago, OfficB of the Director 79/12/26 

*P 


8001180257 Ack receipt of 791213 interim deficiency rept re in- 
containment coatings ui/ loss of adhesion between successive 
layers of coating sys Final rept will be reviewed upon 
receipt 

FIORELL I * 0 Region 3, Chicago, Office of the Director BO/01 /04 

IP 


0001310149 Part 21 nepfc 80-190-000 spring used in some NH91-96 U 98 
mllliampere hydramotor acuators discovered mfg from 
incorrect matl Notifications to affected customers end 
SLOAN, D E W R Qraco & Co 80/01/00 20pp 


8001170390 Final deficiency rept ro reactor protectlo sys grounding 
concern Util will Institute DI<W periodic tost program for 
tabinets to provide assurance that ground connection has not 
been lost 

HOWELL, S H Consumers Power Co 80/01/11 2pp 


0001180333 Final deficiency rept re nuclear instrumentation reactor 
protection sys grounding concern B&W periodic test program 
instituted for cabinets to provide assurance that ground 
connection not loit it to obtain baseline data 
HOWELL* S H Consumers Power Co QO/Ol/il 2p p 


8001230174 Forwards interim deficiency rept re discrepant state 
terminal blocks ti cracked disconnect links 
HOWELL, 8 H Consumers Power Co 80/01/18 lp 


-8001230179 Interim deficiency rept re discrepant states terminal blocks 
l< cracked disconnect links Bechtel will complete insp of 
cracked links by 800201 No conclusive results- available from 
preliminary metallurgical testing 
CURTI9.L H Consumers Pou/er Co 00/01/09 2pp 


U CongTe s s 4 ona 1 /E i e-cut i ve Correspondence 


8001130125 Responds to 791029 ltr re V McCracken request far info 
concerning nuclear plants in HI Forwards list of Ml plants 
describing ownership. 1 ocot i ons* design tr starting date of 
operation RL Ferguson 791029 % V McCracken 790926 ltrs encl 
GQS3ICK*L V Office of the Executive Director for Operations 
79/11/15 Bpp 


9001150441 Responds to 791023 request for NRC correspondence to 
constituent re diesel generator bldg sinking U cracking 
Backfill settlement *-* effects under review Matter accepted 
as issue for OL hearing 

GOSSICH.L 9 Office of tho Executive Director for Operations 
79/12/03 lp 


0001160223 -Rosponds to 791019 ltr requesting NRC reply to constituent 
re diesel generator hldg sinking ?< cracking Will be issue in 
OL hearing NRC 791109 reply encl 

GD38ICK.L V Office of the Executive Director for Operations 
79/12/03 lp 


--6001 160231 Roquests reply to constituent /9Q9Q4 ltr re diesel generator 
bldg sinking it cracking 
LEVIN, C Senate 79/10/19 lp 


8001160507 Forwards response to CD Cals-oyas 790031 4 1012 ltr* re 
seismic design calculations, insurance protection h 
radioactive omissions 

Q09SICK.L V Office of tho Executive Dirertor for Operations 
79/12/06 lp 


—0001160597 Rosponds fco 790031 t* 1031 llrs re seismic design 
calculations, insurance protection %t radioactive emissions 
Correspond enco< indemni by agreements, nuc lear liability 
insurance policies h mPo re 1977 plant releases encl 
KNIGHT. J P Assistant Director for Engineering 79/11/30 
300pp 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


A Ap pi icat ion / construction stage documents {« correspondence 


G001020013 Forwards RO Oorwalos 791P29 trip rapt os suppl to 791114 
utl > trip summary 

HQQD, D S Light Water R-uactoro Branch 4 79/12/04 3pp 


— 60010200)6 Summary of 7911 H meeting N site /isit w/uti I • Bechtel fc US 
Army Corps of Engineers t? work i< analyses done oince 
Structure settlement problems were encountered in Aug 1970 
QDNZALESiR 0 Hydrology Meteorology Branch 79/11/29 3pp 


8001180035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will he 
implemented in licensing review 6 radiological eFfiuent 
Tech Spec update No suppl to license application required 
VARGA* 8 A Assistant Director for Light Water Reactors 79/13/21 

ID 


--G0011B0061 Revision 1 to branch technical position on radiological 
environ fnonilorlhg 

* Radiological Assessment Dranth 79/11/30 I7pp 


800 1 160007 Notification of 800116 moating u/ulll,C-E & Bechtel in 
Beth esda* MD to discuss NRC 791119 requests re util plant 
fin 

HODD, D Light Hater Reactors Branch A 80/01/02 3pp 


G00109Q304 Forwards Certificate of Svc for Amend 72 to application far 
CP U DL 

BACON, J L Consumers Power Co 00/01/04 2pp 


8001180239 Confirms 6001 1 1 meeting w/ufcil m Jac kson, Ml re const 
matters requiring resolution before Issuance of OL & NRC 
insp program relating to pro o p erat i ana 1 It power ascension 
program 

KEPPLER.J 0 Region 3* Chicago. Office of tho Director 80/01/04 

!p 


8001100381 Forwards changes t-o Revision 3 of NUftEG-QlOSp "Etd Tech 
Specs for DMJ PWR*. M for use in preparation of Tech Specs 
W/o enc I 

RUDENBTEIN, L 6 Light Water Reactor* Branch 4 00/01/10 2pp 


8001290360 Updates 79041? t-* 0510 Hr* r* recall of 4-lnch elbows U 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have teen located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/15 2pp 
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C0OI25OO47 Summary of 790918-19 meeting u/uti) at site re assessment pP 
const schedules 

HOOD. D Light Water Reactors Branch 4 00/01/16 20pp 


& Adjudicatory correspondence 


0001 10017B Forward* 79 1 M A , 19. 1 205. 06. 10 & 14 deficiency rept* 

GIPOS.M E I sham. Lincoln b Peale 79/12/17 Ip 

6001300202 Forward* interin deficiency rept re lass of adhesion between 
successive layers of i n-ecn ta i nmen t coatings 
OI0BS.M E Iiham, Lincoln t Beale 79/12/19 Ip 

— 6001300209 DEFfi-791213 loss of adhesion between successive layer! of 
1 n-canta irun s nt coatings detected Caused undetermined 
HOWELL- S H Consumers Powbt Co 79/12/13 4pp 


—□001300226 Loss of adhesion between epoxy dec on taminab 1 b surfacer coats 
an containment interior walls detected Cause unknown 
Investigation underway Further rept scheduled far 800130 
DAlLEYLKO Bechtel Corp 79/11/30 3pp 


0001100369 Motion for extension until 800109 to respond to J Leithauser 
791215 proposed contentions Certificate of Svc encl 

STEPTOE-F Consumers Power Co STEPTQE- P Isham. Lincoln I- Beale 
79/12/21 4pp 


B001240543 Forwards DC Bar -Legal Ethics Committee 791218 Opinion 79, ill 
response to util jeque&t re atty partic i pa t ion in witness 
written testimony 

REYNOLDS, W B Shaw- Pittman. Potts 6 Trowbridge 60/01/07 2pp 


6001250030 Forwards two final deficiency repts filed by util w/NRC 
OIDDS-M £ Jsham, Lincoln t Deals 00/01/07 Ip 


H Antitrust correspondence 


O001I4O53& Forwards CPs 01 L 62 w/amends Also forwards 791105 
modified adjudicatory procedures re mods !< suspension of 
license issuances W/o end 

CHANANIA-F Antitrust Division 79/11/13 Ip 


0 Inspection reports- IE Bulletins 4 correspondence 


6001160342 Forwards IE Imp Repts 50-329/79-24 4 30-330/79-24 on 
791031-1102 Mo nonromp i i an c e noted 

riDRELLI.O Region 3- Chltago, Reactor Construction 4 Engineering 

Support Branch 79/11/20 2pp 


— B001160349 IE Insp Rept* 50-329/ 79-24 b 50-330/79-24 on 791031-1102 No 
nencompl lance noted Major areas inspected reactor coolant 
pmiure boundary 6 safety-related piping l< welding wort 
activi ties 

DANIELSON. D H Region 3, Chicago- Office of the Director 

79/11/14 6 pp 


3001100261 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra ( ARS > " No action or response required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/12/13 

IP 


BOOl 180260 Forwards IE Insp Reptg 30-329/79-26 4 50-330/79-26 on 
790803-C92& U notice of violation 

FIGRELLI, Q Region 3, Chicago. Office of the Director 79/12/13 
?PP 


--00OU8O2C4 Notice of violation from insp on 790803-0926 

* Region 3-- Chicago Office of the Director 79/12/06 lp 


--8001180289 IE Insp Rept* 50-339/79-26 b 50-330/79-26 on 790605-0920 
Noncomp 1 i ance noted failure to identify shipment of 
nonconforming oil coolers far auxiliary feedwater pumps 
KNQP.R c - COOK ■ R J Region 3. Chicago, Office of the Director 

79/12/06 Bpp 


8001040620 Ack receipt of 791130 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/79-22 k 
50-330/79-22 

FIGRELLI, G Region 3. Chicago. Reactor Construction 4 Engineering 

Support Branch 79/12/17 lp 


■8001040625 Responds to NRC 791030 J fcr re violations noted in IE Insp 
Rept* 50-329/79-22 * 50 - 330 / 79-22 Corrective actions 
welders reins true ted an weld rod central 6 training session 
was conducted 

HQWEtL, 5 H Consumer* Power Cd 79/11/30 3pp 


6001080327 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
interference " No written response required 

KEPPLER, J © Region 3, Chicago, Office of the Director 79/12/20 
IP 


8001110093 Forward*- IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches M No specific action or 
response requested 

KEFPLER.0 C Hog ion 3, Chicago, Office of the Director 79/12/26 
IP 


BOO J 1 1027 1 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI it Automatic Depressuri xation Sys " No action 
or response requested 

KEPRLER-J 0 Region 3, Chicago- Office of the Director 79/12/26 
IP 


BQOl 100007 Forwards IE Info Notice 79-34, "Inadequate Design of Safety*" 
Related Heat Exchangers *' No action nr response required 
KEPPLER* J Q Region 3, Chicago, Office of the Director 79/12/27 
lp 


B0O1O9Q476 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/20 
If 


8001160209 Forwards IE Info Notice 79-36, "Computer Code Defect i r> 
Stress Analysis of Piping Elbow " No specific action or 
response 1 required 

KEFPLER, J 0 Region 3, Chicago. Office of the Director 79/ I 2/2G 
lp 


BOO 1 100190 Forwards IE Info Notice 79-35, "Control of Maint 6 Essential 
Equipment " No action or i esponse required 

KEPPLER. JO Region 3, Chicago, Office of the Director 79/12/31 

IP 


B0OI25O226 Forwards response to IE Bulletin 79-02, Revi » i on 2, "Pipe 
Support Dase Plate Designs Using Concrete Expansion Anchor 
Bolts " Expansion anchors will be used to support Category I 
piping on block walls Tech Specs end 
HOWELL. S H Consumers Power Co 80/01/07 4pp 


— BOO 1 250231 Excerpts from Tech Spec 7220-305(0) , Revi a i on U , i nc 1 ud in-g 16» 
Page 395-10, re furni sh ing. instat lation fe tjesting of 
e^pans ion-type concrete anchors 
» Consumers Power Co 80/01/07 9pp 


8001290130 Forwards IE Circular 00-01, "Bvc Advice for QE Induction 
Disc Relays " No response required 

KEPPLER, J 0 Region 3, Chicago- Office of the Director BO/Ol/17 

lp 


R Periodic operating reports 6 related correspondence 


7912200412 Forwards various Bechtel doc uments, per ALAU-106 It CP Amend 
1 Includes nonconformance rapt log- quality audit findings, 
quality action requests U mgt corrective action repts 
HOWELL, S H Consumers Power Co 79/12/21 523pp 


8001300417 Forwards monthly repts for Dec 1979, including Bechtel 
nonconformance repts- pages far Bechtel nonconformance rept 
log, Bechtel QA f i nd i ng t- Bee h te 1 quality action requests & 
mgt corrective actions 

HOWELL, S H Consumers Power Co 00/01/25 522pp 


8 Reportable occurrences, LER* b related correspondence 


B0010B0052 Ac k receipt of final rept re deficient main feed pipe spools 
having questionable impact test results Review will be 
completed during future insp 

FIGRELLI, Q Region 3, Chicago, Reactor Construction Engineering 

Support Branch 79/12/20 lp 


0001 100352 Ack receipt of 791206 interim rept re safe shutdown boratlnn 
capab i 1 ity 

FIGRELLI. 0 Region 3. Chicago, Office o# the Director 79/12/26 

IP 


8001 1 B0257 Ack receipt of 791213 interim deficiency rept re in- 
containment coatings w/loss of adhesion between successive 
layers of coating »ys Final rept will be reviewed upon 
receipt 

FIORELLI.Q Region 3, Chicago, Office of the Director 80/01/04 

Ip 
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8001170390 Pinal deficiency rept re reactor protactio sys grounding 
concern Util will institute B&W periodic tost program for 
cabinets to provide assurance that ground! connection has not 
been lost 

HOWELL. S H Chnsumors Power Co 80/01/11 2pp 


80011B0333 Final deficiency rept re nuclear instrumentation reactor 
protection sys grounding concern BtW periodic test program 
instituted for cabinets to provide assurance that ground 
connection not lost 6 to obtain baseline data 
HOWELL. 8 H Consumers Power Co 80/01/11 app 


8001230174 Forwards interim deficiency rcpt re discrepant state 
terminal blocks b cracked disconnect links 
HOWELL. 8 H Consumers Power Co 80/01/ 18 Ip 


- — 8001230179 Interim deficiency rapt re discrepant states terminal blocks 
b cracked disconnect links Bechtel will complete inep of 
cracked links by 800201 No conclusive results available from 
preliminary metallurgical testing 
CURT 18. L H Consumers Power Co 80/01/09 2pp 


U Congrosui anal /Executive Correspondence 


8001130125 Responds to 791029 1 tr re V McCracken request for info 
concerning nuclear plants in MI Forwards list of Mil plants 
describing ownorsh i p , l oc a t \ ons, de s 1 gn b starting date of 
operation RL Ferguson 791029 K V McCracken 790926 ltrs end 
QQSSICK.L V Office of the Executive Director for Operations 
79/11/15 Qpp 


8001 1 50441 Responds to 791023 request for NRC correspondence to 
constituent re diesel generator bldg sinking It cracking 
Backfill settlement h affects under review Matter accepted 
as issue for OL hearing 

G06SICK.L v Office of the Executive Director f or. dp eration* 
79/12/03 ip 


0001160223 Responds to 791019 1 tr requesting NRC reply to constituent 
re diesel generator bldg sinking 6 cracking Will be issue in 
OL hearing NRC 791100 reply enc 1 

GDSSICK.L V Office op the Executive Director Pdt Operations 
79/12/03 tp 


— 8001160231 Requests reply to constituent 790?Q4 1 tr re diesel generator 
bldg sinking it cracking 
LEVIN. C Senate 79/10/19 Ip 


BOO! 16058? Forwards response to CD Calsoyas 790931 it 1012 Itrs re 
seismic design calculations, insurance protection 
radioactive emissions 

GOSBICK.L V Office of the Executive Director for Operations 
79/12/06 ip 


— 0001160597 Responds to 790031 it 1031 ltrs re seismic design 
ta 1 c u l at i ons. i nsurance protection fc radioactive emissions 
Correspondence. indemni ty agr oeme nts. n uc 1 ear liability 
insurance policies it info ro 1977 plant releases end 
KNIQHT.J P Assistant Director for Engineering 79/11/30 
SOOpp 


DOCKET 50-331 DUANE ARNOLD ENERGV CENTER 
F Security, medical, emergency It fire protection plans 


0001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES.P K Assistant Director For Engineering 6 Projects 
79/11/2? 4pp 


0001070360 Forwards Linn County radiological emergency response plan b 
facility emergency plan Commitment to Installation schedules 
will be provided in responses to NUREG-0570 $< App I Addl 
county plan will be delayed 

ROOT. L D Iowa Electric Light b power Co 79/12/31 2pp 


— 0001070363 Linn County radiological emergency plan 
» Linn County, IA 00/01/31 145pp 


0 Adjudicatory corresp ond enc e 


0OO11BO16O Forwards order to show cause. in response to util intention 
not to implement all Category A TMI Lessons Learned Task 
Force short-term requirements by 800131 Methods of 
implementation completed by B00101 should be described 
DENTON. H R Office of Nuclear Reactor Regulation 80/01/02 Ppp 


— BOOl 100169 Order to show cause why licensee shoud not implement 
Category A TMI Lessons Learned Task Force short-term 
requirements by B0Q131 Failure to comply should be justified 
by timely documentation 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


J Insurance & Indemnity information 


Q00i25D464 Endorsement 30 to MAELU Policy MF-72 

* Mutual Atomic Energy Liability Underwriters 00/01/03 ip 


B001240344 Forwards Endorsement 45 to NELlA Policy NF-214 6 Endorsement 
39 to MAELU Policy MF-72 U/o Endorsement 39 

LOWENBTEIN.R L oujocis t e l n. Newman . Re l 5 . Ai e 1 fad & Toll 60/01/21 

2pp 


P Operating License stage documents & correspondence 


0001040036 Forwards “Evaluation of Stresses in Recirculation Inlot 
Noiilo 8aPe~End ” Cased on ana 1 y sis. continued Instrvlce 
surveillance of noiile safe-end* recommended IE will fallow 
up during routine insp 

JORDAN, E L Division of Reactor Operations Inspections 
NRC -09-77-186 79/U/I5 2pp 


— 8001040098 “Evaluation of Stresses in Recirculation inlet Noielc 
Safe-End ■’ 

DEAN, R S - VLIES.L E Parameter, Inc NRC-03-77- 1 06 1E-116-D 

79/11/15 24pf> 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised stds being 
Implemented in OL applicant reviews & Tech Bpec update 
GAMMILL.U P Division of Operating Reactors 79/11/27 35pp 


B001070276 Forwards NSS^ vender & fuel supplier ltrs re impact of 
cladding h e a t inq- rate dependent burst tkmp effects on 
rupture time 6 » train/b lot k age Ltrs will help licensees 
respond to NRC 791109 Itr re rupture strain b flow blockage 
EISENHUT, D 0 Division of Operating Reactors ?9/||/27 3pp 


6001000290 Forwa? ds request for addl info r« history of loss of offsite 
power events, to complete review of offsite power sys 
adequacy 

IPPOLITG.T A Operating Reactors Branch 3 79/IS/13 3pp 


8001070362 Advlsei that Bulletin 6 Orders Task Farce has approved jmall 
b-r*ak LOG A guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan oncl 

EI0ENHUT.D 0 Division of Operating Reactors 79/12/17 I2pp 


0001090479 Forwards application to amend License CPR-49 b proposed 
change to Tech Specs re core monitoring Class II fee end 
ROOT , L 0 Iowa Electric Light & Power Co BO/Oi/02 2pp 


— 8001030403 Application to amend License QPR-49, incorporating revised 
Pages 3 9-4 & 3 9-10 to Tech Specs re cor* monitoring 
* Iowa HUctric Light Power Co 00/01/03 Ip 


— 9001000467 Proposed change to Pages 3 9-4 it 3 9-10 to Tech Specs re 
core monitoring 

* Iowa Electric Light U Power Co 00/01/02 2pp 


900 1070368 Forwards responses to NUREQ-OS70J procedures to implement 
NUREQ M 0576 by 800101 ♦ cr l ter la & objectives far design review 
of plant shielding it ’’Design Criteria b Conceptual Design 
Descriptions for Technical Support Ctr “ 

RQOTiL D Iowa Electric Light b Power Cq 00/01/03 I06pp 


— 0001070364 Facility emergency plan 

« Iowa Electric Light it Power Co 79/12/31 133pp, 


— 6001070369 "Design Criteria it Conceptual Design Descriptions for 
Technical Support Ctr ” Leak rate test results enc I 
# Bechtel Power Corp (subs of Bechtel Corp > 79 / 12/20 20pp 


8001310373 Forwards request for addl mechanical 
purge ays it containment venting tys 
iPPOLlTOfT A Operating Reactors Drench 3 


info re containment 


3pp 


80/01/07 
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QOOJ 190350 Responds to 8O0JG2 show taune order re NUREG-0570 
requirements Items 2 1 3 a * 2 1 4 will not be met until 
600209 refueling shutdown due to equipment unavailability 
PCQT L D Icu3 Elec tr j t Light h Power Co 80/01/23 5pp 


500J290559 Fof-ards application for amend to App A Tech Specs re Cycle 
5 operational limits Application consists of NEOD-24234 h 
proposed amend to Tech Specs Category HI fee and 
POOT-L D Jdjfl Electric Light * Power Co BO/Ol/22 2pp 


— GO0l2?0565 Proposed Change RTS 117, re thermal parameters 6 
instruments ion 

* Iowa Electric Ligh* K Power Co BO/Ol/22 Slpp 


— 8001290569 'Supplemental Reload Licensing Subrni t ta 1 , Rd oed 4 " 

HER I h EON i P H , EM5EL.fi E Antibodies Inc NEDD-24234 80/01/31 

31 P P 


Q Inspection reports. IE Bulletins * correspondence 


6001020061 Forwards IE Insp Rept SO-331/79-27 on 791020-31 No 
none grp 1 1 prre 9 noted 

FIOR6LL1 C Region 3 Chicago. Reactor Construction 6 Engineering 

Support Branch 79N1M5 2pp 


--BO01O20OB7 IE Insp Rapt 50-331/99-27 on 791030-31 No none bmp 1 l anc e 
noted Major areas inspected licensee actions re IE Bulletin 
79-14. including general discussion on Nf?C requirements, work 
procedure revieu ' review of records 

DANIELSON. D H , V IN. I T Region 3. Chicago, Office of the 
Director '’9/JI/J3 5pp 


8001110091 Forwards IE Info Notice 79-33, ''Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J G Region 3. Chicago. Office of the Director 79/12/24 
IP 


8001110279 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI Automatic Dep r es sur i la t i oft 8ys " No action 
or response requested 

KEPPLER, JO Region 3. Chicago, Office of the Director 79/12/26 
IP 


8001100012 Forwards IE Info Notice 79~34» "Inadoqua ta Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER, J C Region 3. Chicago, Office of the Director 79/12/27 
Ip 


8001090484 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/20 


8001160307 Forwards JE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, J 0 Region 3. Chicagoi Office of the Oirottor 79/12/20 

lp 


8001100212 Forwards IE Info Notice 79-35, "Control of Naint & Essential 
Equipment " No action or response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/31 
lp 


6001020696 Forwards Waste Packaging Insp Rept 79-04A an 791029 6 31 
Ht, nunc o-pl l ante noted 

SUTHERLAND J T Region 2, Atlanta* Fuel Facility 6 Materials 

Safety Branch 79/11/19 2p p 


--0001020707 Waste Packaging Insp Rept 79'04A on 791029 & 31 No 
none emp 1 i anc e noted Major areas inspected compliance ur/DDT & 

NRL regulations re shipping paper requirements, DOT placard 
requirements, radi at ion ie-ejs 4 removable contaminations 
POTTER J P Region 2 Atlanta, Fuel Facility & Materials Safety 

Branch 79/ll/j? 5pp 


BO0124O39O Forwards response to IE Bulletin 79-26. "Boron Loss From DWK 
Control Blades " Facility will not have control blades w/ 
greater than 347 BIO depletion over upper one fourth of 
blade by next refueling outage 

ROOT t L D Iowa Electric Light 8, Power Co 00/01/03 4pp 


6001 190136 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/01/04 

lp 


6001100249 Forwards IE Inro N=nce 79-31, "Use of Incorrect Amplified 
Response Spectra (hRS) No action or response required 
KEPPLER, J G Region 3, Chicago, Office of the Directoi 79/12/13 
IP 


QOO1250246 Responds to IE Bulletin 79-2B re passible malfunction Of 
NAMCD limit switches No NAMCO limit switches are installed 
or are planned for installation on safety-related 
equipment 

ROOT, L D Iowa Electric Light it Power Co 00/01/10 lp 


a00l230!43 Forwards IE Insp Rept 30-331/79-29 on 791127-26 No 
n one anp 1 xance noted 

DA9IS.A 8 Region 3 Chicago, Fuel Facility «, Materials Safety 

Branch 79/12/17 2 pp 


■-GO01 230146 IE Insp Rept 50-331/79-29 on 791127-20 No noncamp H anc a 
noted Major areas inspected response to IE Bulletin 79-19 
FlSHtR UL Region 3, Chuago Fuel Facility 6 Materials Safot 

Branch MILLER D E Region 3 Chicago Officy of the Director 
79/12/L2 4pp 


0001280503 Forwards IE Bulletin 80-01, "Operability of Automatic 
Depr essur i j at Ion Sys Valve Pneumatic Supply " Action 
required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director BO/OI/U 
lp 


Q001290136 Forwards IE Circular 00-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER, J o Region 3, Chicago, Office of the Director 00/01/17 
IP 


6031210003 Responds to IE Bulletin 79-25 'Failures of 
Relays in Safety-Related &ys Relays not used in 
safety-related sys 

ROOT, L 0 Iowa Electric Light 6 Power Co 79/12/19 


Wes 1 1 nqhcuss 


IP 


DFD 


6001080340 Forwards IE Circular 79-25 ’Shock 
Interference tip written response required 
KEPPLER, J C Region 3 Chicago Office of 
IP 


Arrestor Strut Assembly 
the Director 79/12/20 


R Periodic operating reports 6 related correspondence 


8001230077 Forwards monthly operating rept for Dec 1979 

MI NECK, D L Iowa Electric Light 6 Power Co 80/01/19 lp 

— 8001230001 Monthly operating rept fur Dec 1979 

VAN QICKEL, J Iowa Electric Light & Power Co 80/01/13 6pp 


BO012QO025 Forwards IE Insp Rept 50-331/79-30 
noncor-g I lance nated 

F IQPELLt, G Rsgson 3 Chicago Reactor 

Support Branch 79/12/20 2pp 


on 791128-29 No 
Construction L Engineering 


S Reportable occurrences, LERs U related correspondence 


0001020344 Forwards LER 79-O35/O3L-0 

MINECK, D L Iowa Electric Light U Power Co 79/12/21 lp 


-SDOi2B0°2B ]£ Insp Rept 50-331/79-30 on 791128-29 Np noncompl iam 
noted Major areas inspected previously identify items / 
followup to IE Bulletin 79-Q2 

F^n'e W « 3 Chicago Reactor Construction t, 

Engineering Support Branch GALLAGHER, E J Region 3. Chica. 

Office of the Director 79/12/17 Spp region J, Lhicaj 


— 600 1050356 LER 79-035/OOL'O on 791 121 , during routine insp subsys A 
river water supply pump motor 1P-U7C vibrating excessively 
Caused by bearing wear Motor from inoperable pump IP-117A 
removed 6 installed on 1P-117C 

ZIMMERMAN, J C Iowa Electric Light & Power Co 79/12/31 lp 


DU,UMn 79 ' 00 

IPPOLITO, TA Operating Reactors Branch 3 79/12/2J ao pp 


BOO I 020507 Forwards LER 79-034/03L-0 

MINECK.D L Iowa Electric Light 8, Power Co 79/12/21 lp 


— 8001020512 LER 79-O34/03L-O on 791 121 . d ur i ng surveillance testing, LPCl 
trip syi 0 delay timer K-70B was out of spec delay constant 
Caused by setpoint drift Delay reset & tested 
ZIMMERMAN. J C Iowa Electric Light & Power Co 79/12/21 lp 
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6001080547 RO on 791225, during control panel surveillance test, power 
Interrupted to panels LC-03, 04 b 05 b both channels of core 
spray sparger break detection alarm sys Caused by blown fuse 
in control cabinet IC-22 

MI NECK* D L Iowa Electric Light b Pnuier Co 79/12/26 lp 


600 1 190539 Forwards LER 79-036/03L-0 

MINECK.D- L Iowa Electric Light b Pouter Co 00/01/04 lp 


--600H5054B LER 79-036/03L-0 on 791029, during steady state operation, 
packing on reactor core isolation cooling drain pot level 
control valve CV-2409 rup tured, caus ing steam discharge 
Caused by natural ending of packing life Valve repaired 
ZIMMERMAN. J C Iowa Electric Light b Power Co G0/01/07 lp 


BOO 1150563 Forwards LER 79-037/0 IT~0 

M I NECK, D L Iowa Electric Light U Pouter Co 00/01/07 Ip 


— 6001150572 LER 79-037/01T-0 on 791225. during contra! room panel 
surveillance testing, both channels of core spray sparger 
break detection alarm sys lost Caused by blown fuse Fuse 
replaced 

ZIMMERMAN. J C 1 awa Electric Light b Power Co 80/01/07 2pp 


800 1220425 RO on 000107, offgas stack radioactive particulate filter b 
iodine cartridge were lost before analyied Cause not stated 
Offgas gaseous activity monitored by radiation recorder 
RR-4116 Personnel reinstructed 

MlNECKiO L Iowa Electric Light & Power Co 80/01/17 2pp 


BOO 1220344 Forwards LER 79-03D/03L-0 

MINECK. P L Iowa Floctrlc Light b Power Co 80/01/17 lp 


— 0001220553 LER 79-03B/03L-0 on 791221 , during normal op era 1 1 on, p en I 
on PR-4384 failed downscale Caused by broken slide wire 
contact In position feedback circuit Contact replaced 
Recorder calibr 

ZIMMERMAN. J C Iowa Electric Light b Power Co 60/01/17 lp 


DOCKET 50-332 BARNWELL REPROCESSING PLANT 


0 Inspection reports, IE Bulletins b correspondence 


0001020696 Forwards Waste Packaging Insp Rept 79-04A on 791029 b 31 
No none omp lianco noted 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility b Materials 

Safety Branch 79/11/19 2pp 


— B00I020707 Waste Packaging Insp Rept 79-04A on 791029 b 31 No 
none omp 1 ianc e noted Major areas Inspected compliance w/DDT b 
NRC regulations re shipping paper requirements. DDT placard 
ruqv i roment*, rad iation levels b removable contaminations 
POTTER. J P Region 2, Atlanta, Fuel Facility b Material* Safety 

Branch 79/11/19 5pp 


DOCKET 30^333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency b fire protection plans 


0DOI14OO54 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates encl 

CRIMES, 0 K Assistant Director for Engineering b Projects 
79/ 11/2? 4pp 


6 GDI 230003 Forward* summary of NRC 791210-13 audit of small break LOCA 
emergency procedure* b operator retraining at selected QE 
DWR operating plant* List of attendee* end 

THOMAS. C 0 TMI-2 Unresolved Safety Issues 90/01/03 12pp 


0 Adjudicatory correspondence 


800 1 290327 Forward* util response to NRC 000102 show cause order re 
implementation of Lessons Learned Task Force Category A 
requirements 

EARLY, P J Power Authority of the State of New York B0/01/22, lp 


—6001280332 Response to show cause order re implementation of Lessons 
Learned Task Force Category A requirements. Util has complied 
w/all requirements except 2,1 4 2, due to unavailability of 
equipment Affirmation of PJ Early b Certificate of Svc encl 
FREY, T R Power Authority of the State of New York 00/01/22 
Bpp 


I Financial information 


8001020464 Responds to NRC 791210 ltr re financial guarantee for each 
nuclear power plant Forward* cash flow available to general 
purpose projett* as of 77033 1 . i nc 1 ud i ng audited semiannual 
financial statements for 781231 t 790630 

BOSTON. J W Power Authority of the State of New York 79/12/20 
34pp 


P Operating license stage document* b correspondence 


8001070276 Forwards NSSS vendor fc fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time b strain/blockage Lti s will help licensees 
respond to NRC 791109 ltr re rupture strain b flow blockage 
E1SENHUT, D G Division of Operating Reactors 79/11/27 3pp 


0001030227 Approves request that info re SHOCK- 1,2 b 3. PSTRESS b 
NUP IPE-SW, subm 1 1 ted 790322 *< 0406, be withheld from public 
disclosure (ref 10CFR2 790> 

SCHWENCER. A Operating Reactors Branch l 79/12/06 5pp 


8001080273 Forwards request for addl info re history of less of offsite 
power events to Complete review of affsite power sys 
adequacy 

IPPDLITO. T A Operating Reactors Branch 3 79/12/13 3pp 


0001070362 Advises that Bulletin b Orders Task Force hos approved small 
break LOCA guidelines for operetinq plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan encl 

E18ENHUT. D G Division of Operating Reactors 79/12/17 I2pp 


0001140004 Forwards request for addl info re containment purge L vent 
ays Includes design basis for s i i i nq Of grating mesh 
pattern b ability of grating to withstand dynamic LUCA 
forces 

IPPOLITO, T A Operating Reactor* Branch 3 77/12/19 4pp 


B001030624 Erratum to Amend 46 to loch Spocs re sub samp 1 1 ng of large 
impingement collections Representative sub samp 1 t ng of 
various parameters will be satisfactory 

EARLY, P J Power Authority of the State of New York 79/12/28 ip 


0001000442 Forwards rept re status of implementation of TMI Lessons 
Learned Task Force recommendations Includes info re safety 
relief valve testing. d irect indication of valve position, 
containment isolation '< transiont & accident analysis 
EARLY, P J Power Authority of the State of New York 60/01/02 

12pp 


0001210174 Responds to 791129 request for approval to install spent 
fuel rack Failure to approve request prior to next refueling 
outage does not present significant safety problem Actions 
re significant safety matters are receiving top priority 
EI9ENHUT, D 0 Division of Operating Reactors BO/Ol/02 Jpp 


0OO114O22B Responds to 791109 b 27 ltrs requesting confirmation, that 
fuel rod strain b flow blockage models aro conservatve w/ 

NRC approved GE models used at facility Models used have 
conservative levels equivalent to NRC model 

EARLY, P J Power Authority of the State of New York 80/01/08 Ip 


800 i J 50539 Supplements 000103 ltr re SHOCK- 1 1 computer calculations 
performed on piping of six inches or less Burry b ME Yankee 
re-examined as part of show cause reanalysis effort One 
piping problem remains at Fitxpatrick 

KENNEDY. W J L Stone b Webster Engineering Corp 00/01/09 lp 


0001240424 Ac k receipt of NRC 791206 ltr re WJ Kennedy request for 
withholding computer program* w/prop r v e tary info concerning 
pipe stress analysis Will notify when no longer necessary to 
classify info as proprietary 

JACOBS, S D Stone b Webster Engineering Corp 00/01/08 ip 


0001330194 Requests that Mark I owners group 791130 response to NRC 
791002 b 31 ltrs serve as util response Supports Mark I 
owners group addl condensation tests in Mark 1 full scale 
test facility 

EARLY, P J Power Authority of the State of New York BO/Qi/17 lp 


0OO13OO4BO Forwards annotated version of 791129 document review b ltrs 
referenced in review 

MACDDUGALL, E A Brookhaven National Laboratory 00/01/23 Ip 


— 0001300492 Annotated version of 791129 ltr re document* needed from 
facilities for design review Rolf Jensen b Associate*, Inc 
790525 ltr re Ginnc SEfl suppl encl 

MACDDUGALL. E A Brookhaven National l aboratory 80/01/23 5pp 
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Q Inspection reports, IE Bulletins b correspondence 


8001040109 Forwards Waste Packaging Insp Rept 79-03A on 791017-19 No 
noncomp I lance noted 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility b Materials 

Safety Branch 79/11/15 5pp 


—0001040224 Waste Packaging Insp Rept 79-03A on 791017-18 No 

noncomp Hants noted Major areas inspected compliance w/DQT b 

NRC regulations re shipping paper requirements, DOT placard 

requirements, radiation levels & removable contamination 

POTTER, J P Region 2, Atlanta. Fuel Facility b Materials Safety 

Branch 79/11/13 4pp 


8001080194 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference “ No written response required 

QRIEfl, B H Region 1, Ph i lade 1 p h ia, Office of the Director 
79/12/20 Ip 


0001070139 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI b Automatic Dopressun nation Sys " No 
specific action or response requested 

GRIER, B H Region i, Philadelphia. Office of the Director 
79/12/21 lp 


8001110195 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requited 

GRIER. B H Region It Philadelphia, Office of the Director 
79/12/21 Ip 


9001080657 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchan g ere " No action or response required 
GRIER, D H Region 1, Philadelphia, Office of the Director 

79/12/27 lp 


9001140539 Forwards IE Info Notice 79-37, “Cracking in Low Pressure 
Turbine Discs h No response required 

GRIER.B H Region 1, Philadelphia, Office uf the Director 
79/12/31 Ip 


8001150090 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER.B H Region I, Philadelphia, Office of the Director 
79/12/31 Ip 


8001280474 Forwards IE Info Notice 79-35, "Control of Mainfc b Essential 
Equipment " No action or response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


9001150211 Torwards IE Info Notice BO-Oi. "Fuel Handling Events " No 
specific action or response required 

GRIER.B H Region 1. Philadelphia, Office of the Director 
80/01/04 Ip 


0001200491 Forwards IE Bulletin 00-01, "Operability of Automatic 
Depressur i jati on Sys Valve Pneumatic Supply 11 Action 
required 

GRIER.B H Region 1, Philadelphia, Office of the Director 
00/01/14 Ip 


9001290300 Forward* IE Bulletin 79-Olfl, "Environ Qua 1 i f l ca ti on of Class 
IE Equipment" ^/attachments- Action required 
GRIER.B H Region 1, Ph i Jadelph ia, Office of the Director 
80/01/14 Ip 


8001290197 Forwards IE Circular 80-01, "Svc Advice for QE Induction 
Disc Relays ” No response required 

GRIER.B H Region 1, Ph i lad e 1 ph ia, Office of the Director 
00/01/17 lp 


0/01/07 


S Reportable occurrences, LERs & related correspondence 


8001030099 RQ-79-217 on /91205, dur vng rcanalysis of pipe support, 
support Found to be inoperative per criteria of 790014 I tr 
Add 1 analysis showed associated piping to be inoperative 
Caused by thermal growth Mods to be completed 

LEONARD, J D Power Authority of the State of New York 79/12/06 
IP 


0001020354 Forwaids LER 79-10//03L-0 

LEONARD, J D Power Authority of the State of New York 79/12/26 
IP 


— 0001020363 LER 79-1O7/03L-0 an 791 203, pr imary containment oxygen 
analyier A indicated greater than 10/ oxygen concentration 
In primary containment Analyier D was out of svc Cause not 
stated Instruments reealibr !< returned to svc 

CHILDS, W V Power Authority of the State of New York 79/12/26 

2pp 


BOO 1080464 Forwards LER 79-IO0/O3L-O 

LEONARD, J D Power Authority of the State of New York B0/01/03 
IP 


— 8001080469 LER 79-10B/03L-0 on 791 206. reac tor core Isolation cooling 
sys made inoperable to inspect turbine bearings Caused by 
observation that bearings seemed to be operating at 
excessive temp Insp revealed no problems 

CHILDS, W V Power Authority of the State of New York 90/01/03 

2pp 


9001080486 Forwards LER 79-114/O4T-0 

LEONARD, J D power Authority of the State of New York 90/01/03 

ip 


— 8001080494 LER 79-1J4/04T-O on 79J 221 , onvi ron radiological monitoring 
sample indicated Cu-60 concentration of onsite NMPP 
location a* being ten time* value oP control station sample 
Caused by possible concentration of trace metals 

CHILDS, W V Power Authority of the 3tate of New York 90/01/03 

2pp 


0001150386 Forwards LER 79-UO/03L-0 

LEONARD, J D Power Authority of the State Of New York 80/01/09 
lp 


—0OO115O612 LER 79-110/03L-0 on 79l2!4,HPCl sys steam supply inboard 
Isolation valve 23-MOV-1S closed due to spurious isolation 
signal No cause found Isolation signal reset & valve 
reopened to restore HPCI sys to operation 

CHILDS, W V Power Authority of the State of New York 80/01/08 
2pp 


8001 1 5060B Forwards LER 79-I09/03L-0 

LEONARD, J D Rower Authority of the State of New York 0O/O1/OB 

lp 


—9001130616 LER 79-109/03L-0 on 791213, during instrument aurveil lance 
procedure F~H>P-27i suppress ion chamber temp recorder 
27-TR-102 found out of calibr in nonconservative direction 
Caused by failed printed circuit board 

CHILDS, W V Power Authority of the State of New York BO/Ol/OS 
2PP 


8001190667 Forwards LER 79-111/03L-0 

LEONARD, J D Power Authority nf the State of New York 80/01/10 

lp 


— 8001 150672 LER 79-11I/03L-0 on 79 121 4, d ur i ng instrument surve 1 1 lane. e 
procedure F-I0P-9, one of four high flow instruments found 
drifted in none onservat ive direction Cause not stated 
Testing initiated & instrument reealibr 

CHILDS, M V Power Authority of the State of New York 80/01/10 
2PP 


8001150617 Forwards LER 79-112/03L-0 

LEONARD, J D Power Authority of the State of New York 80/01/n 
if 


— 8001150620 LER 79-U2/03L-0 on 791216, wh i 1 e conducting operations 
surveillance test, fire doors D0-273-2 b D0-272-3 did not 
80/01/07 close when tripped by actuation of Cardox sys Caused by 

improper door alignment Doors realigned b lubricated 
CHILDS, W V Power Authority of the State of New York 80/01/li 
IP 


8001310194 Forwards LER 79-1I3/03L-0 

LEONARD, J D Power Authority of the State of Nbu, York 
IP 


90/01/15 
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-“8001210196 LER 79-113/03L-0 on 791221. while conducting core spray motor 
operated valve operability tes t, i so la t ion valve 14-M0V-110 
would not reopen following closure Caused by motor pinion 
gear working loose from shaft Gear replaced 

CHILDS, W V Power Authority of the State of Mew York 90/01/15 

2pp 


0001210217 Forwards LER 79-I15/03L-0 

LEONARD, J D Power Authority of the State of New York 00/01/15 
IP 


"“8001210220 LER 79- t 1 5/03L -0 on 79122 1 • during normal ap era t ion, p ersonno 1 
noted low flow alarms associated w/stack gas radiation 
monitor sys Sample line apparently p lugged, imped ing 
continuous monitoring of stack gas Cause unknown 

CHILDS, W V Power Authority of the State of Now York 80/01/15 

2pp 


□001220500 Forwards LER 79-116/03L-0 

LEONARD, J D Power Authority of the State of New York 00/01/16 

lp 


— 0001220507 LER 79-116/02L 0 on 791 227* f o 1 1 owi ng reactor scram & during 
plant star tup* several problems occured w/source-rang e H 
monitors Seven instances noted Followup rept describing 
corrective action will be submitted 

CHILDS, W V Power Authority of the State of New York 00/01/16 

2pp 


800122045a Forwards LER 79- 1 1 7/02L-0 

LEONARD, J D Power Authority of the State of Now York 80/01/17 

IP 


— 8001220469 LER 79-117/03L-0 on 791 227* d ur i ng preparation for reactor 
'star tup* average power range monitor Channel D scram trip 
setpoint was found set at 33X»Cumparcd to Tech Spec limit of 
15/, Caused by instrument drift of 15/ trip point 
CHILDS, W V Power Authority of the State of New York BO/OI/17 

2p p 


BQ01290472 foi wards LER 79-U5/03K-1 

LEONARD, J D Powor Authority of the State of New York GO/Oi/23 

lp 


-“8001290479 LER 79-i 1S/03X-1 on 791221 , during norma) op era t ion* p ursonno l 
noted low flow alarms associated ui/stack gas radiation 
monitor sys Caused by plugged sample line common to both 
sample pumps U monitors Sample line cleared w/nitrogen 
CHILDS* W V Power Authority of the State of New York 00/01/23 

2pp 


U Congress lonal/Ciecuti vo Correspondence 


8001140519 Responds to Subcommittee on Energy 8* Environ request for 
clar 1 f icat i on of 790319 testimony re NftC shutdown of five 
plants designed by BM-J Plants ordered shut down due to use 
of SHOCK- 1 1 Code use unacceptable under NRC guidelines 
DENTON, H R Office of Nuclear Reactor Regulation 79/11/2B 6pp 


DOCKET SO-334 HEAVER VALLEY POWER STATION* UNIT 1 


F Security, medical* emergency h fire protection plans 


Q001 140054 Requests estimates re evacuation oP areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

<3R IME5* D K Assistant Director Pot Engineering 6 Projects 
79/11/29 4pp 


6001030572 Advises of inability to comply w/7901 1 1 t, 0221 commitment 
re fire protection sys implementation schedule Engineering 
work more complex than anticipated 
DUNN* C N Duquesne Light Co 79/12/27 lp 


0 Adjudicatory correspondence 


8005280003 Forwards util B00107 ltr to Director of Nuclear Reactor 
Regulation notifying of plant shutdown re A8LD 791229 order 
Certificate of Svc enc 1 

JOHNSON. R W Portland General Electric Co 00/01/07, 3pp 


J Insurance t< indemnity information 


0001000427 Forwards Annual Rept 1970 Submits earnings statement for 
quarter ending 701231* 1-yr internal cash flow projection for 
1979 It actual cash flow for 1970, per Pr i ce-And arson Act 
requirements 

WILSON, M L Pennsylvania Power Co 79/03/20 3pp 


—0001090430 Annual Rept 19/0 

* Pennsylvania Power Co 7B/12/31 35pp 


P Operating license slagr documents & correspondence 


B001090245 Advises of arrangements made w/J Carey for 791212 6 13 
meeting at facility site to discuss pump & valve inse-rvice 
testing Responses to ene 1 comments It questions for add! info 
gho-uld be available for meeting 

SCH WENGER, A Operating Reactois Branch J 79/11/19 I2pp 

B001020046 Summary of 791100 meeting w/liconsee *« SMJ re reactor bldg 

sump pH control 

WIGGINTQN.D L OpoTating Reactors Branch 1 79/11/26 3pp 

9001040390 Forwards Nov 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised std6 being 
imp lamented in QL applicant reviews *< Tech Spec update 
GAHMILL, W P Di/ision of Operating Reactors 79/11/27 35pp 


0001070276 Forward* NSSS vendor & fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time N s tr a i n / b 1 oc k age Ltrs will help licensees 
respond to WRC 791109 ltr re rupture strain & flow blockage 
EiSENHUT. D G Division of Operating Reactors 79/11/27 3pp 


0001040596 Forwards Amend 22 to License DPR-66, saf o fcy evaluation & 
notice of issuance 6 availability 

SCHWENCER.A Operating Reactors Branch 1 79/52/04 4pp 


--B001 040604 Amend 22 to License DPR-66. approving lnsorvlce insp program 
SCHWENCER.A Operating Reactors Branch 1 79/52/04 0pp 


— BOO 10406 1 0 Safety evaluation supporting Amend 22 to License DPR ’66 
« Office of Nuclear Reactor Regulation 79/52/04 36pp 


— 0001040614 Notice of issuance f* availability of Amend 22 to License 
DPR-66 

SCHWENCER.A Operating Reactors Branch 1 79/12/04 2pp 


B0010B0227 Approves request that info TO bHOCK-1,2 It 3, P3TRESB i. 
NUMPE-SW, su-bml tted 790322 U 0406, be withheld from public 
disclosure (ref 10CFR2 790) 

SCHWENCER.A Operating Reactors Branch l 79/12/06 5pp 


0001070099 Forwards Amend 23 to License DPR-66* saf e ty evaluation h 
notice of issuance ?* availability 

SCHWENCER.A Operating Reactors Dranch 1 79/12/12 3pp 


— 0001070103 Amend 23 to License DPR-66* ref lecting upgrading of 
supplementary leak collection h release sys 6 deactivation 
of fuel bldg emergency exhaust sys 

SCHWENCER.A Operating Reactors Branch 1 79/12/12 1/pp 


—0001070106 Safety evaluation supporting Amend 23 to License DPR-66 
* Office of Nuclear Reactor Regulation 79/12/12 Bpp 


—0 0 01070112 Notice of issuance !< availability af Amend 23 to License 
DPR-66 

SCHWENfER, A Operating Reactors Branch 1 79/12/12 2pp 


BOO 1 070362 Advises that Bulletin 6 Orders Task Force has approved small 
break LOLA guidelines for operating plants Provides schedule 
of utils to bo audited to assure successful Incorporation of 
revised procedures Audit plan end 

EISENHUT, D 0 Division of Operating Reactors 79/12/17 12pp 


BOO ) 040656 Forwards WCAP-741QL* "Qualification Test of JTT/Barton 
Transmi tter»* Pr oduc t i on Lot 3 " Application for withholding 
& affidavit one 1 Proprietary version withheld (ref 
10CFR2 790) 

ANDERSON* T M Antibodies, Inc 79/12/21 I3pp 


—0001040680 "Qualification Test of ITT/Bar ton Transmi t ters* Produe t i on 
Lot 2* " rionproprla tary version 

LIPCHAK.J 0 Antibodies* Inc UCAP-741GL 79/12/20 65pp 


000 1 S 10539 Submits corrections to 790603 “Rept on Seismic Reanalyzes af 
Safety-Related Piping Sys*" Revision 4 Nine computer 
problems eilst for which SHDCK-II run is run of record for 
some pipe supports Reanalyzing problem 
CAREY, J J Duquosne Light Co 00/01/03 Ip 
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8001240424 Ack receipt of NRC 791206 itr re WJ Kennedy request for 
withholding computer prngram w/p rcjpr i etary info concerning 
pipe stress analysis Will notify when no longer necessary to 
classify info as proprietary 

JACOQSrS D Stone & Webster Engineering Corp 80/01/09 Ip 


8001240065 Notification of SOOllO meeting u/utils in Bethesda.MD to 
discuss OeT g«n-Pa tersan large tore snubbers Meeting 
rescheduled from 800103 

JORDAN. E L Division of Reactor Operations Inspections B0/01/i0 
3pp 

S0QI290328 Responds to NRC 791231 notice of violation re approval of 
equipment clearance permit for refueling water storage tank 
isolation valve Procedures implemented to ensure redundant 
verification of operability of remaining safety sya 
CROUCH, D A Duquesne Light Co 00/01/10 3pp 


8001290404 Forwards 'Rept an Review fc Establishment of Administrative 
Procedures to Provide Redundant, Independent Verification of 
Operability of Engineered Safety Features. M in response to 
NflC 791205 order 

DUNN, C N Duquffsn* Light Co EO/Ol/lO Ip 


— QO0129O4II "Rept on Review * Establishment of Administrative Procedures 
to Provide Redundant Independent Verification of Operability 
of Engineered Safety Features 1 

SIEGER, J D * MOORE, C W Duquesne Light Co 80/01/10 3pp 


—8001030073 IE Insp Rept 50-334 /79-SfO on 790910-14 Noncompliance noted 
failure to implement committed corrective action re 
development of checklist to aid tracking maint surveillance 
test record* 

OECKMAN, H A Region 1. Philadelphia. Office of the Director 

KEIiMTOi R R Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/1Q/12 - 13pp 


0001240363 Responds to IE Bulletin 79-10 re audible evacuation signals 
Repair of Inoperable speaker in reactor containment bldg, 
audibllty survey in crane wall fc add! speaker installation 
in progress Estimated date of completion is 791221 
WERLINGER » J A Duquaeno Light Co 79/12/12 Ip 


8001030205 Forwards 791205 notice of vi o 1 a 1 1 on. not i c e of proposed 
imposition of civil penalties fc order modifying license 
effective immediately W/o encls 

STELLO, V Office of Inspection fc Enforcement. Office of the 
Director 79/12/13 * Ip 


800124-0360 Responds to IE Bulletin 79-25 re failures of We s fc ing house 
BFD relays in sa P ety-r g la t ed sys Westlnghouse BFD/NOFD 
relays arc not used to perform safety-related functions 
DUNN* C N Duquesne Light Co 79/12/17 ip 


80010B0160 FoTuards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

0RIER.J3 H Region j, Philadelphia. Office of the Director 
79/12/20 Ip 


9001220291 Concurs w/Wbs t I nghouse position that current ECCS models are 
in comnrp 1 lance w/App K, iOCFRSO No reduction in present 
peaking Factor required Evaluation fc affidavit end 
DUNN, C M Duquesne Light Co 80/01/17 6pp 


8001230148 Advises of delay in completion of voltage study re station 
s vc bus voltage conditions Results of study & proposed Tech 
Specs associated w/new undervoltage relays on Class IE 
4160-volt fc 400-volt buses to be completed by B0D2I5 
DVNN.C N Duquesne Light Co 80/01/17 Ip 


0001240446 Forwards request for Amend 43 to License DPR-66 re 
reorgannation of onsite safety committee fc offsite review 
committee Proposed changes to Tech Specs enc 1 
DUNN , C N Duquesne Light Co 80/01/17 3pp 


— >8001240450 Proposed Tech Spec Changes to Apps A i 6 re r eorgan i i a t i on 
of onsite safety committee K offsite review committee 
* Duquesne Light Co 80/01/17 33pp 


00-01290551 Forwards summary of status of NUREQ-0578 action items Table 
will be updated monthly in accordance u/commi tment in 
791022 Itr re TMI followup actions 
OUNN, C N Duquesne Light Co 80/01/24 3pp 


0 Inspection reports, IE Bulletins & correspondence 


800i070l 13 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables far HPCI fc Automatic Deprossur ( zatlon Sys M No 
specific action or response requested 

GRIER. 0 H Region I. Philadelphia* Office of the Director 
79/12/21 Ip 


0001110163 Forwards IE Tnfo Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response rsquected 

GRIER. □ H Region 1. Philadelphia. Office of the Director 
79/12/21 Ip 


BOO1O00632 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchanger* < r No action or response required 
CRIER. B H Region 1, Philadelphia. Office of the Director 

79/ [2/27 lp 


8001 140205 Forwards IE Info Notice 79-3 7. “Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, B H Region 1. Ph 1 la rfe 1 p h ia. Office of the Director 
79/12/31 lp 


8001 150073 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow M No specific action or 
response required 

GRIER, 0 H Region 1, Ph i i ad * i ph i a. Office of the Director 

79/12/31 ip 


8001240196 Forwards IE In*p Rept 50-334/79-18 on 790820-24 fc notice of 
V io 1 ation 

GRIER. B H Region 1. Ph 1 1 ade lph ia. Office of the Director 
79/11/23 2p p 


0001 1501-84 Forwards IE Info Notice 79-39* "Control of Maint fc Essential 
Equipment " No response required 

CUTER, D H Region 1. Philadelphia. Office of the Director 
79/ 12/31 Ip 


— 0001240200 Notice of violation from insp on 790820-24 

* Region I, Ph i tade fc ph ia. Office pf the Director 79/10/13 
3pp 


■8001240206 IE Insp Rept 50-334/79-18 on 790020-24 Noncompliance noted 
failure to store records proper ly. document evaluations 
properly. maintain as-built drawings in station files fc 
update Tech Specs subsequent to mod 

KIGTER.H 0 . HEHUE.O V . NAPUOA.G Region i. Ph i 1 ade 1 ph ia. 

Office of the Director 79/10/13 13pp 


0001030051 Act receipt of 791123 Itr informing NRC of steps taken to 
correct violation noted m IE Insp Rept 50-334/79-20 
BflUNNER.E J *' Philadelphia, Reactor Operations Nuclear 

Support Branch 79/12/11 lp 


~ 0O 2!®t O ?| 8 n 53H5 ,1 Jn r° WRC . 791017 ltr r * Violation noted in IE Insp 
Rept 50-334/79-20 Corrective actions checklist to aid in 
tracking maint surveillance test records developed fc out 
into use 

DUNN, C N Duquesn* Light Co 79/11/23 2pp 


0001310333 Forwards notice of violation from 791127-120B insp of 
maint actvitie* Noncompliance noted equipment clearance 
permit was approved w/o verifying that all redundant 
engineered safety ays were available 

STELLO. V Office of Inspection fc Enforcement, Office of the 
Director 79/12/31 2pp 


--0001310339 Wotice of violation From insp on 791127-1200 

* Office of Inspection fc EnforCdmont, Office of the Director 
79/12/31 2pp 


8001090426 Advises that baseplate evaluation* per IF Bulletin 79-02 
revealed two fc one half-inch to siar-inch piping designed for 
loads derived Prom SHOCK-2 computer calculations 
KENNEDY, W JL Stone fc Webster, Inc 80/01/03 lp 


8001290373 Forwards IE Bulletin 79-0IB, "Environ Qualification of Class 
IE Equipment*' w/attaehments Action required 

CRIER, D H Region lr Phi ladelph ia, Office of the Director 
00/01/14 tp 


—BOO 1030064 Forwards 
BRUNNER, E J 
Support Branch 


IE Insp Rept 50-334/79-20 on 790910-14 

i’ Pfllla delPM*. Reactor Operations Nuclear 
79/10/17 2pp 


0001290176 Forward? IE Circular BO-oi. "Svc Advice for QE Induction 
Disc Relays " No response required 

CRIER. B H Region L« Philadelphia, Office of the Director 
80/01/17, Ip 
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9001310984 Responds to NRC request for statement re 791231 notice of 
violation concerning senior operators license On-shift 
training meetings conducted 

HARTNER.A W Duquesne Light Co 00/01/18 4pp 


I? Periodic operating reports I, related correspondence 


8001030659 Forwards NPDES discharge monitoring monthly rept for Nov 
1979 

MOORE, 0 W Duquesne Light Co 79/12/20 2pp 


— 8001030669 Discharge monitoring rept for Nov 1979 
MOORE. G W Duquesne Light Co 79/11/30 12pp 


9001210154 Forwards monthly operating rept for Dec 1979 
DUNN, C N Duquesne Light Co 00/01/14 lp 


— 0001210156 Monthly operating Tept for Dec 1979 

EP I TZNOGLE, A E Duquesne Light Co 00/01/00 5p p 


S Reportable occurrences, LEfts *< related correspondence 


9001090309 Discusses Part 2i repts re overpressuri i«ti on of containment 
in PWf? plant aftBr steam line break Nil! determine effects 
of emergency feedwater sys on containment pressure b review 
generic aspects on PWRs 

GRIMES. D K Assistant Director for Engineering L Projects 
79/11/13 9pp 


9001070360 Forwards addl info ro total loss of offsite power on 
780729 fit partial powor outages an 770911,1117 & 761212, in 
response to NRC 791001 request 
DUNN, C N Duquesne Light Co 00/01/02 6pp 


DOCKET 50-335 ST LUCIE PLANT, UNIT 1 


F Security, medi-cal, emergency $■ fire protection plans 


8001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
eg timatea one ) 

GRIMES, D K Assistant Director for Engineering & Projects 
79/11/29 4pp 


8001030350 Forwards Revision l to plant security plan Plan withheld 
< ref 10CFR2 790) 

UHRIG.R E Florida Power U Light Co 79/12/27 lp 


6001 140339 Forwards review comments on SER Section 9 re fire pump 
controller ♦< on util 791003 response Util fire pump 
contmleri did not meet requirements of NFPA-20 Concludes 
fire pump controllers not equal to UL listed units 
HALL. R E Drookhaven National Laboratory 00/01/07 3pp 


8001140345 Forwards review comments on SER, Section 9 re firp water 
supply Fire water storage tank level might be drawn down 
to vo 1 less than that required to fight worse-case fire 
Recommends mods to provide water reserve 

HALL, R E Brookhaven National Laboratory 00/01/07 3pp 


0001140406 Forwards recommendations re plant fire protection review 
Item 4 3 13 Requests that J Townley visit plant to review 
manual fire fighting operations 

HALL, R E Brookhaven National Laboratory BO/O 1 /07 2pp 


8001180276 Forwards revised upgraded emergency plan, in response to NRC 
791010 ltr Revisions include definition of terms, 
classification of emergency conditions & generic emergency 
coordinator actions Enel available in Central Files only 
UHR1G, R E Florida Power fit Light Co 80/01/11 Ip 


9001110656 Foi wards L6R BO-OOI/OIT-O 

WERLING, J A Duquesne Light Co 80/01/04 2pp 


— 0001110661 LCfi Q0-001/01T-0 on 790803, "Ropt on Seismic Raanalyais of 
Safety-Related Piping Sub, R ev 41 erroneously stated no piping 
sys of six inches or under was analysed using BHOCK-IJ Nino 
problems actually analyied w/SHOCK-11 
NERLIfJO, J A Duquesne Light Co 90/01/04 lp 


G Adjudicatory correspondence 


B0012100G4 Foiuiards order to show causa, in response to util intention 
not to implement all Category A TMI Lessons Learned Task 
Force short-term requirements by 000131 Methods of 
implementation completed by 800101 should be described 
DENTON, H R Office of Nuclear Reactor Regulation 90/01/02 2pp 


BOOS 140396 Forwards updated LER 79-029/03L-0 

WERLINO , 0 A Duquesne Light Co 90/01/07 2pp 


— BOOI 140416 Updated LER 79-029/03L-1 
& lube oil pump overheated Caused 
insure satisfactory return to eve 
malnt Replaced bearing N lube ail 
WERLING, J A Duquesne Light Ca 


on 790816, speed increaser beaTinQn 
by failure oP personnel to 
of charging pump following 
pump 

00/01/07 lp 


0001230229 3uppl to 790718 RQ re fire main sys rupture Problam at 
facility not considered generic Piping was probably struck 
sharp blow during const or installation of nearby conduit 
which contributed to failure 

WEntlNO. J A Duquesne Light Co 80/01/11 3pp 


8001230251 LER B0-02/01T on 800117, while in operational mode 5, received 
indication of low residual heat removal sys flow when low 
flow alarm was annunciated 6 low pump amps noted Caused by 
steam generator burp Air eductor Installed 
WERLING.O A Ouquosn© Light Co 00/01/17 2pp 


8001290326 RQ-0Q-3/O1P on BOOI 24, ana 1 y a 1 s showed that, during postulated 
seismic event, pipe support H-93 on component cooling water 
sys line CC-323 would receive avorstress Support H-95 will 
be altered to 3-way restraint 

WERLINO, J A Duquesne Light Co 00/01/24 2pp 


□ Congress i ona 1/Executive Correspondence 


8001140319 Responds to Subcommittee on Energy S< Environ request for 
clarification of 790319 testimony re NRC shutdown of five 
plant* designed by GfitW Plants ordered shut down Jub to use 
of SHOCK- 1 I Code use unacceptable under NRC guidelines 
DENTON, H R Office of Nuclear Reactor Regulation 79/11/28 6pp 


— 8Q012100G6 Order to show cause why licensee should not implement 
Category A TMI Lessons Learned Task Force short-term 
roquirments by 000131 Failure to comply should be justified 
by timely documentation 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


□ 0012D02B7 Forwards answer to 800102 show cause order, juati fy mg 
continued operation until 000319 refueling outage Will 
implement Category A requirements by 000215, except valve 
position monitoring on power operated relief valves 
UHRIG, R € Florida Power t Light Co 80/01/22 2pp 


— 8001280497 Response to NRC 000102 show cause order re implementation of 
NUREG-037Q Category A requirements Requests extension until 
000315 to complete in-conta mmont work associated u/valvo 
position monitoring 

SCHMIDT, A D florida Power U Light Co 00/01/22 7pp 


J Insurance 6 indemnity information 


8001080381 Forward* Endorsement 33 to NELIA Policy NF-227 

FIELDER, J Mar eh it McLennan, Inc , IU H Nuclear Consultants, Inc 
Div 00/01/04 2pp 


8001100439 Forwards Endorsement 27 to MAELU Policy MF-BB 

FIELDER, J Marsh i< McLennan. Inc , M ft rt Nuclear Consul tants, Inc 
Div BO/O 1/07 2pp 


0001310172 Forwards Endorsement 34 to NELIA Policy NF-227 

FIELDER, J Marsh h McLennan, Inc , M * M Nuclear Consultants, Inc 
Div 00/01/15 2pp 


8001220460 Forwards Endorsement 3 to 
FIELDER, J Marsh & McLennan, Inc , 
Div 80/01/18 2pp 


NELIA Excess Binder ED-59 
H i< H Nuclear Consu I ta nts, Inc 
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A-'litrJit c :rT#» 3 £-d *nc« 


u a«*i«r tierosirg discretion not to initiate antitrust 

p t- * ; ttd i r js penajrj ts*tx%^ 0 ” of District Court Dissenting 
Sain-i 4* 3r»<tfor4 tnci 

C ) Office c f t 1 ** Secretary 0# the Commission 79/12/21 

)OfiP 

„ *a*v 4 r<i* r^ice cf appearance of W£ Hue on behalf of FU 

Fswef A Lijr<t Co 

wJSr x C Wiss U C 8Q/01/05 2pp 
fi Cpe'aUrg [)C(nit itaje documents l correspondence 


’1C4j 3»3 Forwards tx^s i979 precision 2 of branch technical position on 

(Jiret* $ t * t » cr> ireasvrensnt* r* radiological environ 

nt*u»^T;r 3 s-agra'i r equipments fte/ised stds being 

ifl;iii*»fi5tii >r< Ot- applicant t*vi«w* L Tech Spec update 

JAWUl. W p Di*n>an <if operating Reactors 79/11/27 35pp 


V-l-VCa**! NS33 vendor b fuel supplier |tr* r« impact of 

.ladlirq heating-rate dependent burst trap effect* on 
’■'/t-.re time & strain/ blockage Ltrs uill help HcintttJ 
respord to NFC 79U09 ltr re rupture strain fc fj ou blockage 
LlEELHvT 0 C Division of Operating Reactors 79/11/27 3pp 


S"j 1CT5^%2 Mnsci that Bulletin L Order* Task Force has approved small 
xireae LM*A guideline* for operating plants Provides schedule 
c,F utils to 6* audited co assure successful incorporation Qf 
revises procedures Audit plan entl 

^ISEnWJT 0 Q Division of Operating Reactors 79/12/17 I2pp 


a? <"^U»3<:jS f Requests taplca! rept b« performed re RDC3 coarse m*,h 
^sut»an\ce "Sdai cqde List of topics to be explored encl 
*£tO R t4 operating Rectors Branch A 79/12/17 6pp 


— 8001130506 Advises that util evaluating means to remedy higher ranal 
discharge levels Erosion to di^chas-gs canal dikes mill be 
repaired during Mar 1979 refueling outage 
WftlO.n E Florida Power b Light Co 7B/02/J3 2pp 


---8001 150512 Notifies of steps taken to assure that plant operation will 
not be restricted by syt performance Util will raise 
discharge canal dikes & construct new spillway No unrwviewed 
safety question No adverse environ impact involved 
UNRIG, R E Florida Power U Light Cfl 78/07/03 2pp 


8001150393 Advises that addl time needed to perform analyses 
required to provide Into re automatic initiation op 
auxiliary feedwater %y* Info to h« submitted by 800123 
UHR IQ, R E Florida Power l< Light Co 80/01/11 Ip 


8001 1B0249 Forwards response to NUfl£G-o&7 B» Lh s* on* Learned Task Fons 
short-term requirement*, per NRC 791030 ltr Engineering 
designs liable to change In response bo addl NRC 
clarifications 

UHFUQiR E Florida Power U Light Co 80/01/11 B2pp 


8001220409 Forwards info re power r e 1 lab i J i ty * in response to NRC 
800104 ltr Requests intension of implementation of 
NUREQ-0570 Category A requirements beyond 600213 
UHRtO.R E Florida Power & Light Co 80/01/15 iipp 


8001310040 Request* registration aft user of Models UN-lOO Boris* L, 
HN-IQQ Series 2,HfMOO S, HN-200 * UN-600 
UHRIO.R E Florida Power t< Light Co 00/01/15 Ip, 


6001290205 Submit* request to amend license re Tech Spec Pago* □- H>. 
3-l4>3-l6 L 3-18 Changes include artuabiun »y, 
instrumentation, instrument trip valve* It actuation *y* 
instrumentation surveillance requirement* 

UHRKJ.R E Florida Power h Light Co UO/OI/2S 6pp 


.'laKKCiO Forward* response to End 1 of NRC 791017 ltr re auxiliary 
/•fd.attr sy« Kea? D n«» to £nd 2 of Hr */i 1 J be forwarded 
vpc esupiettcn 

L*HWJC R E Florida Power h Light Co 79/12/21 7pp 


-8001390220 Revised Pages 3-10,3-14,3-16 *< g-jO to Tech Specs Chang* 
include actuation sys instrumentation. Instrument trip values 
& actuation sys instrumentation surveillance requirements 
a Florida Pqwer U Light Co 00/01/22 4pp 


Sw-: Requests T*ci> Specs for auxiliary feedwater sys mods V 

re.tsiQn of normal & emergency operating procedure^ Sample 
Tech 0p«: pa;es end 

FEID.R W Ojeratmg Reactors Branch A 79/12/21 12pp 

,,rtfn, *« n 609215 far completion of TUI Lesson* 
teamed Fa** F or c* aoj* fdt ip i* und outages would 
ability to meet cuitojsBr requirements 
l*iR|C R E Florida PowtT- & Light Co 79 / 12/51 3 pp 

P - 1 4 _ r r * ch fck in response to NflC 791206 ltr 
LfWf* F e Fir r Ida Power 1, Liqht Co 79/12/37 2pp 

“^s.ri:r-s2,ris!«sais; r.xs-s *■'•• *• — 

LWS,R £ Florida Power l Light Co 80/01/04 lp 

KNfON H « q„„, N ue )„, B,« tor R,,„utio n 80 / 01/04 i„ 

^"^011474-16 Requests amend of License npn-/.7 c- - 

,^ 5 ” ~ w.w T,ch 

IJWIC # E Hi-,,, B 0 „„ l Ujse Co 00/01/09 Spp 

0OOit4o45O Tick Seed Pages 3/4 th. h n.. 

•mtr.a* #roj , ulu 3 7% \Z tJZi?!.!*!? 9 *. 3 '1 ^.deleting 27 
hydraulic sobers of safety-related 

* Pidrida Power lr Light Co 00/01/09 9pp 

@■^14 50412 Responds t« i*RC 79H09 K 1 * 

Clad research data pn FCCS ineltf»t**wsS‘a P ° t * n * i ** of new 

o-rrentlv . , anaiytt* NSS8 vendor 

* ?»»«!«« Unit ^f*2M0 VnJIV P * Jjt Clad U "P of 

UWM R E < X Co oS/'o'ujT'^ 

\ fcfii v . 

dilaT <C ^^“^than^^tfuted^eir*'!**!* pip * * h,J,dw » 11 


8001290353 Forward* '5en*Ltivi ty Evaluation of C-E ECC9 evaluation 
Model to Cladding Rupture Strain ** Fuel Assembly Flow 
w/10CFR?Q M 46° l8 " FUBl vendor ECCS anal Vt»s in compliance 
UHfUQrR E Florida Power U Light Co 00/01/23 ’20pn 

— S60J390364 "Sensitivity Evaluation of c-E ECCR Evaluation Modal ti» 
Cladding Rupture Strain t« Fuel Assembly Flow Blockage 
Model* Affidavit end 

* American Air Filter Co QO/Qi/23 20pp 

0C aise t s* <? Ls^ r r rd \ beak 0 * UrnAtft ™ lri * tB * m HTie break analysis to 
****** ^ 555 ? c, »"taitiment response w/automatic auxiliary 
« cty ®tion, in response to NRC 791221 ltr 
UHRIG.R e Florida Power L Light Co 00/01/34 40pp * 

°-^ 1 _- pt ctiQh r »P Qr t»» IE Duiletins b correspondence 

"susiji.sjrsw* ln,p n,pt 3 °- 335/7, - 2a - 102 N» 

^p»=ri C 0r.nth fi ’V,uAo RMCt ° r * Kn»i»«r* ns 

~ SO oimH t |!i l lE In4p R,P<: 50-335/79-28 on 791031-1102 No noncomp 1 ianc « 

Ml.*ic analysis fo? nUlllt***** 

uconr Piping ey« 

“STiS^“ a 

UHRtO.R E Florida Power «< Light Co 79/13/20 Ip 

Autom P tl R °0* C * ”' 32 ‘ " 8 *f*"»“on SL.tric.l 
specific Lh, J Automatic Depreseur J jstion « Na 

O'ZeiL v Vo 1 °r ntquestetf. 

79 / 12 / 2 / 2 p p # <ipn 2, Atlanta. Office of the Pirattor 

required access natch,* fy 0 action or re,poni* 

79/iS/oT' ^ P -_ Region 2. Atlanta. Office of the Director 
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00012*10400 Forwards IE Info Notice 79-34* “ Inade-qua to Design of Safoty- 
Relat-ed Heat Exchangers " No action or response required 
□ "REILLY, JP Region 2. Atlanta, Office of the Directoi 

79/12/27 2pp 


0001250100 Forwards IE Info Notice 79-37* “Cracking in Low Pressure 
Turbine Discs 11 No response required 

O'REILLY, UP Region 2. Atlanta. Office of the Director 

79/12/29 2pp 


0001160201 Forward s 1C Info Notice 79-35, "Control of Hamt U Essential 
Equipment " No action or response required 

□ 'REILLY, J P Region 2, Atlanta* Office of the Director 

79/12/31 lp 


0001240050 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow M No specific action or 
response required 

Q'RCILLY.J P Regton 2, Atlanta* Office of the Director 
79/12/31 2pp 


0001290204 Forwards IE Info Notice SO~Ot, "Fuel Handling Events Jl No 
specific action or response required 

0 'RE! LLYi J p Region 2, Atlanta, Office of the Director 

90/OL/O4 2pp 


0001290429 Forwards IE Bulletin 79-010. "Environ Dual ification of Class 
IE Equipment" w/atfcachmont* Action required 
0 r RE ILLY, J P Region 2, Atlanta* Office of the Director 
00/01/14 ip 


S Reportable occurrences, LERs k related correspondence 


0001030667 Forwards nonroutine environ operating rept re recording 
thermographs of ocean intake area 

UMftIQj R E Florida Power >< Light Co /9/12/12 lp 


— 8001030674 RQ 335-0-79-04 on 791113, during routine checks of ocean 
intake recording thermographs, d i scovered that thermographs, 
mounting array 6 intake flotation buoy were missing Cause 
unknown Hardware replaced 791PQ7 
» Florida Power 6 Light Co 79/12/12 2pp 


8001 1 10592 Forwards LER 79-033/031-0 

SCHMIDT, A D Tlorida Power k Light Co 79/12/llJ lp 

— 8001110600 LER 79 033/03L-0 on 791 1 19, dur ing surveillance insp.samo 
degradation identified on fire barriers Caused by 
insufficient QC during plant const k backfit work Fire 
barriers repaired !< responsible individual notified 
SCHOPPMAN, M A Florida Power 6 Light Co 79/12/10 Ip 


0001110570 Forwards LER 79-034/03L-0 

SCHMIDT, A D Florida Power k Light Co 79/12/26 lp 


— 0QO1J1O5B2 LER 79-034/03L-0 on 791 123, while performing aerial 
radiological measurements 6 survey tost, containment 
isolation sys channel would not trip on high radiation 
signal Caused by failure of action pak Action pak replaced 
SCHOPPMAN, M A Tlorida Power J, Light Co 79/12/26 lp 


6001110647 r Or ward s LER 79-035/03L-0 

SCHMIDT, A D Florida Power k Light Co 79/12/26 lp 


—80011 10653 LER 79-035/03L-Q on 791 126, dur i ng surveillance tesUono 
channel of refueling water tank level had setpoint out of 
tolerance Caused by setpoint drift in channel circuit 
Setpoint readjusted 

SHOPPMAN.M A Florida Power k Light Co 79/12/26 lp 


U Congress i ana 1 /Ex ec u 1 1 ve Correspondence 


0001160447 Discusses safety review procedures, per end constituent 
request 

GQB9IGK,L 9 Office of the Executive Director for Operations 
79/12/21 ip 


—8001160451 Forwards Congressman Mica inquiry re safety review 
procedure* Info re safe design* reactor licensing k safety 
insp program end 

CLUSEN, R C Energy, Dept of 79/11/29 16pp 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency -6 fire protection plans 


8001140054 Requests estimates re evacuation of areas around nuclBar 
power reactors Format for reporting evacuation time 
estimates enc i 

GRIMES, B K Assistant Director for Engineering & Projects 
79/11/29 4pp 


6001030679 Forwards emergency p 1 an, R ovi s i on 6 

CQUN9IL,W 0 Northeast Utilities 79/12/2Q 2pp 


— 0001030695 Emergency p lan, Rev J sion 6 

* Northeast Utilities 79/12/3B 200pp 


8001090459 Forwards fire protection review Item 323. "Fire Barrier 
Penetration Test Data," recommending that penetration seal 
documentation bo accepted 

HALL, R E Drookhaven National Laboratory 00/01/03 3pp 


0001240002 Discusses fire protection design review Item, 3 1 14 re 
protection of redundant conduit acceptable 
LAlWASrO Plant Systems Branch 00/01/04 ip 


8001240271 Forwards comments on 790411 safeguards contingency plan 
Requests plan be revised in accordance w/encl comments 
Comments withhold <ref 10CFR2 790) 

ZIEMANN, D L Operating Reactors Branch 2 00/01/09 2pp 


H General correspondence 


BOO1O0O421 Accepts certification For radiological safety training k for 
NRC personnel visiting facilities in course of duties 
CQUNSIL, W 0 Northeast Utilities 79/12/2B 2pp 


8001150272 Informs of 791201 organisational change re new position of 
quality aves supervisor Change will bB incorporated into 
next revision of QA program topical rept 
CDUN5IL, W G Northeast Utilities 0O/O1/OB Ip 


J Iniurance k indemnity information 


□00131 0180 Forwards Endorsments 61 !< 62 to NELIA Policy NF-173 
IFFLAND, R fl Northeast Utilities 00/01/25 3pp 


G001310213 Forwards Endorsement 56 to HAELU Policy MF-52 
IFFLAND, R R Northeast Utilities GD/01/29 2pp 


P Operating license stage documents & correspondence 


0001240020 "NucleaT Power Plant Decommissioning Study 
• Northeast Utilities 79/07/30 I2Spp 


9001040390 Forwards Nov 1979 Revision I of branch technical position on 
direct radiation measurements re radiological environ 
monitoring pr ogram requ i remen-ts Revised stds being 
implemented In QL applicant reviews & Tech Spec update 
QAMMILL* W P Division of Operating Reactors 79/11/27 J5pp 


8001070276 Forwards NQ5S vendor !< Puel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effect* on 
rupture time & strain/blockage Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain 6 flow blockage 
E I8ENHUT , D 0 Division of Operating Reactors 79/11/27 3pp 


0001070362 Advises that Bulletin 6 Orders Task Force has approved small 
break LOCA guidelines for operating plants Provides schedule 
of util* to be audited to assure successful i ncor p orat i on of 
revised procedures Audit plan enc 1 

El 5ENHUT * D 0 Division of Operating Reactor* 79/12/17 12pp 


0001000027 Requests topical rept be performed re ROCS coarse mesh 
neutroni.es nodal code List of topics to be explored one 1 
RELD„R W Operating Reactors Branch 4 79/12/17 6pp 


0001110004 Requests Tech Specs for auxiliary feedwater sys mods 6 
revision of normal k emergency operating procedures 
Sample Tech Spec pages end 

RE1 D* R W Operating Reactors Branch 4 79/12/21 I3pp 


8001000262 Ack receipt of util commitments to implement Category A 
requirement* of TMI Lessons Learned Task Force 
recommendations, prior to plant operation after 791231 
DENTON, H R Office of Nuclear ReactoT Regulation 79/12/27 2pp 
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0001110557 Application to amend License DPR-65 to authorne performance 
Of tests at reduced RCS inlet temps Forwards “Law Temp- 
Tasting, Quant if i cation of Secondary Plant Losses'' & "Low 
Temp Testing. SAR "■ Fee end 

COUMSfL, WQ Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 79/13/27 2pp 


— 00011105*1 "Low Temp Tes t l ng < Quan t i f i ca t i on of Secondary Plant Losses 
* Northeast Utilities 79/11/30 2pp 


— B001110S67 "Low Temp Testing, SAR " 

» Northeast Utilities 79/11/30 3p p 


BOO 1 140039 Responds to 791130 ltr to Hendrie re concerns about 
requirement for automatically initiated auxiliary feedwater 
sys at facilities Requests analysis of effect of failure to 
isolate feedwater flow to affected steam generator 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


■BQ0L04049Q Responds to NRC 7909)3 TMI Lessons Learned Task Force short- 
term requirements All short-term t eq u i r ements will to 
implemented by 800101 Implementation rept enc 1 
CPUNSIL-WO Northeast Utilities 79/12/31 404pp 


900)140393 Responds to NRC 7*1123 request For info re degree to whn.h 
facility can maintain axial shape index within required 
limit Safety limits area rot violated when shape inde* is at 
limit permitted by limiting conditions of operation 
C0UNSIL* W G Northeast Utilities 00/01/02 Ip 


0001080555 Forwards amand to License DPR-65, i ncorpera 1 1 ng revised Pages 
3-44 it 3-45 to Tech Specs re fire detection instruments 
COUNSIL-W 0 Northeast Utilities 80/01/03 2pp 


— 8001080559 Proposed revision to Pages 3-44 !<■ 3-45 to Tech Specs re 
fire detection instruments 
* Northeast Utilities 00/01/03 3pp 


SOCM2400B9 Forwards Summary of Bulletins Orders Task Force 791219-19 
audit of small break LCC A emergency procedure If operator 
retraining List a F exit interview attendees t list of 
instrument power supplies enc 1 

VILLALVA, 1 Standardisation Branch 00/01/03 39jip 


0001220323 Responds to NRC 791211 request re containment purge ays fc 
engineered safety equipment component design Sys design & 
procedures utilized For -operation provide acceptable degree 
of safety 

COUNSIL.U G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/01/1* 6pp 


0001250519 Subnvi fcs results of review o-f operating records oF 48-h 
endurance test on auxiliary feedwalei pumps. In response- to 
short-term recommendations of NRC 791011 !« 22 ItTS Intent of 
r ecorrmandfa 1 1 on Fulfilled 

CDUNS1L, W 0 i LEE, W F Northeast Utilities 8O/0J/I7 2pp 


Q Inspection reports. IE Bulletins & correspondence 


0001090033 Forwards IE Insp Rept* 30-245/79-23 It 50-336/79-24 on 
790924-20 No none omp 3 i a nc e noted 

MARTIN. W O Region 1, Phi lad slpMa. Safeguards Branch 79/11/14 

2pp 


00(31090030 IE Insp Repfcs 30-245/79-23 It 50-336/79-24 on 790924-20 No 
nancomp I lance noted Major areas inspected security plan, 
security audit -?< security organization Details withheld 
<reP J0CFR2 790) 

DEVLIN. J W Region 1, Philadelphia. Safeguards Branch 

&A1 LEY, R B , J0NE9,E W Region 1, Philadelphia, Office of the 

Director 79/1J/09 Ip 


80010401 OB Forwards Waste Packaging Insp Rept 79-03A on 791017-18 No 
none ompl iance noted 

SUTHERLAND, J T Region 3, Atlanta. Fuel Facility Materials 

Safety Branch 79/11/15 5pp 


—0001040224 Waste Packaging Insp Rept 79-03A on 79JD17-1B No 

siencompl ianc e noted Majpr areas inspected compliance ui/OOT & 

NRC regulations re shipping paper requirements, DOT placard 

requ iremonts, radi at i on levels U removable contamination 

POTTER, J P RBgi-on 2. Atlanta, Fuel Facility & Materials Safety 

□ranch 79/11/13 4pp 


8001030077 Responds to IE Bulletin 79-17, "Pipe Cracks in Stagnant 
Bo-rated Water Sy * at PWR Plants " Visual examination of all 
normally accessible welds at «vc pressure performed per 
IWA 5240 

CDUNSIL.W 0 Northeast Utilities 79/U/20 3p-p 


0001240374 Responds to IE Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts M Base plates 
utilising concrete -expansion bolts are being analyzed using 
TBledyne Engineering Svcs modeling approach 

CCUNSIL. W G , LEE, W F Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 79/12/10 3pp 


0001310193 Forwards IE Insp Rept 50-336/79-26 on 791103-06 No 
nanco/np 1 iance noted 

CARLSON.R T Region 1. Philadelphia ReactOT Construction 8. 

Engineering Support Branch 79/12/12 2p p 


—8001310197 IE Insp Rept 50-336/79-26 on 791103-06 No none ump 1 ianc e 
noted Major areas inspected re-examination of defects in 
feedwater piping 

TRIPP. L E Region 1. Philadelphia, Reactor Construction i 

Engineering Support Branch WALTON, 0 A Region 1. Philadelphia, 
Office of the Director 79/12/07 4pp 


0001240377 Responds to IE Bulletin 79-23. "potential Failure of 
Emergency Diesel Generator Fluid Exciter Transformer r ‘ 
Potential for damage or failure of emergency diesel 
generator field exciter transformers does not exist 
COUNSIL.W G . LEE, W F Northeast Nuclear Energy Cn (subs of 
Northeast Utilities) 79/12/13 2pp 


0001240210 Responds to IE Bulletin 79-14, "Seismic Analysis Fur As- 
Built Safety-Related Piping " Insp & measurements of 
inaccessible piping \ supports in Category I sys are 
complete w/exception of welded pipe attachments ?< valves 
COUNSIL, W G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 79/12/14 2pp 


8001240321 Responds to IE Bullotin 79-23. "Failures of Westinghouse BFD 
Relays In Safety-Related Sy a " BFD relays are not installed 
at facility 

COHNS JL.W G Northeast Nuclear Energy Co (subs of Northeast 

Utilities) 79/12/17 lp 


□0010-80173 Forwards IE Circular 79-25/ "Shock Arrdstor Strut Assembly 
Interference " No written response required 

GRIER, B H Region i, Philadelphia, affUa of the Director 

79/12/20 lp 


0001070132 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCJ Automatic Depressurization Sys " No 
specific action or response requested 

GRIER, Q H Region d. Philadelphia, Office of the Director 
79/12/21 lp 


8001110107 Forwards ie Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, B H Region 1. Ph i lade lph la. Office of the Director 
79/12/21 lp 


6001080651 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers “ No action or response required 
GRIER, B H Region 1, Philadelphia, Office of the Director 
79/12/27 Jp 


0001140218 Forwards IE Info- Notice 79-37, “Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, B H Region 1, Ph i 1 ads 1 p h i a. Office of the Director 
79/12/31 lp 


B00115O0BB Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping elbow " No specific action or 
response required 

GRIER. D H Region 1. Philadelphia, Office of the Director 
79/12/31 lp 


0001150199 Forwards IC Info Notice 79-35, "Control of Mainfc $, Essential 
Equipment " No response required 

GRIER. B H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


0001150200 Forwards IE Info Notice 00-01. "Fuel Handling Events " No 
specific action or response required 

GRIER, 0 H Region I, Philadelphia, Office of the Director 

00/01/04 ip 


0001290305 Forwards IE Bulletin 79-01B, "Environ Qualification of Class 
IE Equipment" w/at tac hmen ts Action required 

GRIER, D H Region 1. Philadelphia, Office of the Director 
SO/Oi/14 lp 


B0012901B9 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

GRIER, B H Region 1, Philadelphia, OfPice of the Director 
90/01/17 lp 
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R Periodic operating reports S< related correspondence 


0001210159 Forwards monthly operating rept for Dec 1979 
OFEKA, J F Northeast Utilities 00/01/14 Ip 


— 0001210162 Monthly operating rept for Dec 1979 

HEWLETT # Q H Northeast Utilities 80/01/03 7pp 


S Reportable occuri ences# LERs *# related correspondence 


0OO1OBO4B4 forwards LER 79-039/03L-0 

OPEKA# J F Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 79/12/26 Ip 


— 000 l 0Q0490 LER 79-039/03L-0 on 791 128# while shut down for repair of 
feedwater sys noi ties, matnt was performed w/o local lDolt 
rate test# therefore leakage rato not confirmed Cause not 
stated Administrative procedures mod 

STRATMANi R A Northeast Nucioar Energy Co (subs of Northeast 
Utilities) 79/12/26 3pp 


8Q01 110636 Forwards LER 79-040/03L-0 

OPEKAi J F Northeast Utilities 00/01/03 Ip 


■0001110641 LER 79-040/03L-0 on 791204. while filling & draining 
condenser hotwel Is. condensate storage tank level was below 
Tech Spec limits Cause unstated Hotuells filled & drained 
Firewater sys operability verified as backup supply 
FOSTER. E R Northeast Utilities 00/01/03 lp 


B001 270501 Forwards LCR 79-041 /03L-0 

QPEKA.J F Northeast Utilities 00/01/23 lp 


— BOO 1 290 SOB LER 79-041/031-0 on 791228# wh i 1 o performing surveillance* 
■HPSI injection valves 2-SI-616 *< 626 over trave 1 1 ed 3K Insp 
of valves showed no apparent damage Attempt to repeat 
overtravel was unsuccessful 

nOTHOEDiR Northeast Utilities 80/01/23 lp 


DOCKET 50-330 NORTH ANNA POWER STATION. UNIT l 


F Security# medical# emergency 6 fire protection plans 


□001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates enc 1 

GRIMES, B K Assistant Director for Engineering & Projects 
79/U/29 4pp 


0 Adjudicatory correspondence 


B001100D26 Submits suggestion in response to ASLAQ 79110B request to 
VEPCO m use of outdated amplified response spectrum curves 
Housner response spectra was questionable per end ShU 
690020 conferenco notes entered into record on Mar 1974 
ALLEN# J North Anna Environmental Coalition 79/12/11 4pp 


G00107Q09Q Responds to ASLAQ 791205 ardor scheduling 000103 oral 
argument JN Christman will be representing applicant 
CHRISTMAN# J N Hunton t< Williams 79/12/14 lp 


8001040266 Forwards retyped copy of “Rept of Effect of Outdated 
Amplified Response Spectrum Curves on Bvc Water Pumphouse 
Settlement 11 

CHRISTMAN, J N Nuntgn it Williams 79/12/18 2pp 


— B00104027S ''Rept of Effect of Outdated Amplified Response Spectrum 
Curves on 8vc Water Pumphouse Settlement. " retyped copy 
R0 Bradbury affidavit 6 OP Milley affidavit 6 prof 
qual i f ications end 

BRADBURY, R Q , MILLEY, 0 P Stone Webster Engineering Corp 
79/12/14 5pp 


9001 0700 B9 Responds to VEPCQ 791205 "Rapt on Effect of Outdated 
Amplified Response Spectrum Curves on Bvc Water Pumphouse 
Settlement " Conclusions of NRC 790006 memorandum of 
proposed findings are unchanged per end affidavit 
SWANSON. D T Hearing Branch 1 79/12/21 lp 


— BOO 1 070095 AffadavK concluding that incorrect seismic response 
s-pectrum curves# ref erenced in VEPCO 791205 rept# do not 
relate to settlement issue re sve water pumphouse 
KIE9SEL#R J Mechanical Engineering Branch 79/12/21, 3pp 


0001160442 Updates 791214 1 fcr VEPCO testimony re probability of 
generating turbine missiles *< turbine overspeed protection 
sys may be revised Will provide info Feb I960 Will notify of 
Westinghouse analysis results when available 
CHRISTMAN, J N Hunton U Williams 79/12/21 2pp 


0001040246 Notifies that ASLAB will expect applicant to clarify 
inconsistency at B00103 oral argument re pool water temp 
B IBHOP# C J Atomic Safety and Licensing Appeal Panel 79/12/26 

2pp 


0001100315 Requests explanation re failure to send ltr in response to 
ASLAB 791205 order scheduling Dougherty appeal tt requesting 
identification of counsel presenting 000103 oral argument 
Will assume presence of counsel at appointed date 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 79/12/20 

2pp 


Q001 170503 Forwards SJ Chilk 800102 ltr denying Chr l sta-Mar l a petition 
for reconsideration of proposed rulemaking re storage & 
disposal of radwaste Commission action reinforces NRC 
position during 800103 o-ral argument before ASLAB 
GOLDBERG, S c Hearing Branch 2 00/01/09 lp 


H General correspondence 


BOO 1 21000 7 Forwards 791119 resolution requesting r scans idera ti on of 
licensing moratorium of nuclear power plants Licensing would 
be major step towards energy so 1 f-su f f l c lone y 
LEE# D O Americans For Nucioar Energy 79/12/03 2pp 


■BOO121OO0? Requests that NRC reconsider delay in licensing of facility 
due to economic hardship an consumers 

HARRINGTON, J J North Carolina, State of 79/11/09 lp 


— 0001210090 Requests that NRC reconsider delay in licensing of facility 
due to economic hardship on consumer* W9 Davis 791113 ltr to 
governor Da I ton# commend ing stand on nuclear energy, end 
ERICKSON, R H Affiliation Unknown 79/12/27 2pp 


BOO 1 290594 Endorses l< supports comments made in NRC 791116 ltr re 
importance of high quality mg t performance for utils w/powor 
reactor OL Uniformity in regulatory performance should be 
pursued 

RAQONE, 5 Virginia Electric 6 Power Co 79/12/03 lp ' 


0001030537 Suggests that correspondence be sent directly to station 
managers at plants to facilitate timely response to 
concorns Provides names addresses of appropriate 
personnel 

PROFFITT# W L Virginia Electric * Power Co B0/01/04 lp 


B0Q1290315 Forwards organisation chart effective 000201 # re FI ec t i ng 
assignment of UH rergusun as Executive Vico President - 
Power# respons i b 1 e for executive mg t of operations# 
engineering 6 const 

BAUM# E A Virginia Electric 6 Power Co 90/01/24 lp 


— 8001290521 Organization chart reflecting assignment of JH Ferguson os 
Executive Vice President - Power, re spans i b 1 e for executive 
mg t of operations, engineering *< const 
* Virginia Electric b Power Co 80/02/01 ip 


J Insurance I* indemnity information 


B001 £60363 Forward* Endorsements 55 U 26 to NELIA Policies NF-1B6 6 
NF-240# respectively 

ANDREWS# C L Marsh 4c McLennan. Inc , H k M Nuclear Consul tants# Inc 
Div 80/01/11 3pp 


B0O1220476 Forwards Endorsement 4 to NELIA Excess Binder EB-63 S# 
Endorsement 3 to NELIA Excess Binders EB-27 It EO-20 
ANDREWS# C L Marsh 6 McLennan. I nc , M tc M Nuclear Consultants. Inc 
Dlv 80/01/17 4pp 


P Operating license stage documents tt correspondence 


8001040390 Forwards Nov 197? Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised ltd* being 
implemented in OL applicant reviews tt Tech Spec update 
GAMMILL.W P Division of Operating Reactors 79/11/27 38pp 


0001070276 Forwards NSSS vendor tt fuel supplier ltrs re impact of 
clodding heating-rate dependent burst temp affects on 
rupture time t* s-train/bloc kage Ltrs will help licensees 
respond to NRC 791109 ltr r» rupture strain & flow blockage 
EEBENHUT, D G Division of Operating Reactors 79/11/27 3pp 
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1 « 4' ' -in-ifst rcr aill info re auxiliary feedwater sys 

-» ** Ljii’a'.i* j Reactors Dranch I 79/J2/14 5pp 

B.Uetir &. Orders Task Force has approved small 
»*•«' L f x .1 -j i Je 1 ire* f-' operating plants Provides schedule 
r »,ls *, re j, jrti ta assure successful incorporation of 
■•i.mi fru *1 Ajjj: plan end 

t ' ' c ,h< i m L # -i m: : » Operating Reactors 79/12/17 l^PP 


1 ^4 ^ 1 *S *• P.:~F-**rtlC_. Qualification Test of ITT/Barton 

Tr,r „d^-'tic r > Lot 2 ' Application for withholding 

► jffida.i* » X fri;rie*arj version withheld (ref 

l *>‘Z t T 1 

T ►* & nt-die* Jr; 75/12/21 I3pp 

' l*j4 "* ival. *icatiC- T*s* of JTr/Barton Tran smi 1 1 ers. Produc 1 1 on 

t -t ». t-'pi <-;ri*tarj .i^ucn 

LIF:hi« [3 A-ti5;5ies Inc UZAP-741GL 79/12/20 65pp 


• l< ;'; H j t-at i-fo requested at 791217 meeting w/NRC will be 

l^vided .L<" 3 l**tpr of analysis of current Hestmghouse 

st m, r* *„“£ me missile prebaoilitg S/ turbine missile 
jj 

jTALLINj- . * JirjTia Electric V Power CO 79/12/20 Ip 


0001180205 Responds to NRC 790928 ltr & 791211 telex re auxiliary 
feedwater requirements Discusses mod to emergency condensate 
storage tank, endurance test on auxiliary feedwater pumps 1< 
design basis for sys flaw requirements 

STALL 1 NOS i C M Virginia Electric U Power Co 80/01/15 2p,i 


8001240404 Discusses acceptability of ASHE Code Case N-210 as u * omp t i mi 
from hydro test requirement for steam generator repairs 
Several 3/4-inch root isolation valves were replaced 
Hydrostatic testinq not performed 

STALLINGS. C M Virginia Electric k Power Co 00/01/21 2pp 


Q Inspection reports* IE Bulletins & correspondence 


7911130215 Forwards IE Bulletins 79-09C & 79-06Ci /90423 status mp t re 
feedwater transients in BfcW p lants, NURE0-O56Q & safety 
evaluations for five BMV operating reactors ro compliance w/ 

NRC May 1979 order W/o end 

KANEj W F Standard! nation Branch 79/10/31 2pp 


8001040692 Notice of violation from insp on 790925-1005 & invent l oat i nn 
an 791002-17 

* Office of Inspection *< Enforcement. Office of the Director 
79/11/02 2pp 


l 1 -/ 1 C **w*-arjs dial info re status of refueling requirpments. in 
~**P ' !•» tn NH: request 

i HR f».Ri;ixiT u 0 Virginia Ele..tric t Power Co 79/1P/2S 9pp 


ft *ar3s *-en? 16 License NFF-4, safety evaluation tc 
r oti , -» af i^sLi-te L a,ai lat 1 1 1 ty 

^.•ILEN-E" a Operatirj Reactors Branch 1 79/12/20 4pp 


RjJll 7 A-#r i to License NFF-4 changing body nf license It Tech 
~?e-s h *irUtt co-Met icn of required license conditions 
resnljti.” ;f gertric safety issues r j change* requested in * 
util Itri r* R 1.5 o ^«rpr liiur i jat 1 cn 

' *<REN fc*r h Pperatirg Reactor* Branch 1 79/12/20 161pp 


‘2'iLlii-oITr safety evaluation supporting Amend 16 to License NPF-4 
« Orf.ce s# N„ 1 ear Reactor Regulation 79/12/2B 28pp 


0001020102 Forwards iE Jnsp Rept 50-338/79 >42 on 791031-1102 No 
noncomp 1 iance noted 

HURPHV.C E Region 2» Atlanta# Reactor Construction & Enqineorinq 

Support Branch 79/11/20 2pp 


—BOO 1020 107 IE Insp Rept 50-338/79-42 on 791031-1102 No none omp 3 i anc o 
noted Major area inspected pipe support base plates using 
concrete expansion anchors 

HERDT. A R Region 2# Atlanta. Reactor Construction S< 

Engineering Support Branch VALLI8H.E J Region 2. Atlanta. 
Office of the Director 79/11/16 3pp 


8001020113 Forwards insp results re response to IK Bulletin 79-13. 
Revision 2. "Cracking in Feedwater ttys Piping “ No 
indication of cracking problems in feedwater noules or 
piping weld areas 

9TALLING5»C M Virginia Electric Ji Power Co 79/12/04 2pp 


ZlltjZZl Notice 
M-F-4 

V HLE A 


of issuance *< availability of Amend 16 
Op era n g Reactor* Branch J 79/12/20 


to License 

Jpp 


UO^eb Fsi 

u ^ n" Z appn 
a«alL«ti3'T t 
5TA^_r.z: u 


■.ards docu^ertation of LaC~-£t,C5 analysis conducted 
*3 Fes i; 73 <ersicr of Lestmghouse ECCS 
■ciel wnrevie^eJ safety questions involved 
h Virginia Electric 6 Power Co 80/01/02 37pp 


:C1C35471 -erwariv LQCA-ECC5 Safety Evaluation 
to Lue-i.e tiTb-A, i-t oi-po-rat mg proposed Tech 5p 
No jTf.ieultf safety questions involved 
^ AuLlNCS C M . irginia Electric K Power Co 80/01/02 


for Unit 1" re amend 
ec Change 27 


3pp 


-siOOl'i0w4 3 'luCA-E^CS Safely Evaluation for Unit I 
Electric T Power Co 00/01/02 


33pp 


3001090170 Ack receipt of 791129 ltr Informing NRC of elopt token to 
correct noncomp l iance noted in IE Insp Rept 50-33B/79-39 
Supplemental response expected by 791220 
79/12/lO J Jp Re 9* on Atlanta, Office of the Director 


ow«iV7vni rorwarfl 


bpanau 1.0 rmu /VI 102 ltr rp items of 


noncompliance noted in IE Insp Rapt 50-330/ 79- 39* Manual’ d i d 

^ :rr 6 f Pety an 4ly*is for Changes to nonsaPety-related 
cys.but ha* since been revised 

STALLINGS, C M Virginia Electric & Power Co 79/11/29 4pp 


8001090197 Forwards IE Insp Rept 50-330/79-39 on 790925-1005 & IT 
S t 9 f“ ,n ^pt 30-338/79-39 on 791002-17 

Si"! Branch "' aCt,,r "«»•" 


4 : T : V 

oCN T n Teledyne Cast Products 80/01/07 jp 



i * 74-s 5 U " 13 b Ca,,rfct response time 

ALLlV.g c M Virginia Electric l Fewer Co 00/01/08 lp 

E~ull$3572 Rtsgcndi to NRC oqrsoi'i 

TMJ Eenort Learned Tasi p 0 rc e Z* »tatus of implementation 

Porwara, ^PUmentation sJat^ fc r,, 5 u ^ i^^snts 

T9H30 meeting * % & idi l " fo r «4v*sted by NRC 

SUU-IM* t -1 Virginia El.ctr.c t Pou , r c# B0/01/)0 42pf 

•••»“>* lr' 1 JJ« ,r ua5 <, tJiJI t ,I! U JftjJ“ 4 /’ p, i c * kl " n of NURE0-0430 util 
l» >«*«M »4 Affu.vi, „ e ? ° f "“•Ha d. Unrated 

L H v.rg.r.a Cl.ttr,, 4 Po „„ Co 3pp 

£',01 100282 ftequeits . 

;'»uS* : tt:: irpr'""--*" ln ” ,vice 

s^oits list Q+ ctHMit i 10 f p 0r i gitial request 

STALLINGS C M r ” ol vtions H 

Virginia E1 , ctric ^ p ^ r ^ ^ 


noted fai on 790923-1005 Noncomp 1 

co‘r e ^' U a ra ,va,UJt,on * •" *« 

Si'"“or • isrsaf j H p^u n a j A “r l r v u i ° f th * 

Nuclear Support Branch 79/lS*!* ia?J 0 "' r '‘ l » n< 

“*£S5:^Sc:-K:a-::5n.:-sj MKjrr.n.rK—” 

vx: i\it or,H “ *■ "»• 

of the Di5.ct; r M “o/,a L0 39ip J R *' i0 " *' 0Pfl ” 

B ~;-r.?:;sr;;,‘“ ie °'’ u * bin 7, - a5 ° fb «i.,. „. t lB 

STALUINCSiC H Virginia Electric 4 Power Co 79 / 12/19 App 

8 r;":,“?;r:i z:t in 0 i »-> ■•♦h..*., 

c Two cracks fn„r,a i ? I P 0f Oenorators A, B If 

Oener.l” c to U b * n< ’ *ub.« of ateom 

ENOCE.L Operating Reactord Branch 1 79/12/19 3pp 

1ISP' -Sri ■Hslff'*®"- 

79/12/21 2pp e9i ° n 2 ’ AtUntap Office of the Director 


V viRji A I «9I|C Q 
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B001240143 Faruards IE Info Notice 79-33* “Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY, J P Region 2* Atlanta. Office of the Director 
79/12/21 2pp 


0001090509 Discusses Part 21 repts re overpre ssur i lat i on of edutainment 
in FUR plant after steam line break Will determine effects 
of emergency feedwater sys on containment pressure It review 
generic aspects on PWRs 

CRIMES, B k Assistant Director for Engineering It Projects 
79/11/13 5pp 


B001030842 Responds to IE Bulletin 7Q-I2i “Atypical Weld Matl in 
ReactoT Pressure Vessel Welds " Generic rept forwarded by 
Westinghouse on 791029 Westinghause inventoried archive 
surveillance weldment matl for verification 

STALLINGS, C M Virginia Electric & Power Co 79/12/26 2pp 


8001240494 Forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY* J P Region 2. Atlanta, Office of the Director 
79/12/27 2pp 


8001250141 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs w No response required 

O'REILLY. J P Region 2. Atlanta, Dfflce of the Director 

79/ S 2/20 2PP 


8001160349 Forwards IE Info Notice 79-35* “Control of Malnt & Essential 
Equipment " No action or response required 

O'REILLY* J P Region 2* Atlanta, Office qf the Director 

79/12/31 lp 


6001240084 Forwards IE Info Notice 79-36* "Computer Code Defect in 
Stress Analysis of Piping Elbow 11 No specific action or 
response required 

O'REILLY. JP Region 2* Atlanta. Office of the Director 
79/12/31 2pp 


8001290315 Forwards IE Info Notice 90-01. ‘'Fuel Handling Events " No 
specific action or response required 

O'REILLY* J P Region 2* Atlanta, Office of the Director 
00/01/04 lp 


80-01100469 Responds to NRC 791213 ltr re violation noted in IE Insp 
Kept 50-338/79-41 Corrective actions valve inservice in s p 
test revised to include MQV-R6-100A i« M0V-HB-1001) & valves 
rycled re containment depressurization actuation test 
STALLINGS. C M Virginia Electric S< Power Co 80/01/07 2pp 


8001160454 Responds to 
BuiLt Safety-Related 
verification program 
version of veriflcat 
BROWN* S C Virginia 


IE Bulletin 79-14. "Seismic Analysis 
Piping 11 Valve It operator weight 
will he completed by 800421 Updated 
on program table enc J 
Electric b Power Co 80/01/11 3pp 


far As- 


8001290451 Forwards IE Bulletin 79-OID* "Environ Qualification of Class 
IE Equipment" w/attachments Action required * 

8 'REILLY* J P Region 2* Atlanta* Office of the Director 
80/01/14 lp 


9001310274 Forwards supplemental response to 791129 ltr b special 
rept re 790925 cooldown incident Accessible portions of air 
sweep lines visually lnspectd b no discrepancies found 
STALLING 3* C M Virginia Electric 6 Power Co 00/01/14 5p p 


insp 


8001 030603 Supplements RO 79-141/OJT-O while reviewing operation of sv( 
water sys* casting cooling subsys U recirculation spray sys. 
sys found to operate not in keeping w/accident analyses 
Cause unknown Discrepancies under review 
» Virginia Electric *< Power Co 79/11/14 lp 


8001030602 Supplements RQ 79-1 4l/<7l T-0 while reviewing operation* 
recirculation cooling fans K control rod drive fans found to 
operate in manner not in keeping u/accident analyses 
Cause unknown Problem being reviewed by engineering sves 
• Virginia Electric b Power Co 79/ll/iA ip 


8001030597 Supplements RQ 79-14I/JT-0 on 791 1 1 4, de terms n e d . upon review 
oP FSAR,that previously reported deficiency re nonautooiat i c 
restart of casing cooling pumps on restoration of onsite 
emergency power is not deficiency 
* Virginia Electric 8c Power Cd 79/11/19 Ip 


8001030616 Followup to RO 79-J52/01T-0 on 791 1 18. Uestinqh ouse notified 
util of potential reduction in conservatism re error 
allowances assumed in analysis for power range neutron flux 
high negative rate Setpoints will be changed 
» Virginia Eloctric f < Power Co 79/11/19 ]p 


0001030599 Supplements HO 79-141/O1T-0 while reviewing operation of 
secondary ventilation «-ys,sy= discovered to operate in 
manner not in keeping w/accident analyses Cause unknown 
Matter under review 

• Virginia Electric A Power Co 79/11/27 lp 


0001030777 Forwards RC)s /9- IS //01T-Q », 79-150/Olf-O 

MADISONpW R Virginia Electric h Power Co 79/12/L2 Ip 


— 8001030786 f?Q 79-1 57/0 1 T-0 during review of seismic analyses per IE 
Bulletin 79-1 4* none on forma nc e In pipe support design was 
discovered by SAW Caused by incorrect valve weights used in 
support calculations 

» Virginia Electric b Power Co 79/12/12 lp 


--B001030792 RD 79-15B/01T-0 during review required by IE Circular 78-08. 
SSiW discovered pressure differential switches PD5-HV1220A & 

□ not seismically qualified Causa unknown Problem boirg 
rev l owed 

* Virginia Electric K Power Co 79/12/12 2pp 


0001030623 Followup supp 1 to LER/IU1 79-15 Higher pipe stress cade 
allowable should Nave been used by Teledyne Pipe stress oil 
Kubes 1 3 inches -RC-J05- 1 502-01 not over code allowable 
* Virginia Electric !* Power Co 79/12/14 Ip 


8001D20384 Forwards LCR 79- 1 55/03L-Q 

STALL I NOB* C M Virginia Electric U Power Co 79/12/27 lp 


8001180240 Forwards response to NRC 791219 ltr re violations noted in 
IE Insp Rept 50-338/79-47 Corrective actions welding 
procedures b qualification records updated to include weld 
metal thickness deposited by each process 

STALLINGS* C H Virginia Electric b Power Co B0/01/15 3pp 


—9001020392 LER 79-1 59/03L-D on 791 203, during 10-month test to verify 
a« tpoi nt s , aaf e t y valves SV-I951A b SV-I551C relieved at 
pressure below acceptable tolerance band Coused by setpoint 
drift Setpoints reset b verified 

CARTWRIGHT* W R Virginia Electric b Power Co 00/01/02 2pp 


600 1 230209 Responds to NRC 791204 1 fcr re mgt A program appraisal imps 
Program appraisal function excellent idea Mgt eppraiasol 
program requires objectivity to be meaningful A beneficial 
for Improved operations 

RAQQNE.S Virginia Electric & Power Co 00/01/18 lp 


R Periodic operating reports b related correspondence 


G0011504SD Forwards monthly operating rept for Dec 1979 

STALLINGS, C M Virginia Electric 4c Power Co 80/01/10 lp 


— SOOU50463 Monthly operating rept for Dec 1979 

MADISON, W R Virginia Electric b Power Co 80/01/07 4pp 


S Reportable occurrences* LERs & related correspondence 


6001030516 R0-79-J 51/01T-0 during review of valve weights in 
conjunction w/IE Bulletin 79-14* d i scovered that incorrect 
seismic response spectrum was used in pipe stress analysis 
Cause not known Investigation In progress 
« Virginia Electric b Power Co 79/11/06 ip 


0001020400 Forwards LER 79-154/03L-0 

STALLINGS* C M Virginia Electric U Power Co 79/12/27 lp 


—0OO1O2O4O5 LER 79-I54/03L-0 on 791 129. during routine calibr check, uteom 
generator D support temp indicator found Toading S F above 
actual temp* causing support temps to read bnlow Tech Spec 
limit Caused by drift in loro adjustment 

CARTWRIGHT* W P Virginia Electric Si Power Co 79/12/28 2pp 


0001030796 Updates LER-79-149/01T-O submitted 791115 exhaust ductwork 
from safeguards area ventilation sys does not conflict u/ 

FSAR design basis Mods to ensure adequate seismically 

qualified emergency cooling expected by 600119 

STALLINGS, C M Virginia Electric b Power Co 79/12/20 3pp 


6001030730 Forwards LER 79-148/QIT-0 

STALLINGS, C M Virginia Electric b Power Co 79/12/Ji ip 


—8001030737 LER 79-I48/01T-O on 791210, stress on pipe hangers TC-450 b 
CC-37 exceeded design allowable Caused by incorrect valve 
weights used in pipe support calculations ‘Heights changed 
Hanger will be modified 

CARTWRIGHT, W R Virginia Electric V Power Co 79/12/31 2p p 
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B0010804S5 Pinal deficiency rept re LCCA-ECCS evaluation model 
DROWN, S C Virginia Electric ic Power Co BQ/01/04 Lp 


000122055! Forward* LEft BO - 002/0 1 T -0 

STALLINGS. C M Virginia Electric 6 Power Co 80/01 J\& Ip 


6001220563 LER 80-002/01 T-0 on eO(HO?,Si<W informed uti 1 that stress on 
vertical support* RK-R~i9 U WS-R-316 fc snubber* 

Sf-HSS-lOlD. 1QIC * 107A exceeded allowable design valve* 

Caused fay wrong valve weights used in design calculations 
CARTWRIGHT. U R Virginia Electric fc Power Co 80/01/18 2pp 


8001290200 Forwards LER* aO-OOfi/OlT-O fc 80-010/OIT-0 

STALLINGS, C M Virginia Electric fc Power Co B0/D1/25 ]p 


--■BOO 129022 4 LER BO- 000/0 l T-Q on &OQ1 | i , d uring review for IE Circular 
70-OG.S|ctf found control room air conditioning chiller unit* 
control panel not qualified to Seismic Category I 
requirements Cause unknown Vendor reviewing component* 

CARTWRJOHT. W R Virginia Electric & Power CO BQ/01/24 2pp 


—0001290220 LER (30-0 1 0/0! T^O an 800 i 1 1. dur i r*y review for IE Bulletin 
79^14i SfcW found ptros* on vertical rod -hangers SW-H-162A fc 
SW-H-160A to be over design allowable Caused by incorrect 
valve weights used In pipe support design calculations 
CARTWRIGHT. U R Virginia Electric fc power Co 80/01/24 2pp 


8001310164 Forwards LER 00-016/0 1 T-0 

STALLINGS, C H Virginia Electric fc power Co 80/OJ/2S Ip 


--ROOT 310167 LER 60-01 6/01 T-0 on BQ0J £6. d uf l ng calculation review fOT IE 
Bulletin 79-14. anchor s for pipe hangers W5SW-A-1690 fc 104B 
found overs trussed at sve water screen wash pump discharge 
lines Caused by inaccurate calculation method 
CARTWRIGHT. W ft Virginia Electric C Power* Co BO/Ol /23 2pp 


8001310205 Forwards LEU 79-154/03L-0 

STALLINGS. C M Virginia Electric fc Power Co 00/01/59 Ip 


— 0001310214 LER 79-I5&/03L-0 an 791230* d wring visual insp, local leian 
renervolr tube for snubber 1--RC-HSS-S/3 found damaged & 
empty Apparently caused by C steam generator blanket heat 
SnubbDT replaced fc equipped w/sfcainless steel reservoir 
CARTWRIGHT, W R Virginia Electric !< Power Co 007 Oj/29 2pp 


T Hearing transcripts on non-ant i trust matter* 


0QOI16OOOI Transcipt of 800103 hearing >n fleth esda.MD Pp (-94 
* Atomic Safety and Licensing Hoard Pane] 00/01/03 96pp 


V Congre s si anal /E i ecut l ve Correspondence 


BOO-1 130210 Responds to 790927 1 tr re FC Dranchini concern qvbt facility 
geologic fault seismic design fc *vc water pumphouse 
settlement Analysis procedures for seismic design meet NRG 
requirements Fault through plant site is not capable 

GQ5S1CK.L V Office of the Executive Director for Operations , 

79/11/02 ?pp 


— BOO J 130217 Forwards FC Rranchtnt 79D913 ltr concerning facility 
geologic faul t, ** ivmi c design sve water pumphou-se settlement 
fc effect of serious accident on Arlington* VA residents 
Request* comments 

WARNER* JW Senate 79/09/27 2pp 


DOCKET 50-339 NORTH ANNA POWER STATION. UNIT 2 


A Application/construction stags documents fc correspondence 


0001030397 Forward* review results on degradation of guide thtmble tubs 
wall* Account* for major variable* controlling guide fchimblo 
tube walls wear process Surveillance program nece**«ry 
PARR. 0 D Light Water Reattars Dtanch 3 79/12/19 7pp 


800104032! Forwards request for addl Info r*e implementation of 
recommendations of NURE0-0660. "Enhancement of Onsite 
Emergency Diesel Generator Reliability " 

PARR. 0 D Light Wat*T Reactors Branch 3 79/I2/1B 20pp 


B001040654 Forwards WCAP^7410L. “Qualification Test of TTT/Barfcon 
Transmitter », Product! on Lot 2 " Application for withholding 
fc affidavit end Proprietary version withheld <r-ef 
10CFR2 790 ! 

ANDERSON# T rt Antibodies. Inc 79/12/21 I3pp 


— “0OO1Q4O600 “Qualification Test of ITT/flarton Transmi t ter s . Produc t i o n 
Lot 2, ■' nonproprletary version 

LIPCHAK. J B Antibodies* Inc WCAP-7410L 79/J2/20 65pp 


0001 180035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review it radiological effluent 
Tech Spec update No suppl to license application required 
VARGA. S A Assistant Director for Light Water Reactors 79/12/2 1 

lf> 


--8Q0HB0G61 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 17pp 


00010/0366 Forwards documentation of CQCA-ECCS analysis conducted 
u/NRC approved Feb J97B version of Westinghouse ECCS 
evaluation model No unrev 1 e wed safety questions involved 
STALLINGS. C h Virginia ElBctnc fc Power Co 00/01/02 37pp 


0OQIOBO47 t Forwards "LOCA-ECC S Safety Evaluation far Unit 1" re amend 
to License NPF-4. incorporat ing proposed Tech Spec Change 27 
No u(iT»viewed safety questions involved 

STALLINGS. C H Virginia Electric fc Power Co 80/01/02 3pp 


0001220087 Summery of 791219 fc 30 meeting w/utll in Richmond, VA re TMI 
Lesson* Learned Task Force recommendations 

DROliERlCK. A W Light Walter Reactor* Branch 3 90/01/02 5pp 

0OO1OBO449 Updates util 791101 ltr re qualified life of resistance temp 
detectors Forwards We s t ing h ovs c? re-evaluation fc calculations 
justifying RTDs Util radiation exposures more conservative 
than values used by Wes t >ng h ou-s o 

BROWN,S C Virginia Electric fc Power Co 00/01/04 4pp 


0001160572 Respond* to NRC 790913 request re status of implementation 
uf TMI Lessons Learned Task Force short-term requirements 
Forwards imp l emen tat ion status 6 addl info requested by NRC 
a t 791 130 meeting 

STALLINGS. C M Virginia Electric fc Power Co 30/01/10 62pp 


B0D1310I19 Forwards NRC evaluation of util Qualification program for 
ftosemount transmitters While teat* demonstrate transmitters 
have high degree of tolerance to harsh enviorns, 
supplemental testa necessary to confirm assumption* 

PARR, D D Light Water Reactors Branch 3 BO/01/10 7pp 


— 0QOJ31Q12I Forwards evaluation of Rosemnunt Test Rapt 117415. based on 
HUREQ-0500 guidelines Instrument* survived test w/out gross 
failure Test prugram does not provide? acceptable level of 
qua 1 i f ica 1 1 on 

DUNNING. T G Electric. Instrumentation R Control Systems 

Branch 00/01/07 4pp 


8001 150300 Responds to draft NUREQ-- 0630 Application of NUREG-0630 will 
result in peak clad temps in excess of criteria delineated 
in 10CFR&0 46 Affidavit oncl 

STALLINGS, C M Virginia Electric fc Power Co B0/0I/J1 3pp 


0001230243 Summary of 791213 meeting w/utils re Revision 2 to Reg Quidu 
I 97, ’’Instrumen tatlon for Light Water Cooled Nuclear Power 
Plants to Assess Plant l Environs Condition* During 6 
Fallowing Accident M 

KINTNER.L L CperatJng Reactor* Branch 1 00/01/li 21pp 


0001310384 Forwards request for addl info to complete evaluation of 
FSAR Requests info re full load tests of 4160-400 volt 
transformers supplying power to vital buses 

PARFl.O D Light Water Reactors Branch 3 60/01/14 4pp 


B001IB0362 Forwards "Electrical Penetration Protection Power Circuits." 
in response ta NftC 791130 ltr Final info re electrical 
protection of containment penetrations will be submitted by 
000215 

DROWN. 3 C Virginia Electric h Power Co 80/01/15 ip 


— 6001100366 “Electrical Penetration Protection Rower Circuits " Forwards 
41 oversixe penetration charts << graph* end 
* Stone 6 Webster Engineering Corp 60/01/15 42pp 


8001290360 Updates 790412 6 05!Q ltr* re recall of 4-inch elbows & 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fitting* have been located Lists facilities from which 
fitting* have been removed 
HAYDEN. L E Eon Corp 60/01 /i 5 2pp 


B0012SG456 Forwards non propr i eta r y version of add 1 info re fuel 
assembly guide tube thimble wear, per NRC 790907 If 1218 
request* We s t| ng b puse affidavit far withholding end 
STALLINGS. C rt Virginia Electric 6 Power Co BO/Ol/22 35pp 
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F Security* medical, emergency *- fire protection plans 


8001140269 Responds to NRC 79QQJ7 ltr re interim actions required for 
plant operation pending Pinal resolution of ATWB Emergency 
Forwards Revision 4 to Emerg one y Procedure EP-J re reactor 
tr i p 

STALLINGS* C M Virginia Electric 8< Pouter Co 00/01/10 ip 


— 0001 140274 Revision 4 to Emergency Procedure EP-1, ''Reactor Trip " 
» Virginia Electric ^ Power Co 79/12/04 6pp 


O Adjudicatory correspondence 


600 1 2201 0 6 Notifies NRC that Cittxens for Environ Values supports 
moratorium on licensing of nuclear power plants & on North 
Anna 2 in par ti cular . unti 1 n-ew rules insuring safety can be 
wr i tfcen 

SUNDHQLMi J Affiliation Unknown 79/11/20 Ip 


0001160090 Forwards Hanover County 79112Q resolution supporting 
licensing of facility Certificate of Svc end 
LONGMIRE* J E Hanover County* VA 79/12/07 5pp 


0001100326 Submits suggestion in response to ASLAO 791109 request to 
VEPCQ re use of outdated amplified response spectrum curves 
Housner response spectra was questionable per encl SkW 
690020 conference notes entered into record on Mar 19/4 
ALLEN* J North Anna Environmental Coalition 79/12/11 4pp 


B00I070090 Responds to ASLAO 79120*1 order scheduling GQ0103 oral 
argument UN Christman will be representing applicant 
CHRISTMAN* J N Hunton A Williams 79/12/14 lp 


6001040266 Forwards retyped copy of "Rept of Effect of Outdated 
Amplified Response Spectrum Curves on Svc Water Pumphouse 
Settlement " 

CHRISTMAN* JN Hunton fc- Williams 79/12/10 2pp 


— 0001040275 "Rept of Effect of Outdated Amplified Response Spectrum 
Curves on Svc Water Pumphouse Settlement*" retyped copy 
RU Bradbury affidavit ♦< OP Milley affidavit fc prof 
qualifications one 1 

DRADBURV,R B * MILLEY, 0 P Stone L Webster Engineering Corp 
79/12/14 5pp 


0001070009 Responds to VEPCQ 791205 "Rept on Effect of Uutdatod 
Amplified Response Spectrum Curves on Svt Water Pumphouse 
Settlement " Conclusions of NRC 790006 memorandum of 
proposed findings are unchanged per encl affidavit 
SWANSON, 0 T Hearing Branch 1 79/12/21 lp 


— 0001070-095 Affadavit concluding that incorrect seismic response 
spectrum curves, ref erbnc od in VEPCO 791205 rept, do not 
relate to settlement issue re svc water pumphouse 
KIESSEL, R J Mechanical Engineering Branch 79/12/21 Jpp 


8001160442 Updates 791214 ltr VEPCD testimony re probability of 
generating turbine missiles t< turbine overspeed protection 
sys may* be revised Will provide info Feb i960 Will notify of 
West inghouse analysis results when available 
CHRISTMAN, J N Hunton ♦< Williams 79/12/21 2pp 


000104^246 Notifies that ASLAO uill expect applicant to clarify 
inconsistency at 000103 oral argument ro pool water temp 
BISHOP* C J Atomic Safety and Licensing Appeal Panel 79/12/26 

2pp 


0OOHOO315 Requests explanation re failure to send Ltr in response to 
ASLAO 791205 order scheduling Dougherty appeal 8* requesting 
Identification of counsel presenting 000103 oral argument 
Will assume presence of counsel at appointod date 
BISHOP* C J Atomic Safety and Licensing Appeal Panel 79/12/26 

2pp 


EK)0l 170503 Forwards 8J Chllk 000102 ltr denying Chr 1 s fca-Mar i a petition 
Par reconsideration of proposed rulemaking ro storage & 
disposal of radwaste Commission action reinforces NRC 
position during 000103 oral argument before ASLAB 
QOLDDERO.SC Hearing Branch 2 00/01/09 Ip 


H General correspondence 


EQ0121Q0B7 Forwards 791119 resolution requesting reconsideration of 
licensing moratorium of nuclear power plants Licensing would 
be major step towards energy self-sufficiency 
LEE, B □ Americans for Nuclear Energy 79/12/03 2pp 


> — 0001210089 Requests that NRC reconsider delay in licensing of facility 
due to economic hardship on consumers 

HARRINGTON, J J North Carolina, State of 79/11/00 lp 


— 0001210090 Requests that NRC reconsider delay in licensing of facility 
due to economic hardship an consumers US Uavis 791113 ltr to 
Governor Da 1 ton, camme nd i n g stand on nuclear energy, encl 
ERICKSON, R H Affiliation Unknown 79/12/27 2pp 


8001290594 Endorses ** supports comments made in NRC 791U6 ltr re 
importance of high quality mgt performance for utils w/power 
reactor OL Uni fen mi ty in regulatory performance should be 
pursued 

RAGQNE, S Virginia Electric •» Power Co 79/12/03 lp 


8001240250 Requests expediting decision an licensing Unit 2 Facility is 
duplicate of Unit 1, already operating Northeastern NC 
o lac trie customers pay 50/, more for electricity because of 
delay 

CHILDERS, J , HUSKINS.J F North Carolina. State of 79/12/10 2pp 


0001080537 Suggests that correspondence be sent directly to station 
managers at plants to facilitate timely response to 
concerns Provides names *< addresses of appropriate 
personnel 

PROFFITT, W L Virginia Electric A Power Co 00/01/04 ip 


0001230106 Responds to 791214 request for assurance that OL application 
Is under active review NRC has continued to work w/ulils 
within limitations of available resources Most non-TMl 
related issues have been resolved 

DENTON* M R Dfficc of Nuclear Reactor Regulation 8U/01/09 Jpp 


— 8001230198 Requests assurance that DL application is under active 
review l< will be completed in timely fashion Facility should 
be allowed to load fuel ft conduct pr eoporational tests 
COLEW AN, M Virginia- State of 79/12/14 2pp 


— 0001230203 "Summary Data r« VA Production of Electricity by Oil 6 
Nuclear Power." prepared for Covet nor J Dalton 
CCJLE.N M Cole, N H 79/11/26 24pp 


0001290515 Forwards orgamtatian chart effective 000201 , ref 1 ec t ing 
assignment of JH Ferguson as Executive Vice President - 
Power responsible for elective mg fc of operations, 
engineering 8* const 

BAUM, E A Virginia Electric F* Power Ca 80/01/24 lp 


— B001290521 Dr gan j iat i on chart reflecting assignment of JH Ferguson os 
Executive Vice President - Power . re spans l b 1 e for executive 
mg t of op era t ions* e ng ineer inq x* conat 
• Virginia Electric >< Power Co 60/02/01 ip 


J Insurance t indemnity information 


BQOl 160363 Forwards Endorsements 95 8< 26 to NEL 1A Policies NF-106 8c 
NP— 240, respectively 

ANDREWS* C L Marsh N McLennan, Inc , H & M Nuclear Consu 1 tan t»> I nc 
Div BO/Ol/11 Jpp 


0001250476 Forwards Endorsement 4 to NELIA Excess Binder EB-63 It 
Endorsement 3 tn NELIA Excess Binders EB-27 8* EB-28 
ANDREWS, C L Marsh it McLennan* Inc , M 8c M Nuclear Gansu 1 tan t s, I nr 
Div 00/01/ 17 4p p 


0 Inspection reports* IE Bulletins 8t correspondence 


0001030712 Responds to IT Bulletin 79-25 DFD relays not used in 
safety-related su» 

STALLINGS, C M Virginia Electric 4, Power Co 79/12/19 6pp 


8001070242 Forwards IE Info Notice 79-32, "Separation of Electrical 
Gables for HPC1 6 Automatic Dopre-ssur i ration Sip " No 
speciPic action or response requested 

0'REILLY*J P Region 2, Atlanta, DPFice of the Director 

79/12/31 2pp 


B001 2401 43 Forwards IE Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches “ No action or response 
required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 

79/13/21 2pp 


800I030B42 Responds to IE Bulletin 70-12, "Atypical Held Matl in 
Reactor Pressure Vessel Welds " Generic rept forwarded by 
Westinghouse on 791029 West i nghouse inventoried archive 
surveillance weldment matl for verification 

STALLINGS, C M Virginia Electric * Rower Co 79/12/26 2pp 
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u'ar-afj* IE Info Notice 79-34, “Inadequate Design of Safety- 
.ilittl Eicrranjer* ’ Ns action or response required 

0 ff/tU J P 2 AtiaMa, Office of the Director 


■ U’5il4l Fo-warJ* J£ Irfo N„tic* 79-37. "Cracking in Lou; Pressure 
'ursine Lite* Ur response required 

n J p Rijia*' 2 Atlanta. Office of the Director 

77 \Z*2Q Z 3 P 


U 3116-34© forward* IE Irfo Notice 79-35. "Control of rtaint ft Essential 
Equip*** 1 * M ecsicn cr response required 
L PEIlW. i P Region 2 Atlanta, Office of th* Director 
’JrtC^l *5 


FaruA-is IE Ir.ffl Notice 79-36. Computer Code Defect in 
St-*** ^ralqsvs of Piping Elbp* ’ No specific action or 

r Sip«ns» required 

0 rEILL* J P Regicn 2 Atlanta. Office of the Director 
n 12<31 Sjp 


u G|„*03l3 forwards IE Info Notice 00-01 "Fuel Handling Events M No 
rptiific action ~r response required 

fl'RElLLf. J P fiegian 2 Atlanta. Office of the Director 
07/01 '04 Ip 


0^01147454 Responds to IE Bulletin 79-14, "Seismic Analysis for A*- 
Built Safety-Related Piping * Valve ft operator weight 
verification prcgran will be completed by D00421 Updated 
version ef . e r i f i ca t i on program table encl 
BROWN 5 C Virginia Electric ft Power Co 00/01/11 3pp 


6001230127 Final deficiency rept re significant OC program b ro U k d own rt 
Forney compression testing machine calibr verification 
Machine hat not been tallbv in 0-25,000 lb range Compre us i p ri 
testing machine W6> 000-60; 000 lb range to bp installed 
BROWN, B C Virginia Electric & Power Co 00/01/17 4pp 


0001230115 Interim deficiency rept re portions of safeguard* area 
exhaust sys not seismically designed Instai lation of venting 
to central area exhaust ductwork is in progress evaluation 
of ventilation sys design will continue 

DROWN, S C Virginia Electric ft Power Co 00/01/16 2pp 


©Q01230122 Final deficiency rept on 791250. NRC Region 2 notified thfll 
differential pressure switches on sve water strainers to 
control room air conditioning chillers were not ts e i smi cal ly 
qualified Seismically qualified switches ordered 
STALUNGS.C « Virginia Electric ft Pouipr Go 00/01/10 lp 


8QQ123Q20S Interim deficiency rept fa seismic design failure of 
portions of safeguards area exhaust ay* Mechanical means of 
opening central area exhaust ductwork installed on auxiliary 
bldg roof, seismically supporting exhaust ductwork 
BRQWN.SC Virginia Electric ft Power to ©0/01/18 2pp 


e<KH20O347 Final deficiency rept re inadequate fault protection by 
primary protective devices Rework to correct inadequacy 
completed Curves showing revised protective device 
characteristics sent to NRC in util 0ODI15 ltr 
DROWN, S C Virginia Electric ft Power Co BO/01/23 ip 


T Hearing transcripts on non-a n t i ti ust matters 


:CiE9.45i Forward* IE Bulletin 79-QtB “Environ Oual if, cation of Class 
IE £qjlp«ent’ v'attachfrentP Action required 
G F£IIL*,J P Region 2 Atlanta. Office oF the Director 
SVU'M ip 


0vO|2jO2v 9 Responds to N»C 79J2D4 ltr r* «gt ft program appraisal insps 
Frcjrau appraisal function eicellent idea hgt appraisal 
frogra* require* objectivity to be meaningful ft beneficial 
for tffjTovsq ajeration* 

RaCDHE S Virginia Electric ft Power Co ©O/Gl/ia ip 

occurrences. LERs h related correspondence 

60^10334^3 Eujgl tfl 79G9tO deficiency rept re design inadequacy m 
emergency *1***1 generator fan cooling sys Ambient temp 
range* exceed capability of fan cooling sys Alternate 
solutions under equation 

BROWN, S C Virginia Electric ft Power Co 79/09/14 ip 

°°ciSie^?n! r ^ S, ! de ! ***** irf0 r * fl « #|C **" e ¥ discovered on 79|20/ 

LDCA-F •!! I * ” 5 1 * 1 ror,con ‘* r ^^^ Feature of large break 
r.^ J *H U * 4** *°* R **«»i***s perform* using heatup 

*inL l*r ^ Q * ^ l st calculation procedure 

BROWN, s C Virginia Electric Z Power Co 79/IS/U 2pp 

'VI r * "•»«»»•«■***>» It, error 

iy*l* xiiL^ptisni used to determine accuraru of nucitar 
instrumentation r, actor rate trip cir cU itJy ^olction 

SiSiS s # r P 6 wt r tor r0d <,rop ev9n ** 

B»UWN s c Virgin,* EJectnc Sc Power Co 79/IS/U 2 pp 

^nancJn 2 ! ,nfo r * ‘'•Ftciency fp Un d On 791307 re 

: 40 "' th0,i " f,tf B* n crate power 

distribution* t< red worths for dropped rod events n«j» 

BRqWN’s’c^^vtra^ ' J *i7 9 V T * Consfrvat »ve nodel 

w $ C Virginia Electric i> Power Co 79/12/u 3pp 

actw•t?an ^: i ^ '^^f2t^ l lrtI^ct»o^ ^, act , J ont4ln,n#nt depressor, **tion 
fi*fuite A- * »"n actuatmn circuitry p Um? 

<>«o«. s c ri.!si«Txs , {r t 

»>a«ific, n t *r.,n« U n 

««n., . n : ;, f s Ji m. 0 Ss ?»s 
w „«.„ :%a?c. u, wl8/ » 3PP 

ms i t i >-^ «■ 

k^viovsly 4rt »»a”ati P '» r ^i t, repot ted 

i;^vr vrl 

«*hi* Electric ft Power Co ©0/01/04 a pp 


0001160001 Trantcipt of BO0IG3 hearing in Do thosrta, MD 6p 1-94 
* Atomic Safety and Licensing Board Panel 80/01/00 9App 

Ll Congressional /Executive Cori e sp ohdonc e 

©Q0U3Q2i0 Responds to 790927 ltr re FC ©ranchinl concern oyer facility 
geologic fault seismic design ft sve water pumphouio 
settlement Analysis procedurqs for seismic design moot NRC 
requirements Fault through plant site is not capobie 

v „ *t the Executive Director for Operations 

/T/ll/Oan 2pp 

--8001 130217 Forwards FC Dranchini 790913 ltr concerning Pacilili; 
geologic fauj t, sei smic aesiyn syc water pumphouse SottUmont 
ft effect of serious accident on Arlington.VA residents 
Request* comments 

WARNEff. */ W Senate 79/09/27 2pp 


e0 w!li 0 iBSL;^n P N dS l 9U20 , ltr re tf* 1 *!/ 5 in facility licensing 
will issue policy statoment re protoduree for adapting 
licensing process to include implementation of 7 m1 


NHL 1 


, - ••- •■ implementation of 7Ml 

rjcoj-jndatkOD. Resumption of facility Uconeing pending 
HENDR1E, J M Commission 79/J2/07 ip 


90 21n 0 ?M.!';Si«!! It, ‘ r * ,l : l3g * ,n iu«,«i nhc 

will issue policy statement re procedures for adaptinq 
licensing process t 0 include implementation of Tfil A 

HENoSlT VfV Dr, r Re ? yrri P tl0n of licensing pendins? 

H4N0RIE, W M Commission 79/13/07 Ip r v 

-aooijSOMi t„ ,*1108 ltr „ d.u„ f.ctutv lic.n.mt MIC 

* policy statement rB procedures far adapting 
licensing process to include implementation of TMJ 9 

HENDRIE n j^ l0n r ** facility licensing pending 

MfeNDRiE, j M Commission 79/12/07 lp 

•i&vsz.m 

SSSR« 5 V # u «^ s ‘ 4 n pendln 5 rocornmBn{,#Uan3 

hendrie.jm Commission 79/13/07 ip 

'""SSS^n SSiri, r'"rr- "- a ^*,^^r;u^.:nr n,i,>3 N,,t ' 

i^nus tr :• ,n f * cu,t '' **««»*»■ 

lifnein* v * tate hient re procedures for adapting 

recommendation*"^ 1 ? c,uiJb id>p i ementat i on of TMI 
i e c omme nd a t i on s Resumotion of i . i, 

HENOfllE.d n Co*n,U.5oi, l" ' 
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— BQ0115O208 Responds to 79110B 1 tr re delays in Facility licensing NRC 
uill issue policy statement re procedures For adapting 
licensing process to include implementation oF TMI 
recommendations Resumption of facility licensing pending 
HENDRIE, JM Commission 79/12/07 lp 


— -8001150297 Responds to 79110B ltr re delays in facility. licensing NRC 
will issue policy statement re procedures Far adapting 
licensing process to include Implementation of TMI 
recommendations Resumption oF facility licensing pending 
HENDRIE, J M Commission 79/12/07 lp 


- — 8001150309 Responds to 791108 ltr re delays in Facility licensing NRC 
will issue policy statement re -procedures For adapting 
licensing process to include Implementation of TMI 
recommendations Resumption of Facility licensing pending 
HENDRIE. J N Commission 79/12/07 ip 


— 8001150320 Responds to 791100 ltr re delays in facility licensing 
NRC mill issue statement ro procedures for adapting 
licensing process to include implementation of TMI 
recommendations Resumption of Facility licensing pending 
HENDRIE. JM Commission 79/12/07 lp 


—0001150329 Responds to 79110B ltr re delay# in facility licensing NRC 
will issue statement re procedures For adapting licensing 
process to include implementation of TMI rec ummendat i un* 

Resumption of facilty licensing pending 
HENDRIE. JM Commission 79/12/07 lp 


— 8001150341 Responds to 791108 ltr re delays in facility licensing NRC 
will Issue policy statement re procedures for adapting 
licensing process to include implementation of TMI 
recommendations Resumption of Facilty licensing pending 
HENDRIE. JM Commission 79/12/07 lp 


— 8001150330 Responds to 791108 Hr re delays in facility licensing NRC 
will issue statement re procedures For adapting licensing 
process to include implementation of TMI recommendations 
Resumption of facility licensing pending 
HENDRIE. JM Commission 79/12/07 lp 


BOO 1290271 Comments on VEPCQ 000117 ltr to NRC re licensing of North 
Anna II Cites util concern that NRC not actively pursuing 
review on same schedule as Sequoyah I Supports view re 
simultaneous issuance of licenses for facilities 
WHITEHURST,© W House of Rep BO/Oi/23 lp 


DOCKET 30-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


A App I ica tlon/cona true t ion stage documents it correspondence 


8001030763 Forwards Coastal Zone Mgt Act federal consistency 
•certification submitted to NRC in conjunction w/licensee 
application to receive nuclear fuel t* operate plants 
HE1DEL.C M Detroit Edison Co 79/12/14 Ip 


«■»•* BOO 1 030769 Advises of adaption of approved coastal ion* mgt program to 
facilitate protection f< responsible development of Ml 
coastal lones Const U operation will be consistent w/ 
program 

HEIDELi CM Detroit Edison Co 77/12/14 2pp 


8001180035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented In licensing review 6 radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
IP 


- — 8001100061 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Qranch 79/11/30 17pp 


8001210203 Comments on draft Reg Guide 1 97, Revision 2 inclusion of 
Type D U F variable classifications greatly weakens thrust 
of guide 

JENS. W H Detroit Edison Co 00/01/16 9pp 


G Inspection reports. IE Bulletins U correspondence 


0001020098 Forwards IE Insp Rept 50-341/79-22 on 791023-24 No 
noncompliance noted 

FIORELLI.G Region 3. Chicago. Reactor Construction Engineering 

Support Branch 79/11/19 2p p 


—8001020103 IE Insp Rept 50-341/79-22 on 791023-24 No noncomp 1 i anc e 
noted Major areas inspected plant tour Sc resolution of open 
items 

KNOP.R C , PHILLIPS, H S , JABLCJNSK I , F J Region 3, Chicago. 
Office of the Director 79/11/13 4pp 


8001 100266 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra <ARS) w No action or response required 
KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/12/13 

lp 


8001230147 Forwards IE Insp Rept 50-341/79-23 on 791106-09 No 
none omp 1 i once noted 

HEIBHMAN»R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/12/17 2pp 


—8001230149 IE Insp Rept 50-341/79-23 on 791106-09 No non c omp 1 lance 
noted Major areas Inspected pr cop e r at i ana 1 test program, 
select licensee procedures for r bc e 1 p t, revt ew fcc disposition. 

8 < review of administrative controls 

LITTLE, W , MCGREGOR, L . MANRA, F Region 3, Chicago, Office of 

the Director 79/12/11 4pp 


8001220011 Forwards response to IE Bulletins 79-19 & 79-20 Requests 
that NRC response be directed to radiation safety officer 
in engineering research dept 

HEIDEL, C M Detroit Edison Co 79/12/19 lp 


— GOO 12200 1 9 Forwards response to IE Bulletins 79-19 *< 79-20 re handling 
of raduaste Low level raduas te not normally generated If 
sealed sources expended, matl will be returned to 
manufacturer Proper procedures to be instituted at Facility 
COLLINS, R V Detroit Edison Co 79/12/19 2pp 


800 1 000336 Forwards IE Circular 79-25. "Shot* Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/12/20 

lp 


8001220125 Forwards response to IE Bulletin 79-25. "Failures oP 
West inghouse BED Relays In Safety-Related 8ys " Relays 
not in use in safety-related sys 
HINES. E Detroit Edison Co 79/12/HO 2pp 


8001110009 Forward* IE Info Notice 79*33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J 0 Region. 3, Chicago, Office of the Director 79/12/26 
ip 


SOGU 10276 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cable* for HPCJ It Automatic Depress ur 1 1 at ion 8ys " No action 
or response requested 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/12/26 

ip 


8001100011 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER. J 0 Region 3, Chicago. Office of the Director 79/12/27 

iP 


80010904B1 Forward* IE Info Notice 79-37. "Cracking in Low Pros sure 
Turbine Discs " Na response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/28 

ip 


BOO 1 160302 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping elbow No specific action or 
response required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/12/20 

lp 


8001100210 Forward* IE Info Notice 79-35. "Control of Maint & Essential 
Equipment " No action or response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/12/31 
Ip 


8001220036 Respond* to IE Bulletin 79-03. "Longitudinal Wild Defects In 
ASME 8A-31 2 Type 304 Stainless Steel Pipe Spools Mfg by 
Youngstown Welding 6 Engineering Co " Util expects further 
guidance from NRC re optimum method for examining spools 
HINES. E Detroit Edison Co 80/01/02 2pp 


0001150134 Forward* IE Info Notice 00-01, "Fuel Handling Event* 11 No 
tpeciflc action or response required 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 80/01/04. 

lp 
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C’ 3 l»4C?i5 Faruarii 8*0104 '*?no in reponic to IE Bulletin 79-02* 
2 ’Pice Sjctcrt Base Plat* Designs Using Concrete 
Eipai.aicn A chor Bolts " Util policy prohibits use of 
ccrcret* blocks tc support permanent plant feature 
HlNsS £ Detroit Eaiscn Co 60/01/0? 4pp 


8D0llA05faG Motifmi that liconsuw boo 6 <? t* r i miabJe to piop»»iO l 
final responses to unrenolvod utiuc.tr Uni quOntinrtn i v 
concrete black walla Con30r|u<?nt 1 ij ■ P ) ant *>y n Brant h piiftiUh 
of SER had not been completed 
GRAY. J fl Hearing Branch 1 79/ 11/16 »>pp 


«G'J|J'*Gi34 Fi'-ards IE Circular 80-01. "SvC Advice for G£ Induction 
Disc Relays uj response required 

hE^rLER, j C Region 3 Chicago. Office of the Director 80/01/17 
!p 


S Bepcr tab 1* occurrences. L£9* i, related correspondence 


fa Cl ! 1CG14 «ck receipt cf 791507 mtrrio rept re problem w/Aga$tat 
relay mjHin used in primary c ontainrrent monitoring sya 
Requests t fc at C5-pUtior jf final rept be ejpedittil 

FlD4EL£l <J Region 3 Chicago Reactor Construction 4 Engineering 

Sippar* Bra-i:n 77/12/19 IP 


60011J0C32 Act receipt of 79J5D7 interim rept re closure springs for 
fire darpers installed in reactor bldg heating, ventilation h 
air ccrjmc-urj **, Requests that completion of final rept 
be expedited 

FIORCLU c Region 3 Chicago* Reactor Construction & Engineering 

support Branch 79/12/19 ip 


300HiOG76 Act -eceipt of 791130 order m interim opeial loti of i 
Staff currently assembling info bearing an seismic ?< ntfter 
issues in proceeding A «ji 1 1 supplement this info to i»r* 

791207 

C/JAV.J F? Hearing Brent P 1 79/UV04 Ip 


6001030670 Certificate attesting that liiunsoo /VI 209 tli to in? 
Region 9 w^a served 79120/ on all parties in p r n< o od 1 n U 
2 IMMERMAN, 0 A Portland General Iloctrii <,o 7V7 1 *Vlii 


-6001030977 Submits results df “( ompnt 1 tfe Ua 11 Mason f If 11 1 ru t tn 
Interface Bond Tasting ’■ 

LANE. C R Northwest Tofttinfl Luburatm i in. /V/ J I / 1 ■? I p p 


-*•9001030383 ’’Tost of Ma^o’sry Qoud Tension to Condole I ore In H 
Block Walls. ‘ Special Plant Teat Rtotbdi/'o '3Pf-&l rest 
evaluation h supporting do commit At ion om V 

YUNDT.C p Portland General Elintrir Co 79/1 j /ID MJpp 


51/01140443 Interim d*fi £l *ncy r<pt on 79 j 207. five Westlnghouae 
feund defective in four distribution cabinet* Review being 
inducted to determine of problem Final rept will be 

Submitted by 800307 

FAHR^ER.W J Detroit Edison Co G0/0|/07 lp 


swi tches 


■6001030893 "Evaluation of Toots of Itntllo Bond Utienflth of Coi 
Block to Fill in Trojan Nuclear i'ouitir Plant Niidr I’nrUrutd 
QR 1 Supporting documentation entl 

* Wiss. Janneg , Elsfcner A Association, (nr WJt“/7/3l 79, 

29pp 


BOOl|3Gfv3 Interim deficiency rept 
in distnfiutior Cabinets used to 
instrjmentaticn K control Review 
will be submitted by fiQ05D7 
FAHPhER U i Detroit Edison Co 


re defective We* ting bouse switches 
distribute power for plant 
being conducted Final rept 

SO/D 1/07 lp 


BOOl 020034 Notice of 7V122Q speci, 
operation in PortJand.OR Public 
appearance statement* will be s 
session 

MILLER, M E Atomic Safety and i 
4pp 


il hearing on futility interim 
participation re limilud 
hodoiod au flubscquiH'i t 

l l Dim i ii«} Hoard Panel /WUVW' 


”l K0 ,lna t « —m-B.d 

III , . d0 " no{ con«,d, r rtp{ , )nl ] Manufacturer 

^U7 t ir^:\i/u2T * ' va!ua ‘ ,on ° f 

sl^'^nc Ch !“ 9< ’' fl, * t,0r ^^ et , on «. en 9 )fieerin» 


8001030064 Notice of 791230 public hearing 
interim operation motions A nrdoi n 
MILLER, M E AtomlL Safety and Llconoincj 
lOpp 1 


i u spi omi c c mu i i p r a 1 1 
Hoard Panul /V/UVi ’ 


L Cangressicnal/Eiecutivp Corn spondpncp 


l s ai5?n:r.;T;jJK info 

B PP * E'ecut.ve B.rector far Operatiaa* 


rJUCI - EAR p *-«-T. pdstlanb oenebal electric 


; : r R ff; f ,f? o% ‘ r'r; c* : f r o,j n <* 

'»/MT29 K »>rec*or far Enjine.Tlwa E Project* 


BOO 1030354 Forwards R* 
‘ref IOCFP2 790) 
CCODWIMjC Portland 


emon 3 of security pUn PGE-1017 Plan 
General Electric Co 79/12/26 Ip 


wi thh e J d 


r"' 1 t0 740701 ' 

fernen, e ,„, rlt c „ e0/0 , /Bg ?<ff 


c0r Ffspondence 


t'f'T'MtJv* Session 79-30 r* SECY-A 79 sa 

S'« !i,;s:r’.r T si^:;r fa, " a * **>'• 8LAD - 

“ F ‘ a * s — .r u. w/10/l8 


r»/i*» ALAB-331 Usues'rai 1 ’i" 5 ° f Co ' nfflisllon d B ci Sl 
fill t. r * r ra ‘ rl ' l5la,,d decision 
ifktsefitifij views B ncl C h * Commissioner Bradford 
CH1LK.S j Offir# ^ 

th * Secr «Ury of the commission 7 - 


. Qf DJ BlflOhl 791200 *mu* Vi t 
vlOHNSON.R W Portland Oenoral Cloctrjr Co 


79/ 1 5V 1 Zi 


lp 


"’ 80 «ii??^ 7 .a°r?!: d ’u'"i5 ,Jn ““ td pnged at /■„!■«* 

?•** ,n Oethesda, MD re LCH 79 -j;^ », 

BR fHL.D J Portland Oenoral Electrii Co 79/ IP/!'} *!Upp 


-■“8001100050 "Compress ivo 
Wall* " Add! info ra 
end 

ALLfcN, M H , MQNK. C D 
Foundation 46/10/.J1 


ft Transvar* a 
masonry wa i 1 d 

Bt rue tui al 
46 pp 


(Strong th Tostn or fl-hlCh Hr 
*< Certificate of Eivc 

Cloy J'roductfl Roiii«rch 


vtin le’* !5 r !* , «’' d ”iaau.ASLB ahould ru!* ur. 

AXELRAD M ' T m F ‘T’ 4 *" ,r SI n»»H WXLer t i f 1 ca tc of Uvc 

Portland O.nerat EuJJ^cTo"' *W » " 

80 hearinjs UnMcSJgafS'JJfaJ',’** 1 *”"" 1 c.pcdtUflB fncUtl 

fe fc .sv M, *;i ’ : ;r^,r ,,l “' ,t * of • ci,r ’ ordiL 

Affiliation Unknown 79/12/17 lp 

in light of^ne^gy^shortan* Rupporte reopen i rig of faz I 

STEQLAND.M Affiliation l/nknown 79/12/21 2pp 


BRA1DWD0D, J Affiliation Unknown 


79/12/27 


-*•8001340272 

Paci 1 i by 

teoart, D 


A ff,Mr «ver ener 

Affiliation l/nknoujn 79/12/27 




evaluation rTpropasod^od^i n°6 ° T>dD1 ' to ^covid* info 
CM Trammell * KS Herri „„ in V i 1 Com Pletoii by Q00214 

/, ; "M b,r * re 1 ” n9U " f 

Hearing Drench 1 79/12/J9 9pp 


nfo Safety 
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6001210085 Limited appearance statement Requests that facility resume 
operation & that antinuclear demonstrators be prohibited 
from using electricity generated by nuclear p uwpt plants 
PUCKETT, KE Affiliation Unknown 79/12/19 lp 


8001090029 Answer in opposition to interveners E Rosolie & N Bell 
79120B motion to reopen Phase 1 evidentiary h oaring, revoke 
interim OL & compel full disclosure I ntervenors ' allegations 
re IE Bulletins 79-13 U 79-14 unfounded 

AXELRAD, M . JOHNSON. R H Portland General Electric Co AXELRAD, M 
Lowers tain, Newman, Rbi s. Axe Irad & Toll 79/12/20 13pp 

— BQ0I090034 Affidavit re licensee responses to IE Bulletin 79-14 on 
piping sy 5 seismic analyses Attests absence of relationship 
betueen nonconformances noted & design deficiencies 
considered in proceeding 

QROEHL, D J Portland General Electric Co 79/12/20 Qpp 

--0001090037 Affidavit re onsite marijuana smoking by security guards 
Arrests mentioned in intervenors' 791208 motion were 
initiated by police following underco/cr investigation 
Certificate of Bvc and 

STREET, M C Portland General Electric Co 79/12/19 5pp 


8001160330 Requests ruling re rotmicm of ASLD 791130 order , during 
791223-29 hearings Prompt decision on need for energy Is 
advised due to energy shortage Response to ASLB 791130 order 
will be served on 791221 Certificate of Svc end 
OSTRANDER. F H . SANDVIK, fl M Oregon- State of 79/12/20 4pp 


0001090046 Response to licensee 791208 motion to rescind 791130 order 
ra shutdown of facility should be restricted if based on 
safety concerns over passage of time Order unnecessary if 
based on concerns oVBr reaction force problem 
GRAY i J R Hearing Branch 1 79/12/21 5pp 


--S00109Q049 Joint affidavit re review it ^valuation of as-built control 
bldg interim operation Block wall reaction force problem 
must be satisfactorily resolved before resumption of 
operation Problem chronology end 

HERRING. K 9 Engineering Branch TRAMMELL, C M Operating 
Reactors Branch 1 79/12/21 Bpp 


— 0001090092 Supplements 791022 ltr re concrete block wakl/plpe hanger 
structural prob lems, sub j of 791220 discussions States NRC 
understanding that util will resolve r e-e va 1 u« t i ons per 
LER 79-15 

EWGELHEN.R H Region 3, San Francisco. Office of the Director 
79/12/20 Ip 


□001110003 Response in opposition to intervenors' 791114 motion to 
compel licensee response to 791114 interrogator i os Includes 
motion re Interrogatories 1-4 f&r protective order on basis 
of irrelevance Certificate of Svc end 

CARR, A V , JOHNSON, R W Portland General Electric Co 79/12/21 

IQpp 


□001140132 Response in opposition to E Rosolie & N Bell 791208 motion 
requesting ASLB to reopen Phase I evidentiary hearings 
Request to revoke interim operation authorisation & to fully 
disclose security problems should be denied 
GRAY. J R Hearing Branch 1 79/12/21 23pp 


B00I 170297 Responds to A9LD 791130 order re Interim operation Need for 
control bldg mods based on econamoic it energy cqncerns.not 
public health t< safety concerns Operation should resume upon 
resolution of end issues W/Cert i f icate of Svc 
OSTRANDER. F W Oregon, State of 79/12/21 4pp 


8001210009 Request to make limited appearance statements at facility 
licensing hearing 

HOOVER' A M Affiliation Unknown 79/12/21 Ip 


□001210017 Opposes resumption of operation, of facility Requests 
procedure far written limited appearance statement 
ROLL, R W Affiliation Unknown 79/12/27 ip 


8001220122 Forwards current h updated info re wall problem, in response 
to ASLB 791130 order Mods to pipe supports k restraint* 
completed 791221, per LER 79-15 

JQHN50N»R H Portland General Electric Co 79/12/27 lp 


* — 8001220124 Submits followup to RO 79-15, Bupp Is 1 t* 2 Analyses it 
evaluation* completed Mods associated tu/one seismic support 
performed it completed on 791221 Power operation will not be 
resumed until further ASLB order Certificate of Svc end 
DROEHL.D J Portland Genoral Electric Co 79/12/27 4pp 


8001220144 Clarifies State of OR views on interim operation Resolution 
of pipe support U block wall problems will be satisfactorily 
conducted per IE 791022 immediate action ltr ASLB 7BI221 
order provides sufficient direction Certificate of Svc end 
SANDVIK, R M Oregon, State of 79/12/27 4pp 


B001QB0424 Forwards responses to NRC request for addl info re LER 79-19 
concerning piping reaction force problem* NRC has completed 
review of enc S responses t has approved return to power 
Operation resumed 791231 

JOHNSON. R 11 Portland General Electric Co 79/12/31 Ip 


— 6001080429 Advises that schedule for implementation & documentation of 
confirmatory testing program will be submitted following NRC 
review Certificate of Svc enc 1 

BROEHL, D J Portland General Elertric Co 79/12/31 3pp 


— 8001060435 Advise* of resolution of problem* re steam generators 8, 
single— wyth- 0 , mortared daub le-wy the it composite block/ 
concrete walls, as described in LER 79-15 NRC question* 8. 
util responses encl 

ENQElXEN.R H Region 5, Ban Franclicn, Office of the Director 

79/12/31 4 3pp 


□001180023 Eipreases apposition to restarting facility, to starting any 
unsafe nuclear plant *< to use of any form of nuclear enerqy 
GOLDBERG, D , RINK.L ♦ CDHEN.L fi Affiliation Unknown 79/12/31 

lp 


8001220139 Forwards licensee responses per ASLB request to be informed 
of status of piping reaction force problems discussed in LER 
79-15 R«— eva I nations resolved to satisfaction of NHC 
Operation resumed on 791231 Certificate of 8vc encl 
JOHNSON, Ft W Portland General Electric Co 79/12/31 Jpp 


8001250025 Completes svc of State Df OR, Exhibit M-/, received into 
record at 79122Q hearing on motions Forwards President 
Carter executive order A OR Public Util Commissioner 7BI 106 
Order 70-23 

SANDVIK, R M Oregon, State of 80/01/02 20pp 


8001150393 Submits status rapt per ASLD 791130 order Black wall 
reaction force problem solved Safety evaluation ra proposed 
mods to control bldg underway 
GRAY, J R Hearing Branch 1 80/01/04 2pp 


— 8001130396 Advises that block wall reaction Force problem described in 
LER 79-15 has boon resolved to NRC satisfaction Reactor 
power operation may resume 

CNGElKEN, R H Region 5, San Francisco, Office of the Director 
79/12/31 lp 


8001110463 Provides info far informing ASLB of plant shutdown on 
600106 

GFIOEHL, D J Portland General Electric Co 80/01/07 lp 


—8001110470 Responds to 791229 order that ASLD be kept informed of 
plant shutdown* Forwards util BC0107 Hr 

JOHNSON . R H Portland General Electric Co 00/01/07 lp 


— BOlMl 10476 Forwards list af request* for design chahges associated w/ 
mod program Certificate of 5vc encl 

JOHNSON, R W Portland General Electric Co 00/01/07 4pp 


BOO! 160334 Advise* per ASLD 791229 order that facility ua* shut down on 
□ 00106 as result af loss of vacuum in turbine bldg condenser 
A due to lubricating oil drain line crack Line repaired h 
plant returned to power on 800107 
ORAV.J R Hearing Branch 1 80/01/07 lp 


0001310157 Certifies svc of util B00107 ltr re operating status of 
facility & list of requests for design change 
JOHNSON, R U Portland General Electric Co BO/Ot/07 Spp 


B001170530 Responds to 791227 ltr expressing view* on resumption Of 
operation % inquiring about limited appearance procedure 
Statements will be accepted at any time it will be made part 
of record 

GRAY, J R Hearing Branch 1 BO/Ol/il 2pp 


8001300108 Requests ASLD order encl corrections to transcript of 
791220-29 Certificate af Svc encl 

AXELRAD, H , CARR. A V , JOHNSON, R W Portland General Electric Co 
80/01/16 4pp 
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..„ r ;r, facility t * returned to svc due to rising 

i--C«*fTT M Affiliiticn Unknown 79/12/1? Ip 


l^ji j i r ^s.iei » *■ e t ur e ristart irij of facility for economic 
- 9 » ’ ' . 

r - hM.IkHS’ Onlr’d-n 79 / 12/26 Ip 


i, r-e-ti -r cp»r*ticr cf facility Supports restart of 
-s * -J* 3 f nji*ea- pc-»r in general as alternative 
*h _{ | nf ^ »*f j ;i 4 '[» 5,1 Believes that util is doing 
a -if 4 in i* ; c melt to ra*e facility safe 

I? ~ c Affiliation lrlro.fi “79/1 2/ZB lp 


1 * Udfi*' it, irt(,rration 


j ZZ-J Fs-i-a-Si Erjc'»e'-ent 2? to NSLlA Policy NF-225 L endorsement 
' IQ -J .ell-, M~56 

w L c lM F F P^r^Ia’iS dereral Electric Co 60/01/22 4pp 


’Ik'-jT.U Enjorsenent 40 to NELIA Policy NF-225 

i '-** k N r a* 1 1 ar j Oereral Electric Co 60/01/22 2pp 


B 001140476 Forwards schematic drawings indicating mods to f q« ilaia to r »y 
indication devices* in response to NR( / 9012 Q rei|i»mt 
ZIMMERMAN. G A Portland Otnur.il Cl or trie Co DO/ 0 1/04 I |> 


— 9001 1 4047 B "Block Diagram Typical Instrument Loop Utilitmq Oocouplii 
Isolator " 

■* Portland General ElectriL Co ? l ?t\ 2/31 Jp 


0 OO 11 SO 445 Notifies ot- reanalysis of P.irilitien usinq Feb l?/L? vrrllun 
of fuel rod model At two plnntG allowable peaking factor 
limit increased At two plants factoi limit deci eased Onmora 
will forward new c a 1 c u 1 a L i nns , u s i nq lob 19 /fl motli»l 
ANDERSON, T M Teledyno Cast Products RO/Ol/l )/ |p 


9001150423 Responds to NRC 791109 U J/ ltrs re info nil now NM, fuel 
cladding strain t fuel assembly blockage models h compliance 
W/10CFR50 46 Currently operatjnq under J979 West i nqtiouso 
ECCS model modified in 197Q 

GOODWIN. C Portland General Electric (» 90 / 01/09 6 pp 


BOO 1 ] 50440 Forwards NRC sample calculation comparing use of tramvgl uo 
shear force directly from 'iTARDYNE output W/c a 1 c u 1 a 1 1 on# 
from displacement ^ rotation output From same analysis 
Certificate of Svc enc 1 

BROEHL. □ J Portland General Clectrir <o 00 / 01/09 []pp 


t ii.ei-j* stage flccu*(nts 5 correspondence 


1 * i r t#T i * position on eentainrent purging !t venting 

d_-l«j **'*i*-r 4 ji c.eraticn pmding resolution of isolation 
Il.e C;« anility Ur-it-ert to comply w/erel position 
***j iff it -i tted vithir J5 days 

a rperatmg Reactors Branch 1 79/U/19 5pp 


1 fc-^a» 3 s h:v 1 ? 7 ? Revision 1 of branch technical position on 

-ire^r raliatir -* -*a s « * ir»r ts re radiological environ 
r j pr-j-a-i retirements Revised stds being 

iwjU-s-tes i" CL appl i«.an<- re.teus f< Tech Spec update 
,4MMJLL U F Dumci of Operating Reactors 79/11/27 35pp 


*' lj Forwards N5S3 .erdor t fuel supplier ltrs re impact of 

»* 3 i nj r«it.rg-rat* dependent burst temp effects on 
r-Jttre ti^e ». s tra in, 1 1 cc It age Ltrs uill help licensees 
reia^d to *>C 7VHC9 Ur re rupture strain it flow blockage 
*■ I-t'.N'jT l G Dwm?n of Operating Reactors 79/11/27 2 pp 


k lj Aj/iie, that Bulletin fc Orders Task Force has approved small 

“j * 41 - A for operating plants Provides schedule 

af utils 1 5 be audited to assure successful incorporation of 
* ,! ^f r R-*3» r *i Ajdit pun end 

t’aFNl-'j’ C ^ Civisicn of Operating Reactors 79/12/17 12pp 


*1 "lu4.5il of 79I2D5-06 meeting u/util f, Bechtel re 

mission of LE? 79-19 wherein certain problems w/masonry 

”RAr*MLi L C n Cperating Reactors Branch l 79 / 12 / 1 ? 75 pp 


1C Tt-'J "tt 5um4iaTijes 7912C3 
Lessjes Learned Task Force 
T-J AMTELL C H Operating 


tel con w/util re implementation -of TMt 
recommendat ions 

Reactors Branch 1 79 / 12 / 1 ? 3 pp 


-IL4:6«H Fcr»a«ds W:AP-7410L 
Tr**it«utters Prpdwction Let 2 
'j affida.it end p r09 ,. Mtar 

luC f* T^i^i ' 


'Qualification Test of ITT/Barton 
Application for withholding 
version withheld Iref 


Ah,CE»5CN T » Antibodies- Int 79/12/21 13pp 


t 

HCAF.-74.0L 79/ls/z0 „„ 




j ^^ 2C443 Fsr»*ards Class 111 
VvOOwiN-C Portland General 


#** r« 791224 License Change Application 
Electric Co 79/12/27 lp 


&W1C9G2-45 ft»jpo*at to NRC 79 icvfn u. 

orjuiaet add info on NRC short-ter« r Tfir U Li! taTV fBe<lL ' at • , ' »V» <« 

Jeik Fprct tecpitMtiendations L6S50n3 i-aarned 

-XO^C P4,«wn. n „,.. c C . W/1M| llpp 


Eo-wardi ad d j 
r arce action u»as 

gnli!" 

SOCtWZN C Airland Cf 


re NWEG-057B short-term Less 

r”uJms , r 2 tf ! 5,9n {58taiU 0f mod5 
items required to be completed 

nerai Electric Co 80 / 01/02 43 p 


Learned 


BOO 1 250391 Forwards sample calculation comparing iiqd of tran«VB-TUW 
shear forces directly from ‘ITARDYNL output u/forcoi 
calculated from displacement ♦. rotation output from same 
analysis Certificate of Svc enc l 

BROEHL, D J Portland General i loctnc Co DO/OJ/C 9 Dpp 


B 001 160406 Forwards response to NRC 791001 Itr re generic isnu* of 
degraded grid voltage Requested mods will bo rumple tod 
before startup of Cycle 4 . in late ‘jpHnq nr early Summer 

GOODWIN, C Portland General Electric Co DO/OJ/ll jQpp 


8001220366 Responds to NRC 791119 position r o containment 
yalve operation Purging f, venting perfnimed when needed 
improve working conditions 

LINDBLAD, W J Portland Genera) I'luctrli Co (JO/Ol/14 


pur go A. 
to 


.>pp 


van t 


8 ™‘f‘°^ a n-«POBd* to NF)C 79 1 3 L '7 Ur ro urno) I brook 1 . 0 CA opovot.lr 
!" 0 J Aoxliarg foodiootor flow critorlii rovlou 
indicated that revised criteria do not conflict w/other 


operational restrictions in lorre 
MILLER, d R Portland General riocttlc Co 


thor 

no/01/25 7 pp 


BO nirc“M,^ c r n« e J E ’" 5P RC ' , ‘ to-™'”-''’ •» 791001 -31 No 

5upport? Qroncb ^ " S p J " " ‘ *' “ C ”' Oo, N„c 1 . 4 , 

"' 80 nited°Mi,ir orea HBpt 3 °" 3 J 4/ /9 ‘' 1 V on ^1001-31 No none ump 1 1 « n c o 
. hl * Jor orQQ5 ‘Rspected physical flocur 1 tu . ma int. p tant 

rLrsoncv’MonMJs* 110 " '* <,d0,ln 1 a 4 r0 c * "*» ‘^vpll lonco 4 

EES*," ' 8 SS'S 9 ’ 0 «.„ n F tb. 

Operations Nuclear Support Brant "'"V muSo ^ 

— - 

79 / ! 2 /lo 7 P R ” 8 “’ n 9 ' 8an Off‘eo of the D.r.rtor 


0 0 able? , forT.PCI d t Automat N °J lC “ ? 9 -aa. "Ooparotlon of electrical 
iiidfi «?<« V Automatic Dop r as »ur 1 1 a t i nr Sus » No 

eNOBLKCW » u r 05 P ° n50 requested V 

79/fj/l. V P RB9, ' ,n 5| Fr anc i sco. Office of tbe Director 


None are in use in saf otu - re U t ed la uo-se r ids twitches 

COODU.Nr c Portland Oencral ^Electric Lo » /1B/ai> 

cifl4uT><f ° f p*i***i 

response requested fttceas Hatches No specific action or 
79/l2/26 ,R lp Hfl 9 io ^ ’5- San Francisco, Office of the Director 


He at Exchangei 
ENGELKEN.R H R e g it 
79/12/27 i p 311 


Notice 79-34. 
No action or 
San Francisc 


"Inadequate Design of Safety- 
response required 
o» Office of the Director 



DOCKETED ITEMS 


□001020-498 Forwards inservicc msp program for second 40 months of 
first 10-yr interval* m support Df License Change 
Application 26, Revision l Action noui completed 
GOODWIN.C Portland General Clertnc Co 79/12/20 Ip 


T Hearing transcripts on non-antitrust matters 


8001100140 Transcript of 791220 hearing in Portland, OR Pp 3, 2)6-3,424 
• Atomic Safety and Licensing Board Panel 79/12/20 2l3pp 


— 8001020505 Inservite msp program for second 40 months of first 10-yr 
interval 

*■ Portland General Electric Cn 79/11/30 51pp 


8001100133 Transcript of 791229 hearing in Portland, OR Fp 
» Atomic Safety and Licensing Board Panel 79/12/29 


3, 427-3. 44B 
25pp 


0001100090 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs 11 No response required 

ENGELKEN, R H Region 5, San Francisco Office of the Director 
79/12/28 Ip 


0001 150043 Forwards IE Info Notice 79-36, "Compute? Code Defect in 
Stress Analysis of Piping Elbow " Ho specific action or 
response required 

CNGCLKCN, R H Region b, San Fiancisco. Office of the Director 
79/12/31 Ip 


BOO] 150:257 Forwards IE Info Notice 79-J5, "Control of haint S» Essential 
Equipment " No response required 

ENGELHEN,R H Region 5, San Francisco, Office of the Director 
79/12/31 Ip 


BOOl 150075 Forwards IE Info Notice 80-01, 'Tool Handling Events " No 
specific action or response required 

ENGELViEN, R H Region 5, San Francisco, Office of the Director 

80/01/04 Ip 


8GO130Q623 Forwaids IE Bulletin 79-010, "Environ Qualification of Class 
IC Equipment" w/a t toe hmen t 5 Action required 

CNGELHEN. R H Rngion 5, San Francisco. Office of the Director 
80/01/15 45p p 


BOO129O0B2 Forwards IE Citcular 00-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

ENGEL KEN, R H Region 5, San Francisco, Office of the Director 
80/01/17 Ip 


R Periodic operating reports f < related correspondence 


B00115Q5Q5 Forwards monthly operating rept for Dec 1979 
VtlNIDT , C P Poitland General Electric Co 00/01/02 ip 


— 9001150500 Monthly operating iept for Dec 1979 

0A t R , C Q Portland General Electric Co 80/01/02 q p p 


U Congress i ona 1 /Exec u t i vd Correspondence 


0001300007 Urges expedient resolution of ASLD 791220 hearing re interim 
plant operations, due to anticipated water shortages & 
subsequent power shortages 
PACKWOQD, D Senate 79/12/21 lp 


DOCKET 30-346 DA>/1S-BE55E NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency */ fire protection plans 


8001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates encl 

GRIMES. D K Assistant Director for Engineering it Projects 
79/11/29 4pp 


8001 1403B2 Forwards preliminary upgraded emergency plan, in response to 
NRC 791010 Itr Description of emergency planning activities 
entli available in Central Tiles only 
CROUSE, R P Toledo Edison Co 79/S2/27 lOpp 


0001240402 Forwards iev»sed emergency plan for facility Requests 
comments Plan available in Centre) Files only 
CROUSE. R P Toledo Edison Co GO/OI/16 2pp 


8001390394 Notification of 000219-21 meeting w/s fca t e , 1 dc a 1 U federal 
govt representatives rs emergency planning Submits schedule 
WELLS, C E Toledo Edison Co 00/01/22 3p P 


G Adjudicatory correspondence 


000121007? Forwards order to show cause, in response to util intention 
not to implement al 1 Category A TM1 Lessons Learned Task 
Force short-term requirements by 000131 Methods of 
implementation completed by 00010) should be described 
DENTON. H R Office of Nuclear Reactor Regulation 80/01/02 Spp 


S Reportable occurrences, LERs t related correspondence 


8001020454 Submits followup to RQ-79-J5 All analyses ?, evaluations 
completed Summary of corrective actions on pipe supports l 
restraints provided Power operation will not resume until 
further ASLD order 

DfiOEHL, D J Portland General Electric Co 79/12/27 3pp 


8001020450 Forwards util 791130- Itr to NRC Region 5 summarizing all 
mods to pipe supports t< restraints W/o encl Certificate of 
Svc encl 

JOHNSON, R W Portland General Electric Co /?/ 12/27 3pp 


0001110530 Provides followup info re LER 79-15 Confirms completion oF 
analyses l< evaluations to pipe supports !, restraints 
Corrective aetttons completed on 79)220 Operation will not 
commence before results of r e-oval uations resolved 
DROEhL, D J Portland General Electric Co 79/12/27 2pp 


0001030504 Responds to NRC request far add l info re LER 79-13 Forwards 
inPp re confirmatory testing program on model doub)B-black 
masonry composite walls Schedule will bo established for 
completion \ documentation of results A conclusions 
DROEHL, D J Portland General CTertr»c Co 79/I2/J1 4Dpp 


00 Q1 150931 Forwards LER 79-016/03L-Q 

YUNDT.C P Portland General Electric Co 00/01/04 2pp 


000 1 1 5 034 1 LER 79-016/03L-Q qn 791208, routine insp found leaking pipe 
in primary coolant charging sys core component pot mini flow 
line* Caused by crack developing at gayge marks left on pipe 
surface from improperly installed 2-inch welded pipe 
PERRY, J C Portland General Cloctric Co B0/Q1/04 lp 


B00124Q492 Forwards confirmatory info to NRC 791229 Question 1 re l ER 
79-13 concerning stresses in wells due to thermal gradients 
Masonry walls subj to thermal gradient across thickness will 
undergo deformation Certificate of Svc end 
DROEHL, D J Portland General Electric Cq 00/01/18 Upp 


— 8001210082 Order to show cause why licensee should not implement 
Category A TMI Lessons Learned Task Force short-term 
requirement* by 800)31 Failure to comply should bo justified 
by timely documentation 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


6001280440 Director's decision per 10CFR2 206 re Toledo Coalition foi 
Safe Energy allegations ci f Inadequate emergency & evacuation 
plans Denies request for OL mud du« to immediate steps 
presently taken to upgrade plans 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/1/ 3ipp 


— 0001200451 Notice of issuance of director's decision per I0CFR2 206 
denying Toledo Coalition for Safe Energy 790424, 0323, 0612 !< 

0709 petitions for OL mod 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/17 Ip 


j Insurance s, indemnity information 


BOOl 220353 Forwards Endorsement 3 to MAELU Policy XD-61 

CORREA, G Marsh t McLennan. Inc , M & M Nuclear Consu 1 tanti, 1 nc Div 
00/01/17 2p p 


0001290347 Forwards Endorsement 30 to NELIA Policy NF-236 

CORREA, C Marsh *< McLennan, Inc , M & M Nuclear Consul tants, Inc Div 
00/01/23 Spp 


M Antitrust correspondence 


9001230150 OrdeT qranting extension until 000131 for Commission to 
review ALAB-560 

CHILK, 8 J Office of the Secretary of the Qomthi 5 B i on 00/01/14 

lp 
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DOCKETED ITEMS 


P Operating licence stage documents i correspondence 


790511Q044 Comments on proposed transfer of lead responsibility 
design changes necessary to minimi** single non-nuclear 
ins troment failure should be considered by Of* of Nuclear 
Reactor Regul afcion. re 7*70330 cooldown 

CREWS , J L Region 5# San Francisco, Reactor Operations Nucldar 

Support Branch 78/04/06 lp 


6001040390 Forward* Nov 1979 Revision 1 of branch technical position on 
direct radiation meat u remap t s re radiological environ 
monitoring program reguiramenfcs Revise** stds being 
implemented in DL applicant Tfivieui fr Tech Spec update 
GAHMILL.W P Division of Operating Reactors 79/11/37 35pp 


8O01O7O27& Forwards NS5S vendor t< fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effect* on 
rupture time L strain/blockage Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain it flaw blockage 
EISENHUT. D 0 Division of Operating Reactors 79/11/37 3pp 


6001140051 Gubmi fcs voucher for refund re 791003 application for 
license amend Application involves Class II fee, rather than 
Class III foe which licensee paid 
* Commission 79/12/05 Ip 


0001100224 Responds to 79U30 ltr requesting backup power for red 
emergency telephone* at sit* Facilities change request 
initiated 790126 Review completion expected by 791317 & 
installation approx four wlc* later 
CROUSE, R P Toledo Edison Ca 79/13/13 Ip 


0001070362 Advises that Bulletin k Orders Task Force has approved Small 
break LQCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful lncorpora t l on of 
revised procedures Audit plan enc 1 

EfSENHUT, D 0 Division Df Operating Reactors 79/12/17 12pp 


8001230034 Notification of 791220 meeting w/B 4M BtU licensees in 
Beth esda, MD to discus* control rod guide tube tuaar 
CORNER, E L Operating Reactors Branch 4 79/J2/17 5pp 


0OOS04O344 Summary of 791023 meeting uj/B&U owners group, BfcW, ORNL t DR ML 
consultants f rom Sc 1 enti f » c Appl i eati on s, Inc in Lynchb urg. VA 
rs Integrated control sys reliability analysis 

THATCKERi D Electric* Instrumentation f< Control Systems Branch 

79/12/19 1 3pp 


6001 16003? Forward s safety evaluation re preliminary design, for safety- 
grade anticipatory reactor trip* on loss of main feedwater 
ti/or main turbine generator 

REID, R W Operating Reactors Branch 4 79/12/20 2pp 


0001020443 Forward* addl info re small break LOCA c dnd i 1 1 on*, t n 
rasponiB to NRC 79U3I request 
CROUSE, R P Toledo Edison Co 79/12/30 4pp 


0001040535 Forward* add] response to 790B2I ltr, per joint NRC/BLW 
owners group 790913 meeting Addresses honeonefen* i 6 l e gas 
discussion fc small bTBak it power operated relief valve 
stuck-open discussion 

CROUSE, R P Toledo Edison Co 79/13/20 J5pp 


BO0SOBOO76 Forwards response to questions contained in 791321 ltr re 
evacuation S« decommissioning plan* 

DENTON# H R Office of Nuclear ReactoT Regulation 79/12/23 Bpp 


800 1040622 Submits add] implementation schedule* for short-term TNI 
Lassen* Learned Task Force requirements re safety valva 
position ind ication, r eac tor coolant saturation me ter# l eafcag o 
reduction program t design review of plant shielding 
CROUSE, fif P Toledo Edison Co 79/12/31 2pp 


0031100479 Forward* "Auxiliary Feedwater Sys Reliability Analyses for 
D6W Raattor*," & "Auxiliary Feedwater By* Reliability for 
Du»vi*-Bes se Uni t i " 

CROUSE. R P Toledo Edison Co BO/01 /04 Ip 


— G00HOO402 "Auxiliary Feedwater Sy* Reliability Analyses for G&W 
Reactor* " Revised for Davls-Besse 

HEAVER, W U , DORMAN, R W , EN2 INNA, R & 3M Co , Minnesota Mining b 
fifg Co DAW-1584 00/01/04 3lpp 


— 8001100406 "Auxiliary Feedwater Sys Reliability Analysis for Oavis- 
Beise Unit I " Revision 1 

WEAVER, W W . DORMAN, R W 3M Co , Minnesota Mining b Mfg Cd 
79/11/30 72pp 


6001160569 Forwards response to 791107 ltr requesting addl infg on 
DAW-1564, "Integrated Centro) Sys Reliability Analysis " 

Will pursue pouter supply reliability study to include 
intercommunication sys 

CROUSE, R P Toledo Edison Co 00/01/09 4pp 


6001290042 Notifies of generic concern re voiding transients on BLU 
plants Void formation may be taking place in hotter regions 
of reactor vessel Request* analytical prediction using 
transient analysis within 30 days 

REID, ft W Operating Reactors Branch 4 00/01/09 03pp 


8001100346 Forwards application to amend License NPT-3 by revising 
Tech Specs to delay reactor vessel internal vent valve 
testing Also forwards Tech Specs 6 safety evaluation 
CROUSE, R P Toledo Edison Co 80/01/10 ip 


— 8001180349 Application to amend License NPF-3 by revising Tech Bpeti 
to permit delay In reactor vessel internal vent valve 
testing 

CROUSE, R P Toledo Edison Co BO/Ol/10 ip 

- -BOO 1 100351 Revised Tech Specs Page 3/4 4-3 1 » a 1 1 ow i ng delay in testing 
of reactor vessel internal vent valves 
* Toledo Edison Cd 80/01/10 2pp 


— 8001*00354 Safety evaluation for delay in testing of reactor vessel 
internal vent valves 

DOMECK.C R Toledo Edison Co B0/O1/1O 2pp 


8001230030 Ack receipt of Class II fee for 791206 application proposing 
changes to Tech Specs re organ i i a t i ona 1 structure Amend 
review requires Class III Fee Util requested to romi t 
difference 

MILLER, W 0 License Fee Management Branch B0/O1/IO lp 


B001240443 Forwards proposed change to T\» <: h Spec* in support a t 
application for amend to License NPT-3 Amend allows delay in 
testing of reactor vessel internal vent valves 
CROUSE, R P Toledo Edison Co 00/01/10 2pp 


0001300546 Request* written evaluation Of lltil 791206 Tech Spec amend 
request re util orq ani ia t ipna i changes, consol idat mg nuclear 
Operations *< nuclear engineering under single Vice 
president 

EISENHUT.D G Division of Operating Reactors 00/01/10 Ip 


B001220430 Forwards list: of application* for amends to OL Requests 
approval before refueling outage scheduled for Mar I960 
Physical mods to several safety-related *ys will be delayed 
If license amends are delayed further 
CROUSE, R P Toledo Edison Co 00/01/11 3pp 


0001240460 Forwards response ta NRC 791119 request for addl info ro 
containment purge & vent sys used during normal operation 
CROUSE, R P Toledo Edison Co BO/Ol/lB Bpp 


8001290344 Forwards "Summary of Methods of Implementing Short-Term 
Lessons Learned Commitments Actually Implemented by BOO10C 
at Facility,' 1 in icsponse to NRC 000102 request 
CROUSE, R P Toledo Edison Co GO/OI/iB Bpp 


8001260300 Forwards responses to NRC 800102 show cause order re 
Implementation of Lessons Learned Task Force short-term 
requirements Requests operation of facility after Q00131 All 
requirements met except two equi pment-re 1 a ted delays 
CROUSE, R P Toledo Edison Co 00/01/22 8pp 


8001290358 Forwards response to Items 2 & 5 of NRC 791120 request for 
addl info re Tech Spef changes for seal injection Response 
to remaining items will be completed on B00219 
CROUSE, R P Toledo Edison Co 80/01/22 2pp 


0001310233 Responds to NIRC 791109 ?« 27 ltrs re ECCS evaluation models 
6 incidence of fuel rupture in facility model 0{,W 791102,09 
L 20 repts,on behalf of util, resolve NRC concerns Affidavit 
of RP Crouse unci 

CROUSE, R P Toledo Edison Co 00/01/20 2pp 


0 Inspection reports, IE Bulletins & c orresp ond end e 


8001070063 Responds to IE Bulletin 79-25, “Failures of We* t i oghous e 
BED Relays In Safety-Related Sys " None Installed or in 
inventory 

CROUSE, R P Toledo Edison Co 79/12/13 Ip 



DOCKETED ITEMS 
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Q00110Q2B3 Foir^arda IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra <ARS> " No action or t expense required 
KEPPLER, J <5 Region 3. Chicago. Office of the Director 79/12/13 

Ip 


0001280127 Responds to util 791203 l tr« pTt)v»d ing addl info requested on 
results of self-drilling anchors test Matter will be 
examined during subsequent insp 

FIORELLI.Q Region 3, Chicago. Reactor Construction t, Engineering 

Support Branch 79/12/17 lp 


0001040295 Discusses long-term requirement of IE Bulletin 79-05C ro 
automatic tripping of operating reactor coolant pumps during 
small break L0CA Forwards request foi addl info 
REID, R W Operating Reactors Branch 4 79/12/1B 5pp 


000 1 000363 Forwards IE Circular 79-35. "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/12/20 

if* 


GQ01110106 Forwards IE Info Notice 79-33. ""Improper Closure of Primary 
Containment Equipment Access Matches " No specific action or 
response requested 

KEPPLER, j O Region 3. Chicago, Office of the Director 79/12/26 


GOOI 1 10293 Forwards l£ Info Notice 79-32. ''Separation of Electrical 
Cables for MPC1 Si Automatic Depr oesur l la t ion 5ys " No action 
ar response requested 

KEPPLER. J O Region 3, Chicago, Office of tho Director 79/12/26 

ip 


3001070493 Summary of 791121 meeting u/util in Dethesda.MD re anchor 
bolt insp program conducted in accordance w/IE Bulletin 79- 
02 

JORDAN, E L Division of Reactor Operations Inspections 79/12/27 
4pp 


£3001100021 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER, J G Region 3, Chicago. Office nf the Director 79/12/27 
*P 


0001090497 Forwards IE Info Notice 79-37, "Crocking in Low Pressure 
Turbine Disci rl No response required 

KEPPLER, J Q Region 3, Chicago, Office of the Diroi tor 79/12/20 


0001160324 Forwards IF Info Notice 79-36. "Computer Code Defect in 
fltres* Analysis of Piping Elbow 1 No spocifir action or 
response required 

HEPPLER, J G Region 3. Chicago, Office of the Director 79/12/2(3 


8001100225 Forwards IE Info Notice 79-35, "Control of Maint S< Essential 
Equipment " No action or response required 

HEPFLER, J G Region 3> Chicago. Office of the Director 79/12/31 

ip 


0001150153 Forwards IE Info Notice BO-Qi, "Fuel Handling Events " Na 
specific action or response required 

KEPPLER. J G Region □> Chicago. Office of the Director 00/01/04 

ip 


8001240195 Responds to IE Bulletin 79-28 to possible malfunction ef 
NANCD limit switches No NAMCD limit switches are Installed 
Fifteen switches w/defective gasket matl in stock Gaskets 
in nine switches replaced Remainder will bo repaired 
CROUSE, R P Toledo Edison Co 80/Oi/M Ip 


&OOI29D154 Forwards IE Circular 00-01. H Svc Advice for GE Induction 
Disc Relays " Nd response required 

KEPPLER. J O Region 3. Chicago, Office of the Director 80/01/17 

ip 


R Periodic operating reports f< related correspondence 


EI00114Q24B Forwards monthly operating rep t for Dec 1979 
MURRAY* T D Tulodo Edison Co QO/Ol/OS Ip 


— 0001140555 Monthly operating rapt for Dec 1979 
CA9A. E ' Toledo Edison Co 90/01/09 lOpp 


0001 150467 Forwards monthly Operating rapt for Dec 1979 tc revised 
monthly operating rqpt for Nov 1979 
HURRAY, T D Toledo Edison Co 00/01/08 lp 


—0001 150473 Revised operational summary to monthly operating rept for 
Nov 1979 

* Toledo Edison Co 90/01/OB 2pp 


S Reportable occurrences. LERs 6 related correspondence 


BOOl 150536 Forwards LER 79-129/03L-0 

MURRAY, T D Toledo Edison Co 79/Ol/OB Ip 


— BOOl 150546 LER 79-129/03L-0 On 79121 1, during control room emergency- 
vent sys 18-manth test BT 5076 02. charcoal filter bank in 
Unit 1-2 failed to meet required efficiency Caused by leak 
between filter plate ^ assembly Plato nuts properly torqued 
THOMAS, D S Toledo Edison Co 79/Oi/OB 2pp 


0001020021 PNO- II I -79-021 on 791025, r$ac tor scram otcured Reactor 
Coolant Pump 2-2 tripped during switching of 4BO-volt 
electrical bus sys mod Unknown switching & tripping are 
coincidental 

REYES, L A Office of Inspection V Enforcement, Office of the 
Director TAMBLING, T N . WARNICH, R F Region 3, Chicago, Office 
of the Director 79/10/23 Lp 


BOOl 0204 19 Forward 5 LER 79-U9/03L-0 

MURRAY. T D Toledo Edison Co 79/18/21 ip 


— BQ0I020421 LER 79-119/03L-0 On 791203. post-acc 1 d ent radiation monitors 
could have hod high setpoint for release set higher than 
allowed by Tech Specs Caused by procedural deficiency 
Procedure mods prepared 

SCOTT, R Toledo Edison Co 79/12/21 2pp 


B001020427 Forwards LER 79-U7/03L-0 

MURRAY, T D Toledo Edison Co 79/12/21 lp 


— 8001020429 LER 79-H7/03L-0 on 79 1 126, dy r ing routine insp, snubber on 
decay heat string found upside d own, rend or ing snubber 
inoperable Caused by loose jam nut In snubber extension 
piece allowing snubber to rotate Snubber replaced 
MURRAY, T D Toledo Edison Co 79/12/21 2pp 


9001020432 Forwards LER 79-11Q/03L-0 

MURRAY. T D Toledo Edison Co 79/12/21 Ip 


— BOO 1020435 LER 79-1 1B/03L-Q on 791126. after low level alarm received t 
reactor coolant pump 1-2 was tripped, flux trip setpoint was 
readjusted to value slightly in excess of Tech Specs Caused 
by procedural deficiencies Mods prepared 
HOC IS. R Toledo Ellison Co 79/12/21 Ipp 


3001020372 Forwards LER 79-120/03L-0 

MURRAY, T D Toledo Edison Co 79/12/26 lp 


— 8001020379 LER 79-120/03L-0 on 79 i 129, numerous asymmetric alarms *, 
faults received from control rod group 7. rod 5 Caused by 
failure of r«ed switch in position indication assembly 
Assembly replaced l< .adjusted 
WERNER, J Toledo Edison Co 79/12/26 2pp 


8001030705 Forwards LER 79-121/03L-0 

MURRAY, T 0 Toledo Edison Co 79/12/20 ip 


— B00103079 0 LER 79-121/03L-0 on 791130, while moving Group G rods, rod B-l 
was noted indicating 8 % lower than group avBraqe Caused by 
faulty meter movement New metBr installed 
WERNER, J Toledo Edison Co 79/12/20 2pp 


(1001030002 Forwards LER 79-122/03L-0 

MURRAY, T D Toledo Edison Co 79/12/20 Ip 


— 8001030B2I LER 79-122/03L-Q on 791201 . reac tor protection sys Channel 2 
thorium indication failed low During 791203 investigation of 
f a i lure, water found in termination box Caused by failed 
extension piece on resistance temp detectors 
WERNER, J Toledo Edison Co 79M2/2B 2pp 


BOOl 100377 Forwards LER 79-137/D3L-0 

MURRAY, T D Toledo Edison Co 80/01/05 ip 


— 0001100308 LER 79-127/03L-0 on 791210. IBM Bys 7 contact data logger 
failed rendering fire k radiation remote monitoring 
inoperable Caused by intermittent equipment problem of 
unknown origin Computer program reloaded 
BORYBIAK.M Toledo Edison Co 80/01/05 2pp 


BOOl 100426 Forwards LER 79-156/D3L-0 

MURRAY. T D Toledo Edison Co GQ/01/05 lp 
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— 8001100430 Left 79-13A/02L-0 an 791209- diesel generator DG 1-1 
«iper lanced load suin^s ?< e 1 e-c tr 1 1 i <*n racked out wrong 
breaker making DG 1-2 Inoperable Possibly caused by 
electronic governor or voltage regulator problems 
HART I GAM. J P Toledo Edison Co 80/01/0* 3pp 


000] 100441 For wands LEH 79- 123/0JL-0 

MURRAY, T D Toledo Edison Co 80/01/05 Ip 


— 8001100445 LER 79-123/03L-O on 791207* »vc water pump 3 strainer motor 
burned up Caused by single phasing in breaker HE 1280 on 
motor control ctr E12C Breaker repaired! on 791212 t 
returned to $vc 

MURRAY, T D TolBdo Edison Co 00/01/03 2pp 


3001100400 Forwards LER 79-125/03L-0 

MURRAY* T D Toledo Edison Co- SO/Ot/05 lp 


-*-0OOM'OO4Q5 LER 79-125/03L-0 on 79 1 200. duT i r>g surveillance tes 1 1 ng, decay 
heat cooler 1-1 component cooling wateT nutlet valve CC1467 
did not stroke from control roam switch Caused by mechanical 
linkage in valve that had vibrated loose Design change made 
ELDREO-, D T Toledo Edison Co B0/DI/C5 2pp 


8001100520 ForwflT d s LER 79-124/O3L-0 

MURRAY. T D Toledo Edison Co 00/01/03 ip 


— 3001)00532 LER 79-124/03L-0 on 79I20D- component cooling water pump 1 
would not start Caused by failure of breaker AC1JD on 
essential switchgear bus Cl to Close Breaker replaced & pump 
returned to sve 

RUDOLPH- J p Toledo Edison Co 80/01/05 2p p 


8001140456 Forwards LER 79-120/O3L-O 

MURRAY- T 0 Toledo Edison Co 60/01/05 lp 


— 8001140462 LER 79-126/ 03L-0 an 79 1 210. dur i ng emergency ventilation sys 
test, charcoa 1 filter bank in Unit 1-1 failed to meet 
efficiency limit in Modes 1-4 Caused by leakage between 
filter plate & assembly due to insufficient gasket pressure 
THOMAS. B S Toledo Edison Co 30/01/09 2pp 


800U40313 Forward s LER 79-I30/03L-0 

MURRAY. T D Toledo Edison Co BO/Oi/OB ]p 


— G001H0320 LER 79-130/03L-0 on 791227 , insu f f it lent clearance discovered 
between RCS hot leg ?< pipe whip restraint shims Caused by 
Dechtol design error Pipe whip restraints modified 
4 Toledo Edison Co QO/O1/O0 2p p 


BOO 1 140388 Forwards LER 79-129/03L-0 

MURRAY.? D Toledo Edison Co 00/01/03 lp 


— 8001140391 LER 79- 129/03L-0 1 on 79121 1. -during control room emergency 
ventilation sys 18-month tas t* c h arc oa l filter bank in 
Unit 1-2 failed fca meet efficiency required per Tech Specs 
Caused by leakage between filter plate U assembly 
THOMAS* D S Toledo Edison Co £10/01/00 2pp 


8001140440 Forwards updated LER 79-I07/03L-1 
MURRAY. T D Toledo Edison Co 30/01/09 lp 


—0001140447 Updated LER 79-107/03L on 79U05, w/un i t in Mode 5. loss of 
essential instrumentation distribution panel Y2 occurred 
Caused by open resistor in logic voltage supply to silicon- 
controlled rectifiers Inverter repaired 
NAYLOR, ft W Toledo Edison Co 79/12/04 2pp 


8001 130574 Forwards LER 79-13I/03L-0 

MURRAY. T V Toledo Edison Co 80/01/09 Ip 


’80-01150582 LER 79-131/03L-0 on 791212, steam & feedwater rupture control 
sys channel 4xl5-votfc dc power supply PS-4 failed Caused 
by overvoltage trip setpoint actuating at lower value than 
initial adjustment Installed neui power supply 
TRAUTMAN* D Toledo Edison Co 00/01/09 3p p 


6001170362 Forwards LEft 79- 132/0 IT-0 

MURRAY. T D Toledo Edison Co 80/01/11 lp 


— 0001170391 LER 79-132/01T-0 on 791231 , dur ing review of effects of 
changing RCS cold leg temp o-n accuracy of power range 
nuclear instr-umentat 1 on. ca 1 1 br procedures found inconsistent 
w/acc 1 d e nfc analysis Caused by procedure error 
L INGEN FELTEft. T Toledo Edison Co BO/Ol/ll 3pp 


6001220496 Forwards LER 79-133/03L-0 

MURRAY, T D Toledo Edison Co 80/01/15 Ip 


— B001220505 LER 79-133/03L-0 on 791219, ealeu la t ions hy ITT Grimiell 
revealed seismic support design high pressure injection 
line exceeded slenderness design ratio Caused by failure to 
correctly evaluate slenderness ratio Mods completed 791223 
DIETRICH, K Toledo Edison Co 60/01/15 2pp 


6001220562 Forwards LER 00-001 /OIT-Q 

MURRAY, T D Toledo Edison Co 80/01/15 lp 


— 0001220369 LER 8O-O0I/O1T-O on 800103, during plant heatup. safety 
features actuation sys channels 1 It 3 tripped at 1,600 psig, 
causing Level 2 actuation Operators correctly tripped 
reactor coolant pumps Caused by procerfuial deficiency 
□ERGEft-C L Toledo Edison Co B0/01/15 3pp 


9001290217 Forwards LER 79-134/03L-0 

MURRAY, T D Toledo Edison Co 00/01/24 lp 


—8001290223 LER 79-134/03L-0 on 791229, IBM Sys 7 contact data logger in 
control room had not printed out in more than 24-h Caused by 
sys being locked onto invalid door alarm Error cleared, 
program reloaded operable 

BPRYB1AK, M L Toledo Edison Co 60/01/24 2pp 


V Operator examinations 


6001230041 Responds to 791015 request for facility examinations 
Examinations will be administered during Feb 1900 Requests 
add 1 info re DJ Gordon N J Volgolbscher applications 
V Operator Training Progiam AD 1820 10 

COLLINS. P T Operator Licensing Branch 80/01/11 lp 


DOCKET 50-34B JOSEPH M FARLEY NUCLEAR PLANT, UNIT 1 


A App lication/construc t ion stage documents & correspondence 


6001290360 Updates 7904J2 •< 0510 lfcrs re recall of 4-inch elbows t< 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have boon located Lists facilities from which 
fittings have boon removed 
HAYDEN, L C Eon Carp 80/01/15 2pp 


F Security, medical, emergency ?< fire protection plans 


8001140054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates unci 

GRIMES, D H Assistant Director for Engineering Projects 
79/11/29 4pp 


8001020725 Forwards- drawings V change notices of final design mads 
which would allow cold shutdown w/o reliance on coble 
spreading room or control room 

CLAYTON, FL Alabama Poujot Co 79/12/26 130pp 


--0OO1O2O727 "Wiring Dia g ram, Pane 1 D Local Hot Shutdown Panel 
* Wells Ounrua Corp 79/11/26 ip 


— 8001020728 "Wiring Diagram, Pane 1 A Local Hot Shutdown Panel 
* Wells Benrus C D rp 79/11/28 ip 


--B001020730 "Process Control Block Diagram Steam Break Protection t* 
Turbine Press M Sheet 4 
» Wells Bonrus Corp 79/10/23 lp 


— E001020731 "Process Control Block Diagram Steam Break Protection 
Sheet 3 

* Edlow international Co 79/10/23 lp 


— 0001020734 ''Process Control Block Diagram Pre«3urliar Level 
Protection " Sheet 6 

► Edlow International Co 79/10/25 lp 


--8O01O2O735 "Process Control Block Diagram Reactor Coolant Hot Leg 
Temp " Sheet 13 

* Edlow International Co 79/10/34 lp 


— 8001820733 "Process Control Block Diagram Pressuriier Vessel Level 
Charging Room ,l Sheet 16 
* Edlow International Cq 79/10/25 lp 
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— 8001020739 "Process Control Block Diagram Steam Generator Level 
Sheet 24 

« Edloui International! Co 79/10/25 lp 


--8001020741 "Schematic Diagram Main Steam Atmosphere Relief Press 
» Ed low International Co 79/10/23 tp 


— B001020743 "Schem.itic Dlagram.PracBss Control Qys Main Steam Atmosphere 
llellof Press 11 

* Edloui International Co 79/10/29 lp 


— 6001020745 "Schematic Diagram. Process Control By* wide Range Temp Hot 
Log Protection l " 

* Edloui International Co 79/10/25 Ip 


— 8001020746 "Schematic Diagram. Proceis Control By* Pressuriier Level 
Protection I " 

* Edloui International Co 79/10/25 lp 


— 0001020740 "Schematic Diagram. Proc ess Control Sys Steam Pressure Loops 
l t, 2, Pr otec ti on 1 1 14 

* Edloui International Co 79/10/25 ip 


-"0001020750 "Schematic Diagram. Procoas Control 9ys Steam Pressure Loops 
1 & 2. Protection II l " 

* Edloui International Co 79/10/25 Ip 


— 8001020752 "Schematic Di agram. Proc a as Control 3y» Steam Pressure Loops 
□.Protection II " 

* Edloui International Co 79/10/25 lp 


— BOOt 020753 "Schematic Diagram. Proc as s Control Sys Steam Generator Wide 
Range Level I " 

* Edloui International Co 79/10/29 tp 


--9OO1Q20755 “Schematic Diagram. Process Control Sy9 Regenerative 
Charging Room " 

» Edlow International Co 79/10/25 lp 


--9001020756 "Schematic Di a g ram. Proc e s s Control 8>js Steam Generator 
Wide Range Level 2 " 

* Ed 1 Qu International Co 79/10/25 lp 


— 9001020757 "Schematic Diagram. Process Control Sys Pr&ssurijer Pressure 
Control " 

* Edlou International Co 79/10/29 lp 


--8001020750 "Schematic Di agram. Proc ess Control Bys Steam Generator Wide 
Range Level 3 ” 

* Edlcw International Co 79/10/23 lp 


-BQQ10207S9 "Pros our i mr Level Pressure Indicators 
• Bechtel Corp 79/10/29 Ip 


-*8001020760 "Diode Diagram Pressuriiei Level !. Pressure 
* Bechtel Corp 79/10/25 lp 


— 0001020761 "Main Steam Pressure " 
* Bechtel Corp 79/10/25 lp 


--0001020764 "Local Hot Shutdown Panel Panel Front View & Const " 
♦ Wells Donrus Corp 79/11/16 ip 


--QCQ1020765 "Connection Diagram Local Hot Shutdown Panel E> 
Q2H21MBAFP2605E-A " 

* Bechtel Corp 79/11/30 lp 


6001020766 "Connection Diagram Local Hot Shutdown Panel A. 
02H2IHBAFP2603A-A “ Bhset 1 
* Bechtel Corp 79/11/30 Ip 


-•-3001020767 "Connection Diagram Local Hot Shutdown Panel 
A-Q2H21NB AFP26Q5A-A » Sheet 2 
* Bechtel Corp 79/U/30 tp 


-3001020760 "Connection Diagram Preeee* Protection 1. Cabinet 

1-Q2HUNGPIC2SQ9A-1 *' 

* Bechtel Corp 79/H/3D lp 


-0001020769 "Connection Diagram Frocen Protection II. Cabinet 

2-02HI 1H0P IC2509D-2 " 

* Bechtel Corp 79/11/30 lp 


— 90 01020770 "Connection Diagram Process Protection Ill.Cabitiet 

3-02H1 iNGF 1 C2505C-3 - 
+ Bechtel Corp 79/n/3o Ip 


— -6001020771 “Connection Diagram Process Protection IV. Cabinet 

4-02H11NQP1C25050-4 " 

# Bechtel Corp 79/11/30 lp 


--B001020772 "Connection Diagram Process Control II. Cabinet 
6-Q2H11NGPIC2303F-2 " 

* Bechtel Corp 79/11/30 lp 


— Q001020773 "Connection Diagram Process Control II I. Cab met 
7-G2H1 1NGPIC2505C-3 - 
* Bechtel Corp 79/11/30 lp 


--Q001020774 "Connection Diagram Process Control IV, Cabinet 
8-Q2H1 1NGPIC2509H-4 " 

* Bechtel Corp 79/11/30 lp 


— 0001020775 "Connection Diagram Process Protection 6 Control Local 
Devices " Sheet l 
* Bechtol Corp 79/11/10 Ip 


— 0001020776 "Connection Diagiem Process Protection k Control Local 
Device " Sheet 2 
* Bechtel Corp 79/11/30 lp 


— 3001020777 "Instrumentation Penetration EC03 Outside Containment 
Connection Diagram. 02T52B012- 1 “ Sheet 1 
• Bechtel Corp 79/U/30 Ip 


— 0001020702 "Connection Diagram Between Local Devices U Balance of Plan 
Cabinet J. Q2H1 ING02504J-A M 
* Bechtel Corp 79/11/30 lp 


— 0001020/03 "Connection Diagram Balance of Plant Cabinet J, 
Q2H11N0B2504J-A " 

« Bechtel Corp 79/jt/JO lp 


— 6001020764 "Instrumentation Penetration WC21 Outside Containment 
Connection Di ag ram. Q2T52B040-N “ Sheet 2 of 2 
* Bechtel Corp 79/1 1/30 lp 


— 8001020705 "Instrumentation Penetration WC21 Outside Containment 
Connection Di ag r am, G2T52BO40-W " Sheet 2 Of 2 
Bechtel Corp /9/Il/JO lp 


--BD010207G6 "Instrumentation Penetration WC23 Outside Containment 
Connection Diagram, Q2T52D041-N " 
e Bechtel Carp 79/11/30 lp 


— B0010207Q7 "Instrumentation Penetration WC23 Outside Containment 
Connection Diagram, Q2T52B041-N " Sheet 2 of 2 
* Bechtel Cot p 79/11/30 lp 


8001030448 forwards upgraded emergency plan in response to NflC 791010 
request Plan available in Central Files only 
CLAVTOhl. F L Alabamo Power Co 79/12/26 ip 


G Adjudicatory correspondence 


B00123017B forwards response to NRC 600102 show cause order re Lessons 
Learned Task Forco Category A short-term items 
CLAYTON, r L Alabama Power Co 00/01/21 Ip 


--0001230200 Response to NRC 800102 show cause order re Lessons Learno 
Task Force Category A requirements Util has complied w/all 
items extept installation of primary coolant saturation 
meter U prBsourlier safety valve position indicators 
CLAYTON, F L Alabama Power Co 80/01/21 4pp 


H General correspondence 


8001210131 Requests that licensing correspondence bo addressed to 
FL Clayton w/copies to A Barton, R Thomas <J Trowbridge 
BARTON, A R Alabama Power Co 60/01/03 lp 


J Insurance U indemnity information 


6001150516 Forwards Endorsement 26 to NELIA Policy NF-238 

FIELDER, J Marsh McLennan. Inc , H b H Nuclear Consultants. Inc 
Div 60/01/09 2pp 
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300 ! 1 70364 Forwards Endorsement 27 to NEL I A Policy NF-23B 

FIELDER, J Marsh it McLennan, Inc , M b M Nuclear Consultants. Inc 
Div BO/Ol/14 9pp 


3001170463 Forwards Endorsement 3 to ANI Excess Hinder EB-&2 

FIELDER. J Marsh ?< McLennan, tnc , M L M Nuclear Consultants, Inc 
Dlv 30/01/14 3pf> 


0001310195 Forwards Endorsement 21 to MAELU Policy MF-43 

FIELDER, J Marsh S< McLennan, Inc . M tr M Nuclear Consultants, Inr 
Div 90/01/21 2pp 


P Operating license stage- dotiunents t c orresp ondence 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position an 
direct radiation neasur eme-nt 5 re radiological environ 
monitoring program requ l t e ment s Revised stds being 
implemented in CL applicant reviews 6 Tech Spec update 
CA-MMILL, W P Division of Operating Reactors 79/11/27 35pp 


0001170279 Forwards IE Insp Rapt 50-340/79-36 on 791103-09 & notice of 
Via) a t ion 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility 8c Materials 

Safety Drench 79/13/03 2pp 


— BOO J 170265 Notice of violation from insp on 791105-09 

+ Region S, Atlanta. Office of the Director 79/11/30 Ip 


— 8001)70292 IE Insp Rept 50-340/79-36 on 791105-09 Noncompliance noted 
failure to perform monthly channel functional test nn 
process monitors R-25 A b B per Tech Specs 

JENKINS, G R Region 2. Atlanta. Fuel Facility 8 < Materials 

Safety Drench PERROTTI.O J , TAYLOR, P A Region 2, Atlanta, 

Office of the Director 79/11/30 !5pp 


3001040207 Grants relief from certain ASME Code requirements re 
proposed inservice insp program Code requirements 
impractical due to limited access, sys or component design 6 
const mat) FR notice end 

SCHWENCER.A Operating Realtors Branch 1 79/12/07 1 0p p 


0001070276 Forwards NSSS vendor & fuel supplier Itrs pb impact of 
cladding h ea t ing-r a t e dependent hurst tenp effects on 
rupture time b s tr a i n/b l o C k ag e Ltrs will help licensees 
respond to NRC 791109 I tr re rupture strain 5, fl-ow blockage 
El SEN HUT, D 0 Division of Operating Reactors 79/11/27 3pp 


5001070362 Advises that Bulletin Si Orders Task Force has approved small 
break LOG A guidelines far operating plants Provides schedule 
of utils to be audited to assure successful incorporation of 
revised procedures Audit plan unci 

EfBENHUT, D C Division of Operating Reactors 79/12/17 I2pp 


8001 030627 Responds to TUI Lessons Learned Task Farce questions on LGC A 
guidelines LQCA procedures deviate from owners group 
guidelines go p 1 ant-sp ec i f 1C emergency instructions 
could be incorporated 

CLAYTON.F L Alabama Power Co 79/12/26 2pp 


0001040409 Responds to NRC 790913 l tr re TM1 Lessons Learned Task Force 
short-term recommendat Jons Addresses 6 commits to 
imp i amenta t i on of NJREG-0570 00-0101 requirements 
CLAYTON, F L Alabama Power Co 79/12/31 J*?pp 


00011 40520 Requests changes to Tech Specs 3339 (Table 3 3-12) L 
3 7 11 3 re ref to fire protection of river uiateT structure 
k 3 7 11 6 (Tables 3 7-5 h 3 7-6 6 Gases 3/4 7 11) regarding 
fire protection specs Fee end 

CLAYTON, F L Alabama Power Co 00/01/00 3pp 


— 5001140526 Modified Tech Specs 3339 (Table 3 3-12) b 3 7 II 3, 
deleting ref to fire protection of river water structure 6 
3 7 II 6 (Tables 3 7-5 6 3 7-6 t» Gases 3/4 7 Il>, adding 
specs From r e - e-va 1 ua 1 1 on 

CLAYTON , F L Alabama Power Co 80/01/08 7p p 


8001150406 Forwards responso to NRC 791109 request for info re fuel rait 
models used in L0CA ECCS model Meetinghouse has reccgnlied 
that heatup rate dependence of burst was not properly 
considered 

CLAYTON, F L Alabama Power Co 80/01/10 6pp 


0001230139 Forwards add) response ta NRC 791023 ltr re containment 
puTge Commits on interim basis tp black 18-inch wim-purge 
valves to open no greater than 50 dcqrees, uni) I NRC review 
is complete 

CLAYTON, F L Alabama Power Co 50/01/15 5pp 


8001290354 Forwards response to 791227 ltr requesting info re mods to 
small break LOCA operator guidelines Emergency operating 
guidelines revised to incorporate 43 F subcooling margin 
Supporting data end 

CLAYTON, FL Alabama Power Co 00/01/22 4pp 


— QOOE 04021 3 Notice of granting af relief from ASMS Section XI insarvus 
testing requirements 

SCHWENCER.A Operating Reactors Branch 1 79/12/07 2pp 


BOO 1 1 1 040 1 Advises that proposed inservice insp program condoms w/19/4 
ASME Code Section XI 6 addenda through Summer 1975 Forwards 
list of ASME code requirements for which relief is granted & 
notice of granting relief 

9CHVJENCER-A Operating Reactors Branch 1 79/12/07 |Bpp 


BOO116O509 Responds to IE Bulletin 79-15 re deep draft pump 
deficiencies Util uses ten deep draft pumps 6 ten in unit 
under const Pumps rnf g by Dyron Jackson 
CLAYTON, F L Alabama Power Co 79/12/10 15pp 


8001070179 Forwards JE Info Notice 79-32, ''{Separation of Electrical 
Cables for HPCI 6 Automatic Depressuri lati on Qys " No 
specific action or response requested 

□'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2p p 


B0Q124O112 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
requ i red 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/21 2pp 


80DI240465 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action nr response required 
O'REILLY. J P Region 2, Atlanta, pfPice of the Director 
79/12/27 2pp 


8001250034 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

O 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/20 2pp 


0001160100 Forwards IE Info Notice 79-35, "Control of Maint b Essential 
Equipment "■ NO action or response required 
O ' REtLLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 Ip 


E00124001B Forwards IE Info Notice 79-3J, "Computer Code Defect in 
Stress Analysis of Piping Elbow 11 No specific action or 
response required 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 2pp 


6001290252 Foruards IE Info Notice B0-01, "Fuel Handling Events ,J No 
specific action or responds required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
00/01/04 2pp 


Q Inspection reports, IE Bulletins b correspondence 


0001020k 1 5 Forwards IE Insp Repts 50-348/79-34 b 50-364/79-15 op 
791023-26 Wo none amp 1 1 an c e- noted 

LENT 3, R C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/11/20 2 pp 


—000 10201 19 IE Insp Repts S0-34B/79-34 h 30-364/79-14 an 791023-26 No 
noncamp] lance noted Major areas inspected operations review, 
open items review, LER g & part 1 c i pa 1 1 on in const status 
men ting 

MARTIN, R D Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch BRADFORD, W H Region 2, Atlanta, Office of the 

Director 79/11/19 3pp 


9001200263 Forwards IE Insp Rapt 50-340/79-44 on 791219-21 No 
nancomp 1 lance noted Details withheld (ref 10CFR2 790) 

H.ENNA. W 3 Region 2, Atlanta, Safeguards Branch 00/01/10 2pp 


30012B0267 IE Insp Rept 50-34B/79-44 on 791219-21 No none amp 1 i anc e 
noted hfajDr areas Inspected matl control & accounting 
Details withheld (ref 10CFR2 790) 

GILLESPIE, F P . HODGES, J W Region 2, Atlanta, Safeguards 

Branch 00/01/10 ip 


0001280072 Ack receipt of JE Insp Repts 50-340/79-43 Si 50-364/79-21 on 
791203-07 No proprietary info 

CLAYTON , F L Alabama Power Co 00/01/14 lp 
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— 8001280173 Forwards IE Insp Repts 50-348/79-43 & 30-364/79-21 on 
791205-07 No noncomp 1 1 ant e noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction L 

Engineering Support Branch 79/12/31 2pp 


—3001280179 IE Insp Repts 30-348/79-43 U 50-364/79-21 on 791205-21 No 
noncomp 1 lance noted Major areas Inspected AEML certificates! 

GA mechanical aud its. concep ti ona 1 design requirements i LER*. 
unresolved Items V inspector followup items 
BRYANT, J C Region 2. Atlanta, Reactor Construction & 

Engineering Support Branch HUNT,rt D Region 2, Atlanta, Office 

of thB Director 79/12/28 4pp 


8001290417 Forwards IE Bulletin 79-OlB, "Environ Qualification of Class 
IE Equipment" w/attachments Action required 
O'REILLY, J P Region 2i Atlanta, Office of the Diractor 

80/01/14 lp 


R Periodic operating reports lie related correspondence 


0OO11SO447 Forwards monthly operating rapt for Dec 1979 
CLAYTON* F L Alabama Power Co BO/Ol/1 l lp 


— B0Q1150449 Monthly operating rept for Dec 1979 

HAIRSTON, W 0 Alabama Power Co BO/Ol/Ql 6pp 


8 Reportable occurrences. LER* & related correspondence 


BOO 1070491 Forwards LER 79-059 /Q3L-0 

CLAYTON, F L Alabama Power Co 79/12/31 lp 


— 8001070496 LER 79-059/03L-0 on 791130, flow path from baric acid tank B 
inoperable due to closed outlet valve Caused by operator 
error Valve opened * personnel involved recoived training 
for corrett procedure 

HAIRBTON.W 0 Alabama Power Co 79/12/31 2pp 


8001090372 Forwards LER* 79-06 1/03L-0 L 79-062/03L-0 
CLAYTON, F L Alabama Power Co 80/01/02 lp 


—8001090379 LER 79-061/03L-0 on 791202, while making change from Mods 1 
to 2 *< securing secondary steam load e> a tmosp her ic relief 
valve C failed open, causing reduction in RCB average temp to 
531 r Caused by brpken positioning a r m Valve isolated 
HAIRSTON, W <3 Alabama Power Co 80/01/02 lp 


— 0001090383 LER 79-062/031. -0 on 791 204, dUT 1 hg turbine load redaction due 
to failed DEH vol tage/f requency convar ter» indicated axial 
flux difference was not maintained within Tech apec band 
Caused by failed DEH voltage to frequency converter 
HAIRSTON. W 0 Alabama Power Co 80/01/02 lp 


0001090358 Forward* LER 79-063/03L-0 

CLAYTON, F L Alabama Power Co 00/01/04 Ip 


—8001090365 LER 79-063/03L-0 on 791204, flow path from BAT A was 
inoperable due to outlet valve being closed Caused by 
operator error S< procedural deficiencies Valve opened & *ys 
returned to operation 

HAIRSTON, M G Alabama Power Co 00/01/04 Ip 


8001150610 Forwards LERs 79-064/03L-0 !< 79-Q65/Q3L-0 
CLAYTON. F L Alabama Power Co 80/01/11 lp 


— 8001150614 LER 79-O64/03L-O an 791213, during surveillance test, steam 
line differential pressure safety injection signal 
comparator PQ 4860 tripped below Tech Spec limit Cause not 
stated New card installed S< callbr Channel operable 
HAIRBTON.W 0 Alabama Power Co 0O/O1/U lp 


— 8001150621 LER 79-065/03L-0 on 791122, main steam Isolation valve 3370C 
failed to close when hand switch was placed in closed 
position Caused by faulty MCB hand switch Switch replaced 
& tested fc valve returned to sve 
HAIRBTON.W 0 Alabama Power Co 80/01/11 lp 


8001220307 Forwards LER 79-066/03L-0 

CLAYTON, F L Alabama Power Co 80/01/16 lp 


— 0001220393 LER 79-066/03L-0 on 791 220, wh l 1 e performing surveillance 
one containment pressure channel declared inoperable due to 
faulty connection in D train sodium selection panel input 
cabinet | Caused by contact film build up 
* Alabama Power Co 80/01/16 lp 


3001290457 RQ on 791024, w/p 1 an t in Mode 4, train A safety injection 
block light turned off, ac boating injection on train A Cause 
undetermined P /0 universal tard A416 rep 1 ac ed d-o g ic test 
performed on train A & train returned to s*c on 79J025 
CLAYTON. F L Alabama Power Co G0/01/21 lp 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


A App l ica t lorv/cnnstruc t ion stage documents l< correspondence 


0001040341 Responds to 79)130 request for schedule of NRC review for 
item* identified in director’s decision under 2 206, 

SECY— A-79-Q3 Technical review re geology is in progress 

Response to IE Bulletin 79-14 is under review by Region 1 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/14 2pp 


— 0001040345 Request* schedule for NRC review of seismic d e* i sn, ac t i an 
Under IE Bulletin 79-14 f< correction actions for separation 
gaps 

CHILK, & J Office of the Secretary of the Commi so i nn 79/11/30 
IP 


— 8001040349 Notifies that Commissioners concur re SCCY-A-79-83* 
director's partial denial of 2 206 relief No need to review 
decision 

HOYLE, J C Office of the Secretary of the Commission 79/12/03 

ip 


0001110330 Summary of 791114 meeting ui/Mark 11 owners re discussion ic 
identification of task program* prior to final documentation 
of tasks in Hark II long-term program 

ANDERSON^ C J Containment Systems Branch 79/12/20 4pp 


BOOl 250121 Summary off meeting u/Mark II owners group in Detheada, HD 
re Statu* of several long-term program task* in advance of 
final documentation Agenda, list of attendees Ik vieugraphs 
enc 1 

ANDERSON, c J Containment System* Branch 79/12/20 lOOpp 


0001210270 Forward* data re effect* on plant of blasting at Trap Rock 
quarry Comparison of blast response spectre w/GUE response 
will be sumittDii Mar I960 Velocity recorder operating manual 
& vibration study available in Central File* 

BRADLEY. S J Ph 1 1 a *e 1 p h i a Electric Co BO/Ol/13 Upp 


— 8001210279 "Velocity Recorder Model C Operating Manual " 

* Vibxation Measurement Engineers, Jnt 00/01/15 0pp 


— 8001210203 "Vibration Study Primary Blast - West Face Pottstown Trap 
Rock, San t agona Quarry , 700624 ■■ Prepared for Dame a U Moor* 

* Vibra Tech Engineers, Inc 70/06/30 I4pp 


--0001210289 "Distances from Critical Structure to Property Lino 
Adjacent to Quarry " 

* Bechtel Corp BO/Ol/14 lp 


0001290360 Updatos 790412 I, Q5tO ltrs re recall of 4-inch elbows U 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fitting* have buen located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/15 2pp 


G) Inspection reports, IE Bulletin* 6 correspondence 


0001240114 Forward* IE Insp Ropt* 30-352/79-09 It 30-393/79-08 on 
79091B-20 t, 1003-05 No none omp | ionca noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction i» 

Engineering Support Branch 79/11/19 2pp 


—8001240116 IE Insp Rept* 50-352/79-09 U 50-393/79-08 on 79091B-20 8, 
1003-05 No nontomplianc e noted Major area* inspected work 
activities $ records re procurement of equ 1 pmeti t, procur *man t 
employee training 6 review uf OA program plan changes 
EBNETERjS Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Dranch GAGE, L Region 1, Philadelphia, 
Office of the Director 79/11/15 5pp 


9001080100 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, B H Region I* Philadelphia, Office of the Director 
79/12/20 lp 


8001070146 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCl 1/ Automatic Dap re *suri ta 1 1 on 6y» " No 
specific action or response requested 

GRIER. D H Region 1, Philadelphia, Office of the Director 
79/12/81 lp 


186 


docketed items 


0OD1HO2OQ Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER B H Region 1 , Ph 1 1 a de 1 p h i a , Office Of the Director 
79M2/2I Ip 


E001 340177 Responds to IE Bulletin 79-25 "Failures of Meatinghouse UFD 
Relays in Sa f e ty-R e 1 ated Sj« ' Westmghous# Model QFD relay 
neither being used nor planned for use on any saf e ty-re I a ted 
sys dt facility 

BOYER. VS Philadelphia Electric Co 79/12/26 Ip 


9001000660 Forwards IE Info notice 79-34. Inadequate Design of Safety- 
Related Heat Exchangers ' No action or response required 
GRIER. fl H Region 1. Philadelphia. Office of the Director 
79/12/27 ip 


8001 1 10330 Summary of 791114 mooting ui/Mark II owners re discussion ft 
vdunUf Uation of task programs prior to final documentation 
of task* in Mark II long-term program - . 

ANDERSON. C J Containment Systems Branch 79/l«./20 App 


8001250121 Summary of meeting w/Mark II owner* group in 0ethesda,MP 
re status of several long-term program tasks in advance or 
final documentation Agenda, list uf attendees t< vwwgraphs 

ANDERSON. C J Containment Systems Branch 79/12/20 lOOpp 


Q001210270 Forwards data re effects on plant of blasting at Trap flock 
quarry Comparison of blast response spectre u/ODE response 
will be sumitted Mar 1980 Velocity recorder operating manual 
£ vibration study available in Central Files 
BRADLEY. E J Philadelphia Electric Co 80/01/13 Hpp 


CGQI 140543 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER. 0 H Region 1 Philadelphia. Office of the Director 
79/12/31 Ip 


0ODM5O1OO Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis Of Piping Elbow ‘ No specific action or 
response required 

GRIER B H Region 1. Philadelphia. Office of the Director 
79/I2/3J lp 


£001150214 Foruards IE Info Notice 79-35 "Control of Maint ft Essential 
Equipment ” No response required 

GRIER. 0 M Region 1. Philadelphia Gffice of the Director 
79/12/31 lp 


£001150215 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

GRIER D M Region 1. Ph i ladelph la, Office of the Director 
60/01/04 lp 


0001290204 Forwards IE Circular 80-0i, "Svc Advice for GE Induction 
Disc Relays No response required 

GRIER, D H Region J, Philadelphia Office of the Director 
00/01/17 lp 


S Reportable occurrences, uERs f > related correspondence 


8001040337 Part 21 Rept 79-159-000 on 790924. de fee t t ve crimps found on 
pins used »n 72C insert for panel H12-P853 Caused by mfg 
personnel error *< Crimping tool malfunction resulting from 
inadequate OA Utils to be advised of insp & repair program 
SHERWOOD, G G Shefwi n-Wi 1 1 lam* CcJ 79/09/20 3pp 


S001310149 Part 21 Rept 00-190-000 spring used in some NH91-96 & 9B 
milliampere hydramolor acuators discovered mfg from 
incorrect matl Notifications to affected customers end 
SLOAN, D E UR Grace ! Co 80/01/08 20pp 


U Congressional/Eiecuti ve Correspondence 


0001300275 Discusses possible weakening of foundation rock at facility 
due to extended period of blasting Util study finds no 
adverse effects Requests NRC investigate effects of 
blasting 

COUGHLIN. L House of Rep 79/12/31 lp 


DOCKET 30-353 LIMERICK GENERATING STATION. UNIT 2 
A Ap p 1 1 c a 1 1 on /c o n s true t i on stage documents h correspondence 


800104034 1 Responds to 791130 request for schedule of NRC review for 
items identified in director's decision under 2 206. 

SECY-A-79-83 Technical review re geology i* in progress 
Response to IE Bulletin 79-14 is under review by Region 1 
DENTON, K R Office of Nuclear Reactor Regulation 79/12/14 2pp 


-0001040345 Requests schedule for NRC review of seismic design, action 
under JE Bulletin 79-14 & correction actions for separation 
saps 

CHILK.S J Office of the Secretary of the Commission 79/11/30 

lp 


*--0001040349 Notifies that Commissioners concur re SECY-A-79-B3, 
director's partial denial of 2 206 relief No need to review 
decision 

HOYLE. J C Office of the Secretary of the Commission 79/12/03 
*P 


— 8001210279 "Velocity Recorder Model C Operating Manual " 

# Vibration Measurement Engineers. Inc B0/0W15 Qpp 


— 8001210203 "Vibration Study Primary Blast - West Face Pottstown Trap 
F?dc k » San tag ana Quarry. 700624 " frepared for Dames & Moore 

* Vibra Tech Engineers, Inc 70/06/30 Mpp , 

— 0OO121O2SB "Distances from Critical Structure to Property Line 
Adjacent to Quarry " 

* Bechtel Corp 80/01/14 lp 


8001290360 Updates 790412 h 0510 ltrs re recall of 4-inch elbows & 
2-inch tees from Lot W67J9 Lists nuclear power plants at 
which fittings have been located List* facilities from which 
fittings have been removed * 

HAYDEN, L E Eon Corp 00/01/15 2pp 


Q Inspection reports. IE Bulletins U correspondence 


8001240114 Forwards IE Insp Repts 50-352/79 09 i< 50-333/79-00 an 
770910-20 h (003-05 No noncomp 1 1 anc e noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 79/11/19 2pp 


— B0012401I8 IE Insp Repts 30-332/79-09 A 50-333/79-08 on 790918-20 A 
1003-05 No noncompl lance noted Major areas inspected woi k 
activities A records re procurement of d qu i pmen t > proc ur omen t 
employee training ft review of OA program plan changes 
EBNETER.S Region I, Philadelphia, Reactor Construction & 

Engineering Support Branch GAGE. L Region 1. Philadelphia. 
Office pf the Director 79/11/13 5pp 


8001080103 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, B H Region 1, Philadelphia. Office of thB Director 
79/12/20 (p 


0001070146 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI •< Automatic Depressur i latlon Sys " No 
specific action or response requested 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 1 
79/12/21 lp 


8001110200 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, 0 H Region 1, Philadelphia. Officii of the Director 
79/12/21 lp 


8001240177 Responds to IE Bulletin 79-25. "Failures of ties t i ng h nus tf DFD 
Relays in Saf ety-Related Sys " Westinghuuse ModBl DFD relay 
neither being used nar planned for use on any sa f * ty-r b 1 a ted 
sys at facility 

BOYER. V S Philadelphia Electric Co 79/12/26 Ip 


8001080660 Forwards IE Info Notice 79-34. "Inadequate Design of Safely- 
Related Heat Exchangers " No action or response required 
GRIER. fl H Region J, Philadelphia. Office of the Director 
79/ 1 2/27 1 p 


8001140543 Forwards IE Info Notice 79-37, "Cracking in Low Prossur, 
Turbine Discs '* No response required 

79 / U?/ 3 l H i RtjgiDn lj Philadelphia. Office of the Director 


0001150100 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, D H Region 1, Philadelphia, Office uf the Director 
79/12/31 lp 


DOCKETED ITEMS 
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0001130214 Forward* IE Info Notice 79-35, "Control of Maint ?, Essential 
Equipment 11 No response required 

GRIER. D K Region l« Philadelphia, Office of the Director 

79/12/31 IP 


5001 1 50213 Forwards IC Info Notice 00-01. "Fuel Handling Events " No 
specific action or response required 

GRICR.O H Region 1. Philadelphia, Office of the Director 

00/01/04 lp 


0001290204 Forwards 1C Circular BO-Ol, "Svc Advice for QE Induction 
Disc Relays " No response rcquirod 

ORIER.D H Region i< Philadelphia, Qffico of the Director 

BO/Q 1/17 Ip 


S Reportable occurrences. LCRs & related correspondence 


— B001110489 Opposition to intervener** Coleman 791016 request for action 
under 10CFR2 206 NRC fulfilled statutory duty per Endangered 
Species Act No new matters raised by intervenors request 
WETTERHAHN, M J Public Service Electric it Gas Co of New Jersey 
WETTERHAHN.M J Conner. Moore 6 Corber 00/01/10 19pp 

— 8001110494 Unsigned affidavit re effect of facility on endangered 
population of shortnose sturgeon Generating stations not 
expected tD impact shortnose sturgeon population in DE River 
estuary 

SCHULER, V J Ichthyological Associates Inc 80/01/10 iQpp 


— 8001110500 Affidavit re effect of facility on endangered population oF 
shortnose sturgeon Describes circulating water intake 
structure N mods effected to ensure trouble-free operation 
DOUGLAS, R P Public Service Electric it Qas Co Df New Jersey 
aO/Ol/OB llpp 


0001040337 Port 21 Kept 79-139-000 on 790924, dofec ttve crimps found on 
pins used in 72C insert for panel HI2-P093 Caused by mfg 
porsonnsl error 6 crimping tool malfunction resulting Prom 
inadequate QA Utils to be advised of tnsp t< repair program 
SHERWOOD, 0 Q Sh orwi n-Wi 11 i am* Co 79/09/20 3pp 


U Congress Iona 1/Executi ve Correspondence 


9001210231 Forwards VJ Schuler 790114 affidavit re impact of facility 
on shortnose sturgeon in DE River Estuary 
WETTERHAHN.M J Conner, Moore it Corber 80/01/16 I4p 


—0001210237 Affidavit re impact of facility on shortnose sturgeon in 
DE River estuary 

SCHULER, V J Ichthyological Assoc l a tes, I nc B0/01/14 18pp 


0001300275 Discusses possible weakening of foundation rock at Facility 
duo to extended period of blasting Util study finds no 
adverse effects Requests NRC investigate effects of 
blasting 

COUGHLIN. L House of Rep 79/12/31 lp 


Q Inspection reports, IE Bulletins it correspondence 


8D010BQ 198 Forwards IE Circular 79-23, "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, Q H Region I, Ph 1 1 ad e 1 p h ia> Office of the Director 

79/12/20 lp 


DOCKET 30-354 HOPE CREEK NUCLEAR STATION, UNIT 1 
A Application/construction stage documents correspondence 


0001020319 Advises scheduled submittal date for application for OL i* 
FBAR is Nov 1901, in response to 791H3 verbal request 
MITTL, R L Public Service Electric it Gas Co of New Jersey 
79/12/20 lp 


0001070372 Responds to NRC 791017 roquest for early verification of 
generic analysis of ATW5 Util endorses OE generic analysis 6 
mill continue to monitor GE work to achieve acceptable ATWS 
resolution 

HI TTL, R L Public Service EloctTic I, Oas Co of New Jersey 
79/12/26 2pp 


BOO! 170395 Responds to NRC 791031 Itr Reflects agreements reached at 
C 00107 meeting re monitoring shortnose sturgeon CPA joins 
in consultation w/NRC prior to agency action w/Natl Marine 


Fisheries Svc 

BANC HEX-MORALES Cnvi i onmen ta 1 Protection Agency 


80/01/09 2pp 


8001070159 Forwards IE Info Notice 79-32 "Separation of Electrical 
Cables for HPCI A Automatic Depro&sun tat i on 9ys " Nd 
specific action or response requested 

GRIER, D H Region V, Philadelphia, Office of the Director 

79/12/2! lp 


6001110206 Forwards IE Info Notice 79-33 "Improper Closure Df Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, 0 H Region 1, Philadelphia. Office of the Director 

79/12/21 Ip 


BOOl 080666 Forwards IE Info Notice 79-34. ’’Inadequate Design of Safety- 
Related Heat Exchangers » No action or response required 
GRIER, D H Region 1, Philadelphia, Office of the Director 

79/12/27 ip 


8001 140546 Forwards IE Info Notice 79-37 "Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 

79/12/20 lp 


N 

G Adjudicatory correspondence 


80-01030000 Order declining review of issues in ALAD-362 6 Ecology 
Action of Oswego petition for review NCPA issue re 
appropriate territorial scope Is pending in export licensing 

CHILK.8 J Office of the Secratary of fcha Commission 79/H/29 

2pp 

0001100312 Response to ALAD-966, Tootnoto 2 Takos issue w/ASLB 
conclusion re insignificance of deaths due to radon 
releases Alleges that nuc leor energy is loss cost-efficient 
than energy alternatives 

CACCIA, D A Affiliation Unknown 79/12/19 ip 


— 000 l 100310 Discusses A6LAD conclusion on radon Questions number of 
deaths estimated by AS LAD when multiplied by number of OS 
planned reactqrs Alleges that cost-benefit data balance is 
against nuclear energy 

CACCIA, D A Affiliation Unknown 79/01/03 ip 


0001240469 Ac k receipt of 791207 itr informing NRC of steps taken to 
correct violation noted jn IE Insp Rept 50-354/79-04 
CARLSON, R T Region J. Philadelphia, Reactor Construction !, 

Engineering Support Branch 79/12/28 Ip 


—8001240492 Responds to NRC 791109 Itr re violation noted in IE Insp 
Rept 50-334/79-04 Corrective actions Bechtel determined 
surface examination of nuclear Class 2 buttweld ends should 
have been performed per ASME Section III.NC-25J9 
MARTIN, T J Public Service Electric l< Gas Co of New Jersey 
79/12/07 2pp 


— 8001240495 Forwards IE Insp Rapt 50-354/79-04 on 790912-14 6 notice ot 

CARLSON, R T Region 1, Philadelphia, Reactor Construction 6 

Engineering Support Branch 79/11/09 2pp 


— 8001240498 Notice of violation from insp on 790912-14 
* Region i. Philadelphia, Office of the Director 
lp 


79/11/07 


BOO 1260355 Forwards DNWL 791115 Itr re radon releases from underground 
U mines Document is relevant to current A8LAG proceeding re 
radon issues 

LOWENDERG.H Assistant Director for Operations fc Technology 

79/12/21 2pp 


—8001240301 IE Insp Rept 50-354/79-04 on 790912-14 NoncompHance noted 
failure to follow applicable code requirements re repair of 

Region 1, Philadelphia, Office of the 


we lding 
TRIPP, L E , JERNIGAN, E P 
Director 79/11/07 5pp 


8001110480 Forward* comments by Public Svc Electric it Gas ftt al 
intervenors Coleman petition for issuance of order to show 
cause No show cause proceeding suspension or revocation of 
licenses warranted 

tJETTERHAHN, M U Conner* Moor® & Carter 00/01/10 ip 


150109 Forwards IE Info Notice 79-36, "Computer Code Defect in 
ress Analysis of Piping Elbow ,l No specific action or 

lER?0*H r5qiJl Region 1, Philadelphia, Office of the Director 
i/m/m i » 
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DOCKETED ITEMS 


6001150232 Forward 16 Info Notice 79-33, ‘'Control of Maint * Essential 
Equipment " No response required 

CRIER B H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


8001260395 Forwards 
U /nines Document 
radon issues 
LDWENDERG.H A 

79/12/21 2pp 


BNWL 791115 Itr re radon releases Pt om und pt q round 
is relevant to current ASLAB proceeding ro 

ssistant Director fo» Operations !< lechnology 


SCO 1 1 50226 Forwards IE Info Notice 80-01, "Fuel Handling Events No 
specific action or response required 

CRIER 0 H Region 1. Philadelphia. Office of the Director 
B0/01/O4 Ip 

6001300963 Ac Ir receipt of 791205 Itr informing NRC of steps taken to 
correct violations noted in IE In«p Repts 50-354/79-07 t 
50-355/79-07 

CARLSON. R T Region J, Phi ladelphia, Reactor Construction t* 

Engineering Support Branch 60/01/04 Ip 


—8001300590 Responds to NRC 791026 Itr re violations noted in IE Insp 
Repts 50-354/79-07 ?* 50-355/79-07 Corrective actions field 
engineer initiated log to assure weekly response to maint 
distT spare its 

MARTIN. T J Public Service Electric !< Gas Co of New Jersey 
79/12/05 2pp 


8001UQ48Q Forwards comments by Public &vc Electric Oas et a) 
intervenor* Coleman petition for issuance of order to show 
cause Ho show cause proceeding suspension or revocation o 


cause Ho 

licenses warranted 
WETTERHAHN, M J Conner, 


Moore U Corber QO/Ol/iO 


--0QQI 1 10489 Opposition to intervenors Coleman 791010 request For Action 
under 10CFR2 206 NRC fulfilled statutory duty pur Endangered 
Species Act No new matters raised by intervenors t oquost 
UETTERHAHN, M J Public Service Electric ?» Oas Co of Hew Jersey 
80/01/10 I9pp 


— 8001 1 10494 Unsigned affidavit re effect of facility on ondangorod 
population of shortnose sturgeon Generating stations not 
expected to impact shortnose sturgeon population in DE River 
es tuary 

SCHULER, V J Ichthyological Assoc iates, Inc QO/Ol/lO SBpP 


—8001300611 Forwards IE Insp Repts 50-354/79-07 l* 50-355/79-07 on 
790929-27 6 notice of violation 

CARLSON, R T Region J. Phi ladelphia, Reactor Construction L 

Engineering Support Branch 79/10/26 2pp 


— 8001300617 Notice of violation from insp oti 790925-27 

* Region 1- Philadelphia. Office of the Director 79/10/21 

4 


—8001300631 IE Insp Repts 90-354/79-07 6 50-355/79-07 on 790923-27 
Non comp ] ianc e noted failure to follow procedures for 
timely resolution of potentially nonconf ormi no items re 
maint insp punchlist 

MCCAUGHY, R W , BATEMAN, W H , NARROW, L Region X, Philadelphia, 
Office of the Director 79/10/21 7pp 


6001290209 Forwards IE Circular 60-01, "Bvc Advice for GE Induction 
Disc Relays M No response required 

CRIER, B H Region 1, Ph l lad e- lph la. Office of the Director 
80/01/17 Ip 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION. UNIT 2 


A Application/construction stage documents it correspondence 


0001020319 Advises scheduled submittal date for application for OL & 
FEAR is Nov 1981, in response to 791113 verbal request 
MlTTL.R L Public Service Electric If Gas Co of New Jersey 
79/12/20 Ip 


6001070372 Responds to NRC 791017 request for early verification pt 
generic analysis of ATW5 Util endorses GE generic analysis 6 
will continue to monitor GE work to achieve acceptable ATWS 
resolution 

MlTTL.R L Public Service Electric 6 Gas Co of New Jersey 
79/12/26 2pp 


8001170395 Responds to NRC 791031 Itr Reflect* agreements reached at 
800107 meeting re monitoring shortnose sturgeon EPA joins 
in consultation w/HRC prior to agency action w/Natl Marine 
Fisheries Svc 

SANCHEZ-MQRALES Environmental Protection Agency BO/OI /09 2pp 


C Adjudicatory correspondence 


6001030006 Order declining review of issues in ALAB-562 it Ecology 
Action of Oswego petition for review NEPA issue re 
appropriate territorial scope is pending in export licensing 
case 

CH1LK. S J Office of the Secretary of the Commission 79/11/29 

2pp 


0001180312 Response to ALAB-566. Footnot e 2 Takes issue w/ASLB 
conclusion re ins igni f i cane e of deaths due to radon 
releases Alleges that m/clear energy is less cost-efficient 
than energy alternatives 

CACC I A, D A Affiliation Unknown 79/12/19 Ip 


— 9001160310 Discusses ASLAB conclusion on radon Questions number of 
diatht estimated by A5LAD when multiplied by number of US 
planned reactors Alleges that cos t-bene f i % data balance Is 
against nuclear energy 

CACC I A, D A Affiliation Unknown 79/01/03 Ip 


— 0001110500 Affidavit re effect of facility on endangoiod population of 
shortnose sturgeon Describes circulating water intake 
structure U mods effected to ensure troub l e-fT eo operation 
DOUGLAS, R P Public Service Electric & Gas Co of New Jersey 
B0/D1/O0 Upp 

8001210231 Forwards VJ Schuler 790114 affidavit re impact of facility 
on shortnose sturgeon in DE River estuary 
WETTERHAHN, M J Conner, Moore << Corber 80/01/16 I4p 

■ — 600J 210237 Affidavit r e impact of facility on shortnose sturgeon In 
DE River estuary 

SCHULER, V J Ichthyot og 1 cal Assoc ta tes, Inc 60/01/14 IHpp 
Q Inspection reports, IC Bulletins % correspondence 


80010B0198 Forward* JE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference '* No written response required 

GRIER, D H Region 1, Philadelphia, Office of the Dlioctor 
79/12/20 Ip 


9001070159 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI it Automatic Dep ressur i iat 1 on 8ya " No 
specific action or response requested 

GRIER. B H Region 1. Philadelphia, Office of the Director 
79/12/21 ip 


B001 1 10206 Forwards IE Info Notice 79-33, "Improper Closure of Pi Ifnary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER.B H Region 1, Philadelphia, Office of the Director 
79/12/21 Ip 


8001080666 Forward* IE Info Notice 79-34, "Inadequate Design of Bafutu* 
Related Heat Exchangers " No action or response required 
GRIER, B H Region I, Philadelphia, Office of the Director 
79/12/27 ip 


B001140546 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " Ho response required 

GRIER, 0 H Region 1> Ph i 1 ad e 1 p h ia< Office of the Director 
79/12/28 Ip 


B00H50109 Forwards IE Info Notice 79-36, "Computer Code Dofei-t in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, B H Region 1, Philadelphia, Office of tho Director 
79412/31 lp 


0001190222 Forwards IE Info Notice 79-33, "Control of Maint 6 Es sp r>t J . a 1 
Equipment " No response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


8001150226 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
80/01/04 lp 


8001300566 Ac* receipt of 791205 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-354/79-07 6 
30-355/79-07 

CARLSON, R T Region 1, Phi ladolph la. Reactor Construction It 

Engineering Support Branch 80/01/04 Ip 
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— BGO13GQ590 Responds to NRC 791026 1 tr re violations noted in IE Insp 
Repts 50-354/79-07 K 50-355/79-07 Corrective actions field 
engineer initiated log to assure weekly response to maint 
discrepanc i e& 

MARTIN. T J Public Service Electric 5, Gas Co of New Jersey 
79/13/05 2pp 


— 0001300611 Forwards IE Insp Repts 50-354/79-07 fc 50-355/79-07 on 
790925-37 h notice of violation 

CARLSON. R T Region 1. Philadelphia. Reactor Construction It 

Engineering Support Pranch 79/10/26 2pp 


--0001300617 Notice of violation from insp on 790925-27 

* Region 1. Philadelphia. Office of the Director 79/10/21 

lp 


—8001300631 IE Insp Repts 50-354/79-07 It 50-355/79-07 on 79092 5-27 
Noncomp 1 lance noted failure to follow procedures for 
timely resolution of potentially nonconforming items re 
maint insp punchlist 

MCGAUGHY.R W , BATEMAN. W H , NARROU. L Region 1. Philadelphia. 

Office of the Director 79/10/21 7pp 


B001290209 Forwards IE Circular 00-01, "Svc Advice fur GC Induction 
Disc Relays " No response required 

GRIER. B H Region 1. Philadelphia, Office of the Director 

00/01/17 lp 
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A Application/construction stage documents t correspondence 


7912270167 Forwards proposed Revision 2 to Reg Guide I 97, 
"Instrumentation for Light Water Cooled Power Plants to 
Assess Plant t- Environs Conditions During I, Following 
Accident " Comments should be Filed bofore 791214 meeting 
VARGA> S A Assistant Director for Light Water Reactors 79/11/23 

3pp 


0001040619 Forwards request for add! info needed for QL application 
review Response should be submitted by 800220 

STQLZ.J F Light Water Reactors Branch 1 79/12/10 10pp 


F Security, medical. Emergency f< fire protection plans 


0001090217 Fotwards WR Buntin 791210 Itr to util re estimate of 
licensee assis-tanre necessary to develop adequate emergency 
response capability in KY for facility 
MARTIN. D K Kentucky. State of 80/01/03 I2pp 


G Adjudicatory cenrespondence 


0001 100097 Petition by City of Mentor. KY to participate in proceeding 
Questions adequacy of emergency planning t preparedness t 
other related issuds Knowledge of KY community demography t* 
geography should assist ASLB Certificate of Svc encl 
STRASINGER.ft . YOUNG, G Kentucky, State of 79/12/20 4pp 


0001160142 Motion for dismissal «f mter/onor Miami Valley Power 
Project Contention 13 re applicant financial qualifications 
Intorvonor failed to respond to 791121 interrogatories 
Certificate nf Svc encl 

CONNER. T B , UEITERHAHN. M J Cincinnati Gas h Electric Co 
CONNER. J B Conner, Moore •* Corbor 00/01/00 5pp 


8001100116 Answer in opposition to City of Mentor. KY 791220 petition to 
participate in QL proceeding If admi t ted. C 1 ty of Mentor 
participation should he limited to issue of emarqency 
planning Certificate of Svc encl 

CONNER, T G . VJETTFRHAHN, M J Cincinnati Gas t, Elortric Co 
CONNER. T 0 Conner. Moore t* Oorber RO/Ol/U /pp 


H General correspondence 


BQ01250275 Confirms 000123 meeting w/cnmmunlty representatives in 
Moscow . OH to discuss NRC regulatory program for protection 
of public health % safety Agenda f> addressee list encl 
WEPPLCR.J G Region 3 . Chicago. Office of the Director 00/01/10 

4p p 


0001250301 Confirms 000173 mooting w/commurnty representatives in 
Moscow. OH to discuss NRC regulatory program tor protection 
of public health 9 safety Agenda A list of addressees encl 
KEPPLER. J G Region J, Chicago. Office of thli Diroitor 00/01/10 

4pp 


8001040734 Forwards request for addl info needed for QL application 
review Response should be submitted prior to 000131 
STCLZ.vJ F Light Water Reactors Branch 1 79/12/11 4pp 


8001110330 Summary of 791114 meeting w/Marfc 11 owners re discussion t* 
identification of task programs prior to Final documentation 
of tasks in Mark II long-term program 

ANDERSON, C J Containment Systems Branch 79/12/20 4pp 


000 1 250310 Confirms BOO 1 23 meeting w/rommunity representatives in 
Moscow, OH to discuss NRC legul.itoty prcgiam fpr protection 
of public health safety Agenda t* list of addressees encl 
KEPPLER.J G Region 3, Chicago. Office of the Director BO/Oi/lO 

4pp 


H Utility Final Safety Analysis Report <F5AR) ft amends 


8001250121 Sumrnai y of meeting w/Marlt II owners group in Bothesda.IiO 
t e status of several long-term program tasks in advance of 
final documentation Agenda. list of attendees & viewgraphs 
one 1 

ANDERSON. C J Containment Systems Branch 79/12/20 lOOpp 


8001160576 Forwards Amend 102 to F5AR 

DQHOMANN.C A Cincinnati Gat t, floe trie Co 00/01/11 2pp 


— 900116057? Amend 102 to FSAR. prov. 1 d \ ng responses to Round 2 questions 
contained in NRC 791010 *< 1211 Itrs 
* Cincinnati Gas f < Electric Co 00/01/ il 3 r ?pp 


BDOl 100035 Forwards Revision I to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing roviow >< radiological effluent 
Tech Spec update No guppl to license application required 
VARGA, s A Assistant Director for Light Water Reactors 79/12/21 
lp 


0001220367 Forwards Certificate of &vc for Amend 102 of liuense 
application, submitted as Revision 6J to FLAR W/o end 
UQRGMANN. E A Cincinnati Gas 1 Electric (0 00/01/17 2pp 


P Operating license stage documents l< correspondence 


— >0001 180061 Revision i to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 17pp 


8001210020 Forwards copy of utjl 790925 response tt) !E Bulletin 79-19, 
"Packaging of Low Level Rad waste for Transport t< Burial " 

BORGMANN.E A Cincinnati Gas t< Electric Co /9/12/10 lp 


6001110440 Forwards revised request for addl info re 020 0 auxiliary t< 
power conversion sys Revised request required due to changes 
t* mads to End 2 

STOLZ.J F Light Water Reactors Branch 1 79/12/27 ISpp 


B0010S0076 Forwards response to questions contained in 791221 ltr re 
evacuation ?< decommissioning plans 

DENTON. H 0 Office of Nuclear Reactor Regulation 79/12/28 Bpp 


8001290060 Updates 790412 0510 ltrs re recall of 4-incb elbows U 

2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 00/01/15 2pp 


8001210123 Comments on proposed Revision. 2 of Reg Guide 1 97, 

" Instrumentation for Light Water CooUd Nuclear Power Plants 
to Assess Plant Environs Conditions During t* Following 
Accident " Literal compliance too costly 

BCRGMANN, E A Cincinnati Gas * Electric Co 00/01/17 30pp 


Q Inspection reports. IE Bulletins t* correspondence 


0001040000 Forwards IE Insp Rept 50-350/79-26 on 790017 6 21-23 No 
none a-mp 1 lane e noted 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/11/26 

app 


— 8001040095 IE Insp Kept 30-358/79-26 on 791017 K 21-23 No noncomp 1 1 am. 
noted Major areeas inspected allegations re improper specs & 
drawings % insp criteria far suppression pool wall plate 
mods 

MOREL I US 1 C E , FOSTER, J C Region 3. Chicaqa, Office of the 

Director DANIELSON. D H Region 3. Chicago. Reactor 

Construction !, Engineering Support Branch 79/10/05 9pp 


BOO i 100329 Forwards IE Insp Hopt 50-358/ /9-3D on 791006 U 13 No 
n-nncompl lane e noted 

HEISHMAN.R F Region 3» Chicago. Reactor Operations Nuclear 

Support Branch 79/11/30 2pp 
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— 8001100335 IE Insp Rept 50-358'79-jS on 791006 «< 13 Ho noncomp 1 iance 
noted Major areas impacted routine unannounced msp of 
operating 6 emergency procedures 

WARN IC K , R F - UAH! ELS- F T Region 3, Chicago- Office Of the 
Director 79/11/37 3pp 


Q00 1 1 60359 Forwards IE Imp Rept 30-350/79-29 on 791104-08 No 
none ompl ianc e noted 

FIOR'ELLI.G Region 3. Chicago. Reactor Construction & Engineering 

Support Branch 79/11/30 2pp 


— 8001 160367 IF Insp Rept 50-330/79-39 an 791106-08 No noncomp J iance 
Tidted Major areas inspected review of corrective action 
taken on previously identified items of noncomp 1 lance it 
unresolved items 1< ASME certification status 

KNOF-R C „ VANDEL.T E , NAIDU- K R Region 3. Chicago- Office of 

the Director 79/11/29 9pp 


8001290053 Forwards IE Insp Rept 30-358/79-33 on 791113-16 No 
noncomp 1 iance noted 

F I0RELL i * 0 Region 3- Chicago. Reactor Construction & Engineering 

Support Branch 79/13/27 2pp 


— 8001390059 IE Ihsp Rept 50-358/79-33 on 791L13-16 No none omp J lan e e 
noted Major areas inspected observation of work on 
suppression pool ?< fuel storage area & review of previoulsy 
identified items 

DANIELSON- D H Region 3. Chicago, Reactor C-onatruclion b 

Engineering Support Branch LIVERMORE, H H Region 3, Chicago, 

Office of the Director 79/12/19 6pp 


8001090472 Forwards IE Info Notice 79-37, -'Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J G Region 3, Chicago* Office of the Director 79/13/20 

lp 


□ 001100497 Foiwarda IE Insp Rept 50-358/79-32 an 791-017-16 In notice af 
vl olat i on 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/12/06 

2pp 


— 8001100460 Notice af violation from insp on 791017-1B 

♦ Region 3* Chicago* Office of the Director 79/12/04 Jp 


—0001100476 IE Insp Rept 50-358/79-32 on 791017-JB None o/npl i anc e noted 
no design change document available to approve deviation in 
reinforcing work from Spec SA-580 Grade D 

DANIELSON, D H . NORILIUS.C E . ERA. C M Region 3. Chicago* 

Office of the Director 79/12/04 10pp 


□□01 1 00257 Forwards IE Info Notice 79-31* "Use of Incorrect Amplified 
Response Spectra < ARB 1 ■» No action or response reouired 
KEPFLEfl.J G Region 3- Chicago. Office of the Director 79/12/13 

IP 


BOO 1 1 70246 Forwards IE Insp Rept 50-358/79-31 on 791019 No 
noncomp 1 i ancf noted 

KEPPLER. J Q Region 3* Chicago, Office of the Director 79/12/13 

2pp 


— 0001170252 1£ Insp Rept SO-35B/79-31 on 791019 No none omp 1 i ant m noted 
Major areas inspected investigation tp environ rept.rpview 
of Sargent U Lundy stud i es. envi ron repts X, interviews w/util 
mg t 

NO FI EL I US. C E , FDSTER*. J E Region 3- Chicago* Office of the 

Director 79/12/05 39pp 


8001 1 504 1 1 Forwards IE Insp Rept 50-359/79-34 on 791107-03 No 
nonco/np 1 i anc e noted 

DAV1 B* A D Region 3, Chicago*. Fuel Facility it Materials SaFety 

□ranch 79/12/17 2pp 


--□001150413 IE Insp Rept 50-356/79-34 on 791107-00 No non c omp 1 lane e 
noted Major* areas inspected emergency planning* 
imp 1 erne n tat l on procedures t* planning preparation 
ESSJQ.T H . QESTMANNp tl J Region 3, Chicago, Office of the 

Director 79/12/05 3pp 


0001080322 Forwards IE Circular 79-25* "Shock Arrestor Strut Assembly 
Inter Ferenco '* No written response required 

KEPPLER* J 0 Region 3. Chicago* Office of the Director 79/12/20 
ip 


0001 160279 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/28 

IP 


8001100192 Forwards IE Info Notice 79-35* "Control of Maint «. Essential 
Equipment " No action or response required 

KEPPLER* J G Region 3, Chicago, Office of the Director 79/12/J1 

lp 


□001150119 Forwards IE Info Notice 80-01* "Fuel Handling Events 11 N o 
specific action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director BO/OJ /D4 

4 


000124052'? Forwards response to IE Bulletin 79-02. Rev i s j on 2* "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts " Concrete expansion anchor baseplate assemblies have 
been designed for min factor of safety equal to 4 0 
□CRCMANN.E a Cincinnati Gas t Electric Co 80/01/04 20pp 


BOO 1 290070 Forwards IE Insp Rept 50-350/79-1? on 790918-20 A 1211-12 
Mu non comp 1 i a nc e noted 

FlORELL I * G Region 3* Chicago* Reactor Construction & Engineering 

Support Branch 80/01/07 Ppp 


—8001390000 IE Insp Rept 50-350/79-17 on 790918-20 it 1211-12 No 
none omp 1 iance noted Major areas inspected review of 
procedures, tiondpstruc tlve examination data repts- 
personnel c pr t i f lea t ions various sys radiographs 
DANIELSON* D H Region 3. Chicago, Reactor Construction & 

Engineering Support Branch WARD* K 0 Region 3* Chicago, Office 
of the Director BO/01/02 7p p 


8001240370 Confirms 000123 meeting w/community representatives in 
Moscow* DH to discuss NRC regulatory program for protection 
of public health It safety ?< insp & enforcement program 
Agenda fi< list of addressees end 

KEPPLER. J G Region 3* Chicago. Off lee of the Director 80/01/10 

4pp 


0001240381 Confirms B00123 meeting w/c ommun l ty representatives in 
Most Ditii OH to discuss NRC regulatory program for protection 
of public health & safety I< insp & enforcement program 
Agenda L list of addresses enc 1 

KEPPLER. J O Region 3, Chtqago* Office Of the Director 80/01/10 
4pp 


0001210012 Responds to IE Bulletin 79-25* "Failures of W&atinghouse 
BFD Relays in Safety-Related Sys " Relays not used in 
5a f e ty-rel at ed sys 

0ORGMANN* E A Cincinnati Gas !< Electric Co 79/12/20 lp 


0001590116 Forward* IE Circular 00-01* "Svc Advice fnr GE Induction 
Diic Relays “ No response required 

KEPPLER. J Q Region 3. Chicago* Office of the Director 80/01/17 

lp 


800IHG077 Forwards IE Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLEfLJ 0 Region 3. Chicago, Office of the Director 79/12/26 

IP 


0OOU 10267 Forwards IE Info Notice 79-32* "Separation of Electrical 
Cables for HPCI & Automatic Depressur i ia tion Sys " No action 
or response requested 

KEPPLER,, J 0 Region 3, Chicago* Office of the Director 79/12/26 

ip 


8001100004 Forwards IE Info 
Related Heat Exchangers ° 
KEPPLER* J G Region 3, 
ip 


Notice 79-34* "Inadequate Design 
No action or response required 
Chicago* Office of the Director 


of Safety- 
79/12/27 


S Reportable occurrences, LERs it related correspondence 


0001280226 Submits Part 21 Rept 79-189-00i Provides add! info re 
sedimentation monitoring program proposed for installation 
of svc water pump structure Study being conducted to 
estimate sedimentation rates in intake structure 
BOSGMANM.E A Cincinnati Gas & Electric Co 79/12/20 2pp 


B001310149 Part 21 Rept 00-190-000 spring used in some NH9I-96 & 98 
mill tamper? hydramotor acuators discovered mfg from 
incorrect mat 1 Notifications to affected customers end 
SLOAN* D E W R Grace U Co 80/01/08 20pp 


8001240369 Ack receipt of 791231 interim deficiency rept re status of 
investigation of operational problems experienced w/svc 
water pumps under low flow conditions 

FlORELL I * G Region 3* Chicago, Reactor Construction & Engineering 

Support Branch 80/01/11 lp 
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T Healing transcripts on non-ant i trus t matters 


6001030106 Forwards comments on proposed reg guide, "Lightning 
Protection For Nuclear Power Plants " Various journal 
articles & technical ropts end 

HARALAMPU.G S , KOEPFINQER.J L , BQETTGER, J T Power Engineering 
Society 79/11/13 278pp 


— 8001030135 Transcript of 790628 hearing in Cine Innati , OH Pp 1*017- 
1<81B 

BECHHQEFER. C Atomic Safety and Licensing Board Panel 

BANTA, F L . B0RGMANN, E A Affiliation Unknown 79/06/28 2pp 


U Congressional/Executive Correspondence 


8001140900 Responds to 791016 1 tr re GW Qeisen 790913 concern about 
possible facility damage from proposed limestone mining 
operations Use af explosives at distance greater than two 
miles will not affect plant safety Effects will be verified 
GDS3ICK*L V Office of the Executivo Direttor for Operations 
79/11/28 lp 


— 8001 140504 Forwards GW Geisen 790913 ltr re proximity of facility to 
blasting activities in proposed limestone operations 
Requests comments 

ORAOISON, H House of Rep 79/10/16 13pp 
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A Application/construction stage documents & correspondence 


8001300289 FOIA request for documents ro seismic safety of plants 
DAVIS, G Affiliation Unknown 79/11/30 2pp 


0001070111 Forwards request for addl info for FSAR, inc lud i ng info re 
load combination equation in dee ign* magni tude of respective 
loads for sea wall l* applicable design codes & load factors 
used 

DAER.R L Light Water Reactors Branch 2 79/12/21 2Bpp 


0OO11BOO35 Forwards Revision 1 to hranrh technical position on 
radiological environ monitoring Revised requirements will bo 
implemented in licensing review ** radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
IP 


— 8001180061 Revision 1 to branch technical position on radiological 
environ monitoring 

■* Radiological Assessment Qranch 79/11/30 17pp 


8001100446 Submits responses to NRC questions re ownership interest in 
facilities Urges completion of NRC review it granting of OLs 
ROSS, E C Riverside County, CA BO/01/04 3pp 


8001210245 Submits answers to specific NRC questions in connection 
u/review of OL application for facility Includes info re 
joint ownersh ip* transmi ssion alternatives & purchases of 
energy Supporting docutnen ta i ton end 
HOYT* 0 U Anaheim, CA 80/01/00 9pp 


80012*30013 Forwards NRC position re applicants intent not to perform 
full load tests of vital 480-volt ac buses using all sources 
of power supplies to buses Tests must be c onduc ted , inc 1 ud i ng 
all sources of power supplies to buses 

HAA98* W P Quality Assurance Branch 80/01/10 3pp 


0001300292 Responds to FOJA request for documents re seismic safety of 
facilities Requested info in LPOR in Mission Viwjo.CA 
FELTQNrJ M Division of Rules and Records 0O/OJ/IO lp 


0001230242 Summary of 791213 meeting w/utila re Revision 2 to Reg Guido 
1 97* "Instrumentation for Light Water Cooled Nuclear Power 
Plants to Assess Plant & Environs Conditions During 6 
Following Accident M 

KINTNERiL L Operating Reactors Branch 1 80/01/11 2ipp 


8001290360 Updates 790412 & 0510 Itrs re recall of 4-inch elbows k 
2-inch toes from Lot W6719 Lists nuclear power plant* at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN* L E Eon Corp 00/01/13, 2pp 


8001290993 Discusses 700324 preoperational monitoring program submittal 
St subsequent revision S< approval Program will be terminated 
in June 1900 due to delay in fuel loading All NPDES 
monitoring will continue 

BASKIN, K P Southern California Edison Co 00/01/13 2pp 


8001250473 Forwards "Calculations for Reanalysis of Electrical Cable 
Tunnel Structure," affidavit 6 legal notice Rept withheld 
(ref J0CFR2 790) 

HAYNES, J 0 Southern California Edison Co 80/01/21 Bpp 


8001250433 Forwards nonproprietary version of "Ca ) culat i pns for 
Reanalysis of Electrical Cable Tunnel Structures,” per NRC 
request for addl structural calculations 

HAYNES, J G Southern California Edison Co 80/01/21 4pp 


0001290490 Forwards comments re specific impact of proposed Revision 2 
to Reg Guide 1 97, "Instrumentation for Light Hater Cooled 
Nuclear Power Plants to Assess Plant h Environs Conditions 
During S* Following an Accident " 

HAYNES, J G Southern California Edison Co 00/01/21 13pp 


000125031 2 Forwards info needed to evaluate environ qualification 
program, in response to NRC 000109 request Excerpts from 
FSAR end Addl Info was provided in FSAR Amend 13 
BABKIN, K P Southern California Edison Co 80/01/21 13Bpp 


F Security, medical, emergency |< fire protection plans 


8001230008 Responds to NRC 791211 request for addl info needed to 
Complete leview of safeguards contingency plan Requests addl 
time to provide info Submittal expected by B00225 
HAYNES, J 0 Southern California Edison Cn B0/0I/15 Ip 


8001300453 Forward* addl licensing amend fee for safeguards contingency 
plan ^ security force training It qualification plan, in 
response to NRC 791120 ltr Addl fee combined w/pravious foe 
brings payment to Close III level 

HAYNES, J G Southern California Edison Co 00/01/24 2pp 


0 Adjudicatory correspondence 


0001160397 Forward* licensees' application far Amend 1 to Matl/ 
Byproduct License SNM-IB44 Amend increases max amount of 
U-235 to 35 g 

CHANDLER, L J Hearing Branch t 00/01/00 lp* 


— ■0001160404 forwards Amend 1 to Matl/Dyproduct License SNM-1844 Amend 
Increase* max amourt of U-235 to 35 g 

DRAKE, J H Southern California Edison Co DRAKE, J H Bon Diego 
Gas 6 Electric Co 79/12/10 lp 


— BOOl 160410 Application for amend of Ha t 1 /By pr oduc t License BNM-1044 
Amend increases mat amount of U-235 to 35 g 

DRAKE, J H Southern California Edison Co COTTON, 0 D San Diego 
Gas fc Electric Co 79/12/07 4pp 


0OOJ2SO112 Responds to 791231 ltr to KH Drown requesting info on Brown 
Involvement in facility emergency plans during tenure as 
Director of NRC Ofc of Inti 6 State Pi ograms HE Collins memo 
6 other documents supplying requested info end 
LEWIS* 8 H Hearing Branch 2 80/01/14 2pp 


— 8001250110 Discusses HW Drown involvement in facility emergency plans 
during tenure as Director of NRC Dfc of Inti & State 
programs Drown duties did not involve responsibility to 
review licensee plan* 

COLLINS* H E Assistant Director for Emergency Preparedness 
79/01/11 lp 


— 0001250125 Ack receipt of 740318 ltr re San Onofre emergency planning 
Review l< coordination of state tc local govt emergency plans 
governed by CA State Ofc of Emergency Svcs l CA State Health 
Dept 

BROWN, H H Atomic Energy Commission 79/04/19 Ip 


H General correspondence 


BOtH Q70440 Notifies Of realignment of organ i lati on»l responsibilities 
for design const & operation of units to achieve greater 
effectiveness New dept created to assume chief 
responsibility R Dietch named as vice president 
DRAKE. J H Southern California Edison Co 77/12/20 2pp 


K Utility Final Safety Analysis Report <FBAR ) it amends 


BOO 1 3 i G 1 4 1 Forwards Amend 17,Vols I 8, II. to FSAR Amend 17 to QL 
application end 

ARENAL, A Southern California Edison Co 79/12/24 3pp 


■0001310146 Amend 17, Vo) I* to TSAR (Sixty-six oversite pages end I 
* Southern California Edison Co 79/12/24 325pp 
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--TjOI 310152 M-ffnj i’ 1 5 1 II tJ FS«R One hundred 
pages ft 7Q4 c^rtiK ara-rings encl 
* Sa-ithern ClIifirniG cljsan Co 79/12/24 


snty-one oversize 
495pp 


—8001310293 "Amend 2 to Fire Hazards 
* Southern California Edison Co 
79/12/31 tOOpp 


Analysis 1 

* San Diaoo 


Goa ft El oc tr ir 


Co 


-‘•fiOOiSlfH 74 Araly^is ^ vealogiv Features at 
Generating Station Twenty “se. en a.ersiie 
* FU4G0 Consulting c.rgire*rs ft Geologists 


San Onofre Nuclear 
pages end 

74/07/03 B2pp 


■SCO J310177 Analysis 
Generating Station 
* FURwU Cznsultin; 


c» C » D Type Features at San Qr.otre Nuclear 
tine^eer o erswe pages end 
Er j j neers t Geologists 74/11/01 49pp 


— B00J3JC18S "Cejiajic r Fault Reconns i ssance. V jc ini ty of 
One o*ersue dM P end 

• FORGO Consulting Er gingers ' Geolcjists 72/04/06 


Oceanside. CA * 
I4pp 


— 6001310187 Geoloji 1 ' In estigjtian of Fault £, Southeast of San Onofre 
Nuclear Generatir, *ta*i-r. San Cnefre CA Four oversiif 
pages encl __ 

* rVKOQ Cc^s alt Er<ji.r««r« * Geologists 70/05/12 29pp 


— 8001310170 Geologic fiept on Protatility of Ground Displacement on 
Faults in ‘/icinitg or Sdn Dnofie Nucleat Power Plant Sites 
Nice o^er^lre pages enc 1 

» Conyers® Ba is * MSsOtiates 70f0A/3j 59pp 


--6QQ131G221 Geo tec Mu c A 1 t.dKitjsr of Fi.e Potential Mainland CA LNG 
Import Terminal Site* Eie en o.erme pages end 
TfiEADrj^LL D D BROGAN, G E Wod dar d -C l y de Cdn su I tants, Inc 
70/C4/frF 19i’pp 


Inspection reports. IE Bulletins ft correspondence 


0001160449 Forwards IE Insp Repts 50-361 Z79-27 ft 50-362/79-23 iin 
791Q01 -05 No noncompliance noted . , . , 

SPENCER, G 5 Region 5. San Francisco. Reactor Umflfcriic t \ nn ft 

Engineering Support Branch 79/11/19 2pp 

--0001 160453 IE I nsp Repts 50-361/79-27 ft 50-362/79-25 On 791001-0*1 Nn 
none nmp 1 i ante noted Ma jot aroai. inspected allegation ro 
factory splices in GE Class IE eloctrical cable installed at 
facilities , . . . 

DDDDS.R T Region 5, San Francisco, Reactor Conn .true t i on 6 

Engineering Support Branch ECKHARDT, J H - EU1N. J 0 RDfl on J. 

San Francisco, Office of the Director 79/11/13 7pp 


B001160154 Forwards IE Insp Repts 50-361/79-24 if 50-342/79-33 on 
791001-05 No noncomp 1 lance noted 

SPENCER, G S Region 3, San Francisco. Reactor Construction ft 

Engineering Support Branch 79/12/11 2pp 


--BOOI 160161 IE Insp Rep t 50-361/79-24 ft 50-362/79-23 oil 791001-03 No 
noncomp 1 i ancp noted Major areas inspected piping 
installation ft we \ d i ng. p re serv 1 c e insp of reactor vossol ft 
Containment p os t-tens l an ing activities 

DODDS, R T Region 5- San Francisco, Reactor Construction ft 

Engineering Support Branch ELIN, J 0 ■ WAIST, D I* Region 3« 8an 
Francisco, Office of the Director 79/12/11 lOpp 


— SQ01310201 Final rept on Geologic Features at San Onofre Nuclear 
Generating Station Fi e oversize pages end 
» FL830 Consulting Engineers * Geologists 76/09/31 36pp 

— eOOlDJOCCB "19/7 Unpubl is* d Seismic Reflection Profiles " Thirty-sn 
ovt-siz* drawings end 

* FUR GO Corisi Iting Engineers T Geologists 77/12/31 Ip 


— 0001310212 Recent Geotechnical Stud ies, Southern Qrango County, CA " 
Vul I 

* Southern Califorru Edison Cj * San Dieqo Gas ft Electric Co 
76/02/20 157pp 


--00O13I 0229 "Geotechnltal Studies Northern San Diego County CA ’ Twenty- 
cne Oyersue drawings end 

» Soutnern California Edison Co ■* San Diego Gas ft Electric Co 
77/10/31 226pp 


0001100530 Forwards IE Insp Repts 50-361/79-20 ft 50-342/79-26 on 
791001-31 No noncompliance noted 

SPENCER, G S Region 5, San Francisco, Reactor Construction & 

Engineering Support Branch /9/12/12 2pp 


— BOOI 100535 IE Insp Repts 50-361/79-20 ft 30-362/79-26 on 791001-31 No 
none omp 1 icanc e noted Major areas inspected const activities 
re storage, grinding ft weld ing. nondestruc ti ve examination of 
piping ft containment prestressing 

DDDDS.R T Region 5, San Francisco, Realtor Construction ft 

Engineering Support Branch PATE. R J Region 9. San fiancuro. 
Office of the Director 79/12/12 lDpp 


8001020140 Ac k receipt of 79112/ ltr informing NRC of steps taken tn 
correct violations noted in IE Insp Repts 50-361/79-23 ft 
30-362/79-22 

SPENCER, O S Region 5. San Francisco, Reactor Conn true 1 1 on ft 

Engineering Support Branch 79/12/13 Ip 


‘8001310236 "Nuclear Power Plant Siting wa-ip Pendleton Marine Corps 
Dose " Thirty ovsrsue drawings end 
* Pickard Lo-,e w Garrick Inc ‘*7/04/30 2l6pp 


-0001 310243 Le*e Quaternary Rates ijf Def ornat ion. Laguna Beach - Ban 
Onofre State Beach Oranje f San Diego Counties. CA ” One 
o/erjuc drawing end 

SHLEMCN. R J Fio> J SMe^an ft Associates Inc 70/ID/31 45pp 


*8001310245 Late Ouaternary Evolution of Cairp Pendleton - San Onofre 
State Be^cn Coastal Area Northwestern San Diego County. CA “ 

Two o»er$ire drawings enc 1 

EHELMGN R J Roy J SMenon ft Associates. Inc 70/Q1/3! iDDpp 


— -B001020147 Responds to NRC 791026 ltr re violations noted in IK Inup 
Repts 50-361/79-23 ft 50-362/79-22 Corrective actions excess 
mat! removed from cable trays ft cover removed from cable 
ARENAL. A Southern California Edison Co 79/11/27 3pp 


— 9001020151 Forwards IE Insp Repts 50-361/79-23 ft 50-362/79-22 on 
790830-24 ft notice of violation 

SPENCER, G B Region 9. San Francisco. Reactor Construction ft 

Engineering Support Branch 79/10/26 3pp 


— 8001020155 Notice of violation from insp on 7901320-24 

* Region 5. San Francisco, Office of the Director 79/10/23 
If 


'0001310250 Recent Geotechnical Stud j es< Southern Orange County, CA, |J 
Vcl ll Twelve cwersite drauings end 

* Southern California Edison Co * San Diego Gas ft Electric Co 
76/02/2B 1 I6pp 


— 0001310254 Preliminary Geologic Rept of Coastal Central Portion of 
Camp Pendleton Marine Base.San Di^go County, CA " Twelve 
oversiie drawings end 

e Converse. Da^i s ft Associates 71/06/04 27pp 


—0001020163 IE Insp Rept 50-361/79-23 ft 50-362/79-22 on 790020-24 
NoncoMp 1 lance noted excess metis in cable trays ft cable 
pinned between wood cover ft cable tray edge 

DODDS, R T , ECKHARDT, J H . ELIN. J 0 Region 9. San Francisco, 

Reactor Construction ft Engineering Support Branch 79/10/23 6pp 


0001080253 Forward* IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference ° No written response required 

ENGELKEN,R H Region 5. San Francisco, Office of the Director 


■0001310256 'Analysis of Properties of Finer-Grained San Mateo Sand 
Songs * 

BAP^JCN.J A , LOFSUICK h M Noodward-McNe i 1 ft Associates 
74/12/31 ifipp 


8001310259 'Suppl to Generalized Subsurface Geological Study. Cap i strana 
Area, Orange County CA.Nov 1975 " Twelve oversize drawings 
end 

WEST, J C Jad Q Rest 79/01/31 I7pp 

#001310291 Forwards F5AR Amend j7 ? 'Amend 2 to Fire Haiards Analysis " 
Amend 17 to FSAR not enc i 

ARENAL. A Southern California Edison Co 79/12/24 3pp 


0001080095 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI ft Automatic Depressurization Sys " No 
specific action or response requested 

ENGEL KEN, R H Region 5, San Francisco, Office of the Director 


6001110033 Forward* IE Info Notice 79-33. n 
Containment Equipment Access Hatches " No 
response requested 

ENGELKEN, R H Region 5, San Francisco, 
79/12/26 lp 


Improper Closure of Primary 
specific action or 

Office of the Director 
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BOO1Q0O612 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
ENGELKEN, R H Region 5# San Francistoi Office of the Director 
79/12/27 ip 


BOOl 140093 Forwards revised notice of violation from insp on 791105-09 
SPENCER# 0 S Region 5# Ban Francisco. Reactor Construction & 

Engineering Support Branch 79/12/27 lp 


'*-6001140095 Revised notice of violation from insp on 791105-09 

» Region 5# San Francisco# Office of the Director 79/12/27 

lp 


6001 100101 Forwards IE Info Notice 79-37# "Cracking in Low Pressure 
Turbine Discs 11 No response required 

ENGELKEN, R H Region 9# San Francisco. Office of the Director 
79/12/20 ip 


6001150044 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

ENGELKEN, R H Region 5# San Francisco. Office of the Director 
79/12/31 lp 


8001550258 Forward* IE Info Notice 79-35. "Control of Maint A Essential 
Equipment " No response required 

ENGELKEN, R H Region 5# Ban Francisco. Office of the Director 

79/12/31 lp 


8005150080 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

ENGELKEN, R H Region 3, San Francisco# Office of the Director 

SO/Ol /04 lp 


SCO 1270085 Forwards IE Circular 80-01# "Svc Advice for GE Induction 
Disc Relays 11 No response required 

ENGELKEN. R H Region 5# San Francisco, Office of the Director 
80/01/17 lp 


8 Reportable occurrences. LERs & related correspondence 


0001110180 Ack receipt of 791203 interim rept re status of 
investigation of Taylor Forge pipe defects reported 791105 
ENGELKEN# R H Region 3# 8an Francisco# Office of the Director 
79/12/10 lp 


■ — 800S110186 Advises that final rept on Taylor Forge pipe defects will be 
submitted 791212 Condition Involves lack of documentation re 
qualification testing for electrical cable repaired by 
manufac turer 

NUNN, D E Southern California Edison Co 79/12/03 ip 


B0DI040544 Ack receipt of 791214 interim deficiency rept re measurinq 
A tost equipment recalibr at vendor facilities 

ENGELKEN, Ft H Region 5, Ban Francisco, Office of the Director 

79/12/20 lp 


--9001040557 Interim deficiency rept re measuring & test equipment 
recallbr at vendor facilities Caused by vendors not 
maintaining records of equipment performance & not 
transmitting data to flechtel Procedures revised 
* Southern California Edison Co 79/12/14 3pp 


B001040591 Ack receipt of 791212 Itr forwarding final deficiency rept 
an Improper retainer clip matl In thermal power relief valve 
installed in ACF Industries Inc.WKM Div gate valves Rept 
will be reviewed A evaluated 

ENGELKEN, R H Region 5# San Francisco, Qffico of the Director 
79/I2/2B lp 


--0OO1O4O594 Final deficiency rept re possible defect in carbon steel 
retaining clip which, if corroded# would release poppet stem 
into flow path# resulting in haiard to valves Pipe plug 
installed 4 

* Southern California Edison Co 79/12/19 3pp 


B001070499 Ack receipt of 791212 final rept r* lack of qualification 
testing documentation for repaired power cable 

ENGELKEN# R h Region 9# San Francisco# Office of the Director 
79/12/20 lp 


--B0Q 1070309 Final rept on lack of qualification testing documentation 
for repaired power cable GE will complete LOCA 
qualification testing on representative spiced cable within 
A months A will conduct hot spot testing 
* Southern California Edison Co 79/12/12 4pp 


8001090463 Suppl to final deficiency rept rc deficiencies in *?A“3i2 
Type 304 pipe mfg by Youngstown Welding A Engineering Co One 
addl pipe spool h one addl pipe support identified as 
product af company Parts will be returned 
ARENAL# A Southern California Edison Co QD/Ol/02 lp 


U Congressiona 1/Exec uti Correspondence 


0001130132 Responds to 791019 ltr re NJ Bondo request for info 
concerning nuclear plants in CA Forwards responses to 
questions CA receiving no significant burden of radioactive 
matl from NRC regulated sources 

OOSSICK#L V Office of the Executive Director for Operations 
79/11/19 4pp 


--8001 130137 Forwards NJ Oonde July 19/9 request foi Info re number of 
nuclear plants in CA, waste burial in CA.waste leakage into 
CA waters, radioactive waste in bldg matls A number of 
Westinghouse plants in CA Requests comment 
CRAN3T0N. A Senate 79/10/19 5pp 


DOCKET 30-362 SAN 0NQFRE NUCLEAR STATION, UNIT 3 


A Ap p 1 i cat lon/c ons true t ) on stage documents A correspondence 


8001300289 FQIA request for documents re seismic safety of plants 
DAVIS, G Affiliation Unknown 79/11/30 2pp 


8001090111 Forwards request For addl info for TSAR# inc hid ing info rc 
load combination equation in des i gn. magni tude of respective 
loads for soa wall A applicable design codes A load factors 
used 

DAER.R L Light Water Reactors Branch 2 79/12/21 2Bpp 


900 1 100035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Re'ised requirements will bo 
implemented in licensing review*# radiological effluent 
Tech Spec update No supp] to license application required 
VAROA# S A Assistant Director for Light Water Reactors 79/12/21 
lp 


— 8001180061 Revision l to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 I7pp 


8001100446 Submits responses to NRC questions re ownership interest m 
facilities Urges completion of NRC review A qranting of UI.S 
RDSS# E C Riverside County# CA QO/01/04 5pp 


8001210243 Submits answers to specific NRC questions in connection 
w/review of OL application for facility Includes info re 
joint owncrah i p, transmi sst on alternatives A purchases of 
energy Supporting documents 1 ton one! 

HOYT . G W Anaheim, CA 00/01/00 9pp 


8001300292 Responds to FQIA request for documents re seismic safety of 
facilities Requested info in LPDR m Mission Viejo, CA 
FELTON, J M Division of Rules and Records 80/01/10 Ip 


8001290360 Updates 790412 A 0310 ltrs re recall of 4-inch elbows A 
2-inch tees from Lot W67J9 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN. L E Eon Corp 00/01/19 2pp 


0001290593 Discusses 780324 p reop era 1 1 ona 1 monitoring program submittal 
A subsequent revision A approval Program will be terminated 
in June 1900 due to delay in fuel loading All NPDES 
monitoring will continue 

DA8KIN.K P Southern California Edison Co GQ/01/15 2pp 


0001250473 Forwards "Calculations for Rcanalysis of Electrical Cable 
Tunnel Structure," affidavit A legal notice Rept withheld 
(ref 10CFR2 790) 

HAYNES, J 0 Southern California Edison Co 00/01/21 flpp 


8001230483 Forwards nonpropnotary version of "Calculations for 
Reanalysis of Electrical Cable Tunnel Structures," per NRC 
request for addl structural calculations 

HAYNES, J 0 Southern California Edison Co 80/01/21 4pp 


B001250490 Forwards comments re specific impact of proposed Revision S 
to Reg Guide 1 97, "Instrumentation foi Light Water Cooled 
Nuclear Power Plants to Assess Plant A Environs Conditions 
During A Following an Accident ” 

HAYNES, J 0 Southern California Edison Co QO/01/21 I3pp 
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BQ0ia50&l2 Forwards into needed 1 to evaluate enviTOh qualification --0OO131O1B9 ''Geologic Investigation of Fault E, Southeast of San Dnofro 

pr ograirb, in response to NRC 000109 request Ercerpts from Nuclear Generating Station, San Dnofre, CA " Four oversize 

kac r* nCl >nf ° WaS P*' ovlded in FSAR Amend J3 pages end 

BASKIN- K. P Southern California Edison Co 00/01/2! I30pp » FURGO Consulting Engineers V Geologists 78/05/12 29pp 


F Security* nedual emergency &■ fire protection plans 


QC012300BB Responds to NRC 791211 request for addl info needed to 
complete review of s-af eguards contingency plan Requests addl 
time to provide info Submittal erpected t>y BC0225 
HAYNES, J G Southern California Edison Cc 80/01715 Ip 


001300403 Forwards addl licensing amend fee for safeguards contingency 
plan b security force training b qua i i f i c a t ion plan, in 
response to NRC 791120 1 tr Addl fee combined w/previous fee 
brings payment to Class III level 

HAYNES, J G Southern California Edison Cd 80/01/24 2pp 


0 Adjudicatory correspondence 


0001160397 Forward* licensees' application for Amend | to Natl/ 
Byproduct License SNM-1G44 Amend increases mat amount of 
U-235 to 33 g 

CHANDLER, L J Hearing Branch 1 00/01/08 Ip 


— BD01J60404 Forwards Amend 1 to tfd 1 1 /Qyproduc t License SNtf-1044 Amend 
increases mai amount of U-235 to 35 rj 

DRAKE, J H Southern California Edison Co DRAKE, J M San Diego 
Oas 6 Elec It i c Co 79/1P/IO Ip 


■8001 1604 1 0 Application for amend of Matl/Bypraduc t License SNM-1044 
Affiond increases max amount of Lf-235 to 35 g 

DRAKE* J H Southern California Edison Co COTTON, Q D San Diego 
Gas S. Electric Co 79/12/07 4pp 


000 12501 1 2 Responds to 79JP31 1 tr to HH Drawn requesting info on Brawn 
involvement In facility emergency plans during tenure as 
Director of NRC Oft of Inti ft State Programs HE Collins mama 
6 pthor doc umo n t s supplying requested info end 
LEWISES II Hearing Branch E BO/Ol/14 2pp 


— 8001250118 Discusses HH Brown involvement in facility emergency plans 
during tenure as Director of NRC Ofc of Inti !t State 
Programs Brawn duties did not involve re s p ans i b i l i ty to 
review licensee plans 

COLLINS, H E Assistant Director for Eme-rqency preparedness 
79/01/11 Ip 


--£300 J 250I2S Act receipt of 7"4O3I0 l tr rc 5an Dnofro emergency planning 
Review ?< coordination of state b local g-ovt emergency plans: 
governed by CA State Ofc of Emergency Svcs St C A State Hea 1 th 
Dep t 

BROWN, )l H Atomic Energy Commission 79/04/ J 9 Ip 


H General correspondence 


0001070440 Notifies of realignment of organisational responsibilities 
for design const A operation of units to achieve greater 
effectiveness New drpt created to assume chu»f 
responsibility R Dutch named as vice president 
DRAKE, J H Southern California Idison -Co 79/12/20 2pp 


K Utility Final Safety Analysis Report IFSAR1 6 amends 


ROD13IOMI Forwards Amend t7*Vols 1 I< If, to FSAR Artiend 17 to GL 
application unci 

ARCNALpA Southern California Edison Co 79/12/24 3pp 


-■■’GOOI 310 Mi Amend 17,VoI I, to TSAR tSirty-slx ovcrsiza pages and > 
» Southern California Edison Co 79/I2/24 32Spp 


— 0001310152 Amend 17jVoL 1 1, to F3AR One hundred si*ty**one dvrrsize 
pages b 704 oversite drawings ere) 

* Southern California Edison Co 79/12/24 495pp 


“•'90013101 74 "Analysis of Geologic Features at San OnufTe Nuclear 
Generating Station “ Twenty-sevon overawe pages entl 
* FOftOD Consulting Engineers 6 Geologist* 74/07/05 S2pp 


--8Q013 [01 77 "Analysis of C U 0 Type Features at San Qnofr* Nuclear 
Generating Station " Nineteen oversize pages end 
* FURGO Consulting Engineers & Geologists 74/11/01 49pp 


--B00 1310185 " Geologic 6 Fault Reconna 1 s sa n per Vi c i n i by pF Oceanside, CA 
One dversl/e page end 

* FURGO Consulting Engineers & Geologist* 72/04/06 14pp 


— 8Q0131019& "Geologic Rept -on Probability of Ground Displacement on 
Faults in Vicinity of San Dnofre Nuclear Power Plant Sites 41 
Nine oversi ra pages end 

* Converse > Dav i s & Associates 70/04/30 59pp 


— 8001310221 "Geotechnical Evaluation of Five Potential Mainland fA LN& 
Import Terminal Sites ' r Eleven oversize pages end 
TREADWELL, D D , BROGAN. G E Woodard-C ] y d© Consultants, Inc 
76/04/29 )<?Bpp 


— 8001310201 "Final rept on Geologic Features at San Gnofre Nuclear 
Generating Station " Five oversize pages end 
* FtfRGD Consulting Engineers & Geologists 76/08/31 36pp 


— 600131 0208 " J977 Unpublished Sejsmic Reflection Profiles “ Thirty-sw 
over si ie drawings end 

* FURGO Consulting Engineers 6 Geologists 77/12/31 lp 


— 8001310212 ‘'Recent Geotechnical Studies, Southern Orange County, CA 11 
Yul J 

* Southern California Edison Co « San Diego Gas 6 Electric Co 
76/02/28 I57pp 


— BOO 1 310229 "Geotechnical Stud ies. Northern San Diego County, CA " Twenty- 
one oversize drawings encl 

# Southern Caltfenua Edison Co » San Diego Gas b Electric Co 
77/10/31 226pp 


--9O0J31 0236 "Nuclear Power Plant Siting, Camp Pendleton Marine Carps 
Case " Thirty oversize drawings and 
# Pickard Lnwe b Garrick, Inc 77/04/30 2l6pp 


— 8001310243 “Late Quaternary Rates of Deformat i on, Laguna Beach - San 
tjnofre State Deach, Orange b San Diego Counties, CA ° One 
overii ie drawing encl 

8HLEM0N, fl J Roy J Eh lemon &> Associates, Inc 78/10/31 45pp 


-"8001310245 "Late Quaternary Evolution of Camp Pendleton - San Dnofre 
State Beach Coastal Area, Northwestern San Diego County, CA " 

Tuo Dvirsue drawings end 

SHELMON.R J Roy J Sh 1 emon b Associates, Inc 70/01/31 I33pp 


— 0001310250 "Recent Geotechnical Stud i es , Bou fch ern Orange County, CA," 
Val II Twelve oversi re drawings encl 

# Southern California Edison Co * San Diego Gas k Electric Co 
76/02/20 U6pp 


80013J0291 Forwards F5AR Amend 17 tt "Amend 2 to Fire Hazards Analysis 
Amend 17 to FSAR not encl 

AfiENAL, A Southern California Edison Co 79/12/24 Jpp 


— 0001310293 "Amend 2 to Fire Hazards Analysis “ 

* Southern California Edison Co * San Diego Gas b Electric Co 
79/12/31 JOOpp 


0 Inspection reports, IE Bulletins & correspondence 


B00116044S Forwards IE Insp Repts 5G-3&1/79-27 b 50-362/79-25 on 
791001-0S No none omp 1 i a nc« noted 

SPENCER, G 5 Region 5, San Francisco, Reactor Construction 6 

Engineering Support Branch 79/11/19 2pp 


— 60GH60453 IE 1 nsp Rents 50-361/79-27 b 50-362/79-25 on 791001-05 No 
noncemp 1 lane e noted Major areas inspected allegation re 
factory splices m G£ Class IE electrical cable installed at 
fac i I i 1 1 es 

DODDS, R T Region 5, San Francisco, Reactor Construction S, 

Engineering Support Oranch ECJKHARDT, J H , ELIN, J □ Region 3, 
San Francisco, Office of the Director 79/11/13 3pp 


0001160154 Forwards IE Insp Repts 50-361/79-24 b 30-362/79-23 on 
791001-03 No none utnp 1 i anc e noted 

SPENCER,G S Region 5, San Francisco, Reactor Construction b 

Engineering Support Branch 79/12/11 2pp 


— BOOU60161 IE Insp Rept 50-361/79-24 *. 50-363/79-23 on 791001-05 No 
nancomp 1 lane e noted Major areas Inspected piping 
installation It tue ltf ing, prfeservlc e insp of reactor vessel & 
confcainjnent post-te-nsi oning activities 

DODDS, R T Region 3, San Francisco, Reactor Construction lc 

Engineering Support Branch ELIN, J □ , HA J ST, D P Region 5, San 
Francisco, Office of the Director 79/12/li lOpp 




DOCKETED ITEMS 


BOOHO033G Foi wards IE Insp Repts 50-361/79-20 l> 50-362/79-26 on 
79J001-31 Nn none -amp 1 i anc o notrd 

SF'CNCER.G 5 Region 5, tan Francisco, Reactor Construction t» 

Engineering Support Branch 79/12/12 2pp 


— 0001 10093b IE Insp Repts 50-361/79-28 t< 50 3*2/79-26 un 791001-31 Nu 
n o nc amp 1 i cane e noted Major areas Inspected const activities 
re a toTdijo, gr i tid i ng 5 weld mq, nondostruc t ive examination of 
piping ?< containment prest? ess ing 

DODDS, R T Region b, Son Fiancisco- Fieactor Construe tion 8, 

Engineering Support Branch FATLrR J Region 5# San Francisco, 

ppflre of the Director / 9/12/12 lOpp 


0001020140 Ack receipt of /9M2/ 1 tr informing NRC nf steps taken to 
correct violations noted in IF Insp Repts 50-361/79-23 t< 
90-362/79-22 

SPLNCCH, 0 S Region 5, San Francisco. Reactor Construction t 

Engineering Support Branch 79/12/13 Ip 


S Reportable occurrence* LERs » related correspondence 


8001110100 Ack receipt of 791203 interim rept re status of 
investigation of Taylor Forge pipe defects reported 791105 
ENGELKEN, R H Ptgion 5 Ban Francisco Office of the Director 

79/12/10 lp 


— —800 1 1 10 106 Ad vi 5(>5 that final lept on Tailor Forge pipe defects uill 
submitted 791212 Condition involves lack of documentation re 
qualification testing for electrical cable repaired by 
manufac tur er 

NUNN, D E Southern California Edison Co 79/12/03 lp 


8001040544 Ack receipt of 791214 interim deficiency rept re measuring 
t< test equipment recalibr at vendor facilities 

ENGELKEN, R H Region 5 San Francisco, Office of the Director 
79/12/28 lp 


— 0001020147 Responds to NRC 791026 ltr ro violations noted in IE Insp 
flopls 50-361 / /*?— 23 K 00-362/79-22 Corrective actions excess 
mat! removed from cable trays 8, cove? removed from cable 
ARENAL. A Southern Californio Edison Lo 79/11/27 3pp 


— 0001040557 Interim deficiency rept re measuring & test equipment 
recalibr at vendor facilities Caused by /endors not 
maintaining records of equipment performance 5, not 
transmitting data to Bechtel Procedures revised 
* Southern California Edison Co 79/i2/iq Jpp 


--BQO1O20151 Forwards IE Insp Repts 50-361/79-23 & 50-362/79-22 on 
790020-24 h notice of violation 

hPENCER.Q S Region 5. San Francisco. Reactor Construction t< 

Engineering Support Branch 79/10/26 2pp 


—GOO 1 020 1 59 Notice of violation from insp on 790020-24 

a Region 9. San Francisco, Office cif the Director 79/10/23 
1 |> 


— Q00 1 020163 IE Insp Rept 90-36 1 7/9-23 # i 50-362/79-22 on 790020-24 
Noncomp 1 ianr o noted excess moHs in cable tray6 6 cable 
pinned between? wood cover *< cable tray edge 

DCWDE.R T , ECKHARDT.J H , I'Llfl.J n Region 5, San Trane uco, 

Reactor Construction t< Engineering Support Branch 79/10/23 6pp 


000 1 OQD233 Forwards IC Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

ENQELKfcN.fi H Region 5, San Francisco, Office of the Director 

79/12/20 lp 


0001000099 rorwnrda IC Info Notice 79-32, “Separation of Electrical 
Cables fnr HPC 1 * Automatic Dop roosui t »o 1 1 on S»is " No 
specific action or response requested 

FNGELHCN.R H Region 9, Ban Francisro, Office of the Director 

79/12/21 lp 


0001110039 Forum da IC Info Ncitno 79-33, "Improper l Insure of Primary 
Containment Equipment Access Hatches " No specific action or 
rooponso rftqiioatod 

ENGEI-KEN.R M Region 5, Ban Francisco, Office of the Director 

79/12/26 lp 


0001040591 Ack receipt of 791212 ltr forwarding final deficiency rept 
on improper retainer clip matl in thermal power relief valve 
installed in ACF Industries Inc.WKN Div gate valves Rept 
will be reviewed 6 evaluated 

ENGELKFN. R H Region 5, Sein Francisco, Office of the Director 
79/12/20 lp 


— 8001040594 Final deficiency rept re possible defect in carbon steel 
retaining clip which, if c orroded, would release poppet stem 
into flow path, resul ting in hmard to valves Pipe plug 
ins ta 1 led 

* Southern California Edison Co 79/12/19 9pp 


0001070499 Ack receipt of 791212 final rept re lack of qualification 
testing documentation fnr repaired power cable 

ENGELKEN. R H Region 5. Son Francisco Office of the Director 
79/12/23 Ip 


— 0001070509 Final rept on lack of qualification testing documentation 
for repaired power cable GE will complete L0C.A 
qjal i f icat i On testing on representative spiced cable within 
4 months *• will conduct hot spot testing 
* Southern California Edison Co 79 m 2<12 4pp 


0001090463 Suppl to final deficiency rept re deficiencies in CA-312 
Type 304 pipe mfg by Youngstown Welding * Engineering Co One 
add 1 pipe spool & one addl pipe support identified as 
product of company Parts will be returned 
ARENAC, A Southern California Edison Co 00/01/03 Ip 


U Cong r es s i ono 1/Executi ve Correspondence 


8001 00 061 2 Forward® IE Info Notice 79*34, "Inadequate Dosign of Safety- 
Related float Exchangers 11 No option or response required 
ENGELKEN, R H Region 5, Ban Francisco, Clffico of the Director 

79/12/27 lp 


BGOilOOlOl Forwards IE Info Notice 79*37, "(.racking in Low Pressure 
Turbine Discs " No response required 

ENGELKEN, R H Region 5, Ban Ttoncisco Office of the Director 

79/12/SQ Ip 


0001 150044 Forwards 1C Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " Nn specific ortion nr 
response required 

ENQELKEN, R H Region 5, San Francisco. Office of the Director 

79/12/3 l lp 


B001 1 30132 Responds to 791019 ltr re NJ Bonde request ♦ info 
concerning nuclear plants in CA Forwards responses tc 
questions CA receiving no significant burden of radiu-ctive 
matl from NRC regulated sources 

GDSSICK,L V Office of the Executive Director For Operations 
79/11/15 4 P p 


— 0001130137 Forwards NJ Hondo July 1979 request for info te number of 
nuclear plants in CA.waste burial in CA, waste leakage into 
CA waters, radioactive waste in bldq mat Is •» number of 
Westlnghouse plants in CA Requests comment 
CRAN3TQN, A Senate 79/10/19 5pp 


DOCKET 50-363 FORKED RIVER NUCLEAR STATION, UNIT 1 


8001130250 Fprwar-ds IE Info Notlco 79-33. "Control of Maint 6 Essential 
Equipment " No response required 

ENQELKEN, R H Region 5, San Francisco, Office of the Director 

79/ 12/3 i Ip 

8OOU9OO0O Forwards IE Info Notice 00-01, "Fuel Handling Events " Nu 
Specific action or response required 

ENQELKEN, R H Region 3, Ban Francisco, Office of the Director 

00/01/04 ip 

0001290085 Forward s IE Circular 00-01, "Svc Advice Por GC Induction 
Okie Relays M No response required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

00/01/ 17 lp 


Q Inspection reports, IE Bulletins 5 correspondents 

0001000163 Forwards IE Circular 79-23, 'Shock Arrestor Strut Assembly 
Interference " No written response required 

DRIER, B H Region 1, Ph i i ade 1 ph ia. Office of the Director 

79/12/20 lp 

8001070115 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCl & Automatic Depres sur i i at i on Sys " No 
specific action or response requested 

GRIER.D H Region 1, Philadelphia, Office of the Director 

79/12/21 lp 

B001 110169 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches ’ No specific action or 
response requested 

QRIER.Q H Region 1, Philadelphia, office of the Director 

79/12/21 lp 
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f00lG3Cri>37 Forward IE Info Notice 7 9-3 4 Inadequate Oesiqn of Safety** 

Related Heat £*c>\a"s«<*& Na artion or response required 
CRIER D H P«jior l Philadelphia! Office of the Director 
74/ V2 '27 Id 


300129D360 Updates 790412 * 0010 ltrs re recall of 4-wu.h elbows »* 
2-inch tees from Lot W671? Lists nuclei power plants at 
which fittings have boon located Lists facilities from which 
fittings have been removed 
HAYDEN, L £ Eon Corp £30/01/15 2pp 


GD0J250123 Mt k receipt of 791123 Itr informing nRC of steps taken to 
correct violation rated in IE Jn6p Hept 50-363/79-00 
CAfiLED’l fl T Region 1 Philadelphia Reactor Construction h 

Engineering ^Lpprrfc Iirarsh 79/12/23 Ip 


■800125012* Rebpnrdo to NRC 791026 Itr -e violation noted in J£ Insp 
Rept 5Q-J63 ' 7 r-C3 for recti<e actions venting of air bldg per 
FSP-l-lZ Re Uior 1 irngd iar e J y re : ns 1 1 tu ted FieJd personnel 
instructed to rolluo oil a*.pT,,.e4 grar^dvres until revised 
EINFRQCR I fi Jersey Central Pc^er * Light Co 79/11/26 lp 


■-60012S013J Foruordc JE Insp Rept 50*363/79-00 on 791010-11 L notice of 
violat i or, 

CARLSON n T Region i, Philadelphia! Reactor Construction & 

Engineering Support Branch 79/10/26 2pp 


■LOO 1240134 Notice or /tolation from insp on 791010*1) 

» Region Philadelphia Office of *-h® Director 79/10/24 
IP 


— 600 1 2*50137 IE Insp Rept 50-3*3/79-00 on 791010-11 Noncomp 1 lance noted 
failure to eo-'ply u / es tab l l S h ed requirements for venting 
Air Qldg 2 

MCGftUCrir h W Region 1, Philadelphia, Reactor Construction U 

Engines- ing Support Branch NARROW L Region 1* Ph i 1 ade ] ph i «a, 
Office of the Dire c t*r 77«'10/'24 Spp 


FOOl 140206 Foruards I£ Info Notice “ , 9-37. ‘Cracking jn Low Pressure 
Turbine Discs No response required 

GRIER 0 H Region l! Philadelphia Office of the Director 
79/12/31 lp 


BOOl 150076 Fpruards IE Inrg Notice ’’9-36, "Computer code Dpfect in 
Stress analysis of Piping EibOw ' No specific action Or 
response required 

GRIER, S H Regicr, i, Philadelphia, Office of the Director 

79/13/31 ip 


6001150190 Fcruaids IE Inf Notice 79-35 -Control of tfaint h Essential 
Equipment 1 Nu res, jn?e fgquifej 

GRIER, 0 H Region 1 Philadelphia, Office of the Director 
79/J2/31 lp 


OOOUSOieO Forwards IE Infu Notice flO-Ol 
specific action or response required 
GRlbR.D H Regun 1 Philadelphia 
BO/01/G4 lp 


1 Fuel Hand) inq Events 
Office of the Director 


No 


fiC0l290l7> Forwards It Cirtular 80-01, 
Disc Relays ' No response required 
GRIER, BH Region l Phi ladelph ia, 
£0/01 / I y lp 


"Svc Ad 'ice for GE Induction 
Office of the Director 


??^ KET _ 50 '' 344 j °3EPH H FARlE r NUCLEAR PLANT, UNIT 2 
^ P .!! lt ^ lQr ' /Ct3f,5tri,rt,0n documents l< correspondence 


7912270567 Forwards proposed Revision 2 to Reg Guide 1 97 
■Instrumentation for Light Water Cooled Power Plants to 
Assess Plant *< Environs Conditions During t Following 

VARCa'SV Cor 2"' ,s ’ h,>u, ' , "• f'l»« !91SI4 n ., tin , 

VARGA.S A Assistant Director for Light Water Reactors 


79/11/23 


R * vMlc>n 1 to branch technical position on 

imDwient*a\ e T rtm ffion,tor,n{ < fi ^»sed requirements wtH bo 
implemented in licensing review, t, ^dialogical effluent 

VAROA s'* l* t0 llC * nSe ap P^ c ^ion required 

VARCA,S A Assistant Director Apr Light Water Reactors 79/12/21 


Q001290354 Forward* response to 79122/ Itr requesting info re mods to 
small break LDCA operator guidelines Emergency updating 
guidelines revised to incorporate 13 F pubtooUnfl margin 
Supporting data end 

CLAYTON/f L Alabama Power Co 00/01/52 4pp 


P Security! medica), emergency L fire protection plans 


BOO 1020729 Forwards drawings %t change notices of final design mods 
which would allow cold shutdown w/o reliance an cable 
spreading room or control room 

CLAYTON/ F L Alabama Power Co 79/12/26 I30pp 


— B001020727 "Wiring Di agram, Pane 1 D Local Mol Shutdown Panel 
* Wells Denrus Corp 79/11/26 lp 


— 0001020720 "Wiring D iagram, Pane 1 A Local Hot Shutdowh Panel ’ 
a Wells Oenrus Corp 79/11/20 ip 


— 6001020730 "Process Control Clock Diagram Steam Break Protection i> 
Turbine Pres* " Sheet 4 
a Wells Penrus Corp 79/10/23 ip 


— 0001020731 "Process Control Block Diagram Steam Break Protection " 
Sheet 3 

* Ed ) du International Co 79/10/23 lp 


— 6OQ102Q734 "Process Control Clock Diagram Prrssuritor Level 
Protection •' Sheet b 

* EdUu International Co 79/10/25 lp 


—8001020735 "Process Control Block Diagram Reactor Coolant Hot Loo 
Temp " Sheet 13 

* Ediou International Ca 79/10/24 |p 


800)020738 "Process Control Block Diagtam Prcssuritor Vessel Level 
Lharging Room M Sheet 16 
* Ed 1 aw International Co 79/10/25 lp 


— B001020739 "Process Control Block Diagram Steam Generator Level " 
Sheet 24 

* Ediou International Co 79/10/25 ip 


0001020741 "Schematic Diagram'Main Steam Atmosphere Relief Preau " 
* Edlow International Co 79/10/25, lp 


■8001020743 "Schematic Di agram, Proc • t« Control Syt Main Bteam Atmosphei 

it Q l 1 S f r f © 9 5 1 

** Edlow International Co 79/10/25 lp 


B0 ?i? 2 n 74 + ’■? che,r, “ t, , t Diagram, Process Control 3ys Wide Range Temp Hot 
Log Protection I ’ 

* Ediou) International Co 79/10/25 lp, 

a0 pJStection S I h "' T)i,ti<: Dia 9 ram ' Pro '« i * Control 8y» Pressuriier Level 

* fdlow International Co 79/10/25 lp 


— B00102074B "Schematic Dia gram, Proc e* a Control 
l l 2/Protection II •• 

* Etflow International Co 79/10/25 lp 


By* Steam Pressure Loop* 


--8QO1O2O750 "Schematic Diagram/ Process Control 
i & 2, Protection III " 

» Erflaw Internat ional Co 79/10/25 ]p 


Bys Steam Pressure Loop* 


6001100061 Revision 1 to branch te<hni-*a 
environ monitoring 

♦ Radiological Assessment Branch 


Position on radiological 
79/H/30 I7p p 


3001020752 "Schematic Diagram/ Proc ess Control Bus 

Jj rro t*(- i on II fl 

* Edlow International Co 79/10/25 lp 


Steam Pressure Loops 


BOOl 1 BO 139 Summary of 791024-25 fererasf . l 

Dl/ChLEY, B C Li„ht wlt.J V. 1 S ‘ te V15lt l * Do^an. 

*-ipoc water Reactors branch 1 60/01/07 4pp 

F^U owing Accioent ** enV ‘ rDnS *"*'*"** ^t n3 6 
K1NTNSR.L L Operating Reactor^ Branch I BO/Ol/t) 2lpp 


0001020753 "Schematic Diagram/ Process Control 
Range Level 1, ♦' 

* Ed low International Co 79/10/25 i p 


By* Steam Generator Wide 


—8001020795 
Charg ing 
* Edlow 


"Schematic Diagram/ Process Control 
Room ’• 

International Co 79/10/25 Ip 


Sys Regonerntlve 



DOCKETED ITEMS 


197 


— 0001020756 "Schematic Di agram, P roc es s Control Sys Steam Generator 
Hide Range Level 2 " 

-* Edlow International Co 79/10/25 lp 


— BOO 1 020 757 "Schematic Di agram, P roc es s Control Sys Presmriier Pressure 
Control " 

* Edlaui Internationa 1 Co 77/10/25 Ip 

— U0010207SB "Schematic Diagram, Process Control Sys Steam Generator Wide 
Range Level 3 " 

* Edlow International Co 79/10/25 lp 


— 8Q010207B4 "Instrumentation Penetration WC21 Outside Containment 
Connection Diagram, G2T52B04Q-N 41 Sheet 2 of 2 
* Bechtel Corp 79/11/30 Ip 


— -B0010207B5 "Instrumentation Penetration WC21 Outside Containment 
Connection D l ag ram, G2T52B040-N 11 Sheet 2 of 2 
* Bechtel Corp 79/11/30 lp 


'-*■8001020706 "Instrumentation Penetration LC23 Outside Containment 
Connection Diagram Q2T52B041-N " 

* Bechtel Coi p 79/11/30 lp 


— GOQkO20-759 1 Pres sur i r er Level t< Pressure Indicators 
* Bechtel Corp 79/10/25 lp 


0001 020/60 "Ulock Diagram Prossumer Level & Pressure 
<t Bechtel Corp 79/10/25 lp 


— 0001020761 "Main Steam Pressure " 
* Buchtel Corp 79/10/25 lp 


— 0001030764 "Local Mot Shutdown Panel Panel Front View h, Const 
«♦ Wells Benrus Corp 79/11/18 lp 


--8001020765 "Connection Diagram Local Hot Shutdown Panel E, 
€12HClNQArP2609E-A " 

» Hechtel Corp 79/11/30 lp 


— OQO 1 020766 “Connection Diagram Local Hot Shutdown Panel A* 
02H2INQAFP2605A-A " Sheet I 
* Dochtol Coxp 79/11/30 lp 


—8001020767 “Connection Diagram Local Hot Shutdown Panel 
A-Q2H2 1N0AFP26Q5A-A " Sheut 2 
* Oechtel Corp 79/11/30 lp 


— BOO 1 020768 "Connection Diagram Process Protection I, Cabinet 

1-C32HI 1N0PK250SA-1 " 

« Bechtel Corp 79/11/30 lp 


•B001020769 "Connection Diagram Process Protection U. Cabinet 

2-Q2III 1NGP I C2503B-2 " 

«• Bechtel Corp 79/11/30 lp 


— 8001020787 "Instrumentation Penetration WC23 Outsidp Containment 
Connection Diagram. G2T52B041-N Sheet 2 of 2 
* Bechtel Corp 79/11/30 lp 


0001030448 Forwards upgraded emergency plan in response to NRC 791010 
request Plan available in Central Tiles only 
CLAYTON, F L Alabama Power Co 79/12/20 lp 


H General correspondence 


BOO 1210131 Requests that licensing correspondence be addressed to 
FL Clayton u/copiss to A Barton. R Thomas A G Trowbridge 
BARTON, A R Alabama Power Co 80/01/03 lp 


J Insurance ?< indemnity information 


8001150516 Forwards Endorsement 26 to NELIA Policy NF-230 

FIELDER, J Harsh 6 Mel ennan , Inc . tl *< M Nuclear Consu 1 tan ts, Inc 
Div 00/01/09 2pp 

0001 170364 Forwards Enddi sement 27 to NELIA Policy NF-230 

FIELDER, J Marsh 6 McLennan, Inc , tl V tt Nuclear Consu J tants. Inc 
Div 80/01/14 9pp 

QOOi 170468 Forwards Endorsement 3 to ANI Eicess Binder ER-62 

FIELDER, J Marsh U McLennan, Inc , M 6 M Nuclear Consul tants. Inc 
Div 00/01/14 3pp 

8001310195 Forwards Endorsement 21 to MAELU Policy MF-93 

FIELDER, J Marsh 6 McLennan, Inc M % M Nuclear Consu 1 tant s , l nc 
Div 00/01/21 ?pp 


— 0001020770 "Connection Diagram Process Protection III, Cabinet 

3-G2H1 1NGP IC2505C-3 " 

» Bechtel Corp 79/11/30 Ip 


-'0OOIO2O771 “Connection Diagram Process Protection IV, Cabinet 

4-G2H1 INOP IC25050-4 " 
it Bechtel Corp 79/11/30 lp 


—00010207/2 "Connection Diagram Process Control II, Cabinet 
6-G2IU1NGPIC2S0SF-2 " 

* Bechtel Cot p 79/11/30 lp 


—0001020773 "Connection Diagram Process Control III, Cabinet 
7-02HI 1NGP I C2S05G-3 " 

• Dochtel Corp 79/11/30 lp 


— 0001020774 "Connection Diagram Process Control IV, Cabinet 
B-02HI 1 NOP 1 C2505H-4 " 

* Bechtel Corp 79/11/30 lp 

—8001020775 "Connection Diagram Process Protection l< Control Local 
Devices " Sheet 1 

* Dechtel Corp 79/11/30 Ip 


Q Inspection reports, IE Bulletins It correspondence 


8001020115 Forwards IE lnsp Repts 50-340,79-34 *< 50-364/79-15 on 

791023-26 No none omp 1 i anc e noted , . 
LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 79/11/20 2pp 


—6001020119 IE lnsp Repts 50-340/79-34 50-364/79-14 on 791023-26 No 

noncompliance noted Major areas inspected operations review, 
open Items review, LERs f participation in const status 


meeting 

PARTIN, R D Region 2, Atlanta, 

Support Branch BRADFORD W M 
Director 79/11/19 5pp 


Reactor Operations Nuclear 
Region 2, Atlanta, Office of the 


0001160509 Responds to IE Bulletin 79-iS re deep draft pump 
deficiencies Util uses ten deep draft pumps 4- ten in unit 
under const Pumps nfg by Byron Jackson 
CLAYTON. F L Alabama Power Co 79/12/18 lupp 


900 1070 179 Forwards IE Info Notice 79-32, ’Separation of Electric 1 
Cables for HPCI t* Automatic Depressor nati on .ays No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


— BOO 1 020776 "Connection Diagram Process Protection fc Control Local 
Device " Sheet 2 

* Dechtel Corp 79/11/30 lp ' 


— B001 020777 "Instrumentation Penetration EC03 Outside Containment 
Connection Diagram, Q2T52B012-1 11 Sheet i 
*- Bechtel Corp 79/11/30 lp 

—8001020702 "Connection Diagram Between Local Devices l* Balance of Plant 
Cabinet J, G2HI 1NQB2304J-A " 

* Bechtel Corp 79/11/30 lp 


— 6001020703 "Connection Diagram Balance of Plant Cabinet J, 
02H11NOB2504J-A " 

» Bechtel Corp 79/11/30 ip 


0001240112 Forwards IE Info Notice 79-33, 
Containment Equipment Access Hatches 


"Improper Closure of Primary 
No action or response 


o'rEILLY. J P Region S. Atlanta. Off.te of th„ Director 

79/12/21 2,P 


01240445 For^rdf IE Info Nat.ca 79-34. “ Inadt,„at. D.fign of Sofotg- 
nols1 .. d Exchangers " No action or response required 

S’re“uY^ P Ras"n 2, Atlanta. Off.ca nf tho D.rottor 


01250034 Forwards IE Info Notice 79-37, "Cracking 
Turbine Discs " No response required 


79/12/28 2pp 


in Low Pressure 
Director 
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BOOil&OlCO Forward* IE Info Notice 79-33- 'Control of Haint !« E&sehtial 
Equipment Mo action or response required 
0 flElLLr, J P Region 2 Atlanta. Office of the Dir-titor 
"*9/12, 3l ip 


■CD0124GQ1B Forwards 1£ Info Notice 79^36, Computer Code Defect in 
Stress Analgsu of Piping flonw No specific action or 
response required 

0 fl£ ILLY, J P Region 2 Atlanta. Office of the Director 
79 /J 2/31 ?pp 


eZO 1290252 Forward * IE Info N J 1 1 c e 00-01 Fuel Handling Events " No 
specific action or response required 

O'REULf J P Region 2 Atlanta Office of the Director 
flO/i/J/04 J?pp 


80Q117Q437 Forwards Endorsement 3 to ANI Encode Hinder LU-51 

FIELDER, J Harsh D McLennan, Inc » M & M Unclear Consul tent*. I nc 
Div 00/01/14 3pp 

3001(2301 72 Forwards executed Amend 12 to Indemnity Agreement II A 1 / 
modifying prefatory language re transportat ion of 
radioactive mat! 

KELLY, fl J Georgia Power Co 80/01 7 15 2pp 


6001310223 Forwards Endorsement A3 to HMSLU PniU'j Ml -/« 

FIELDER. J Marsh D McLennan, Inc , H t< M NudMT fonSultants.hu 
flW 30/01/21 2pp 


P Operating license stage documents *< correspondence 


a:u!2SQ072 Act receipt o# IE insp Repts 50-343/79-43 & 50-364/79-21 on 
**9 i205-{j7 riQ proprietary info 
CLAVrO't. F L Alabama Pcjec Co 80/01/14 Ip 


--C0Q12GG173 Forwards IF Insp Repts 50-340/79-43 i 50-364/79-21 on 
79l2u5-Q 7 No none omp 1 i anc e noted 

M'JRPhi.C E Region 2, Atlanta, Reactor Construction V 

Engineering Support Oranct 79/12/31 2pp 


— eCQl£BQI n 9 IE Imp Repts 50 - 34 B/ 79-43 *< 30 - 364 / 79-21 on 791205-21 No 
nonconp 1 lent noted Major areas inspected A$HL Cer 1 1 F i ca t e %, 

QA r»chanudl Audit? concrptional design requirements, LERs, 
unresolved items A inspector followup items 
DflvWif, j f Region 2 Atlanta. Reactor Construction L 

Engineering Support Branch HUNT. M D Region 2 . Atlanta. Office 
of the Director 7 ?/is/ 2 b 4 pp 


S Reportable occurrences LER$ 6 related Correspondence 


3001030595 Notifies that rept will be submitted by 600115 concerning 
potential deficiency w/Class 3 valves in Class 2 Sus 
CLAYTON F L Alabama Power Co 79/12/13 lp 


Dicker 50-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 
F Security, medical emergency 6 fire protection plana 


&OOU40054 Requests estimate# re evacuation of areas around nuclear 
Slower reactors Format for reporting evacuation time 
estlfates arc’ 

CRIMES B k Assistant Director for Engineering h Projects 
79/11/29 4pp 


0001040390 Forwards Nov 1979 Revision 1 of branch technical position i.n 
direct radiation measurements re radiological anvil on 
monitoring program requi r ements Revised stds being 
implemented in OL applicant reviews ft Tech Epee update 
GAMMILL, W P Division of Operating Reactors /9/I1/P7 39pj» 


8Q01G7Q276 Forwards NS3S vendor U fuel supplier ltrs re impact of 
cladding heating-rate dependent burst temp effects on 
rupture time 6 strain/blockage Ltrs will help licensees 
respond to NRC 791109 ltr re rupture strain flow bVntSosj'i 
EISENHUT, J) G Division of Operating Reactors 79/11/2/ Jpv 


GQO 1030502 Forwards request for add! info re ulil 791019 & 29 rfldpdnses 
to NRC 781129 Hr re containment purging Electrical levlew 
criteria end Requests reply within 60 days 

IPPQLITQ, T A Operating Reactors Branch 3 79/12/10 lap p 


0OOIQ7O362 Advises that Bulletin & Orders Task Force had approved small 
break LOCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful incorporation i>P 
revised procedures Audit plan enc 1 

EISENHUT. q G Division of Operating Reactors 77/ IP/ 1 7 ISipp 


6001070333 Revises util 791121 ltr re Item 2 1 4 of NURl'G 03/0, 
deleting ref to temporary disabling of automatic valve l oq i c 
reset function Permanent logic mods will be implemented 
within 30 day? of receipt or parts 
KELLY, R J Georgia Power Co 79/13/28 2pp 


BOO 1030770 Forwards Amend 5 to “Spent Fuel Pool Mod « Requests review >. 
approval by Mar I960 for installation of high density spent 
fuel storage racks 

KELLY, R J Georgia Power Co 79/13/31 Ip 


G Adjudicatory correspondence 

B °£il 0 ? 3 ’* F ° r(-ar J 5 artJer t0 5h0Ul »n response to util intention 

not to implement alt Category A TM Le*sor>s L earned Taci 
f-orce short-term requirements by 600131 Methods of 

DENTON, H P Office of Nuclear Reactor Regulation 00/01/02 ? p p 

" 0Q citeJo?u A f ?Ml f aU ^ U "i *houia not implement 

Category A ?MI Lesson* Learned Task Force short-term 
requirements by 000131 Failure to comply should be justified 
by timely documentation JMScimm 

DENTON, H R Dfficr of Nuclear Reactor Regulation 80/01/02 
I Financial information 


4pp 


B00IZ9U4S3 Responds to NRC 791210 request for guarantee info re code 
requirements Forwards 1977-73 annual repti, 1970-79 ua JuM 

statements Annual rept* only enc) 

GROWN. M T Georgia Power Co 80/01/23 ip 

--80012903I2 Annual Financial Re p t 1977 
* Georgia power Co 77 / 12/31 35pp 


Insurance 4« indemnity information 


S0 F^ELDeRV C^ «fr ,,, f^ ar4e ' f9nfc to NELU policy NF-215 

D i v 80/01/09 Sn 2pp McL,,nran ‘ ,nc ■ M *4 Nuclear Consultants, Int 

S0 ?le$r/ Cr Zrt; ?£:”" , ' n *, 3 *° ANI F ' CeS5 »*"«.. EB-67 

O.v Swim i nc M ** N “ c >»" Con*«, t.ntft, I„ £ 


BOO 1 030770 Amend 3 tu "Spent Fuel Pool Mod " 

* Georgia Power Co 79/12/31 lOpp 

8001080450 Forwards a ddl info re implementation 0 f Lojuons 1 curried Took 
Forte requirements Includes results of shielding design 
review, dfscnpti oh of leaf reduction maint program ft Bechtel 
tr re essential ft nonessential containment pendtrations 
KELLY, R J Georgia Power Cfl 79/I2J/31 4<?pp 

NRC 7 ’<109 Ur r. au „tih» confirm, tion Uet ft,, I 
rod strain k flow blockage models are conservative GE module 
used by util & approved by NRC have conservative level 
equivalent to NRC model 

KELLY. R J Georgia Power Co SQ/Oj/07 Jp 

80011S0323 Submits info in response to NRC 791022 ltr requesting 
rs! Q t ,7 l !l 5 Position for Containment 

cL V ?;I, ! Operation '■ Int.rim Pa.ltian will b 8 m,t 
upon completion of bypass line wiring mod 
KELLY, R J Georgia Power Co B0/01/09 2pp 

a “«!?av af?Jr"sM, 3 i N Sf.f 00 , 0 a a O r d ' r t0 Sl, °“ r ‘ of 

raciiity after Q0Q131 Wiring mod is available for 

5Ult ' b '* ,0 '' opU ""' m *" >isn b * 

KELLY,R J Georgia Power Co 80/01/14 3pp 

Bulletins t* correspondence 

p,ck ' sin# *•>* ”-«» •« »«oi»-«a «. 

B S a™"‘nc/ „„?;*. 5 °" ip^ tIa0t - Fu '* ‘ 

"“PfElp 


Safety 
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0001020131 Discusses status on corrective actions re IE Bulletin 
70-10* "Audibility Problems Encountered on Evacuation of 
Personnel From Hi gh Noise Areas " Completion of mods will 
require add) 9-Q days 

WIENERi-W A Georgia Pnwer Co 79/11/30 lp 


6001030073 Forwards response to IE Bulletin 79-02* Revi s i on 1 re pipe 
support basU plate designs Ualkdown insp of Units 1 it 2 
performed to determine extent expansion anchor bolts are 
used in concrete walls to attach pipe supports 
VI I DN£R-> U A Georgia Power Co 79/12/11 4pp 


S00ia?0£02 Forwards. IC Info Notice 79-32. "Separation of Electrical 
Cables for HPC1 k Automatic Dopresaun ifltion By* 11 No 
specific action or response requested 

O'REILLY, J F Region 2, Atlanta* Office of the Director 

79/12/21 S pp 


0QO1 0000-3*3 Forwards evaluation of licensee responses to IE Bulletin 
79-00, "Event* Relevant to DWRs identified During 7MJ 
Incident " Appropriate actions were taken to meet bulletin 
requ l romcn t s 

IPPDLITO.T A Operating Roue tor s Branch 3 79/12/21 15pp 


□001100100 Responds to )E Bulletin 77-25, “Failures of Hestinghouae BFD 
Relay* in Safety-Related 8ys *’ No DrD/NUFD type relays used 
or planned for use in saf e ty-re latud sys at facility 
W1DNER, W A Georgia Power Co 77/12/S) lp 


0001240120 Forward* tE Info Notice 79 *33. "Improper Closure of Primary 
Containment Equipment Access Hatches H No action or response 
required 

O'REIltV, J P Region 2, Atlanta, Office of tho Director 

79/12/21 £pf> 


0001150622 Responds to IE Bulletin 79-20, "Possible Halfunction of 
NAMCO Model EA1B0 Limit Switches at Elevated Temps “ Insp 
of most of plant revealed no suspect switches in use 
Inaccessible areas will be insp during Mar 1900 outage 
WIDNER.W A Georgia Power Co 00/01/00 lp 


0001260402 Forwards IE Bulletin 60-01, 'Operability of Automatic 
Depressurization Sys Valve Pneumatic Supply " Action 
required 

0 'REILLY, J P Region 2- Atlanta, Office of the Director 

B0/01/11 ip 


0001290431 Forwards IE Bulletin 79-OlB, "Environ Qualification of Class 
IE Equipment" w/at tachments Action required 
Q 'REILLY, J P Region 2, Atlanta, Office Of the Director 

00/01/14 lp 


BOQ 1290493 Responds to IE bulletin 80-01 Hard-seat check valves, bac kup 
sys 6 Category I seismic classification precludes necessity 
Of design mods for prevention of pneumatic sys failure 
HIDNERiW A Georgia Power Co 00/01/22 2pp 


R Periodic operating reports 6 related correspondence 


B0013Q0355 Forwards monthly operating rept for Oct 1979 
MANRY, M Georgia Power Co 79/11/10 lp 


— 6001300463 Monthly operating rept for Oct 1979 

JOHNSON, 0 L Gaorgia Powin Co 79/11/10 6pp 


0OO119O4B7 Forwards monthly operating rept for Dec 1977 
MANRY, M Georgia Power Co 00/01/10 lp 


13001 160030 Ac k receipt of 791210 ltr informing NRC of steps taken to 
correct violations noted in*!E Insp Repts 50-321/79-32 6 
30-366/79-36 

LCWIB.R C Region 2, Atlanta, Reactor Operation* Nuclear support 

Branch 79/12/37 lp ' 


— 800J 150493 Monthly oporatinp rept for Dec 1979 
RODEN, J VJ Georgia Power Co 00/01/10 Bpp 

SpOl 1 50498 Forwards monthly operating rept for Dec 1979 
MANRY. M Georgia Power Co 00/01/10 lp 


— 0001160030 Responds to NRC 791116 ltr ro violations noted in IE Insp 
Rept* 90-321/79-38 k 50-366/79-36 Corrective actions Plant 
Procedure hPN-314 revised to allow certain key* to be left 
in control switches 

WIDNER.W A Georgia Power Co 79/12/10 2pp 


8001160546 Forwards monthly operating rept for Dec 1979 
MANRY. M Georgia Power Co BO/Oi/lO lp 

S Reportable occurrences, LERs b related correspondence 


--0QO1 160044 Forwards IE ln»P Repta 30-321/79-32 L 50-366/79-36 on 
790905-1005 6 notice of violation 

LEWrS.R C Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch 79/11/16 2pp 

—8001160049 Notice df violation from insp on 790905-1003 

a Region a, Atlanta, Office of the Director 79/11/15 lp 


— 8001160054 IE Insp Rept 50-321/79-32 6 90-366/79-36 on 790903 - 10 Q 3 
Noncomp l lane a noted failure to initial logs by oncoming 
shift operators 6 to remove keys from control board 
DANCE, H C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch ROGERS, R f Region 2. Atlanta, Office of the 

Director 79/11/13 4pp 


8001240462 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers ’« No action or response required 
0 ' REILLY, J p Region 2, Atlanta. Office of th« Director 

79/12/27 2pp 

8001230109 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Disc* ' No response required 

O r REILUYrJ P Region 2, Atlanta. OffUo of the Director 

79/12/20 2pp 

0001 1 60 207 Forwards IE Info Notl.ce 79-33. "Control of Maint & Essential 
Equipment "■ No action or response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/12/31 IP 

600)240059 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow *' No specific action or 
rosponse required 

O'REILLY. J P Region 2, Atlanta. OfPice of the Director 

79/12/31 2PP 

0001290289 F or wards IE Info Notice BO-Ol. "Fuel Handling Events " No 
specific action or response required 

0 'REILLY, si P Regton 2. Atlanta Office of the Director 

00/01/04 2pf> 


BQ010B0374 Forwards UR 79-133/03L-0 

MANRY. M Georgia Power Co 79/12/27 lp 


—□001090383 LER 79-133/03L-0 on 79121 1. during norma) op erat i°n, HPC I sys 
isolated Caused by cold weather & sys design due to vent air 
inlet/outlet temp difference Plant operator turned on NPCI 
room equipment coolers t, sys returned to normal 
CQGGIN. C L Georgia Power Co 79/12/27 3pp 


9001080496 Forwards LER 79-134/03L-0 

MANRY, M Georgia Power Co 79/12/28 lp 


— BOO1O0O5OI lER 79-134/Q3L-0 on 79121 4, dur i ng fission product instrument 
functional test. 2Di I-U633 Failed to give inoperative 
response u/mode switch taken out of operation Caused by bad 
wiring connection Instrument replaced 6 tested 
NlX.R T Georgia Power Co 79/12/20 Ip 


8001080360 Forwards LER 79-131 /03L-0 

MANRY, M Georgia Power Co 79/12/28 lp 


—0001000963 LER 79-131 /03L-0 on 791206, duri ng normal operation, torus 
narrow range level recorder failed upscale, irtd icafcing high 
water level Caused by leaking vent plug on manifold block 
valve Leak corrected -Plugs will be checked regularly 
NtX.R T Qeorgia Power Co 79/12/20 3pp 


0001000909 Forwards LER 79-13B/01T-0 

MANRY. M Georgia Power Co 79/12/31 lp 

-8001000543 LER 79-139/01T-0 on 7< ?122B, dur ing HPCl del ta pressure 
functional test. instruments 2E4I-N004 fc 2E4 -N005 found out 
of Tech Spec limit* Caused by instrument drift Instrument* 
recalibr $< successfully tested 


800115067) Forwards LER 79-132/03L-0 

MANRY, M Georgia Power Co BO/Ol/Ol lp 



200 


DOCKETED STEMS 


— 9001150*7-1 LER 7<?-l 32/03L-0 on 79 1 220* af tor fission product monitor 
Indicated high counts- grab sample of c ontairtmen-t atmosphere 
was obtained 6 monitor -was determined to be defective Caused 
by defective diode on input to log count rate circuit 
NlX.R T Georgia Power Ca 80/01X02 2pp 


SCO!) 30521 Forwards updated LER 79-047/03*- 1 
MANRY.N Georgia Powei Co 80/01/07 Ip 


—BOO 11 50529 Updated LER 79-047/03X-1 an ''90602. dur i ng surveillance- 
discovered strainers isolated on standby PSU pump Diesel 
generator 0 rendei ed inoperable Caused by improperly 
installed valve Valve to be reinstalled 
OAXLEY, S * Georgia Power Co 80/01/07 2pp 


9001140235 Forwards LER 79-136/03L-0 

MANRY.rt Georgia Power Co 80/01/00 Ip 


--BQQIHQ243 LER 79- 136/ 03L-0 on 79J216 during functional test fallowing 
mamt on torus drywell vacuum breaker - va] /e 2f43-F323H did 
rut give opop indication Cause unknown Nat related to prior 
maint hH 1 1 bd inspected f> repaired at next cold shutdown 
NIX,R f Georgia Power Co SO/Ol/OQ 3pp 


BC01140D2B Forwards LER 79-137/Q3L-0 

MANF! /, M Georgia Power Co 30/01/00 Ip 


—*6001140337 LER 79-137/03L-G an 791224, dur i ng HNP-2-1050 surveillance 
checks, dryuiell *< torus temp recorder found printing erratic 
temps Caused by cold solder joint on transistor load making 
pen respond erratically Transister pins lesoldered to card 
fJIX.R 1 Georgia Power Co BO/Ol/OB 2pp 


300)140411 Forwards LER 79- 13&/03L-0 

t'tANRY. M Georg La Power Ca QG/Ol/OO Ip 


— GOO 1 1 404 1 4 LER 79-J35/03L-0 on 791219. while operating at steady state 
power, power supply A for RCIC steam led* detection sys 
failed & on 791220 power supply 0 failed Caused by blown 
fuses Fuses replaced Investigation underway 
HIX.R T Georgia Power Co G0/01/0B 2pp 


0001150524 Forward? LER 79-136/OTL-O 

MANRY.M Georgia Power Ca OO/Oi/QQ Ip 


— G00U50533 LER 79- 1 36/O3L-0 on 791216. while performing function test 
after maint on torus /diuun breaker 2T40-F3P3H, control 
lights failed to give open indication at local panel or 
control roam panel Cause unknown Breaker will be replaced 
NIX.R T Georgia Power Co BO/Ol/OO Ipp 


0001 220570 Forwards LER 0O-OO1/O3L-O 

MAiWY. M Georgia Power Co BO/Ol/15 Ip 


**~800 1 2205B3 LEU 03-00-1 /Q3L-0 on 000102 . while performing narrow range 
torus water level functional test & ca 1 1 b r. 1 eve 1 transmitter 
2T48-N021D found out Of tolerance Caused by range drift 
Transmitter r^calibr f> returned to sve 
N1X,« T Georgia Power Co 00/01/15 2pp 


0001220502 Forwards LER /9-139/03L-D 

HANRY.rt Georgia Powet Co 00/01/17 !p 


— B001220510 LER 79- 139/0 3L-0 on 791220/ while performing diesel generator 
manual start diesel generator 2A failed to start within 
seven seconds Caused by Foreign object lodged in diesel fuel 
supply ling check valve Check valve cleaned 
MX. A T Georgia Power Cu 00/01/17 2pp 


DOCKET 50-36-7 HAILLY GENERATING STATION 


A App 1 ica t i on/con s t rue t i or> stage documents 6 correspondence 


8001 110330 Summary of 791114 meeting w/Mark II uwners re discussion I* 
identification of task programs prior to final documentation 
of tasks in Mark II lung-term program 

ANDERSON, C J Containment Systems Drench 79/12/20 4pp 


3001250121 Summary of meeting w/Mark II owners group In Bethesda/MD 
re status of several long-term program tasks in advance of 
final documentation Agenda, list of attendees I< viewgraphs 
BF1C 1 

ANDEflBQN, C J Containment Systems Branch 79/12/20 lOQpp 


—0001 1 10435 "Groundwater Monitoring Program Following Sealing of 
Settling Basins at Facility " 

* Sargent *j Lundy, Inc 79/12/27 36pp 


G Adjudicatory correspondence 


8001030927 Requests NRC call fur halt ta const. deny rcissuance of CPs, 
cancel all licenses ^ declare Bailly site unsuitable for 
nuc 1 ear const 

ROBERTSON, C Democrats United for Energy Safety 79/11/27 3pp 


800)210035 Opposes extension of CP. pro se 6 on behalf nf inmates 6 
employees of IN State Prison Emergency plan must be 
formulated x. tested under realistic conditions Extension 
violates rights of residents 

SCHULTZ . 0 Affiliation Unknown 79/12/10 2pp 


8001040056 Opposesd const of plant due to location near natl park, steel 
mill & residential area 

SQUIRES, R Affiliation Unknown 79/12/15 3pp 


6001040047 Opposes const of nuclear power facility near Dunes Hall 
Lakeshore Park 

TINKHAM.R P Affiliation Unknown 79/12/17 lp 


8001220157 Opposes construction of facility next to IN Dunes Natl 
Lakeshore 

TtNKHAM/R P Affiliation Unknown 79/12/17 Ip 


—0001 220161 Opposes amend to util CP extending completion date Facility 
is close to natl park, large steel mill A residential area 
Util evacuation responsibility only extends 1 5 miles beyond 
plant Certificate of Svc enc 1 

SQUIRES, R Affiliation Unknown 79/12/15 5pp 


00010002(96 Requests Commission deny util request for extension of CP 
Public hearing must be held Mark II containment safety 
questionable Long piles should be used in foundation 
Contentions fc Certificate of Svc end 

NEZO. C United Steelworkers af America 79/i2/20 14pp 


6001210023 Eight 1 fcrs opposing const of facility 
READ/C Affiliation Unknown 79/12/21 8pp 


0001090019 Request for extension until B0011B to respond to petitions 
received on 791220 Response period includes two major 
holidays NRC does not object to extension Certificate of Svc 
enc 1 

SHEA. K H Northern Indiana Public Service Co SHEA/ H, H 
Lowonstein. Newman, Rel s. Axelrad t« Toll 79/12/28 3pp 


0001090043 Request to intervene Petitioner interests may be affected by 
proceedings Membership of Lake Ml Federation consist* of 700 
individuals 8< iOO civil « environ organisations in IN. 1L.MI 
t' WI Cert o F Svc enc 1 

FODDINS. R L Lake Michigan Federation 79/12/2B 3pp 


8001100175 Submits petition objecting to CP extension Alleges failure 
to reset NRC criteria re population density 
LAUD IG. S Laudlg. 3 79/12/29 2pp 


800 l 1 00029 Petition to intervene & request for hearing Urges denial 
of CP amend unless applicant demonstrates adequacy of 
emergency response capability during nuclear accident 
Certificate of Svc end 

COHN. D B United Steelworkers of America SCHULTZ. W U Dailly 
Alliance. IL CflHN, D B Cohn, D 0 79/12/31 9pp 


BOO! 100181 Establishes ASLB to preside in proceeding per 791130 order 
H Gr ossman, Cha i rman A RF Cole ?/ GO Dr 1 gh t, member s 

LAZO , R M Atomic Safety and Licensing Board Panel 79/12/31 2pp 


8001100356 Order granting extension until 800118 for applicant to 
respond to petitions Piled in answer to 44FR69061 re hearing 
on CP extension NRC may Pile responses five days after 
applicant answers 

LAZO, R M Atomic Safety and Licensing Board Panel 79/12/31 lp 


8001280174 Expresses opposition to proposed facility site 
GRONKS/H Affiliation Unknown 60/01/02 lp 


— 80012B0JS9 Opposes facility const near IN Dunes Natl Lakeshore & large 
population ctr 

YAGER, E Affiliation Unknown 80/01/01 lp 


8001110432 Forwards rept. "Groundwater -Monitoring program Following — 8001280196 Opposes const of facility 

Sealing of Settling Basins at Facility " MUELLER/ I M Affiliation Unknown 79/12/26 Ip 

BOHN, R J Northern Indiana Public Service Co 79/12/27 2pp 
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--BQ0128Q2I3 Opposes const due to nearby population dens i ty» lac k of 
evacuation p Ian# pos s l b 1 e> contamination of soil & mater & 
unresolved short pilings issue 

RYAN,E S Affiliation Unknown 79/12/30 4pp 


3001210038 Petition to intervene Insufficient evidence exists, to 
support const of facility Requests evidentiary hearings to 
re-evaluate site in light of new evidence re accident 
probability t evacuation 

GRABQWSKl.Q # QRABOWSKI.A Af f i 1 i a t i on Un k Hown 00/01/03 lp 


BOO 1 1 401 3-4 Supplemental request for extension until BOOlia to respond 
to Lake HI Federation U City of Gary petitions to intervene 
Issues presented are similar to issues mentioned in licensee 
79-1328 motion for addl time W/Cert i Flcate of Svc 
SHEA, K H I EICHHORN.W H Northern Indiana Public Service Co 
SHEA, K H Lowenstein# Newman# -Re i s# Axelrad & Toll BG/01/04 4pp 


E001150399 Responds to 791226 l tr requesting denial of CP extension 
Explains 6 forwards procedures re opportunity to intervene 
Wo enc l 

GOLDBERG, S C Hearing Branch 2 80/01/04 2pp 


8O0H8O4QO Responds to 791226 1 tr requesting denial of CP extension 
Explains & forwards procedures re opportunity to intervene 
W/o encl 

GQLD0ERQ.S C Hearing Branch 2 00/01/04 2pp 


B0Q122Q5B9 Four Itrs opposing extension of CP Pot facility due to 
proximity to IN Dunes Natl Lakeshore 

HAUSER* E D # KENNY, F * CHALLY# J Affiliation Unknown GO/Oi/04 
4pp 


B001170537 Order granting extension until BOO110 for Northern IN PSC 
to respond to 79122B k 31 petition* Piled per 44FR69061 
notice of opportunity for hearing re CP extension NRC 
response may be submitted five days after filing 

GROSSMAN, H Atomic Safety and Licensing Board Panel 90/01/09 ip 


8001280485 Response in opposition to 0 Schulti.S Laudig & G & A 
Orabowski petitions to intervene in CP extension proceeding 
Petitioners failed to satisfy pertinent interest U aspect 
requirements Petitions may be amended prior to prehearing 
GOLDBERG, S C Hearing Branch 2 00/01/ 16 2Qpp 


0001310113 Response in opposition to petition* to intervene in CP 
extension proceeding Petitioners failed to offer proper 
justification in support of stay of const Urge* application 
of VA Petroleum Jobbers vs TPC test 

EICHHORN.W H . SHEA# K H Northern Indiana Public Service Co 
EICHHBRN,W H Eichhorn# Eichhorn 6 Link 80/01 /IB 36pp 


— BOO 1310116 Response in opposition to Grnbows k i. Laudig & Schulti ltrs 
requesting intervention its CP extension proceeding Urges 
ASLD to treat requests as limited appearances No interest 
identified or contribution ability established 
EICHHORN. U H # SHEA. k H Northern Indiana Public Service Co 
EICHHORN.W H Ei ch h nrn, Ei chh orn Link 80/01/19 6p p 


— 800 V 3 10124 Answer in opposition to Porter County Chap ter# Fed era t i on# 
Gary t< State of IL petitions for waiver of/or exception to 
10CFR50 35(b> Petitioners failed to establish prima facie 
showing that 10CFR50 S5<b) is applicable 

EICHHORN.W H # SHEA# K H Northern Indiana Public Service Co 
EICHHORN.W H Eichhorn# Ci chhorn «< Link BO/Oi/lB 13 PP 


--0001310127 Motion for issuance of order scheduling B00228-29 prehearing 
conference 6 for filing supplemental petitions to intervene 
Action will facititate expeditious disposition of issues W/ 
notices of appearance It Certificate of Svc 

EICHHORN.W H # SHEA# K H Northern Indiana Public Service Co. 
EICHHORN.W H Ei chh orn# Ei chh orn t» Link 80/01/16, lipp 


9001290195 Response to several intervention petitions re CP extension 
proceeding Has no objection to State of IL participation as 
Interested state AH other petitioners fail to meet interest 
requirement W/Cer t i f i ca fce of 8v c 

GOLDBERG# S C Hearing Drench 2 80/01/23 33pp 


H General correspondence 


800121005? Supports building of facility due to urgent need for energy 
EWENi L Affiliation Unknown 79/12/21 ip 


G Inspection reports# IE Bulletins Ik correspondence 


BO-01100274 Forwards IE Info Notice 79-31. “U»« of Incorrect Amplified 
Response Spectra IARS) " No action or response required 
KEPPLERrJ G Region 3. Chicago, Office of the Director 
IP 


8001080355 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/20 

lp 


8001110096 Forwards IE Info Notice 79-33* “Improper Closure of Primary 
Containment Equipment Access Hatches 11 No specific action or 
response requested 

KERPLER, J G Region 3. Chicago. Office of the Director 79/12/26 
lp 


800lilQ2B4 Forwards IE Info Notice 79-32* "Separation of Electrical 
Cables for HPC I t Automatic Depre s sur 1 rat i on Sys 11 No action 
or response requested 

KEPPI.BR. J G Region 3, Chicago. Office of the Director 79/12/26 

lp 


0OQV1OOQ14 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers 11 No action or response required 
KEPPLETR.J 0 Region 3. Chicago, Office of the Director 79/12/27 

lp 


B00IC904QB Forwards IE Info Notite 79-37# "Cracking in Low Pressure 
Turbine Discs ’’ No response required 

KEFPLER# -J 0 Region 3# Chicago, Office of the Director 79/S2/29 

lp 


BOO 1160311 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER# J G Region 3> Chicago, Office of the Director 79/12/28 

ip 


B001 100217 Forwards IE Info Notice 79-35# "Control Of Maint 6 Essential 
Equipment " No action or response required 

KEPPLER# J G Region 3# Chicago, Office of the Director 79/12/31 

lp 


0001210262 Respond* to IE Dulletin 79-02, Revision 2# “Pipe Support Uaso 
Plats Designs Using Concrete Expansion Anchor Dolts “ 

Concrete expansion anchor baseplate assemblies will be 
designed per ACl 349, App B 

SMORfl.E W Northern Indiana Public Service Co BO/Oi/03 5j>p 


8001180033 Responds to IE Bulletin 79-25 "Failures of Weatlnghousc DFD 
Relays in Sa f e ty-Re 1 a t ed Sys " Specified relays will not bo 
used at util 

SHOna.E M Northern Indiana Public Service Co 00/01/01 lp 


0001290247 Forwards IE Info Notico 00-01. “Fuel Handling Events " No 
specific action or response required 

KEPPLER# J 0 Region T, Chicago# Office of the Director 80/01/04 

ip 


8001290143 Forwards IE Circular 80-0i# “Svc Advico for GC Induction 
Disc Relays " No response required 

KEPPLER, J G Region 3. Chicago, Office of the Director 80/01/1/ 


R Periodic operating reports 6 related correspondence 


B001140441 Forwards wall cherts for 79 1212-19# Bail ly wells w/n 
recorders, ponds 1 eve 1 *, pnouma t i c pressure transducers 6 
water meter readings for 791219 

BOHN# R J Northern Indiana Public Service Co B0/0i/04 32pp 


8001 170381 Forwards well charts for 79 121 9-26. Da 1 1 1 y wells w/o 
recorders, pornl 1 eve 1 s, pne umat i c pressure transducers 6 water 
meter readings for 791226 

DOHN.R J Northern Indiana Public Service Co 80/01/04 75pp 


0001 130459 Forwards well charts for 791205-1 2# Do i 11 y wells w/o 
recorders, pond 1 eve la* pneumatic pressure transducers & water 
meter readings for 791212 

DGHN# R, J Northern Indiana Public Service Co 80/01/08 33pp 


BOO 1 J 70345 Forwards well charts for 791226-800 102, Da i 1 1 ey wells w/o 
r reorders, pond leva! . p neumatlc pressure transducers, water 
roeter readings t< USDS wells for 000102 

BOHNi R J Northern Indiana Public Service Co 80/01/1 1 32pp 


79/12/13 
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L ■ *■ =* T C _■ ‘ - ? 'f-r 1* 3 NjZlE-R c £ UNIT 2 

F jpruMCj* rpjjrJl e-ierjency '< Mre protection plans 


w-'jI 14 Me^'ests re evacuation of areas around nuclear 

;:.ft r *4 »ir, ri *■"«» rcr reporting evacuation tine 

1 

D h ,■,? distant r i r ec r 5 - tor Engineering !< Projects 
f 7/H 2/ 4pp 


jIL2 'P7Z rsr- ar-s re^j*«t fcr add! info needed to complete review of 

fi-r p r u r e tjn-i 'ids presides in 732901 10l8 l 790115 

iiit-ittdM 'eqjesi’d „it k »r 40 days of receipt 

RCJu R w Operating Feartijrs Brarch 4 79/T2/J7 4pp 


• l C. “ - - 1 3 - 2 --» t-en* to i-ple^ent all fire protection nods 

reqjirei hy X L ;n:r ►cr sMr»(jp fallowing neit refueling 
•, j r a g e 

flL P 1- Lperatirg reactors Branch 4 79712/19 2pp 


r Respond* 7 djj ~9 j^ r requesting info re estimated 

e-^cuiticn ti-es End e^acLation estimates eased on adverse 
we 3 trier «,ori 2 it *on = 

Ifil^BUfc D C » rlansai ro„er », Light Co GJ/Ql/21 3pp 


u MdjLdicit*TiJ carresperdence 


t-jll7C409 Fjrrfdras H»J Denton SjOlOS confirmatory order for licensee 
co-ntrent ♦ c inole-ent Category A Lessons Learned Task 
F-rce r equ i r e~en t s by £P0i31 Methods used to comply w/ 

‘•eqwi re-ents t* M ur «- 1 cd be sjfc-it-ted after irp 1 e^en tat ion 

t r NTG'Mt P Office of Nuclear Reactor Regulation SO/Oj/02 2pp 


S0G1UQ404 Requests direct transmittal to each util of c orrospondeoce 
involving issues that DM4 ouners group may tie addressing 
Responds to NRC 791130 1 tr re EPR1 safety h relief v aW« 
testing program 

TRIMDUE.D C Arkansas Power & Light Co 00701/07 


8QQ 1220052 Requests that util review QA program re dinso 1 g oiwii d tur 
fuel oil Diesel generator fuel oil issue must be lncim * 1 ** 1 ir » 

GA program w/in 90 days Justification foi none omp 1 1 *mc p ie 
requested ( 

ElSENHL/T.D 0 Division of Operating Reactors 00/01/0/ Jp P 


0001170375 Forwards GA Program APL-T0P-1A, Revi si on 0, changing 
description of position of OC Supervisor & correcting 
typographical errors 

TRIMBLE, D C Arkansas Power 6 Light Co 00/01 '09 IJPP 


0001310140 Forward s safety evaluation of Util 771230 review of nluiin & 
control circuitry Alarm & control circuitry adequate V 
should preclude occurrences of nonalarmod conditions 
could prevent automatic start of dtosel generators 
REID.R W Operating Reactors Branch 4 00/01/09 !2pp 


"-0001310144 Safety evaluation re Inoperable conditions For dieool 
generators & associated alarms 

* Office of Nuclear Reactor Regulation BO/01/09 


0001310133 Confirms meeting w/util re discussion of pertinont topics 
contained in rMI-2 action plan which relate to near-tern 
licensing actions h actions impact on overa 1 1 plant safotu 
TJ Donat 000105 memo *c LV DasslcV memo end 

HAPSEN, 0 L Region 4» Dallas; Reactor Operations Nuc leer Support 

□ranch DO/Oi/U 2pp 


CgOU " u5l j Confirmatory order directing license? to implement Category 
« Le s s r n 5 Learned Task Fore? requirements by 000131 w/ 
eiceptidn of 2 I 7 a requ i r***en t of i.UREC-0570 Any request 
for heanr^ Jilt not «tay Effectiveness of order 

OENlL^f H h CirMce of Nuclear Reactor Regulation 00/01/02 4pp 


R General c ; r r e »p ond er c e 


E^Ull u i32 Peiuffsts deletion of FF Lyon from distribution list 
TRIMIlL D C Arkansas Fewer Light Co 00/01/07 lp 


P Operating lirense stage documents t correspondence 


8 jO IOAOjtO Fjr.arjt Nay l ??9 Revision 1 of branch technical position on 
direct tsdietic-n measurements re radiological environ 
taring program requirements Re/isud stds be ir ig 
irpieiented in OL applicant reviews 9 Tech Spec update 
SAMMJLl W p Division pf Operating Reactors 79/11/27 35pp 


G00I07U276 Forwards r'ZSi vendor ». fuel Supplier ltrs re impact of 
cladding ^edting-ratp dependent burst terp effects on 
rupture tme 9 s‘rair dockage Ltrs will help licensees 

7?U0? ltr r * rupture strain h f low blockage 
FI5EWJUT 0 G Dj is»3-i of Operating Reactors 79/11/27 3pp 


5301033593 Notifies of 
compliance w 4QCFR190 
BEID- R rl Operatin 


review pf 791101 ltr re interim commitment for 
Requests info re dose assessment 
g Reactnrs Draneh q 79/12/17 2pp 


0001070342 Ad.ts.s that Bullet^ !, Orders Task Force has approved 
break LG. A guidelines for operating plants Provides schedule 
of util* to Off audited to assure successful mcorporat i on of 


revised procedures Audit plan enfl 
ElEEk.nuT E 5 Di ision of Operating Reactors 


orporat i 

79/12/17 12pp 


t 0 P 1<al r *» fc b * Performed re RQCS coar,e m *, h 

REID fl i nQ n C V* L o 5t ° f top * CS tD be '’P' 0 *** «i»cl 
^fcXD H w Operating Reactors Branch 4 79/J2/1? 6pp 


600121CU74 R s f 
tontairmen? 
info 

REIC ft *i 


trencffs NRC 79102* ltr re continued review of 
purge A vent valves Forwards request for addl 

□p/ratsng Reactors Branch 4 00/01/03 3pp 


td me 79110? 0 27 Ur. r, f us l c , ad , uc H.n, 
Does rat propose addl analyse 0 f ECC2 due to recent O&W 9 

QP ' raUn9 P)ants 2 ' a °0 F Cladding 

CAVANAUGH, W Arkansas Fnwer i. Light Co 00/01/07 2pp 


--0001310134 Forwards LV Gossick 000105 memo re TNl-2 action plan 
prerequisites for resumption of licensing & near-term 
schedule of TMI-2 action plan events 

DONAT, T J NRC Three Mile Island Task Force 0O/O1/OS lp 


0001 220424 Submits info in response to NRC 791005 ltr re ftoosiblu bnton 
dilution events Forwards list re scope of sys examined Far 
boron dilution analysis 

TRIMBLE? D C Arkansas Power U Light Co 00/01/15 2p p 


0001220369 Forwards proposod change to QA Manual APL-TOP- 1 A. Revision 0. 
Paragraph 7 3 2 r e purchased matl control, per NRC 8001 ld» 
telcon Change incorporates ANSI N107-1 976? 0ec t i On 5 7 M 
requirements 

TRIMBLE. D C Arkansas Power 5* Light Co 00/01/16 Ip 


—0001220375 Proposed >.h*ngc to QA Manual APL-TQP-l A? Revia 1 on 5, Par.ior«ph 
...;L 2 .I 0 , piirchaSed ffl9Cl control Change incorporates ANSI 
N1B7-1976? 5ec tion 9 2 14 requirements 
* Arkansas Power fc Light Co 00/01/16 lp 


0001220455 Discusses proposal for two long-term technical support Ctrl 
Primary ctr will pe located In admi n i s tra t i on faldg t> 

C . tr IJithln Branded Security controlled area 


CAVANAUGH, W 


Arkansas Power 8< Light Co BO/Qi/17 3pp 


G0 Lia^eS 0 T^k m s tS d0 ^ ri P klt>n of imp lementat ion/comp 1 lane * w/Leaaonn 
JJ P ° TQe 9h0rt ^ tp|,rri recommendations not requiring 

Sii;i-55cit?rsu i,ti1 wni partuipdte in epri ri 

TRIMBLE, D C Arkansas Power Light Co 00/01/10 01pp. 

a0 clal 0 ^ffllfno PO ;rH!° NR ? f0r ^Mhor calculation® re fuel 

accentor! ,1 J ^ eni OF*tratB continued compliance w/ECCS 
acceptance criteria End C-C analysis demonstrates 
compliance W/10CFR50 46 limits 

TRIMBLE, D C Arkansas Power * Light Co 80/01/Bg 3 pp 

IS ss iv^vr ^ *• 


American Air Filter Co 00/Ol/as 


I8pp 


IE Bulletins «, corresponden 


TRIMDUE.D C Arkansas Power & Light Cd 79/09/19 lp 

!!. 79 ' 2 '’ « n u.v.i 

«ys it of dilta a!!!.! «< pressurinr level measuring 

type pre«iu r e r 0 pen column. uninsulated ref Jeff 

TRIMBLE, D C Arkansas Power U Light Co 79/09/C4 9pp 



DOCKETED ITEMS 


203 


8001070050 Responds to IE Bulletin 79-1S Several areas in Facility 
ejrist inhere neither evacuation alarm nor announcement sys 
can be ack Audible alarn/viiual signal or telephone 
announcement sys wi 11 be added 

TRIMBLE, D C Arkansas Power t< Light Co 79/10/10 2pp 


GQOklBOlBl Responds to IC Bulletin 79-24, "Froien Lines " Refueling 
water tank overflow A level sensing line i, sodium hydroxide 
tank level sensing t< recirculation fill lines identified as 
possible Freeie haiards 

TR I MOLE, D C At kansas Power t< Light Co 79/10/31 lp 


B001090002 Forwards IE Bulletin 79-02. Rtevi s ion 2. “Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Action 
required 

SEYFRIT.K V Region 4- Dallas. Office of the Director 79/11/OB 

lp 


3001070150 Revises 790713 response to IE Bulletin 79-OiA Automatic 
Switch Co valves containing Duna-N matl used & in storage, 
but not used inside containment in sys required to function 
during or after accident 

TRIMBLE, D C Arkansas Power «< Light Co 79/11/15 lp 


E00109003Q Forwards IE Info Notice 79-29. “Loss of Nonsafety-Re lated 
Reactor Coolant Sys Instrumentation During Operation " No 
specific action or response required 

SEYFRIT.K V Region A, Dallas. Office of the Director 79/11/16 
IP 


B001100037 Forwards IE Info Notice 79-27. “Steam Generator Tube 
Ruptures at Two PWR Plants “ No response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/11/16 

ip 


8001100120 Forwards IE Info Notice 79-28. “Overloading of Structural 
Elements Due to Pipe Support Loads 11 No specific action or 
response requested 

SEYFR1T, K V Region A, Dallas. Office of the Director 79/11/16 

ip 


8001090025 Forwards IE Insp Repts 50-313/79-23 t, D0-360/79-22 on 
79H05-09 No noncomp 1 lance noted 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/11/19 2pp 


--8G01D9002B IE Insp Repts 50-313/79-23 h 50-360/79-22 on 791105-G9 No 
noncomp 1 ianco noted Ma |or areas inspected control of mainl t< 
preventive maint 

WESTERMAN/ T F . SMITH. R Region 4* Dallas, Office of the 
Director 79/11/19 4pp 


0001090017 Forwards IE Circular 79-23. “Motor Starters t< Contactors 
Failed to Operate 11 No response required 

SEYFRIT.K V Region 4. Dulles. Office of the Director 79/H/2A 
kp 


8001100149 Forwards IE Circular 79-24. “Proper Installation & Callbr of 
Cqre Spray Pipe Break Detection Equipment on DWRa ” No 
written response required 

SPYFRlTiK V Region 4. Dallas. Office of the Director 79/11/26 

lp 


8001090039 Forwards IE Info Notice 79-30, “Reporting of Defects l 
Noncomp ) lances, 10CFR21 11 No action or response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 79/15/06 
lp 


BOOH0O256 Forwards IE Insp Repts 50-313/79-16 t* 50-360/79-14 on 
790730-OBio l< notice of violation 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/13/06 
p 


— 0001 180264 Notice of violation from insp on 790730-0810 

* Region 4, Dallas, Office of the Director 79/11/13 3pp 


—6001100274 IE Insp Repts 30-313/79-16 U 50-368/79-14 on 790730-0010 
Noncompliance noted failure to update drawing, training plan 
inadequac its, fai 1 ure to implement training plan U failure to 
maintain code safety value within acceptance criteria 
BLACKWOOD, E B , WOESSNSR, J D , SHAFER, W D Region 4, Dallas, 

Office of the Director 76/11/13 60pp 


0001100080 Forwards IE Bulletin 79-20. “Possible Malfunction of NAM CD 
itodei EA1BQ Limit Switches at Elevated Temps “ Action 
r squired 

SEYFRIT.K V Reqion 4, Dallas, Office of the Director 79/12/07 

ip 


0OO121O169- Responds to IE Bulletin 79-02, R d v i s i on 2 Will conduct field 
survey to identify f 1 e l d -re 1 a ted piping supported from 
concrete black walls using concrete expansion anchor bolts 
TRIMBLE, D c Ai lansas Power 6 Light Co 79/13/12 Jpp 


0001100061 Forward-s IE Info Notice 79-Jl. “Use of Incorrect Amplified 
Response Spectra 11 No specific action or response requested 
SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/13 

ip 


B0010S0216 Forwards IE Circular 79-25, “Shack Aneator Strut Assembly 
Interference 11 No written response required 

^EYFRIT.KV Region 4, Dallas Office oF the Director 79/12/20 

lp 


B0010B007? Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC 1 *< Automatic Be pres sur 1 1 a 1 1 on Sys " No 
specific action or response requested 

SEYFRIT.KV Reqion 4, Dallas, Office of thr Director 79/12/21 

lp 


Boot 110016 rorwaTds IE Info Notice 79-33. ‘Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/21 

lp 


0001160002 Forwards IE Info Notice 79-34, "Inadequate Design of 
Safety-Related Heat Exchangers n No action or response 
requested 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/12/27 

IP 


BOoi 160035 Forwards 1C Info Notice 79-37, “tracking in Low Pressure 
Turbine Discs * No response required 

SEYFRIT.K V Region 4, Dallas, Office ef the Director 79/J2/3B 

ip 


BOol 160017 Forwards IC Info Notice 79-36 "-Computer Code Defect m 
Stress Analysis of Piping EII>ow 41 No specific action or 
response required 

SEYFRIT.K Region 4. Dallas, Office of the Director 77/12/31 

IP 


QQOl 160089 Forwards IE Info Notice 79-35. "Control of Maint & Essential 
Equipment " No action tir response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 
lp 


□0011B0339 Forward* IC hisp Repts 50-313/79-2/ *, 50-360/79-26 on 
791210-20 ?< notice of violation Notice of violation 
withheld iref 50CFR2 790) 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch GO/OI/09 2#>p 


— 0001160340 IE Insp Repts 50 313/79-27 6 50-368/79-26 an 791210-20 
None omp 1 lance noted failure tu enfore Industrial security 
plan requirement that vehicles have ignition key removed & 
cab locked Details withheld tref iOCFR2 790) 

MADSEN, Q L Region 4, Dallas, Reactor Operations Nuclear 

Support Branch CALDWELL. R A Region 4, Dallas, Office of the 
Director 80/01/09 lp 


0001290403 Forwards IE Bulletin 79-01B. “Environ Gua 1 1 f i cat 1 on qf Class 
IE Equipment" Wattac hments Action required 

0EYFR I V, K V Region 4. Dallas. Office of the Director 80/01/14 

IP 


0001590063 For wa i d s IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 80/0i/l7 
IP 


ft Periodic operating reports L related correspondence 


0001210160 Forward! monthly operating repfc for Dec 1979 
TRIMBLE, D C Arkansas Powor 6 Light Co 80/01/11 lp 


— 0001210171 Monthly operating rept for Doc 1979 

PENDCRORAFT, R Arkansas F’ower * Light Co 80/01/11 Spp 


0 Reportable Dtcurmicei, LCfts & related correspondence 


BOO 1070464 Forwards LER 79-097/01L-0 

TR IMBUE. D C Arkansas Power >« Light Co 79/12/20 lp 



204 


DOCKETED ITEMS 


-BJ 0 I 070469 LER 79 - 097 /OjL-O on 791 120 , d uri ng Mode 2 operation, 
can ta i men t bldg su-np level indicator Pound reading 0 0 V, 
Caused by faulty convertor ft power supply which were 
replaced unit calibr t returned tq svc 

PEKCeRwRAFT R Arkansas Power V Light C 0 79/12/29 Ip 


0001110507 Forwards lERj 79-G94/03L-0, 79-095/03L-0 6 79-G96/03L -0 
TRIABLE D C Arkansas Power 6 Light Co 00/01/04 Ip 


00QIO7GO13 Forwards summary of 791115 mooting w/util at site ro 
faml 1 lari ration u/c on ta l nment structure 

B JRKEU R A Light Water Reactors Branch 2 79/12/21 3pp 


— B0010700J7 Summary of 7891J15 meeting w/util at site re f ami liar 1 iat i e>i> 
u/conta inment structure 

CHAN, 8 P Structural Engineering Branch 79/12/10 Ppp 


***•£001110608 LER 79-094/03L'0 on 791 207. dur i ng Mode 1 operating, Channel B 
press ur ll er pressure variable setpoint oscillated between 0 
t 1.000 psia. causing ]nu pressuruer pressure trip on 
Channel Q caused by power supply failure Card replaced 
PEENCERGRAFT.R Arkansas Power t* Light Co 80/01/04 lp 


--S001 1 10620 LER 79-095/03L-G on 79121 1 . dur i ng Mode I operation. battery 
charger 2032 discovered to have low output vt»l tags, render mg 
bus inoperable Caused by current surge while readjusting 
output voltage AC breaker reset 4, 2D32 returned to svc 
FENDERCR4FT. R Arkansas Power 6 Light Co 00/01/04 lp 


8QQ 1090230 Notification uf 000109 meeting u/util in Oethesdo,Ml> to 
discuss design changes to auxiliary feedwater sys affecting 
Ful ) flaw capacity 

BlRttEL, R A Light Water Reactors Branch 2 79/12/21 4pp 


0OO11BOO35 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review & radiological effluent 
Tech Spec update No supp] to license application required 
VARGA, S A Assistant Director For Light Water Reactors 79/12/21 
tp 


— 3001110620 LER 79-094/03L'0 on 791 2l 1 , d ur i ng Made i op era t ton. c dre 
protection calculator C fa i 1 ed » cans ing low ONUR & high 
linear power density trips Caused by data link failure 
between calculator f* operator console Sys restarted 
PENDERGRAFT, R Arkansas Power », Light Co BO/Ol/OA ip 


800 1 1 50560 Forwards LERs 79~098/03L-0 l, 79-099/Q3L-0 
TRIMBLE, fl C Arkansas Power 6 Light Co BO/01/09 lp 


-B0011G0061 Revision 1 to branch technical position on rad 1 a) og t c al 
environ monitoring 

* Radiological Assessment Branch 79/11/30 I7pp 


0QQ1Q3Q5B9 Forwards response to ThI Lessons Learned Task Force short- 
term requirements Items discussed include emergency power 
& upp ly . con ta i nmont i so 1 a 1 1 on > au 1 1 1 i pry Feedwater eye 
initiation ft flow indication 
PARKER, W 0 Duke Power Co 79/12/24 10pp 


6001150571 L£R 79 099/03L-0 on 791205, during Made 1 operation, outer 
door of emergency personnel airlock found partially 
open Caused by mechanical timing being out of 
synchron i iat i on Adjustments made & door declared operable 
SHIVELY, t N Arkansas Power tr Light Co 20/01/09 Ip 


— B00JI505S0 LER 79-Q90/O3L-O on 791205. during Mode l opprat i on, ret e i ved 
senior Failure alarms From Core C protection calculator 
Caused not determined Core protection calculator program 
reloaded * sys restored to operation 

SHIVELY c N Arkansas Power & Light Co 60/01/09 Ip 


0QO12SO16Q Camm 0T its on proposed rule 10CFR73 firm embargoing of area 
creates problems for transportation pf spent fuel Great 
potHon oF major roadways traverse Category C cities 
PORTER, W L Duke Power Co 79/12/31 £!pp 


—GOO 1 2201 69 Seeks mg t review of NRC 790B03 denial of util 790713 & 30 
requests for approval of transportation routes Eight miles 
of route through Charlotte cannot be classified as 
traversing heavily Populated area 
PA&KEPiW Q Duke Power Co 79/0Q/30 4pp 


8091220335 Forwards LER 79-IO1/03L-O 
Trimble, D c Arkansas Power h Light Co 


80/01/16 


lp 


--BOOJ22039O LER ?9-10t/02L~0 on 791317, dur ing Mode 1 operation, refueling 
water tank If^el indicator 2LJ-5636-I failed high Caused by 
freeie protection heat tracing not operating properly, 
allowing transmitter sensing line to freei* 

SHIVELY C N Arkansas Power & Light Co 90/01/Ji Ip 

a0 ?i?2??2 6 n F 2 rWJri,i LER ^‘^a/^L-O h updated LER 79-008/03X-1 
FHIMLLE. D C Arkansas Power U Light Co 00/01/19 jp 

”' 80 nrff M rf LER ^ 9 ~l 02/0 ^° ° n 791221, during Mode 1 operation. core C 
protection calculator fadei Caused by speed input failure 
Since failure was in conservative direction, uni t returned to 

PENDERORAFT. R Arkansas Power A Light Co 80/01/18 Jp 

replaced^ yrn ° ut Qf hfat Ump <n tr«n»«»tt,r bot Lamp 
SHIVELY. C N Arkansas power 6 Light Co 80/01 /ib Jp 


0001090374 Foiuiards "Reactor Containment Bldg Integrated Leek Rate 
Test " 

PARKER. W D Duke Pdwqi Co 80/01/03 Ip 

— B0010903/7 "Reactor Containment Bldg Integrated Leak Rato Tost " 

* Duke Power Co 80/01/03 2DGpp 

Q°0i23°0i3 Forwards NRC position re applicants intent Hot to perform 
full load tests Of vital 480-volt a c buses using a 11 sources 
of power supplies to buses Tests must he conducted, i nc lud infl 
all sources of power supplies to buses 

HAA5S, W p Quality Assurance Branch 80/01/10 Jpp 

8001230245 Summary of 791213 meeting w/ut|| D re Revision 2 to Rt »0 Ouido 
l,' Instrumentation for Light Water CooUd Nuclear Power 
Plants to Assess Plant f< Environs Conditions Durjnp L 
Following Accident " v 

KINTN6R*L L Operating Reactors Branch 1 00/01/11 21pp 

8001240409 Responds to NRC 791015 request for info re environ 
qualification or Class IE Instrumentation L electrical 
equipment Addresses only equipment located inside 
containment Nonproprietary version end 
PARKER, W □ Duke Rower Co BO/Ql/lQ iBpp 


KCGl/IRe wciear station, unit I 

<^9* documents h correspondence 


h 


n 


Forwards response to NRC 791015 request for info re environ 
q olification of Class IE instrumental i on it electrical 

,,?^r^ t / T1 t 0 ^ UperCfldes 701120 * 790031 Ura Response 
withheld (ref 10CFR2 790) p np 

PARKER, W 0 Duke Power Co 0O/O1/J8 ia pp 

8001290557 Responds to WRC 791113 request f 0r up^teil piping t, 
instrumentation diagrams re uii tf rv,ce testing P pro g raS Uti 1 
uiHit«d 1 rt*I‘' ViSi0n program on 800401 Complete Jet of 
pJ»^w d ,, d ^ a5r n mS tJ * 11 be provided concurrently 
PARSER i W 0 Duke Power Co 00/01/23 lp 


IE D ‘ lllBt ^S s, correspondence 


B001020695 Aek receipt of 
790926-28 No proprietary 
PARKER, W □ Duke Power 


Jl info* P RBpts 5 °-369/7?-3g 8, 30-370/79^21 
Cq 79/11/13 lp 


on 




79093A-DR ^ Z ntpn OW-46Y/79-3S 

790926-28 No noncomp l iance noted 

Enjtn«whj 8»„;;? , D o ^, Ml ?;^r c x c,,r, * lruc “°’’ 1 
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--8001020694 IE Insp Repts 50-369/79-35 t< 50-370/79-21 on 790926-2B No 
noncompl lance noted Major areas Inspected control of fire 
stops, IE bulletins l> c i rc u lar s . c Ons l status h 
noncomp 1 1 anc es 

HUNTiM D Region 2, Atlanta Office of the Director 
BRYANT, J C Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/10/23 4pp 


BOO1Q7G108 Forwards IE Info Notice 79-32, "Separ at i on of Electrical 
Cables for HPCI *« Automatic Depressuri xation Syo 11 No 
specific action or response requested 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/21 2pp 


0001240117 Forwards IE Info Notice 79-33i "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY, J P Region S, Atlanta, Office of the Director 

79/12/21 2pp 


8001240470 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers 11 No action or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/27 2pp 


B00125QQ73 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs 11 No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/20 2pp 


S001 160240 Forwards IE Info Notice 79-35, "Control of tfaint & Essential 
Equipment " No action or response required 
D'lRElLLY.J P Region 2. Atlanta, Office of the Director 
79/12/31 |p 


0001240036 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/31 2pp 


0001100332 Ack receipt of 791207 Itr informing NRC of steps taken tn 
correct deviations noted in IE Insp Repts 50-369/79-34 * 

50-370/79-20 

URYANT.J C Region 2. Atlanta, Reactor Operations Nuclear Support 

B ranch BO/01/02 ip 


— BG011Q03B7 Forwards supplemental response to NRC 791019 ltr re 
deviations noted in IE Insp Ropt 50-369/79-34 & 

50-370/79-20 Corrective actions automatic hakon 1301 fire 
supression stjs to be onsite by 000201 
PARKER > H 0 Duke Power Co 79/12/07 6pp 


— 0001 180394 Ack receipt of 791100 ltr responding to deviations noted in 
IE Insp Repts 50-369/79-34 U 50-370/79-20 

MURPHY, C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Dranch 79/11/21 lp 


— 0001 180405 Responds to NRC 791019 notice of deviation contained in IE 
Insp Repts 50-369/34 it 50-370/79-20 No proprietary Info 
PARKER, W O Duke Power Co 79/11/00 4pp 


— 80011B0422 Forwards IE Insp Repts 30-369/79-34 A 30-370/79-20 on 
790911-14 & notice of deviation 

MURPHY. C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 73/10/19 2pp 


— 8D011BO433 Notice of deviation from insp on 790911-14 

» Region 2, Atlanta, Office of the Director 79/10/15 3pp 


— 0001100437 IE Insp Repts 30-369/79-34 *< 50-370/79-20 on 790911-14 
Noncomp I lance noted inadequate fire protection sys For QA 
records storage vault 6 inadequate procedure for flushing 
fire protection piping sys 

CGNLON. T E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch MILLER, W H Region 2, Atlanta, 

Office Of the Director 79/10/15 7pp 


8001290273 Forwards IE Info Notice &0-0l< "Fuel Handling Events 11 No 
specific action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

00/01/04 2pp 


0001290423 Forwards IE Bulletin 79-01D, "Envirun Quel if ication of Class 
IE Equipment" w/attac hments Action required 
•O'REILLY.^ P Region 2, Atlanta, Office of the Director 

00/01/14 lp 


DOCKET 50-370 WILLIAM ft MCGUIRE NUCLEAR STATION, UNIT 2 


A App I icati on/cons true 1 1 on stage documents it correspondence 


3001020932 Advises that proposed conformance w/Reg Guide 1 8, 
"■personnel Selection 8, Training," is unacceptable Radiation 
protection manager should meet education & experience 
requirements *, should be located onsite 

QAER,R L Light Water Reactors Branch 2 79/12/11 3pp 


0001040656 Forwards WCAP-741QL, "Oua 1 i f i c a t i on Teat of ITT/Qarton 
Transmi tters, Product i on Lot 2 " Application for withholding 
V affidavit cncl Proprietary version withheld (ref 
I0CFR2 790 ) 

ANDERSON, T M Antibodies, Inc 79/12/21 13pp 


--BOO1O4O608 "Qualification Tost of ITT /Barton Tran smt t ter s , P roduc 1 1 on 
Lot 2," nonpropr lefcary version 

LIPCHAK, J 3 Antibodies, Inc WCAP-7410L 79/12/20 65pp 


6001070013 Forwards summary of 791115 meeting w/util at site re 
fam 1 ian la 1 1 un u/c onta i nmen t structure 

UinKEL.R A Light Water Reactors Branch 2 79/12/21 3pp 


— 8001070017 Summary of 7B9IU5 meeting u/util at site re famil i ar 1 1 a ti on 
ui/cantainment structure 

CHAN. 5 P Structural Cngineeiing Branch 79/12/10 2pp 


6001090230 Notification of 800109 meeting w/util in Uethesda. MD to 
discuss design changes to auxiliary feedwater ays affecting 
full flow capacity 

n 1HKEL, R A Light Hater Reactors Branch 2 79/12/21 4pp 


QOQT 1 00035 Forwards Revision J to branch technical position Qn 
radiological environ monitoring Revised requirements will he 
implemented m licensing review 6 radiological effluent 
Tech spec update No suppl to license application required 
VARGA. S A Assistant Director for Light Water Reactors 79/12/21 

lp 


— 30GHB0061 Revision 1 to branch technical position an radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 I7pp 


0001030509 Forwards response to TMJ Lessons Learned Task Forte short- 
term requirements Items -discussed include emergency power 
supp ly, -cental nmont i s o 1 a 1 1 on , aux l li e r y feedwater sys 
initiation & flow indication 
PARKER, W 0 Duke Power Co 79/12/26 10pp 


8001540409 Responds to NRC 791015 request for info re environ 
qualification of Class IF instrumentation *< electrical 
equipment Addresses only equipment located Inside 
containment Nonprtip rietar y version end 
PARkERjUO Duke Power Cq 80/01/13 i2pp 


8001240472 Forwards response to NRC 791019 request for info re environ 
qualification of Class IE instrumentation & electrical 
equipment Info suporceide-s /G1120 790031 ltrs Response 

withheld (ref 10CFR2 790k 

PARKER, W D Duke Powet Co 00/01/18 12pp 


8001290957 Responds to NRC 791113 roquest for updated piping 6 
instrumentation diagrams re inservico testing program Util 
will file revision fcc program an BQ0401 Complete set of 
updated diagrams will be provided concurrently 
DARKER, W D Duke Power Co 80/01 /23 Lp 


Q Inspection reports, IE Bulletins i, correspondency 


0001020609 Ack receipt of IE Insp Rbptu 50-369/79-33 * 30-370/79-21 on 
790926-20 No proprietary info 
PARKER, W t> Uuko Rower Co 79/11/13 lp 


— 8001020603 Forwards IE Jn»p Repts 50-369/79-35 U 50-370/79-21 on 
790926-2B No noncompliance notod 

MURPHY, C E Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/10/24 2pp 


— 0001020694 IE Insp Repts 30-369/79-35 t< R0-370/79-21 on 790926-28 Nu 
nancompl lane a noted Major areas inspected control of fire 
stops, IE bulletins £4 c 1 rculars, cons fc status it 
noncamp l lane es 

HUNT, M D Region H, Atlanta, Office of the Director 

BRYANT, J C Region 2 , Atlanta, Reactor Construction fc 

Engineering Support Branch 79/10/23 4pp 
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8001070 109 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cable* for HPC I t< Automatic Dep resaur 1 i at i on Sys " No 
specific action or response requested 

CTREJLLY,J P Region 2, Atlanta, Office of the Director 
79/12/31 2pp 


SCO l 2401 1 7 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
requ Lretf 

O'REILLY, J P Region 2. Atlanta. Dffice of the Director 
79/12/21 2pp 


0001240470 Forward' s IE Info Notice 79-34. "Inadequate Design at Safoty- 
ReJated Heat Exchangers " No action or response required 
O'REILLY, J P Region 2* Atlanta, Office of the Director 

79/S2/S7 2pp 


0001250073 Forwards IE Info Notice 79-37, "Cracking in Louj Pressure 
Turbine Discs *' No response required 

O'REILLY, U P Region 2, Atlanta. Office tff the Director 

79/13/20 2pp 


EOOI 160240 Forwards IE Info Notice 79-35. "Control of Maint & Essential 
Equipment " No action, or response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/12/31 ip 


0001240036 Forwards IE Info Notice 79-36, '"Computer Code Defect in 
3tress Analysis of Piping Elbow “ No specific action or 
response required 

□ 'REILLY - , J P Region 2. Atlanta, Office of the Director 
79/12/31 2pp 


80011Q0382 Aclc receipt of 791207 Hr informing NfiC of steps taken to 
correct deviations noted in IE Jnsp Rept* 50-369/79-34 h 
50-370/79-20 

BRYANT. J C Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 80/01/02 lp 


• — 8001 190307 Forwards supplemental response to NRC 791019 Itr re 
deviations noted in JE Inap Rept 50-369/79-34 6 
50-370/79-20 Corrective actions automatic halon 1301 fire 
supression sys to be onsite fag 000201 
PARKER, W 0 Duke Power Co 79/12/07 6pp 


--800I JQ0394 Ack receipt of 791108 Itr responding to deviations noted in 
IE Insp Rep t s 50-369/79-34 I< 50-370/79-20 

MURPHY, C E Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/11/21 lp 


--BOOT 180405 Responds to NRC 791019 notice of deviation contained In IE 
Insp Repts 50-369/34 h 50-370/79-20 No proprietary info 
PARKER, W 0 Duke Power Co 79/11/06 4pp 


—8001190422 Forwards IE Insp Repts 50-369/79-34 6 50-370/79-20 un 
790911-14 L not*ce of deviation 

MURPHY, C E Region 2< Atlanta. Reactor Construction & 

Engineering Support Branch 73/10/19 2pp 


--0OOI10O433 Nntic e of deviation from insp on 7909JI-I4 

* Region 2. Atlanta, Office of the Director 79/10/19 Jpp 


—8001100437 IE Insp Repts 50-369/79-34 i* 50-370/79-20 on 7909U-14 
Nan c crop 1 lance noted inadequate fire protection sys fur QA 
records storage vault & inadequate procedure for flushing 
fire protection piping sys 

CONLON, T E Region 2. Atlanta, Reactor Construction k 

Engineering Support Branch MILLER, W H Regidn 2, Atlanta, 
Office of the Director 79/10/15 7pp 


8001290273 Forward* IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

O'REILLY, u P Region 2, Atlanta, Office of the Director 
00/01/04 3pp 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT l 
A App E icatipn/cons fcruction stage documents 6 correspondence 


79122701&7 Forwards proposed Revision 2 to Reg Quids l 97; 
"Instrumentation for Light Water Cooled Power Plante to 
Assess Plant fe Environs Conditions During b Fallowing 
Accident “ Comments should b* filed before 791214 meeting 
VARGA, 5 A Assistant Director for Light Water Reactors 79/11/23 
3pp 


8001210187 Responds to NRC 791030 Itr.EncJ 1, Section 221a, "Lessons 
Learned Task ForcB Recommendations re Shift Supervisor 
Requirements " Forwards copy of mg t directive emphasizing 
primary mgt responsibility of shift supervisor 
PALMER, F A Commonwealth Edison Co 79/12/14 2pp 


8001110330 Summary of 791112 meeting w/flark II owner* re discussion & 
identification of task programs prior to final documentation 
of tasks in Mark II long-term program 

ANDERSON, C J Containment Systems Branch 79/12/20 4pp 


8001250121 Summary of meeting tu/Mark II owners group in Betheada. MD 
re status of several long-term program tasks m advance of 
final documentation Agenda, list of attendees %i vlewgraphs 
eric 1 

ANDERSON. C J Containment Systems Branrh 79/12/20 lOOpp 


80015B0Q35 forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review & radiological effluent 
Tech 3pec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
JP 


— 8001 1 0006 J Revision i to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/H/30 I7pp 

‘□001280004 Summary of 791219 meeting w/ORNL, Bat tel 1 b-Co 1 umb us V util 
at site re independent confirmatory AS ME code stress 
analysis to be performed by NRC on IRH40 DA-12 RHR piping 
sys Analysis td be done by DRNL 

STEPHENS, R Mechanical Engineering Branch 80/01/02 4pp 


3001170397 Submits supplemental info re confirmatory piping analysis 
Informs that single vertical response spectra is applicable 
at all reactor pressure vessel node points 
DELGE0F1GE, L 0 Commonwealth Edison Co 80/01/11 5pp 


0001 310327 Forwards request for sddl info re compliance w/ftog Guide 
I 60, to complete evaluation of F5AR 

PARR . 0 D Light Hater Reactors Branch 3 80/01/14 3pp 


0001220401 Forwards comment* on Rag Quida 1 97 Revision 2 re qu i reiriant a 
for qualification period for environ transients is 
arbitrary QA requirements for non-safety parameters is 
excessive 

PEOPLES.® L Commonwealth Edison Co 00/01/15 5pp 


--3001220491 Draft Reg Guide I 97, Revision 2, "Instrumentation for L*pht 
Water Cooled Nuclear Power Plants to Assess Plant !c 
Environs Conditions During ?< Following Accident M 
* Office of Standards Development 79/12/31 70pp 


0001290360 Updates 790412 t, 0510 Itrs re recall of 4-inch elbows & 
2-inch tecs from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 00/01/13 2 pp 


D NRC Draft/Final Environmental Statements, suppls & correspondence 


8001150310 Forwards revised DES, "Monitoring Program to Measure Local 
Fog t* Ice Caused by Cooling Pond," in response to NUREQ- 
0486 Program will be implemented 800102 
PEOPLES, D L Commonwealth EdiHon Co 80/01/04 App 


F Security* medical, emergency l< fire protection plan* 


6001110440 Forward* draft revision to emergency plans Plans withheld 
(ref I0CFR2 790) 

PEOPLES, 0 L Commonwealth Edison Co 80/01/03 3pp 


0001230007 Notification of B00207 meeting w/util in Bethesda.MD to 
discus* fire protection program for site 

POURNIA, A Light Water Reactors Branch 3 80/01/10 2pp 


0 Adjudicatory correspondence 


8001040229 Orders extension until 800109 for Commission to determine 
whether to review 791204 director's decision 

CHILK, S J Office oP the Secretary of the Commi**ipn 79/12/20 

IP 



DOCKETED ITEMS 


207 


Q Inspection reports. IE Bulletins *u correspondence 


0QO1 170035 Forwards IE Insp Repts 50-373/79-36 b 50-374/79-25 on 
791023 No none omp 1 lance noted 

F 10RELL. 1 , G Region 3 Chicago. Reactor Construction Engineering 

Support Branch 79/11/26 2pp 


— 9001170040 IE Insp Repts 50-373/79-36 *, 50-374/79-25 on 791023 No 
non c »mp 1 lane e noted Major areas inspected rip rap 
installation on cooling lake auxiliary & rip rap repairs on 
late level 

WILLIAMS. C C , NAIDU.K R . NEISLER.J H Region 3, Chicago, 

Office of the Director 79/11/22 9pp 


9001160079 Forwards IE Insp Rept 50-373/79-39 on 791020 t, 30-31 No 
noncumpl lance noted 

FIORELL 5 1 0 Region 3 Chicago. Reactor Construction L Engineering 

Support Branch 79/12/05 2pp 


— >000 1 1 60096 IE Insp Rept 50-373/79-39 on 791020 h 30-31 No noncomp 1 i anc* 
noted Major areas inspected control of cable raceway fill b 
electrical equipment ailing 

HAYES, D W Region 3, Chicago* Reactor Construction k 

Engineering Support Branch BARRETT, p A Region 3, Chtcago, 

Office of thB Director 79/12/03 5pp 


E30QI 16 0064 Forwards IE Insp Rept 50-373/79-39 on 790901-1031 t* notice 
af violation 

HEJSKMAN.R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/12/06 2pp 


— BOO 1 1 60067 Notice oi violation from insp on 790901-1031 

* Region 3. Chicago, Office of the Director 79/U/30 lp 


--□001 160075 IE insp Rept 50-373/79-3D on 790901-1031 Noncomp 1 i anc e 
noted failure to establish measures to control operating 
status of electrical power leads during station const 
SPESSARD. R L Region 3, Chicago. Reactor Operations Nuclear 

Support Branch WALKER. R D Region 3* Chicago. Office of the 
Director 79/11/30 9pp 


0001 1 70044 r or war d s response to NRC 791100 request for addl info re 1C 
Bulletin 79-02. Revi Si on 2. concerning use of concrete 
expansion anchors Includes responses to revised sections of 
Item 2 b arfdl Items 5 », 6 

PEOPLES, D L Commonwealth Edison Co 79/12/07 22pp 


8001170523 Forwards IE Insp Rept* 50-373/79-40 5, 50-374/79-26 on 791 109 
b 19 No noncomp 1 lance noted 

F IORELL.I. 0 Region 3 , Chicago, Reactor Construction «< Engineering 

Support Branch 79/12/07 2pp 


— BOM 170529 IE Insp Repts 50-373/79-40 50-374/79-26 on 791109 b 19 No 

noncompl unco noted Major area* inspected review of 
procedures, observation of preservice insp work activities & 
review af nondestructive examination data repts 
DANIELSON. D H , WARD, K D Region 3, Chicago, Office of the 
Director 79/12/03 5 PP 


8001100252 Forwards IE Info Notice 79-31, "Use af Incorrect Amplified 
Response Spectra (ARBI " No action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/13 
ip 


8001230137 Forwards IE Insp Repts 50-373/79-41 b 50-374/79-27 on 
791114-19 No noncompliance noted 

F I DRELlI , 0 Region 3, Chicago, Reactor Construction 4* Engineering 

Support Branch 79/12/17 2pp 


— 8001230141 IE Insp Repts 50-373/79-41 *< 50-374/79-27 on 791114-15 No 
noncompliance noted Major areas inspected welding ih 
progress on mod of recirculating inlet nozzle N-2, safety- 
related heating, vent i latl on 6 air conditioning sgs 
WILLIAMS. C C , JONES. C E Region 3, Chicago. Office of the 
Director 79/12/07 4pp 


8001240157 Forwards IE Insp Ropt 50-373/79-42 on 791 102, No 
noncompl lance noted 

F l QRELL I , o Region 3, Chicago, Reactor Construction It Engineering 

Support Branch 79/12/17 2pp 


—8001240163 IE Insp Rept 90-373/79-42 on 791102 No noncomplUnc* noted 
Major areas inspected investigation of licensee issuance of 
certificate of compliance for feedwater piping subassembly 
lacking required certified stress analysis rept, 

WILLIAMS, C C , MCCARTEN* J B , NEISLER.J M Region 3, Chicago, 
Office of the Director 79/12/12 lp. 


0001000309 Forwards IE Circular 79-25. “Shock Arrefltor Strut Assembly 
Interference " No written response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/12/20 

ip 


QOOll 10063 Forwards IE Info- Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J C R eq ion 3, Chicago* Office of the Director 79/12/26 

*p 


BQOll 10259 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cablas for KPCI & Automatic Depressurization Sys " No action 
or response requested 

KEPPLER, J O Region 3, Chicago. Office of the Director 79/12/26 
lp 


0001100002 Forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Heat Eschanger* " No action or response required 
KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/27 

lp 


6001090465 Forwards IE In.Pa Notice 79-37. "Cracking in Low Pressure 
Turbine Discs ” No response required 

KEPPLER, J © Region 3, Chicago, Office of the Director 79/12/2B 
lp 


0001160267 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow 11 Na specific action or 
response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/2B 
lp 


8001100203 Forwards IE Info Notice 79-35, "Control of Maint b Essential 
Equipment " No action or response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/i2/3l 
lp 


0001 1 5D 1 05 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J O Region 3. Chicago, Office of the Director 60/01/04 
IP 


9001190163 Responds to IE Bulletin 79-25, "Failures of Wes t ingls ause DTD 
Relays ir> 9a Fe ty -Re 1 a tod Sys ° No Westinghouse BFD relays 
used or planned for use in safety-related applications at 
fact 1 i ty 

PEOPLES, D L Commonwealth Edison Co 90/01/04 Ip 


6001250076 Suhmits supplemental response to IE Bulletin 79-24, "Freeze 
Protection for Safety-Related Proce s i , Ins trument U Sampling 
Lines " Response clarifies acronym re LaSalle County CSCB 
pond Acronym refer* to core standby tooling sys 
PEOPLES, D L Commonwealth Edison Co 90/01/04 lp 


600129-0103 Forwaids IE Circular 00-01* "9yc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 00/Qt/l/ 
I* 


DOCKET 50-374 LASALLE COUNTY STATION. UNIT 3 


A App 1 icab x Ofl/c onstTuction stage documents & correspondence 


7912270167 Forwards proposed Revision 2 to Reg Guide 1.97, 
"Instrumentation for Light Water Cooled Power Plants to 
Ass«*s Plant If Environs Conditions During 6 Following 
Accident " Comments should bo filed before 791214 meeting 
VARGA, 8 A Assistant Director for Light Water Reactors 79/11/23 

3pp 


0001210107 Responds to NRC 791030 ItrrEncl 1, Section 2 2 1a, "Lessons 
Learned Task Force Recommendations re Shift Supervisor 
Requirements " Fo-r-wards copy of mg t directive emphasizing 
primary mgt responsibility of shift supervisor 
PALMER, F A Commonwealth Edison Co 79/12/14 2pp 


9001110330 Summary oP 791112 meeting u/Mark II owners re discussion b 
identification of task programs prior to final documentation 
of tasks In Mark II long-term program 

ANDERSON, C J Containment Systems Branch 79/12/20 4pp 


0001250121 Summary of meeting w/Merk El owners group in Befche»da,MD 
re status of several long-term program tasks in advance af 
final documentation Agenda, list of attendei* & viewgraphs 
end 

ANDERSON, C J Containment Systems Branch 79/12/20 lOOpp 
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8001100035 Forwards Revision I to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented ir> licensing review U radiological effluent 
Tech Spec update Nn supp 1 to license o p p 1 1 ca 1 1 o-n required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 

»P- 

— 00 o l l B0 06 1 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiolaqical Assessment Branch 79/11/30 I7pp 

0001260004 Summary of 791219 meeting L//ORNL, Ba tfcel 1 e-Columb us t util 
at site re independent confirmatory ASHE code stress 
analysis to be performed by NRC on 1RH40 DA-12 RHR piping 
sys Analysis to bo done by ORNL 

STEPHEN5, R Mechanical Engineering Branch 0C/OJ /02 4pp 


B00117G397 Submits supplements! info re confirmatory piping analysis 
Informs th.it single vertical response spectra is applicable 
at all reactor pressure vessel node points 
DELGE0RGE, L. □ Commonwealth Edison Co BQ/Ol/11 Spp 


0001310327 Forwards request for add! info re compliance w/Rfig -Guide 
1 60, to complete evaluation of FSAR 

PARR. a P Light Water Reactors Branch 3 00/01/14 3pp 


3001220491 Forwards comments pn Beg Guide t 97 Revision 3 requirements 
for qualification period For environ transients is 
arbitrary 0A requirements, for non-safety parameters is 
eicess i ve 

PEOPLES. 6 L Co-miTlonujea 1th Edison Co 00/01/15 Spp 


— BQ01220491 Draft Reg Guide J 97. Revision 2, J ' J n s fcrumen tat i on Fot Light 
Water Cooled Nuclear Fewer Plants to Assess Plant t 
Environs Conditions During t* Following Accident " 

« Office of Standards Development 79/12/31 70 pjj 


(3001290360 Updates 790412 b 0510 Itrs re recall of 4— inch elbows & 
2-inch tfes from Lot W67l9 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAVDENV L E Eqn Carp 00/01/15 2pp 


D NRC Draffc/Final Environmental Statements, suppls h correspondence 


8001 150310 Forward* revised DES« "Monitoring Program to Measure Local 
Fog Ice Caused by Cooling Pond* 1 ' in response to Nl/R£0~ 

0436 Program will be implemented 000102 

PECPLHS,0 L Commonwealth Edison Co BO/01/04 &pp 


F Security, medical, emergency it fire protection plans 


3901 1 10440 Forwards draft revision to emergency plans Plans withheld 
(ref 10CFR2 790) 

PEOPLES. D L C ommanuie a l th Edison Co 00/01/03 3pp 


000(250007 Notification of 000207 {resting w/util in Dethnada.MD to 
discuss fire protection program for site 

DQURNJAiA Light Water Reactors B-raftcb 3 80/01/10 2pp 


C Adjudicatory correspondence 


8001040229 Orders eitension until B00l09.for Commission to determine 
whether la review 791204 director's decision 

CHILK.S J Office of the Secretary of the Commission 79/12/20 
IP 


Q Inspection reports, IE Bulletins & correspondence 


8001170035 Forwards IE 3nsp Kept* 30-373/79-36 6 50-374/79-25 on 
791023 No noncomp Hance noted 

FICRELLI.G Region 3, Chicago, Reactor Construction Engineering 

Support Branch 79/SI/26 2pjp 


—8001170040 IE Insp Repts 50-373/79-36 «i 50-374/79-25 on 791023 No 
fioncomp Hance noted Major areas inspected rip rap 
installation an cooling lake auxiliary U rip rap repairs on 
late level 

WH.LIAMS.C C . NAIDU.fc R . NEI3LER, J H Region 3, Chicago, 

Office of the Director 79/U/22 9pp 


0001170044 Forwards response to NRC 791100 request for sddl info re IE 
Bulletin 79-02, Revision 2* concerning use of concrete 
expansion anchors Includes responses to revised sections of 
Items 2 6 addl Items 5 t* 6 

PEOPLES. D L Common we a 1 th Edison Co 79/12/07 22pp 


8001170523 Forwards IE Insp Repts 50-373/79-4 0 b 50-374/79-26 on 791159 
!-■ 19 No noncompl lance noted 

Fr0RELLI,0 Region 3, Chicago, Reactor Construction 8. Engineering 

Support Branch 79/12/07 2pp 


—8001170529 IE Insp Repts 50-373/79-40 •< 50-374/79-26 Dn 791109 b )9 II 
noncompliance noted Major arBas inspected review of 
procedures, observat 1 Dn of presorvit* insp work activities V 
review of nondestructive examination data repts 
DANIELSON, D H , WARD, h D Region 3. Chicago. Office of the 
Director 79/12/03 5pp 


0001100252 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra <AR&> " No action or response TBquirod 
KEPPLER. J G Region 3 . Chicago, Office of the Director 79/12/13 

lp 


0001230137 Forwards IE Insp Repts 50-373/79-41 b 50-374/79-2? on 
791114-15 No noncompliance noted 

FI ORELL 1 , 0 Region 3. Chicago, float tor Construction Sc Engine* i ng 

Support Branch 79/12/1 7 2pp 


—8001230(41 IE Insp Repts 50-373/79-41 », 50-374/79-27 on 791 114-15 No 
noncompl iance noted Major areas inspected welding in 
progress on mod of recirculating inlet no n 1 e N-2, safety- 
related heat mg, vent i lati on l air conditioning sy» 

WILLIAMS, C C , JONES, C E Reqion 3, Chicago, Office of the 
Director 79/12/07 4pp 


000 1080309 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J 0 Reqion 3, Chicago, Office of the Director 79/12/20 

lp 


000)110063 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KCPPLER.J Q Region 3, Chicago, Office of the Director 79/12/2 6 

IP 


BOOH 10250 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables far HPCI r t Automatic Depressor 1 xati on Sys " No action 
or response requested 

KEPPLER, J Q Region 3, Chicago. Office of the Director 79/12/26 

IP 


B001100002 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER. J Q Region 3, Chicago, Office of the Director 79/12/27 

ip 


000 i 090465 Forwards IE Info Notice 79-37, "Cracking in Law Pressure 
Tuiblne Discs " No response required 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/20 

lp 


0OD1 160267 Forwards IF Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER* J <? Region 3, Chicago, Office of the Director 79/12/20 
ip 


8001100203 Forwards IE Info Notice 79-35, "Control of Maint 6 Essential 
Equipment M No action or response required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/J2/D1 


0OO315OIO5 Forwards IE Info Notice 00-01, "Fuel Handling Events 15 No 
specific action or response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 60/03/04 

lp 


6001100-163 Responds to IE Bulletin 79-25, "Failures of Wes 1 1 ng hotrae OTD 
Relays in Safety-Related Sys " No Nostinghouse BFD relays 
used or planned for use in safety-related applications at 
facility 

PEOPLES, D L Commonwealth Edison Co 60/01/04 ip 


0001280076 Submits supplemental response to IE Bulletin 79-24, "Freeze 
protection for Bafety-Helated Process, Instrument b Sampling 
Line* 11 Response clarifies acronym re LaSalle County CSCB 
pond Acronym refers to core standby cooling sys 
PEDPLESjDL Commonwealth Edison Co 60/01/04 lp 


0001290105 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays 11 No response required 

KEPPLER, JO Region 3, Chicago, Office of the Director B0/0I/I7 

lp 
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DOCKET *30-375 NUCLEAR EX AMINAT ION REACTOR 


G Inspection reports. IE Oul letlns b correspondence 


BOO 1 1 00518 Forwards IE Insp Rept 30-375/79-01 on 790904-06 b 1034-23 
No noncomp 1 iancp noted 

CREWS, J L Region 3. Ban Francisco, Reactor Operations Nuclear 

Support Branch 79/11/26 2pp 


—8001100527 TE Insp Rept 50-375/79-01 on 790904-06 «. 1024-25 No 
n anc omp 1 l anc e noted Major areas inspected routine insp of 
arganuatlon. logs, records, requalificatloti training & 
radiation control 

STERNBERG. D M Region 5, San Francisco. Reactor Operations 

Nuclear Support Branch HORN, A J . JOHNSON. P M Region 5, San 

Francisco. Office of the Director 79/11/21 6pp 


DOCKET 50-392 WATERFORD GENERATING STATION, UNIT 3 


A App 1 i cati on/constmc t ion stage documents correspondence 


8001040305 Summary of 791031 meeting w/util in Dethesda, MD re licensing 
schodule 6 discussion of technical questions 

BENEDICT. R A Light Water Roactors Branch 2 79/12/04 7pp 


0001020293 Informs NRC that generic ATMS early verification rept 
submitted 791130 was sent as util response to NRC 791017 
Itr 

ASWELL, D L Louisiana Power 6 Light Co 79/12/17 Ip 


B00I0801 15 Requests info re whether plants or animals listed or 
proposed to he listed as endangered or threatened species 
may be present in vicinity of site or transmission 
corr i dor s 

BALLARD. R L Environmental Projects Branch L 79/12/21 3p p 


8001180035 Forwards Revision 1 tn branch technical position on 
radiological environ monitoring Revised requir aments will be 
implemented in licensing review 6 radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 
S P 


— BOO1180061 f?evision l to branch technical position on radiological 
environ monitoring 

•* Radiological Assessment Dranch 79/11/30 I7pp 


7912310362 Forwards correspondence for facility 01- Ltrs request input 
into E1S re cultural impact of facility on Bt Charles Parish 
!< tai-Biempt status of facility 

NAt HANSON. M R Argqnne National Laboratory 79/12/26 I2pp 


B001 140309 Responds to NRC 791206 roquest for review of site for 
cultural resources No prehistoric archaeological sites or 
Natl Register of Historic Places sites recorded for area 
Recommends cultural resources survey for remaining property 
CARRIER, E B Louisiana, State of 79/12/27 2pp 


0001210295 Notifies that QRNL will perform Ind op end an t , con f i rma tory 
piping analysis re review for QL Analysis will verify that 
piping ays meets ASMS code stress criteria Requests info re 
analytical results 

BAER*R L Light Water Reactors Dranch 2 B-0/01/07 3pp 


800 l 240222 Notification of 000214 site visit w/uti 1 , CRNL, Ebasco fives it 
Battelle for plant fami 1 iar lati on & discussion of 
confirmatory piping analysis 

BENEDICT, R A Operating Reactors Branch 2 BO/Ol/IO 3pp 


8001240265 Notification of site visit on BGQ205 w/ut il, Eba sco. 
C-E h Savannah River Lab Par plant f am» 1 la r i i a t i on J, 
technical discussions 

BENEDICT, R A Operating Reactors Dranch 2 80/01/10 3pp 


6001240455 Ac k receipt of NRC 791231 request for info re presence of 
endangered species in const area Request 1 b under review 
List of species 6 info necessary in biological assessment 
will be forwarded upon completion of review 

BLACK, K E Interior, Dept of, Fish & Wildlife Service 80/01/15 
lpp 


800129-0360 Updates 790412 b 0510 ltrs re recall of 4-tnch elbows & 
2-lnch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
Hayden. l e Eon Corp eo/01/19 spp 


C Utility Environmental Report (ER>, amends b correspondence 


9001240395 Forwards request for add! info to complete evaluation of 
environ rept Requests notification of date that info will be 
provl d e A 

BALLARD, ft L Environmental Projects Branch 1 00/01/14 4pp 


G Adjudicatory correspondence 


8001040019 Confirms 79U29 telcon agreeing, nn behalf af LA Consumers 
League, that time for filing addl TMl-related contentions be 
c i tend e d until 791210 Licensee has deferred answers to 
interT o gate r l os re emergency plans Certificate of Svc end 
TROWBR I DOE, G F Shaw, Pittman. Potto A Trowbridge 79/11/29 2pp 


0001210046 Advises of several supplemental agreements reached among 
joint inter venoTS, NRC It applicant re discovery procedure 
Joint intervenors obtained extension until 000116 to respond 
to NRC 6 applicant interrogatories 
JONES . L L Gillespie It Jones 79/12/21 Spp 


— 0001210052 States joint i n t o-rvenors ' position re applicant objection 
to interrogatories on Contentions 8-9 Has no intention to 
compel performance of research or studies but solicits such 
research or studies if already performed 
JONES, L L Gillespie b Jones 79/12/21 2pp 


— B001210G57 Motion by joint interveners to compel applicant answers to 
Interrogatories 22-4.22-5.22-7 6 22-B Questions are 
consistent w/ASLR Sept J 979 ruling re applicant failure to 
discover, ack or Temcdy safety defects W/Cer 1 1 f i cate of S>vc 
J0NE9.L L Gillespie A Jones 79/12/21 Spp 


B001 140112 Response to 791210 joint intervenors Save Out Wetlands h 
Dy b t arshe 1 1 Alliance addl Thl-related contentions Reserves 
right to strike Contention 2B challenging NRC criteria for 
ECCS Certificate of Svc end 

TROWBRIDGE, G F Louisiana Power U Light Co TROWBR IDGE.O F Shaw. 
Pittman, Potts It Trowbridge 79/12/26 4pp 


0001210080 Response to LA Power ft Light Co interrogatory on Contention 
3 Excerpt from LA Civil Code ft Certificate of Bvc en-c 1 
IRVINO.S « Louisiana Consumer's League. Inc IRVING. 9 M Irving, 
5 M 79/12/26 16pp 


8001000312 Advises that NRC will take no position In response to joint 
intervenors Oysterahell Alliance, Inc !< Save Qur Wetlands 
791221 motion to compel applicant answers to discovery 
MCGURREN, H J Hearing Branch t 79/12/20 lp 


8001110356 Response to intoivenors LA Consumer League 6 joint 
intervehors 791010 amended contentions League Contentions 
1-4 joint intervenors Contentions 19-24 satisfy 
specificity J< basis requirements Certiflcte of 8vc unci 
MCGURREN/H J Hearing Branch I 79/12/31 3pp 


8001 280244 Response to NRC interrogatories t< request for documents Name 
□ f witnesses who will testify In support of contentions will 
be provided when determined Includes info re impact on 
transmission lines Affidavit «, Certificate of Svc 
IRVINQ.B ft Louisiana Consumer's Leoguo, Inc 00/01/04 llpp 


8001140086 Answer in opposition of joint intervenors /91221 motion to 
compel answers to interrogatories re Contention 22 Contrary 
to contention which relates to safety issue s. questions seek 
info on engineering A design adequacy W/C er t i f 1 c a te of 8vc 
TRQWBRIDGE.O F Louisiana Power K Light Co TROWBRIDGE, G F Shaw, 
Pittman, Potts b Trowbridge 80/01/07 7pp 


0001230074 Order admitting LA Consumer League addl Contentions 1-4 
Denies joint intervenors Sava Our Wetlands, Inc 6 Dystershell 
Alliance, Inc 791221 motion to compel applicant answers to 
certain interrogatories 

WQLFEr 9 J Atomic Safety and Licensing Board Panel 80/01/11 3pp 


H Qeneral correspondence 


Q001J40351 Advises that requested info re endangered or threatened 
species in area of const will bo submitted after Jackson 
area ofc completes review 

VAUGHN, R R I nt e r i or, Dep t of, Fish b Wildlife Service 80/01/06 

lp 


Q Inspection roports, IE Bulletins b correspondence 


8001020074 Forwards IE Insp Kept 50-302/79-14 on 790924-25 No 
noncqmp 1 iance noted 

SE1DLE,W C Region 4, Dallas, Reottor Construction It Engineering 

Support Dranch 79/11/06 2pp 
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— BC 01020 DBO IC Insp Rcpt 50 - 302 / 79-14 on 790924-25 No noncompliance 
noted Hajcr areas inspected alleged improper wielding rod 
issuing procedures, unproper uire brushing of ueld pass *« 
intimidation of OC welding inspectors 

Cfl05SHAN,W A , HALL.R E - KERF?, R K Region 4, Dallas Office of 

the Director 79 / 11/05 0 p p 


0001060669 Forwards IE Insp Repfc 50-382/79-16 on 791030-31 h HOI-2 No 
no nc omp J ia n c e noted 

SEJDLE, U C Region 4, Dallas, Reactor Construction h Engineering 

Support Drench 79/11/23 2pp 


— 000100(3692 IE Insp Rept 50-382/79-16 on 791030-31 tr £101-02 No 
none omp 1 lance noted flavor areas inspected const activities! 
steel structures t- supports 1* reactor coplant pressure 
boundary piping 

CROSStfANrW A , HAULER E , STEWAflI.fi C Region A, Dallas, Office 

of the Director 79/11/23 4pp 


BOOH 001 11 Forwards IE Circular 79-25' "Shock Arrestor Strut Assembly 
Iflterf erenc e 11 No written response required 

SEYFFH7, K V Region 4, Dallas- Office of the Director 79/12/20 
ip 


9001110253 ForwaTds IE Info Notice 79-32* "Separation of Electrical 
Cables for UPC I 5 Automatic Depr es su r i i a 1 1 on Sys " No action 
□r response requested 

SEYFR IT, K V Region 4. Dallas, Office of the Director 79/JS/2J 


8001090590 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers No action or response required 
SEYFRIT. K V Region 4, Pallas, Office of the Director 79/12/27 
lp 


8001100087 Forwards IE Info Notice 79 37> "Cracking in Low Pressure 
Turbine Discs ' No response requited 

5EYFRIT-K V Region 4, Dallas, Office of the Director 79/12/28 
lp 


8O011OG230 Forwards IE Info Notice 79-35, "Control of Mel i n t & Essential 
Equipment Jl No action or response required 

SEYFRITjK W Region 4, Dallas, Office of the Director 79/12/31 

IP 


B 001 I 50036 FDrwaTds [E Info Notice / 9 -J 6 , "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
rpspons* required 

SEYFffIT.H V Region 4, Dallas, Office of the Director 79/12/31 
IP 


S Reportable occurrences, LERs tr related correspondence 


0001030682 Provides status rept For Const Deficiency 7 re loose control 
element drive mechanism guide cones Final rep t will be 
provided by 800630, af t er completion of repairs 
AEWELL, D L Louisiana Power ?. Light Go 79/12/28 2pp 


000(040478 Submits status repfc of Significant Const Deficiency 7 re 
loose control element drive mechanism guide cones Guide 
cone activities to commence during first quarter of 19GD 
Final rept forwarded by 8006.30 

ABWELL, D L Louisiana Power if Light Co 79/12/20 2pp 


8001070399 Forwai ds interim rept of Const Deficiency l 5< re procedural 
U performance deficiencies identified by Industrial 
Engineering Works duiing ultrasonic testing of structural 
welds 

ASWELL, D L Louisiana Power * Light Co 80/01/02 Ip 


— 8 DO f 070402 Interim rept of Const Deficiency 15 on 79 1 1 26* procedural t* 
performance deficiencies identified In ultrajunis testing 
of structural welds Ebaico Engineering studying methods to 
ensure that affected welds meet design requirements,. 

PADALINA, J i HART, j > HYMES, R Louisiana Power & Light Co 
BO/Ot/02 3pp 


0001310149 Part 21 Rept 80-190-000 spring used in some NH91-96 & 98 
mill tamper* hydrairwtor acuabors diecDvered mfg from 
Incorrect mat] Notifications to affected customers end 
SLOAN, D E W R Grace * Co BO/OI/08 20pp 


DOCKET 50-397 SUSQUEHANNA STEAM ELECTRIC STATION* UNIT 1 


A App 1 icati o-n/construc 1 1 on stage documents f< correspondence 


7912270167 Forwards proposed Revision 2 to Reg Guide 1 97, 
"Instrumentation for Light Water Cooled Power Plants to 
Assess Plant t< Environs Conditions Dui ing ♦, Tallowing 
Accident M Comments should be filed before 791»14 meeting 
UARGA.S A assistant Director for Light Water Reactors 79/11/23 

3pp 


8001110330 Summary of 791114 meeting w/Mark II owners re discussion & 
identification of task programs prior to final documentation 
of tasks in Mark II long-term program 

ANDERSON* C 3 Containment Systems Branch 79/iSJ/pO 4pp 


6001250121 Summary of meeting w/Mark II owners group in Qethesda* M-fl 
re status of several long-term program tanks in advam-e of 
final documentation Agenda list of attendees *< viewgraphs 
<mcl 

ANDERSON, C J Containment Systems Branch 79/12/20 lOOpp 


0001180035 Forwards Revision 1 to branch technical position on 
radiological environ monitnnnq Revised requirements will be 
implemented in licensing review *» radiological effluent 
Tech Spec update No suppl to license application required 
i/ARGA, S A Assistant Director for Light Water Reactors 79/12/21 

lp 


— B001J.80061 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 I7pp 


BO0114O&66 Summary of 791212 meeting w/ut > t, Bechtel *< Pacific 
Northwest Labs at plant re ASMEs code stress analysis of 
sample piping sgs 

0TEPHENS.R M Mechanical Engineering Branch 00/01/02 3pp 


0001310366 Discusses response to Question B re location of proposed 
pumping station Applicant proposes new location River 
intakes f< discharges have also been redes i gned. el imi nat ing 
need for tunnel Input to draft DES must be revised 
0 IVINS, W B Division Of Bite Safety *« Environmental Analysis 
00/01/09 i p 


0001310360 Forward* second round request for infd re effluent treatment 
sys 

PARR 0 fl Light Water Reactors Branch 3 00/01/16 3pp 


0001200396 Responds to NRC 791214 request for status rnpt of plant 
designs re proposed Reg Guide 1 97, Revision 2 lables 
comparing facility design w/proposed revision t< comments on 
revision end 

CURTI5, N W Pennsylvania Power !* Light Co 80/ 01/22 55pp 


D NRC Draft/Final Environmental Statements suppls t* cprre spontfenc e 


8001S30189 Forwards Hydrologic Engineering Branch input to DES Suppl, 
pond Hill Reservoir evaluation Analysis indicates hydrologic 
design of dam probably does not meet criteria used for 
radioloqically safety-related dams 

DIVINS*N 8 Division of Engineering Standards 00/01/02 I3pp 


O Adjudicatory correspondence 


800U40557 Forwards list of documents revelant to facility 0L 
proceeding in accordance w/ASLB 791030 memorandum & order re 
discovery motions 

CUTCHIN, J M Hearing Branch 3 79/11/15 2pp 


B001110394 Answer in opposition to Environ Coalition on Nuclear Power 
motions for protective order i, certif i cation Jntervtnor 
failed to state basis for alleged oppressive discovery 
purdans Certificate of Svc end 
REI0.E J Hearing Branch 3 79/12/05 9pp 


£001160061 .Requests to mate limited appearance statement at licensing 
hearing Certificate of Svc end 

KELLMER, P Affiliation Unknown 79/12/13 3pp 


8001170012 Response to Citizens Against Nuclear Dangers (CANDJ reply to 
aSLB 791030 memorandum ?< order on discovery motions CANO 
requests various types of relief from obligations Applicant 
tinges ASLB to disallow request Certificate of 9vc end 
SlLBERGtJ E Pennsylvania Power & Light Co glLSERG , J E Shaw, 
Pittman, Potts it Trowbridge 79/12/26 Spp 
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BQ 011 10335 Annuer in opposition to Citiiens Against Nuclear Dangers 
79 121V (notion for govt inquiry h reply to discovery AfaLG 
7-91 030 (HBnorandum f < order dealt w/ situation by limiting 
scope of discovery Certificate of Svc enc 1 
CUTCH IN . J M Hearing Dinnch 3 B0/01/Q2 5pp 


UC01230073 (IrtJor donying fitiien-s Against Nuclear Danger 0001 11 motion 
for reconsideration of ASL 11 791030 K B00104 orders Directs 
Intel vonor to respond to applicant b NRC discovery requests 
b y BOO 110 

BECHHOEFXn L Atomic S*foty and Licensing Hoard Panel 00/01/16 


Q Inopoction reports, IE Bulletins b correspondence 


0OOL24OO94 loruiards IE In*p Rept 50-307 / 7 9-37 on 791023-24 No 
rvoncomphancu noted 

CARLSON, ft T Region 1, Philadelphia, Reactor Construction b 

Eng moor i ng Support Drench 79/U/19 2pp 


— [1001240099 IE J nsp Rept bO-387 Z79-37 on 791023-24 No none omp l lane e 
nntud Majnr areas inspected mods to recirculation syo !< 
ins poc tali 1 1 1 ty of sueepolet to riser double wold 
tonf igurat i on 

TRIPP, L T Region 1, Philadelphia, Reactor Construction b 

Engineering Sup pm t Blanch JERNIGAN, E P , WALTON, G A Reqion 

J. Philadelphia, Office of the Director 79/11/19 6pp 


0001240309 For ward 6 IE l nsp Ropts 50-3B7/79-O6 b 50-3B8/79-05 on 
79022 i -23 S, 0227-0302 No none omp 1 iance noted 

CARI.SnN, R T Region 1, Philadelphia, Reactor Construction 8, 

Enylnoorinq Support Uranch 79/12/07 2pp 


--BOO 1240392 IC I nsp Hop Is 50-10 7/79 06 », 50-389/79-05 on 790221-23 b 
0227-0302 No nonr omp l lance noted Major areas inspected QC 
program allegations mode at prehearing conference 
111 GAUGHY. R w Hog ion 1, Philadelphia. Reactor Construction b 

Engineering Support Blanch SMITH. R H ■ GALLO, R M Region 1, 
Philadelphia, Office of the Director 79/12/07 llpp 


8001080664 Forwards It Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/27 lp 


800114D544 Forwatds IE InfD Notice 7 9-37, “Cracking in Loin Pressure 
Turbine Discs “ No response required 

GRIER, B H Region 1. Philadelphia, Office of the Director 

79/ 12/23 lp 


0001150107 Forwards IC Info Notice 7 9-36 "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
l esponse required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


B001 150217 Forwards IE Info Notice 79-35. "Control of Maint b Essential 
Equipment " No response required 

GRIER, B K Region 1, Ph l lad e l ph ) fl. Office of the Director 
79/12/31 lp 


0001150221 Forwards IE Info Notice 80-01, “Fuel Handling Events “ No 
specific action or response required 

GRIER, 0 H Region 1, Philadelphia. Office of the Director 
80/01/04 lp 


0001290206 Forwards IE Circular 00-01. "Svc Advice for GE Induction 
Disc Relays ° No response required 

GRIER, B H Region I, Philadelphia, Office of the Director 
00/01 / 1 7 Ip 


5 Reportable occurrences, LERs b related correspondence 


GOO 1040337 Part 21 Rept 79-159-000 on 790924, d ef ec 1 1 ve crimps found on 
pins used in 72C insert for panel IU2-P853 Caused by mfg 
personnel error f* crimping tool malfunction resulting From 
Inadequate QA Utils to he advised of insp b repair program 
SHERWOOD, G G &h erwin-Wl 1 1 lams Co 79/09/30 3pp 


B001240371 Responds to IE Bulletin 79-25, “Failures of Westinghouse BFD 
Relays in Safety-Rolatud S'js " Util is obtaining responses 
from vqriilovs Expects to i os pond to bulletin by 000219 
CURT 10 »W W Pennsylvania Power ? Light Co 79/12/13 lp 


000 1 2401)75 Ac k receipt of 791127 ltr irifniming NRC of steps taken to 
correct violations noted in IE Insp Rept 5O-3B7/79-30 
CARLEiON, R T Region 1, Philadelphia, Reactor Construction b 

Eng in coring iiijppui t llranrh 79/12/19 Ip 


— 0001240079 Responds to NRC 791012 ltr re violations noted in IE Inop 
Ropt D0-JG7/79-30 (onectlve actions efforts to improve 
ins p ec tab i 1 i ty of double wold joint, int I uding use of EPIU 
Lranstluc pi , * i gno l d i r >rr iml not ion technique b radiography 
13ADDL, A R Pennsylvania Power b Light Co 79/11/2/ 3pp 


— 03D12400H2 roTieaids It Insp Rept 50-387/79-30 on 790G21-24 b notice of 
violation 

CARL LON, R T Region 1. Philadelphia, Reactor Construction fe 

Engineering Support Branch 79/10/12 2pp 

--8001240005 Notice of violation from insp on 790B21-24 

* Region 1, Philadelphia, Qffiro nf the Director 79/10/10 

IP 


8001040666 Ac k receipt of 79UJ4 ltr forwarding interim deficiency rept 
re sys for isolating non-Class IE loads connected to 250- 
volt dc IE sys Rapt will be reviewed 6 evaluated 
CARLSON, R T Region 1. Philadelphia, Reactor Construction 6 

Engineering Support Branch 79/12/12 ip 


0001230005 Ac k receipt of 79U2B ltr forwardmq final deficiency rept 
re connector pin crimping defects on control panel insert 
CARLSON, R T Region 1, Philadelphia, Reactor Construction b 

Engineering Support Branch 79/12/28 lp 

BOO 1 1 50435 Forwards final deficiency rept re termination module 
insulation damage 

CURTIS, N W Pennsylvania Power b Light Co 80/01/OB 2pp 

— 0001150439 Final deficiency rept re termination module insulation 
damage Caused by improper assemb ly. hand l ing, storage t* 
producibi 1 ity nf termination module Method s, p lanni ng process 
b operator training upgraded 

a Pennsylvania Power b Light Co 0O/Oi/QB 6pp 


800131 0149 Part 21 Rept 60-190-000 spring used in some NH9J-96 b 98 
mi 1 1 iamp ere hydramotor acuatoTS discovered mfg from 
incorrect matl Notifications to affected customers end 
SLOAN, D EUR Grace b Co 80/Ol/OB 2Gpp 


- 0001240090 IE Insp Rept 90-JB///9-30 on 790821-24 None omp 1 1 ance noted 
failure to apply design control measures re field mods to 
demonstrate lnservico insp requirements can bo mot 
TRIPP. L E Region 1, Philadelphia, Roactor Construction b 

Engineering Support Branch JERNIGAN*E P Region l« 
Philadelphia, Office of the Director 79/10/10 Ip 

8001000195 Forwards 1C Lirculat 79-25, “Shock Arrestor Strut Assembly 
Interference “ No written response required 

OftlCR.B H Rugion 1, Philadelphia, Office of the Director 

79/12/20 i P 


8001150429 Interim rept re potential deficiency in amphenol connectors 
U Cutler Hammer E-30 switches Defective conditions not fully 
analyzed for safety implications GE 791210 ltr end 
CURTIS, N W Pennsylvania Power ft Light Co 80/01/11 14pp 


8001290378 Interim deficiency rept re toped structural floor beams 
burned V cut beyond prescribed lines Deficiency is under 
continuous evaluation Final rept will be forwarded, if 
necessary, fol lowing completion of investigation 
CURTIS. N W Pennsylvania Power b Light Co 00/01/22 2pp 


0001070156 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC1 7, Automatic Depressurization Sys “ No 
specific action or response requested 

GRIER, n H Region l. Ph l lade Iph la. Office of the Director 

79/12/21 lp 


0001110202 Forwards IC Info Notice 79-33, "Improper Closure of Primary 
Containment Equipmonfc Access Hatches 11 No specific action or 
response requested 

GRIER. B H Region 1, Philadelphia, Office of the Director 

79/1P/21 lp 


U Congressional/Executive Correspondence 


0001130142 Responds to 791018 memo re JE Goymley 791014 ltr concerning 
NRC document distribution policy ft requests to intervenors 
Trial distribution policy provides add! copies of NRC 
publications Discovery requests will expedite proceedings 
GOBSICK.L V Office of the Executive Director for Operations 
79/1 1/13 4pp 
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9001130155 Responds to 791024 Itr re R.P VM Shively concern about 
alleged limitations an public participation in ) icensing 
proceedings Discovery rules designed to expedite 
proceedings Trial program is distributing addl NUREC copies 
00S91CK-L V Office of the executive Director for Operations 
79/11/13 2pp 


— BQQllSOliO Forwards flP ?< VM Shively 791016 Itr re alleged limitations 
on public participation in licensing proceed lugs, burdensome 
discovery requests & NRC denial of request* foT documents 
SCHHEJKER.RS Senate 79/10/24 2pp 


BOO ! 140415 Responds to 79SI02 memo re $0 Mills 791025 Itr concerning 
public input into licensing proceeding L free distribution 
of publications Forwards ASLD order on discovery h 790806 
FR notice on document distribution W/o end 

GQSS I CK, L V Office of the Executive Director for Operations 
79/11/29 4pp 


— 0001140425 Forwards 5D Mills 791023 request for info about NRC 
practices re public input into licensing proceedings K free 
distribution of publications 
SCHWEIKER, f? 8 Berate 79/11/02 3pp 


8001140465 Responds to 79J024 Itr re S Keel concern about accurate 
mi crometporol ogica I data on radiation dispersion In event of 
plant accident ONL will perform evaluation of meteorological 
instrumentation & data acquistion sy s 

QCSSICK.L V Office of the Executive Director for Operations 
79/11/29 4pp 


— 0001140473 Forwards 5 Keel 791015 Itr re obtaining further 
micr oeteorolog i cal data at power plants Requests comments 
DANIEL. D House of Rep 79/10/24 3pp 


DOCKET 50-300 SUStlUEHANNA STEAM ELECTRIC STATION. UNIT 2 


A Ap p 1 1 ca t i bn/coui tr uc t i on stage documents t correspondence 


0001110330 Summary of 791(14 meeting v/Mark M owners re discussion 1, 
identification of task programs prior to final documentation 
of tasks in Mark II long-term program 

ANDERSON, C -J Containment Systems Branch 79/12/20 4pp 


0001230 121 Summary of meeting u/liark II owners $roup in Dntbosda.MD 
re status of several long-term program tasks in advance of 
final documentation Agenda list of attendees * vlewgraphs 
end 

ANDERSON, C J Containment Systems Branch 79/12/20 lOOpp 


8001 1B0Q35 Forwards Revision ) to branch technical position an 
radiological environ monitoring Revised requirements will be 
implemented in licensing review t* radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director foT Light Water Reactors 79/J2/21 
lp 


— 8001100061 Revision I to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 17pp 


0001140566 Summary of 791212 meeting w/util , Jieeh tel t* Pacific 
Northwest Labs at plant re ASHE cade stress analysis of 
sample piping sys 

STEPHENS. R M Mechanical Engineering Branch SO/Ol/02 3pp 

BOO-1 310366 Discusses response to Question B re location of proposed 
pumping station Applicant proposes new location River 
intakes & discharges have also been r ed os i g ned, e 1 i mi na t i ng 
need for tunnel Input to draft DEB must be revised 
pIVlNSiW S Division of Bite Safety & Environmental Analysis 
00/01/09 Ip 


« effluent treatment 
16 3pp 


of p Ian t 


ISoo 


\ 



D NRC Draffc/Final Envi ronmpn ta J Statements, suppls $t c orresponden c e 


800123Q1S9 Forwards Hydrologic Engineering Branch input to D£5 Supp l . 
Pond Hill Reservoir evaluation Analysis indicates hydrologic 
design of dam probably does not meet criteria used for 
rad i o 1 og i c a 1 ly saf ety— related dams 

BIVINS, U S Division of Engineering Standards 00/01/02 l3pp 


G Adjudicatory correspondence 


0001140357 Forwards list of documents revelant to facility OL 
proceeding in accordance w/ASLB 791030 memorandum St order re 
discovery motions 

CUTCHIN.J M Hearing Branch 3 79/11/19 2pp 


8001110394 Answer in opposition to Environ Coalition on Nuclear Bower 
motions for protective order ft certification lntervenor 
failed to state basis for alleged oppressive discovery 
burdens Certificate of Svc -oncl 
REJBiE J Hearing Branch 3 79/12/03 9pp 


8-001160061 Requests to make limited appearance statement at licensing 
hearing Certificate of Svc «?nc 1 

KELLMER, F Affiliation Unknown 79/12/13 3pp 


0001170012 Response to Citi tens Against Nuclear Dangers <CAND) reply fcn 
ASLO 791030 memorandum it order on discovery motions CANO 
requests various types of relief from obligations Applicant 
urges A5LB to disallow request Certificate of Svc encl 
SlLBERG, J £ Pennsylvania Power *. Light Co SILDERO, J E Shaw, 
Pittman. Potts 1< Trowbridge 79/12/26 Spp 


0001110335 Answer in opposition to Citijens Against Nuclear Danqers 
791217 motion for govt inquiry ♦, reply to discovery ASLU 
791030 memorandum order dealt w/situatidn by limiting 
scope of discovery Certificate of Svc encl 
CUTCH IN. J M Hearing Branch 3 00/01/02 3pP 


0001250093 Order denying Citif-ens Against Nuclear Danger 000111 motion 
for reconsideration of ASLU 791030 6 000104 orders Directs 
intorvenor to respond to applicant 6 NRC discovery request* 
by 6001 18 

BECHHOEFER.C Atomic Safety and Licensing Board Panel B0/01/16 

2pp 


Q Inspection reports, IE Bulletins & correspondence 


0001240389 Forwards IE Insp Repts 50-307/79-06 ft 50-300/79-03 on 
790221-23 k 0227-0302 No none omp 1 i one e noted 

CARLSON. R T Region L Philadelphia. Reactor Construction & 

Engineering Support Branch 79/12/07 2pp 


—8001240392 IE Insp Rents 50-307/79-06 ft 50-300/79-05 on 790221-23 It 
0227-0302 No noncomp I ianc e noted Major areas inspected OC 
program allegations made at prehearing conference 
MCOAUGHV.R W Region 1, Ph i lade Iph ia. Reactor Construction Ct 

Engineering Support Branch SMITH.R H , GALLO, R M Reqlon 1, 

Philadelphia. Office of the Director 79/12/07 llpp 


0001240371 Responds to IE Bulletin 79-29. "Failuies of (Jo s t i ngh oua*! DT13 
Relays in Safety-Related Gys " Util is obtaining responses 
from vendors Expects to respond to bulletin by B0021 5 
CURTIS. N W Pennsylvania Power & Light Cd 79/12/13 Ip 


0001080195 Forwards IE Circular 79-25, “Shock Arrestor Btrut Assembly 
Interference “ No written response required 

GRIER, BH Region 1, Ph i 1 ad e 1 ph i a. Office of the Director 

79/12/20 Ip 


8001070156 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCJ I* Automatic Dep r o ssur i i a t i on Sys " No 
specific action or response requested 

GRIER, D H Region 1. Ph i lad elp h i a, Office of the Director 

79/ 12/2 J Ip 

EJOOl 1 J0202 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/21 Ip 


8001000664 Forwards IE Info Notice 79-34, "Inadequate Design of Safety — 
Related Heat Exchangers “ No action or response required 
GRIER, D H Region 1, Philadelphia, Office of the Director 
79/12/27 Ip 


DOCKETED ITEMS 
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8001140544 Forwards IE Info Notice 79-37. "Clacking in Low Pressure 
Turbins Discs " No response required 

OR 1 Eft, 3 H Region 1/ Philadelphia. Office of the Director 

79/12/2B 1 p 


BQOi 150107 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow M No specific action or 
response required 

GRIEfl. 0 H Region 1. Philadelphia* Office of the Director 

79/12/31 Ip 


9001! 502 1 7 Forwards IE Info Notice 79-35. 'Control of Maint & Essential 
Equipment 11 No response required 

GFtlERiD H Region 1. Philadelphia. Office of the Director 

79/12/31 lp 


Q00J150221 Forwards IE Info Notice 00-01. "Fuel Handlinq Events " Ne 
specific action ot response required 

CRIER. B H Region 1, Philadelphia. Office of the Director 
00/01/04 ip 


0001290206 Forwards IE Circular 00-01. "Svc Advice for CE Induction 
Disc Relays ,J No response required 

GRIER. B H Region 1, Philadelphia. Office of the Dimeter 
00/01/17 lp 


S Reportable occurrences. LERs related -correspondence 


QQQJQ40666 Ac k receipt of 791114 Itr forwarding interim deficiency rept 
re ays far isolating non-Class IE loads connected to 250- 
volt dc IE sys Rept will be reviewed l> evaluated 

CARLSON. R T Region 1. Philadelphia, float tor Construction t< 

Engineering Support Branch 79/12/12 lp 


9001230005 Ac k receipt of 79112B Itr forwarding final deficiency rept 
re connertor pin crimping defects an conti ol panel insert 
CARLSON. R T Region l. Ph i 1 ado 1 p h i cl. Reactor Construction A 

Engineering Support Branch 79/12/20 lp 


0001140415 Responds to 791102 memo re 5D Mills 791025 Itr concerning 
public input into licensing proceeding & free distribution 
of publications Forwards A5LB order on discovery ^ 790006 
FR notice on document distribution W/o end 

GOSSICK, L V Office of the Executive Director for Operations 
79/11/29 4pp 


— 8001140425 Forwards SD Hills 791025 request for info about NRC 
practices re public input into licensing proceedings tt Pros 
distribution of publications 
SCHWEtWER.R S Senate 79/11/02 3pp 


9001140465 Responds to 791024 Itr re 5 Keel concern about accuiate 
micro meteorological data on radiation dispersion in event of 
plaint accident ONL will perform evaluation of meteorological 
lustrum on tatibn data acquistion sys 

GOSSICK. L V Office of the Executive Director for Operations 
79/11/29 4pp 


— 0001140475 Forwards S Keel 791015 Itr re obtaining further 
mi c i oeteora 1 oq ice 1 data at power plants Requests comments 
DANIEL. Q House o f Rep 79/10/24 3pp 


DOCKET 50-309 0T LUCIE PLANT. UN ITS 


A Applicati on / construe 1 1 on stage documents 6 corr espaitrience 


8001020637 Supplements clarifies minutes of 790926 meeting w/NflC in 
DQthssda.MO FSAR S. environ rept will be completed in Mar 
I960 F5AR uall meet requirements of Reg Guido 1 70 Environ 
rept ixi 1 1 I meet requirements of Reg Guide 4 2 
UHRIQ.R E Florida Powei Light Co 79/12/27 2pp 


0001150499 Advises of proposed mad to Unit 2 discharge pipe !< boadual l 
design to alleviate higher than predicted circulating water 
discharge canal levels Const will not result in adverse 
environ impact greater than that evaluated In i Lb 
UHR1G.R E Florida Power & Light Co 00/01/10 lp 


0001150435 Forwards final deficiency ropi re tet mmation module 
insulation damage 

CURTIS. N W Pennsylvania Power f Light to QO/Ol/OB Pp p 


' — 0OO115O43B Final deficiency rept re termination module insulation 
damage Caused by improper a s semb 1 y . hand 1 ing, a t ora g «■ ?< 
p r oduc i b i 1 1 ty of termination module Me th od s, p 1 ann 1 ng process 
t operator training upgraded 

# Pennsylvania Flower h Light Co 00/01/00 6pp 


— 0001150506 Advises that util evaluating means to tprnsdy higher canal 
discharge levels Erosion to discharge canal dikes lm ]1 be 
repaired during Mar 1970 refueling outage 
UHRIG.R E Florida Power 6 Light Co 70/02/13 2pp 


— 0001 150512 Notifies of steps taken to assure that plant operation will 
not be restricted by sya performance Utii will raise 
discharge canal dikes t> construct new spillway Mo unreviewed 
safety question No adverse environ impact involved 
UHRIG.R E Florida Power b Light Co 70/07/03 2pp 


0001310149 Part 21 Rept 00-190-000 spring used in some NH91-96 6 90 
miJliampere hydramotor .senators discovered mfq from 
incorrect matl Notifications ta effected customers end 
SLOANrD E W R Grace fc Co 00/01/00 20pp 


BOO 1 1 50429 Interim rept re potential deficiency in amphenol connectors 
b Cutler Hammer E-30 switches Defective conditions not fully 
analyjed for safety implications GE 791510 Itr end 
CURTIS. N W Pennsylvania Power •< Light Co 00/01/11 i4pp 


0001310202 Notification of 000214-15 meeting w/uti! in Hutchinson 
Island. FL to review plans schedules for completion of 
Unit 2 const, to observe actual const status U to assess 
scheduled fuel load date 

D1RKCL.R A Light Hater Reactors Branch 2 00/01/10 ?pp 


F Security, medical, emergency & fire protection plans 


0001290378 Interim deficiency rept re coped structural floor beams 
burned L cut beyond proscribed lines Deficiency is under 
continuous evaluation Final rept will be f orua rded . i f 
necessary, fol lowing completion of investigation 
CURTIS, N Ini Pennsylvania Power t Light Co 00/01/22 2pp 


0001140339 Forwards review comments on SLR, Section 9 re fire pump 
controller *< on util 791003 t esponse Util fire pump 
controlcrs did not meet requirements of NFPA-20 Concludes 
fire pump controllers not equal to UL listed units 
HALL. R E Qrookhaven. National Laboratory 00/01/0/ 3pp 


U Congress iona 1/Ciecutive Correspondence 


6001130142 Responds to 791010 memo re JE Cormley 791014 Itr roncerning 
NRC document distribution policy A requests to- intervonors 
Trial distribution policy provides addl copies of NRC 
publications Discovery requests will expedite pr-oceodi ngs 
GOSSICK. L V Office of the Executive Director for Operations 
79/11/13 4pp 


0001140345 Forwards review comments on SER.Section 9 re fire water 
supply Fire water storage tanV level might be dTdwn down 
to vol less than that required to fight uio r se *ca b e fire 
Recommend s mods to provide water reservo 

HALL. R E Brookhaven National Laboratory 00/01/07 3pp 


BG0114Q4B6 Forwards recommendations re plant fire protection 
Item 4313 Requests that J Townley visit plant to review 
manual fire fighting operations 

HALL. R E Brookhaven National Laboratory 00/01/07 2pp 


0001130155 Responds to 791024 itr re HP fc VM Shively concern about 
alleged limitations on public par t ic i pa 1 1 on in licensing 
proceedings Discovery rules designed to expedite 
proceedings Tiial program is distributing addl MURED copies 
GOSSICK. L V Office of the Executive Director for Operations 
79/11/13 2pp 


— 0001130160 Forwards RP ft VM Shively 791016 Itr Tt alleged limitation.® 
on public participation in licensing proceed ing s, b urdenspms 
discovery requests & NRC denial of requests for documents 
SCHWEIKER.R 8 Senate 79/10/24 2pp 


G Adjudicatory cot re&ponrience 


8001090102 Advises that MK Hoddu-r A TJ And erson. c oyns e 1 fc co-counsel 
for fntervenors.uii H take part in 791211 visit to util sys 
control ctr 

H0DDER. M H Hodder.M H 79/12/07 Sp 


8001020065 Motion urging ASLAD to issue order directing NRC to File 
suppl to FES based on consideration of Class 9 actident 
consequences IP not granted . g roce ed 1 ng should be stayed 
ponding results of NRC recommendation W/Cer t i f i cate of Svc 
ANDERSON, TJ Anderson, T J HQDDER, M K Hodder.M H 79/12/12 
7pp 
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DOCKETED ITEMS 


8001390193 Response in opposition, to lrtervenors 791212 motion for addl 
consideration of Class 9 accident issue- May seek relief in 
forum due to resolution of Issue in CP proceeding 
W/supportive documents 6 Certificate of Svc 
REIS.H F - CdLL.N A Florida Power & Light Co REIS, H F 
La wen s t e i n« Nnwma n. Rei s * At t* I ra d L Toll 00/01/16 25pp 


30012001 37 Response in opposition to RE Roberts et a! motion to 
consider Class 9 accidents ASLAB lacks jur i sd Iction to grant 
requested relief. doe to ALAB-43 5. 1 iro 1 1 1 ng jurisdiction to 
grid issue W/Cer t i f i ca t o of Svc 

OLMSTEAD.W J . PATQN. U D Hearing Branch 4 80/01/1 B 1 3pp 


J Insurance t< indemnity information 


0001250100 Torwards IE Info Notice 79-37. "Cracking in Lou Pressure 
Turbine Discs 11 No response required 

O'REILLY. JP Region 2, Atlanta. Office of the Director 

79/12/28 2pp 


8001 160281 Forward s IE Info Notice 79-35. "Control of Maint U Essenti 
Equipment " No action or i esponsr required 

O'REILLY, J P Region 2, Atlanta, Office of the Pireefcor 

79/12/31 lp 


60012400-50 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/31 2pp 


BOO1OBO301 Forwards Endorsement 33 to NELIA Policy NF-227 

FIELDER, J Harsh U McLennan, Inc . M 6 Ml Nuclear Can s ul tents, Inc 
Div 80/D 1/04 2p p 


8001100439 Forwards Endorsement 27 to MAELU Policy MF-QB 

FIELDER, J Marsh *« McLennan. Itic , M U K Nuclear Consultants, Inc 
Div 00/01/07 2p p 


8001290284 Forwards IE Info Notice 00-01, “Fuel Handling Events " No 
specific action or response required 

D 'REILLY. J P Region 2, Atlanta, Office of the Director 
00/01/04 2pp 


B Reportable occurrences, LCRs & related correspondence 


0001310172 Forwards Endorsement 34 to NELIA Policy NF-227 

FIELDER, J Marsh 2c McLennan, Inc . M It M Nuclear Con Sul tan t s, I PC 
Div 80/01/15 2pp 


8001220460 Forwards Endorsement 3 to NELIA Excess Binder CP-59 
FIELDER. J Marsh b McLennan, Inc , M l, M Nuclear Cons u 1 tan ts, I nc 
Div 00/0 l / 1 B 2pp 


M Antitrust correspondence 
. 


9001110409 Supplements 791004 interim deficiency re derxick epLlap* c 
during hurricane Manufacturer design roview recommends 
actions to secure replacement derrick, includinq raising 
boom *, removing spreader beam 

UHRIQ, R E Florida Power h Light Co 79/12/07 Cpp 


6001 3101 49 Part 21 Rept 00-190-000 spring used in some NH91-96 f« 90 
milliampere hydramotoi dcuotors discovered mfq from 
incorrect matl Notifications to affected ci stomers enrl 
SLOAN, D EUR Grace *4 Co B0/01/0B 20pp 


QOO1O4O20O Order ererclsing discretion not to initiate antitrust 
pro: eetlings. p ending decision of District Court Dissenting 
opinion of PA Bradford encl 

CH ILK, S J Office of the Secretary of the Commission 79/12/21 
IQpp 


□001220004 Advises of settlement reached between applicant & Orlando 
Utils Commission, fallowing ASLO 79H06 order suspending 
discovery Requests extension until 0OOJ1B to present 
schedule for further proceedings Certificate of Svc end 
80UKNIQHT, J A Lowe ns tain. Newman. Re i s, A»el rad f< Toll 79/12/21 

4pp 


U Congressional /Eiecuti v«> Correspondence 


6001160447 Discusses safety review pr oc e dur o s , p er end const! tuont 
request 

GQSSICK, L V Office of the Executive Director for Opurationa 
79/12/21 Ip 


— GOO i 160451 Forwards Congressman Mica inquiry ro safety revlpw 
procedures Info re safe design. reac tor licensing b safety 
insp program end 

CLU9EN.R C Energy, Dept of 79/11/29 16pp 


□001250317 Forwards notice of appearance of WC Wise on behalf of FL 
Power lr Light Co 

WES E.U C Wise, W C BO/01/05 2pp 


000123027a Notices of appearance in proceeding Certificate of Svc encl 
URBAN. J ft , CARAS0ZIAN, J 5 Justice, Dept of 80/01/10 5pp 


B001240555 Forwards schedule for further discovery Recommends that 
ASLB adopt schedule 

DEWEY, L S Antitrust Division B0/01/17 3pp 


<3 Inspection reports, IE Bulletins S, correspondence 


000 1 030100 Ac k receipt of 791207 Itr informing NMC of steps taken to 
correct violations noted in IE Insp flept 50-399/79-20 
SUTHERLAND, J T Region 2. Atlanta, Fuel Facility U Materials 

Safety Branch 79/12/19 lp 


--B001030772 Forwards response to NRC 791123 ltr re violations noted ir> 
IE Insp Repfc 30-389/79-20 Corrective actions qualified 
person will be assigned to maintain daily log & perform site 
surveillance during absence of environ control engineer 
UHRIG.R E Florida Power t> Light Co 79/J2/Q7 2p p 


0001070200 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI !< Automatic DepTessuriiatian Sys 14 No 
specific action dt response requested 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


000 ) 24 01 24 forward* IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches rr No action or response 
requi red 

□ 'REILLY. J P Region 2. Atlanta, Office of the Director 
79/12/21 2pp 


0001240480 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchangers ” No action- or response required 
O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/12/27 2pp 


DOCKET 50-390 WATTS OAR NUCLEAR PLANT, UNIT 1 
A Ap p 1 i c a t i on/ cons true 1 1 on stage documents t, correspondence 


6001 040636 Forward* WCAP-7410L, "Qualification Test of ITT/B-arton 
Transmitters, Production Lot 2 " Application for withholding 
b affidavit encl Proprietary version withheld ftef 
10CFR2 790) 

ANDERSON, T M Antibodies, Inc 79/12/21 13pp 


— B00104068B “Qua 1 j f i c a 1 1 on Test of ITT/Darton Transmi tter*. Pi oduc 1 1 
Lot 2," nonpropr i etary version 

LIPCHAK.J 3 Antibodies. Inc WCAP-7410L 79/12/20 A5p p 


9001160035 Forwards Revision l to branch technical position on 
radiological environ monitoring Revised requirements will be 
Implemented in licensing review & radiological effluent 
Tech Spec update No suppl to license application requited 
VARGA, 8 A Assistant Director for Light Water Reactors 79/112/ 
lp 


— 8001160061 Revision 1 to branch technical position on Tad i b 1 og i c a ) 
environ mnnitpring 

a Radiological Assessment Branch 79/H/30 17pp 


8001230242 Summary of 791213 meeting w/utils re Revision 2 to Rag 
I 97, "Instrumentation for Light Water Cooled Nuclear Power 
Plants to Assess Plant A Environs Conditions Dui ing & 

Following Accident " 

KINTNER, L L Operating Reactors Branch l 00/01/1 i 2lpp 


F Security, medical, emergency V fire protection plans 


8001090208 Responds to NRC 791121 ltr re upgraded emergency plans VJi 
revise emergency plans for all util facilities Federal 
Emergency Mgt Agency will review new requirements w/respect 
to state V local emergency plans 

MILLS, L M Tennessee Valley Authority BO/01/03 2pp 


DOCKETED ITEMS 


J Insurance *< indemnity information 


00012203:49 Forwards End cm soment 10 to NELIA Policy NF-256 

FIELDER, J Marsh b McLennan, Inc < M 5, M Muclear Consultants! Inc 
0 1 v 00 / 01 /lB 2 pp 


G Inspection reports- IE Bulletins ?< correspondence 


0001100012 Forwards IE Insp Repts 50-390/79-40 K 50-391/79-34 on 
791023-26 No none ump 1 l anc e noted 

MURPHY, C E Region 2« Atlanta* Reactor Construction *< Engineering 

Support Brandt 79/1 1/27 2pp 


— 3001190014 IE In 5 p Repts 50-390/79-40 h 50-391/79-34 an 791023-26 No 
none omp 1 i ance noted Major areas inspected licensee actions 
on previous insp findings electrical cable £, termination 
Luork.uiorli activities A quality records 

C0NLON, T E Region 2. Atlanta. Reactor Construction V 

Engineering Support Branch GIBBONS, T D Region 2, Atlanta, 

Office of the Director 79/11/27 4pp 


8001100123 Forwards IE Insp Repts 50-390/79-42 * 50-391/79-33 on 
791106-09 No none omp 1 i anc e noted 

MURPHV*C t Region 2, Atlanta, Reactor Construction h Engineering 

Support Branch 79/11/2/ 2pp 


— 0001 1 BO 1 34 IE Inop Repts 90-390/79-42 U 50-391/79-35 on 791106-09 No 
noncomplianto noted Major areas inspected saf e ty-r e 1 a ted 
electrical cable installation ?« associated OC records b 
safety-related instrumentation associated 01 records 
CQNLON.T C , RUFF, A & Region 2* Atlanta, Office of the 

Director 79/11/26 3pp 


8001020657 Forwards response to IE Bulletin 79-02. Revi 9 i on 2, “Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Dolts " No expansion anchor bolts used m concrete block 
walls to attach piping supports in safety-re latod ays 
MIU-B, L M Tennessee Valley Authority 79/12/0* 4pp 


BOO 1020 144 Discusses NRC 791115 Itr requesting supplemental Info rp 
infraction on alignment bead welds Response to infraction 
submitted /90731 Infraction discussed w/ong ineer mg 6 croft 
employees 

MILLS, L M Tennessee Volley Authority 79/12/07 Ip 


—0001020140 Forwards IE Insp Repts 50-390/79-37 *t 50-391/79-31 on 
790920-29 *< 1002-05 No items of noncompliance noted 
MURPHY, C E Region 2, Atlanta. Reactor Construction t 

Engineering Support Branch 79/11/15 2pp 


— B001020154 IF Insp Repts 30-390/79-37 * 50-391/79-31 on 79092B-2? h 
1002-05 Major areas inspected open j terns, reactor ronlant 
pressure boundary piping work 6 safety-related piping work 
GIRaRD, E H Region 2, Atlanta, Office of the Director 

HERDT, A R Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/11/13 5pp 


GOO 1 0702 1 0 forwards IE Info Notice 79-32, “Separation of Electrical 
Cables for UPf I 6 Automatic Depreosur i iati on Syr, " No 
specific action or response requested 

O'REILIV.J P Region 2, Atlanta, Office of the Director 
79/12/21 3pp 


6001240133 Forwards IL Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Accbso Hatches " No action or response 
requir ed 

0 '■RE ILLY, J P Region 2. Atlanta, Office of the Director 
79/12/21 3pp 


6001240407 Torwards IE Info Notice 79-34. “Inadequate Design of Safety— 
Rotated Meat Exchangers 1 No action nr reopotiso required 
O'REILLY, J P Region 2* Atlanta, Uffico of the Director 
79/12/2/ 2 pp 


8001290126 Forwards IE Into Notice 79-37, “tracking in Low Pressure 
Turbine Discs “ Nn response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/20 3pp 


800I16D313 Forwards IE Info Notice 79-39, “Control of Moint tcEsoential 
Equipment 11 No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 Ip 


0001240069 Forwards IE Info Notice 79-36. “Computer Code Defect in 
Stress Analysis of Piping Elbow 1 No specific action or 
response required 

0 'REILLY , 0 P Region 2 , Atlanta, Office o# the Director 
77/1 a/31 3pp 


0001290300 Forwards IE Info Notice 00-01, “Fuel Handling Events “ No 
specific action or response required 

O r REf LLY, J P Region 2 , Atlanta, Office of the Director 

80/01/04 Ip 


8001290442 Forwards IE Bulletin 79-010, “Environ Qualification of Class 
IE Equipment" u/attachmsnts Action required 
O'REILLY, J P Rug ion 2, Atlanta, Office of the Director 

80/01 / 1 4 lp 


S Reportable occurrences, LER^ ^ related correspondence 


0001030655 Final deficiency rept re RHR pump motors eiceeding allowable 
sve factor Flow restrictions added to hot leg S< cold leg 
injection header to prevent pump motor overloading 
* Tennessee Valley Authority 79/12/07 ip 


8001140467 Forwards revised final deficiency rept re steam generator 
ref column error identical nonconformance reported for 
Watts Bar plant 

MILLS, L M Tennessee Valley Authority NCR NED 79- 3P 79/12/20 

tp 


8001190375 Fourth interim deficiency rept re reactor vessel insulation 
Final rept will be forwarded on 000201 
MILLS, L M Tennessee Valley Authority 80/01/08 ip 


80OJ230I75 Forwards final deficienry rept re defertive Gould motor 
starters 

MILLS.L M Tennessee Valley Authority 00/01/1/ Ip 


— BOOl 230182 Final deficiency rept re defective Gould motor starters 
Gould representatives supervised replacement Df carrier 
assemblies an eiqht defective starters 
# Tennessee Val lay Authority 80/01/17 Ip 


8001310264 Third interim deficiency rept re incorrect analysis of 
essentia) i aw cooling water piping over total temp range 
Final rept will be forwarded by DUQ71 i 
MILLS.L M Tennessee Valley Authority BO/Oi/lQ lp 


8001310268 Second interim deficiency rept re surface cracks in Loop 1 
steam generator Awaiting results of Westinghouse 
investigation Expects submittaL of final rept by 000410 
MILLS.L M Tennessee Volley Authority 00/01/22 lp 


SOCKET 50-391 WATTS BAH NUCLEAR PLANT, UNIT 2 


A Ap p i ica t i 0 n/c ons true t Ion stage documents ?i Correspondence 


0001040656 Forwards WCAP-/410L, "Qualification Test of ITT/Barton 
Tran smi ttora. Product ion Lot 2 11 Application tar withholding 
U affidavit end Proprietary version withheld lr»f 
10CFR2 790> 

ANDERSON, T M Antibodies, Inc 79/12/21 I 3 pp 


--0001 040608 "Qualification Test of ITI/Darton Tranfim 1 1 ter 5 , Produc tion 
Lot 2," nqnp r opr le tary versinn 

LI PCHAK, J B Antibodies, Inc WCAP-7410L 79/12/20 63pp 


GOQ11BOQ35 Forwards Revision t to branch technical position on 
radiological environ monitoring Revised requirements will be 
Implemented in licensing review A radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 

lp 


--800118006! Revision l to branrh technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/10 I7pp 


F Security, medical, emergency 7 , ft rB protection plans 


8QQ10702Q8 Responds to NRC 791121 ltr re upgraded emergency plans Will 
revise emergency plans for all util facilities federal 
Emergency My t Agency will review now requirements w/respect 
to state *< local emergency plans 

MILLS, L M Tennessee Valley Authority SO/Ol/03 2pp 


J Insurance *< Indemnity information 


0001220349 Forwards Endorsement 10 to NELJA Policy NF-256 

FIELDER, J Marsh U McLennan, Inc , H S. M Nuclear Consul tart ts , Int 

DW 00/01/10 2pp 
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DOCKETED ITEMS 


Q Inspection reports- IE Bulletins correspondence 

BOOl 160012 Forward s IE Insp Repts 50-390/79-40 ** 50-391/79-34 on 
791023-26 No noncamp 1 iant e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch 79/11/27 2pp 


S Reportable occurrences, LCfts 7. related correspondence 


E001030655 Final deficiency rept he RHR pump motors exceeding allowable 
svc factor Flow restrictions added to hot leg & cold leg 
injection header to prevent pump motor overloading 
♦ Tennessee Valley Authority 79/13/07 Ip 


—8001180014 IE Insp Repts 50-390/79-40 *> 50-391/79-34 on 791023-26 No 
noncomp 1 i ance noted Major areas inspected licensee actions 
on previous insp findings. electrical cable 6 termination 
work. work activities ! quality records 

CQNLON. T E Region 2, Atlanta. Reactor Construction h 

Engineering Support Branch GIBBONS. T D Region 2* Atlanta. 

Office of the Director 79/11/27 4pp 


6001 100125 Forwards IE Insp Repts 50-390/79-42 h 50-391/79-35 on 
791106-09 No noncompl xance noted 

hURFHY.C E Region 2 Atlanta Reactor Construction K Engineering 

Support Branch 79/11/27 2pp 


—0001180534 IE Insp Repts 50-390/79-42 *- 50-391/79-35 on 791106-09 Wo 
noncompl lance noted Major areas inspected safety-related 
electrical cable installation 6 associated GC records h 
safety-related instrumentation 6 associated QC records 
GONLGN. T E , RUFF. A B Region 2. Atlanta. Office of the 

Director 79/11/26 3pp 


6001 1 40467 Forwards revised final deficiency rept re stoam generator 
ref column error Identical nonconformance reported for 
Uatts Bar plant 

MILLS L M Tennessee Valley Authority NCR MEB 79-32 79/12/20 

lp 

8001150375 Fourth interim deficiency i ept re reactor vessel insulation 
Final rept unll be forwarded on 800201 

MILLS. L M Tennessee Valley Authority 80/01/00 lp 


0001230175 Forward s final deficiency rept re defective Gould motor 
starters 

MILLS. L M Tennessee Valley Authority 80/01/17 Ip 


— EQ01230182 Final deficiency rept re defective Oould motor starter* 
Ouuld representatives supervised replacement of earlier 
assemblies on e i g h t -d e f oc 1 1 ve starters 
* Tennessee Valley Authority 00/01/17 lp 


8001020657 Foruards response to IE Bulletin 79-02. Revt sion 2. "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Balts ” No expansion anchor bolts used in concrete block 
walls to attach piping supports in safety-related sys 
MILLS, L M Tennessee Valley Authority 79/12/(16 4pp 


0001310264 Third interim deficiency rept re incorrect analysis of 
essential raw cooling water piping over total temp range 
Final rept will bo forwarded by 800711 
MILLS. L M Tennessee Valley Authority 80/01/18 lp 


8001020144 Discusses NRC 791115 I tr requesting supplemental info re 
infraction on alignment bead welds Response to infraction 
submitted 790731 Infraction discussed w/eng sneer i ng Sr craft 
employees 

MILLS. L M Tennessee Valley Authority 79/52/07 Jp 


—0001020148 Forwards IE Insp Repts 50-390/79-37 ?c 50-391/79-31 on 
790928-29 6 1002-05 No items of noncompliance noted 
MURPHY. C E Region 2. Atlanta, Reactor Construction L 

Engineering Support Branch 79/11/15 2pp 


—8001020154 IE Insp Repts 50-390/79-37 t< 50-391/79-31 on 790928-29 It 
1002-05 Major areas inspected open i terns, reac t or coolant 
pressure boundary piping work ♦< safety-related piping work 
GIRARD. E H Region 2, Atlanta. Office of the Director 

HERDT.A R Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 79/11/13 5pp 


B00107021B Forwards IE Info Notice 79-32, “Separation of Electrical 
Cables far HPC1 A Automatic Depressurization Sys No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/25 3pp 


8001240133 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches ” No action or response 
required 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/12/2* 3pp 


8001240487 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers '■ No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


8001250126 Forwards 1£ Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs ” No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/28 3pp 


8001160313 Forwards IE Info Notice 79-35. "Control of Maint 6 Essential 
Equipment " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 lp 


8001240069 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director, 
79/12/31 3pp 


"Fuel Handling Events 


8001290300 Forwards IE Info Notice 80-01, 
specific action or response required 
O'REILLY, J p Region 2. Atlanta, Office of the Director 
00/01/04 lp 


DOCKET 50-395 VI ROIL C SUMMER NUCLEAR STATION, UNIT i 
A Ap p 1 icat i on/c onstruc t ion stage documents & correspondence 


8001040656 Forwards WCAP-74JOL, "Qualification Test of ITT/Darton 
Transmj tters, Pi oduc t ion Lot 2 " Application for withholding 
t affidavit end Proprietary version withheld (ref 
10CTR2 790) 

ANDERSDN. T M Antibodies, Inc 79/12/21 13pp 


->-8001040680 "Qualification Test of ITT/Darton Transmi 1 1 ers. Prod ul l ion 
Lot 2," nonproprietary version 

L1PCHAK. J [) Antibodies, Inc WCAP-7410L 79/12/20 65pp 


8001190035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review *, radiological effluent 
Tech Spec update No suppl to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/, M 

lp 


— 800I1B0O61 Revision 1 to branch technical position on radiological 
environ monitoring 

» Radiological Assessment Branch 79/11/30 17pp 


8001140556 Advises of previous involvement as Gilbert Associates 
reviewer of svc water Intake tunnel settlement Verification 
of tunnel stresse calculotions could not be completed due 
to change of affiliation Requests final rept 
SANDHU, B S Burns h McDonnell 00/01/00 Ip 


0001230013 Forwards NRC position re applicants intent not to perform 
full load tests of vital 400-volt ac buses using all sources 
of power supplies to buses Tests must be conducted, me lud ing 
all sources of power supplies to buses 

HAA5S, W P Quality Assurance Branch 00/01/10 3pp 


8001230242 Summary of 791213 meetinq ui/utils re Revision 2 to Req Guide 
1 97, "Instrumentation for Light Water Cooled Nuclear Power 
Plants to Assess Plant b Environs Conditions During 8, 

Following Accident " 

KINTNER, L L Operating Reactors Branch 1 60/01/1 1 21pp 


F Security, medical, emergency It fire protection plans 


8001180241 Notification of 600114-15 meeting w/util at site to revkuui 
industrial security U safeguards b to discuss util response 
ta security first round questions 

TIBBITTS, D L Light Water Reactors Branch 2 80/01/07 3p p 


DOCKETED ITEMS 


C Adjudicatory correspondent o 


3001100027 Response in opposition to applicants' 790950 motion For 
dismissal of mtervenor Will offer prefiled testimony in 
support of Contention 10 re long-range effects of nuclear 
cycle Certificate of Svc end 

0UR5EV, B A Affiliation Unknown 79/12/14 2pp 


8001140057 Forwards 791217 motion to schedule Q00122 hearing, w/correc t 
Certificate of Svc 

CONNER, T 0 Conner, Moore h Corber 79/12/17 2pp 


— 6001140060 Request to schedule 000122 hearing to dispose Qf remaining 
issues All but one contention may bs decided at evidentiary 
hearing, or by summary disposition before formal completion 
of NRC safety review Certificate of Svc end 
CONNER, T Q South Carolina Electric S, Gas Co CONNER, T 9 
Conner, Moore 6 Corber 79/12/17 7pp 


9001100022 Order directing intorvenor 0 Dorsey to answer applicant 
791129 motion for dismissal b to address NRC 791217 motion 
Intervenor K/or contentions mill be dismissed if compliance 
or good cause for noncompliance is not filed by BOOllO 
SMITH, I W Atomic Safety and Licensing Hoard Panel 79/12/20 2pp 


800 1 090061 Response in opposition to applicant 791214 motion to 
schedule B0Q122 hearing Presentation of direct case is not 
appropriate until issuance of May 1930 rES !* Auq 1900 safety 
evaluation 

GOLDBERG, 8 c Hearing Branch 2 80/01/02 5pp 


— 8001090062 Affidavit estimating issuance of safety evaluation on or 
about Aug 1980 Prof qualifications end 

BAERrR L Division of Project Management 79/12/31 6pp 


— BOG1090065 Affidavit estimating issuance of FES on or about May 1980 
Prof qualifications 6 Certificate of Svc end 

GILBERT. R A Division of Site Safety 6 Environmental Analysis 

80/01/02 6pp 


8001300121 Notice of reconstitution of ASIA in CP proceeding H Grossman 
appointed chairman in lieu of IW Smith 

LAZO, R M Atomic Safety and Licensing Board Panel 80/01/17 ip 


J Insurance %> indemnity information 


COOl 100474 Forwards Endorsement 12 to NCL1A Policy NF-252 

FIELDER, J Marsh », McLennan, Inc , M *< M Nuclear Consultants, inc 
Div BO/01 /07 2pp 


8001250400 Forwards Endorsement 13 to NELIA Policy NF-23? 

FIELDER, J Marsh 6 McLennan, Inc , N JU M Nuclear Consul toots, Inr 
Div 80/01/21 2p p 


Q Inspection reports, IE Rulletins V correspondence 


8001240130 Forwards IE Info Notice 79-33, “Improper Closure of Primary 
Containment Equipment Access Hatches 11 Nd action or response 
requi t etl 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


8001240131 Forwards It Info Notice 79-33, 'Improper Closure of Primary 
Containment Equipment Arcess Hatches " No action or response 
required 

O'REILLY. J P Region 2 Atlanta, Office of the Director 

79/ 12/21 lp 


90012404B5 Formal ds IE Info Notice 79-34, “Inadequate Design of Bafety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/27 2pp 


8001240486 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Etchangers ° No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/27 2pp 


8001250119 Forwatds IE Info Notice 79-37, “Cracking in Low Pressure 
Turbine Discs 11 No response required 

0'REILLY,J P Region 2. Atlanta. Office of the Director 
79/12/2B 2pp 


BOO 1 1 60310 Forwards IE Info Nntice 79-35, “Control of Moint 6 Essential 
Equipment “ No action or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/31 Ip 


8001240063 Forwards IE Info Notice 79-36, “Computer Code Defect in 
Stress Analysis of Piping Elbow “ No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 lp 


8001240066 Forwards IE Info Notice 79-36, 'Computer Code Defert in 
Stress Analysis of Piping Elbow 1 No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 2pp 


8001160060 Ac k receipt of 791217 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-393/79-37 
LEWI 8, R C Region 2< Atlanta, Reactor Operations Nuclear Support 

Branch 00/01/02 ip 


— 8001160066 Respond? to NRC 791307 Itr re violation noted in II Insp 
Rep t 50-399/79-37 Corrective actions valve repaired 
NICHOLS, T C South Carolina Electric N Gas Co 79/i2/l7 3pp 


— 800 i 160070 Forwards IE Insp Rept 50-393/79-37 on 79101J-U09 6 notice 
of violation 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/12/0/ 2pp t 


3001100271 Forwards IE Insp Rept 50-393/79-36 nn 791109-09 No 
noncompliance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction U Engineering 

Support Branch 79/11/23 2pp 


— 8001 180275 IE Insp Rept 50-195/79-36 on 791109-08 No noncnmpl Unce 
noted Major areas inspected licensee action on previous insp 
f ind ings, 10CFR90 93<e) items, IE info notices, bul lotins t, 
circulars *, const activities 

BRYANTiJ C Region 2, Atlanta, Reactor Construction <4 

Engineering Support Branch BURDETTE, T E Region 2, Atlanta, 

Office of the Director 79/11/21 4pp 


8001030910 Responds to IE Bulletin 79-25 Relays used in safety-related 
sys were checked No Wostinghouse type OFD/NBFD relays used 
CREWS, E H South Carolina Electric & Gas Co /9/12/17 lp 


8001070208 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI A Automatic Dopretsur i to 1 1 on Sys 11 No 
specific action or response requested 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2p p 


9001070210 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI A Automatic Depressuri lation Sys " No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


--8001160074 Notice of violation from insp on 791013-1109 

» Region 2, Atlanta, Office of the Director 79/12/06 Ip 


—0001160080 IE Insp Rept 50-395/79-37 on 79I013-U09 Noncompliance 
noted excessive heatup rate durlnq cold hydro performance 
KELLOGG. P J Region ?, Atlanta, Reactor Operations Nuclear 

Support Branch S KOLOS, J I, Region 2, Atlanta, Office of the 

Director 79/12/06 5pp 


8001290294 Forwards IE Info Notice 80-01, "Fuel Handling Events " Nn 
specific action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
00/01/04 2pp 


0001290297 Forwards IE Info Notice BO-Ol. "Fuel Handling Events “ No 
specific action or response required 

0 'REILLY, U P Region 2, Atlanta, Office of the Director 
00/01/04 ip 


B00I290439 Forwards IE Bulletin 79-0 UJ, “Environ Qualification of Class 
IE Equipment” w/a l tac hment e Action required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
80/01/14, Ip 


3 Reportable occurrences, LERs K related correspondence 


B001110377 Significant deficiency rept re design error w/portlon of 
anchorage at two frames of Sonicbar pressure-resistant t* 
watertight door units Door frames not yet installed Design 
mods to b« provided by vendor t< completed by 800101 
CREWS, E H South Carolina Electric Gas Co /9/12/05 2pp 
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DOCKETED ITEMS 


BOOH 10410 Potential reportable item re undersized socket welds, per IE 
investigation Caused by failure of welder h Inspectors to 
provide adequate ueld size arreject undersized welds^ 

JOHNSON, M C 


South Carolina Electric Gas Co 79/13/05 4pp 


6001210240 Final deficiency rept re defective butt weld in piping 
subassembly supplied by Southwest Fabricating Co Caused by 
unsuccessful vendor attempt to repair weld Defective weld 
will be cut out t replaced u/field weld 

JOHNSON M C South Carolina Electric & Gas Co QQ/Ol/14 4pp 


0001300477 Part 21 Rept 80-191-000 crankshaft thrust bearinq failure 
occurred on one of tuo emergency diesel generators Most 
likely caused by omission of plugs in oil supply sys for 
bearing Insp procedures being revised 
MDRIARTY. ) M Phillips Petroleum Co 80/01/14 2pp 


0001310244 Final deficiency rept re improper weights of Velan valves 
Seven supports could have overloaded under design basis 
event Redesign of piping sys complete. drawing changes issued 
»< nods in progress 

CREWS. E H South Carolina Electric h Gas Co 00/01/21 Ip 


F Security, medical, emergency 


fire protection plans 


0001090408 Requests agreement on modified topical manual approach to 
emergency plan ?< Mar 1961 rosubmittal approval 

RENGERGER, D L Washington Public Power Supply System 79/12/31 
3pp 


H General correspondence 


8001030203 Comments on delay in reopening of licensing procedures for 
plant operation Delay resulting in inadequate power supply 
to customers 

MERRELL* 0 fl Public Utility District of Claik County 79/11/09 

2pp 


K Utility Final Safety Analysis Report (FSAR) ?< amends 


0001030203 Forma? da Amend 7 to FSAR Affidavit end 

RENBERGER, 0 L Washington Public Power Supply System 79/41/28 

2pp 


DOCKET 50-397 W»PS5 NUCLEAR PROJECT. UNIT 2 


A Applicatl on /construction stage documents ^ correspondence 


791 220056k Forwards XN-NF-103, 'Water Content of Solid Matl by 
El ec tr o 1 y s i s. ‘ procedure for fcestmq moisture of 
lou-hydraqen electrodes 

RENBERGER D L Washington Public Power Supply System 79/12/20 
2p P 

— 791228057 1 "Water Content of Solid Matl by Electrolysis," Revision 6 
to Procedure P69ZS1 for testing moisture of low-hydrogen 
elec trades 

* Shaklee Corp XN-NF-103 79/01/10 13pp 


8001110330 Summary of 79U14 meeting w/Mark II owners re discussion It 
identification of task programs prior to final documantat l nn 
of tasks in Mark II long-term program 

ANDERSON. C J Containment Systems Branch 79/12/20 4pp 


- -800 1020209 Amend 7 to FSAR 

* Washington Public Power Supply System 79/11/20 lOOOpp 


6001090317 Forwards Certificate of Svr for Amend 7 to FSAR 

RENBERCER, P L Washington Public Power Supply System 60/01/03 

□pp 


Q Inspection reports, IE Bulletins J, correspondence 


000 IGB0302 Forwards IE Circular 77-25, ‘Shock Arrestor Strut Assembly 
Interference " No written response required 

ENGELKEN, R H Region 5, San Francisco, Office of tho Director 

79/12/20 lp 


0001000103 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI I< Automatic Depressurization bys 11 No 
specific action or response requested 

ENGELKEN.fi H Region 5, San Francisco, Office of the Directs? 
79/12/21 lp 


0001250121 Sum-ary of meeting w/Mark II owners group in Bethesda.MD 
re status of several long-term program tasks in advance of 
final documentation Agenda, list of attendees b viewgraphs 
enc l 

ANDERSON, C J Containment Systems Dr inch 79/12/20 lODpp 


0001110030 Forwards IE Info Notice 79-3J, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

ENGELKEN.R H Region 5. Ban Francisco, Office of the Director 
79/12/26 lp 


8001100035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements will be 
implemented in licensing review & radiological effluent 
Tech Spec update No suppl t d license application required 
VARGA, S A Assistant Director for Light Mater Reactors 79/12/21 
ip 


— OGQ11B0061 Revision 1 to branch technical position on radiological 
environ monitoring 

# Radiological Assessment Branch 79/11/30 17pp 


8001040455 Notifies that GE will submit Vol It of rept on assessment of 
OWR mitigation capabilities re ATWS For current QWR product 
lines Rept contains sufficient info for NHC to proceed w/ 

ATWS rulemaking based on Alternate 3 of NUREQ-Q460 

RENOERGER. D L Washington Public Power Supply System 79/12/26 

2pp 


B001030564 Advises of intention to curtail preoperat tonal aquatic 
monitoring program Requests NRC comment by 800115 
RENBERCER, D L Washington Public Power Supply System 79/12/27 
lp 


0001100369 Notification of 800104 meeting w/utll in Bethesda.MD to 
discuss NRC views on inclusion of QC inspectors in union 
of craftsmen whose work is being inspected 

LYNCH II D Light Water Reactors Branch 4 00/01/03 2pp 


0001220524 Informs NRC of followup actions taken re TMI-2 Lessons 
Learned Task Force recommendations Util has joined GE owners 
group BWR action items will be implemented prior to receipt 
of OL %t changes to FSAR m accordance ui/review schedule 
RENBERGER. D L Washington Public Power Supply System 60/01/14 
4 Ipp 


8001080617 Forwards IE Info Notice 79-34, “Inadequate Design of bafutij- 
Re la ted Heat Exchangers 11 No action or response required 
ENGELKEN.R H Region 5, San Francisco, Office of the Director 
79/12/27 lp 


□00 ) 100106 Forwards IE Info Notice 79-37. “(racking in Low Pressure 
Turbine Discs " No response required 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
79/12/26 Ip 


0001 1 50047 Forwards IE Info Notice 79-36, “Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

ENGELKEN.R H Region 5, 0an Ft oncisco, Office of the Director 
79/12/31 Jp 


8001150264 Forwards IE Info Notice 79-33. "Control of Maint k Essential 
Equipment " No response required 

ENGELKEN.R H Region 5. San Francisco. Office of the Director 
79/12/31 lp 


0001150067 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

ENGELKEN.R H Region 5, San Francisco, Office of the Director 
00/01/04 lp 


0001290092 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
80/01/17 lp 

S Reportable occurrences, LERs it related correspondence 


B001040337 Part 21 Rept 79-159-000 on 790924, d e fee t ive crimps found on 
pins used in 72C insert for panel H12-PB53 Caused by mfg 
pHrsonnel error it crimping tool malfunction resulting From 
inadequate GA Utils to be advised of insp U repair program 
5HERW0OD. 0 G Sherwin-Williams Co 79/09/28 3pp, 


DOCKETED ITEMS 
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8001180246 Ack receipt of 791210 interim rept re corrective action 
program for resolution of pipe whip restraint documentation 
problems NRC will advise util of concurrence re resumption 
af work upon receipt A review of final rept 

EMOELKEN. R H Region 3, San Francisco. Office of the Director 

80/01/08 ip 


— 0001100232 Discusses corrective action program for resolution of pipe 
whip restraint documentation problems Detailed action plans 
are being developed 6 will be available for NRC review 
RENDERGER.D L Washington Public Power Supply System 79/12/10 

Spp 


0001240313 Ack receipt Df 791210 interim deficiency rept re stop work, 
repairs It attachments to sacrificial shield wall 
EWGELKEN, R H Region 3. San Francisco. Office of thi? Director 

80/01/09 ip 


- -BOO 1 240352 Forwards closure program for outstanding concerns re 
const of sacrificial shield wall Reviews have considered 
void ind l cat ions, void locati on. r epa ir h tasting it design 
of repair for fabrication of plug welds 

RENDERGER.D L Washington Public Power Supply System 79/12/10 
I4pp 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 1 


A Applieation/construc tion stage documents & correspondence 


0001030592 Discusses placing op fill matls Por main d am. aux 1 1 iary dam ?< 
separating dike Impervious core matl removed from auxiliary 
dam (t separating dike prior to Apr 1979 Dam t dike being 
constructed per Ebasco Svcs Bpoc CAR -SH-CH-4 
MCDUFFIE. M A Carolina Power A Light Co 79/12/26 ip 


6001160141 Notification of 800UO meeting w/util in Dcthesda.MD to 
discuss tendering of util OL application 

MINER. S Light Water Reactors Qranch 3 79/12/31 3pp 


000 1 100421 Advises that. of f ec ti ve 791031, WCAP 8379. Revi s * on 9A re GA 
plan will be implemented 

MCDUFFIE. M A Carolina Power A Light Co BO/Oi/04 Ipp 


□001100473 Clarifies 791226 ltr re removal op impervious core matl 
located at auxiliary dam A separating dike Remaining 
impervious matl located at auxiliary dam between stations 
29+73 it 32+65 wi U be removed in Spring 1978 
MCDUFFIE, M A Caroline Power t Light Co 00/01/04 ip 


Q03128Q048 Summary of BOoilO meeting w/util re tendering of OL 
application for facility 

PAftR.O D Light Water Reactors Dranch 3 0O/QI/I6 ypp 


Q001280316 Submits revision to Paragraph 4 4 of Technical Procedure 
TP-02 re placement of Class I piping A dust banks in 
previously placed backfill Addl tests needed for areas where 
depth of fill under pipes is greater than 10 Ft r 
MCDUFFIE. M A Carolina Power V. Light Co BO/Ot/21 3 p p 


G Adjudicatory correspondence 


8001080204 Order directing NRC to file supplemental memorandum re 
Significance of phrase "nr in which Commission finds that 
hearing is required in public interest. 11 10CFR3 104(a) 

Should be submitted by 600115 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 79/12/27 


0OO11OOI64 Order advising of ASLB intention to furnish addl statement 
in response to ASLAD 791212 memorandum Directs NRC to file 
supplemental memorandum 10 days after issuance of ASLH 
statement 

TOMPKINS, 0 A Atomic Safety and Licensing Appeal Panel 0O/QJ/O3 

2pp 


BOO l 260010 Memorandum discussing NRC request for exceptions to ASLB 
790713 supplemental intlal decision Absent any regulation 
denying A8L0 jurisdiction to order relief for protection of 
health U safety, ASLO has authority tg imply OL hearing 
SMITH, I W Atomic Safety end Licensing Board Panel v 80/01/14 

2.0p p 


8001240536 Order directing NRC not bo limit responses to specific 
questions contained in AfiLAQ 791227 order NRC supplemental 
memorandum in response to A8LAB 791227 order may address 
points made in ASLB 800114 memorandum 

BISHOP, c J Atomic Safety and Licensing Appeal Panel BO/Ol/15 
IP 


0001280455 Bri ef /supp lemental mcmaiandom in support of exceptions to 
ABLB 790713 initial decision ordering CP amend to require 
hearing upon OL application ASLB possesses no authority to 
order hear ing, under 10CFR2 I04<a> W/Cer tl f i cate of Svr 
REIS.E J Hearing Branch 3 OO/Oi/23 ?Opp 


G Inspection reports. IE Bulletins A correspondence 


9001070102 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI t< Automatic Depressur i xdt ion Sys 11 No 
specific action or response requested 

Q'RElLLY.J P Region 2. Atlanta. Office of the Director 

79/12/21 lp 


8001240115 Forwards IE Info Notice /9-33, "Improper Closure of Primary 
Containment Equipment Access Hatches 11 No action or response 
required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/12/21 2pp 


BOO 1240467 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


8001250044 Forwards IE Info Notice 79-37. "Cracking in Law Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/12/28 2pp 


8001160235 Forwards IE Info Notice /9-35, "Control of Maint A Essential 
Equipment " No action or response required 
□ 'REILLY, J P Region 2. Atlanta. Office of the Director 
79/12/31, ip 


□001240031 Forwards IL Info Notice /9-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action ar 
response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/31 Spp 


8001290237 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or leaponse required 

O'REILLY, J P Region rf, Atlanta, Uffice of the Director 
80/01/04 2pp 


G001 250579 Ack receipt of IE Insp Rcpts 50-400/79-25,50-401/79-23. 
50-402/79-24 A 30-403/79-24 on 791212-14 No piopriotary 
info 

HQ WE. P W Carolina Power •« Light Co 80/01/10 Ip 


—6001250502 Forwards JE Insp Repts 50-400/79-25.50-401/79-25. 
50-402/79-24 6 50-403/79-24 on 791212-14 No noncompliance 
noted 

DRYANT.J C Region 2, Atlanta, Reactor Construction It 

Engineering Support Dranch 00/01/04 Ppp 


—6001250506 IE Insp Repts 50-400/79-25, 50-401/79-25. 50-402/79-24 h 
50-403/79-24 on 791212-14 No noncomp l lane e noted Major areas 
Inspected lakes, dams A canal quality fee ord s, s true tura 1 
concrete GA/GL controls 3 work activities 
LENAWAN. J J Region 2. Atlanta. Office of the Director 

CQNLDN, T 6 Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch 00/01/03 bpp 


R Periodic operating reports A related correspondence 


0001290346 Submits seismic monitoring program fourth quarterly rept 
covering Dc t-Dec 1979 

MCDUFFIE. M A Carolina Powei It Light Co 80/01/23 2pp 


S Reportable occurrences, LERs A related correspond one e 


0001030632 Submits interim deficiency rept on omission of rebar In 
reactor auxiliary bldg Corrective action wl 1 be completed by 
600301. at which time final rept will be submitted 
CHIANGl.N J Carolina Power it Light Co 79/12/03 2pp 


8001U0634 PT21 rept on 791126, identi fi ed defective welds on nine 
Seismic Class 1 hangers All corrective action estimated for 
completion by 800131, when final rept will be submitted 
CHIANGl.N J Carolina Power ft Light Co 79/12/19 2pp 
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DOCKETED ITEMS 


DOCKET 50-10! S HIE ARON KARRIS NUCLEAR POWER PLANT i UNIT 3 


A App 1 i c at ian / c ans true t J on itage docunentt ?« correspondence 


0001030993 Discusses placing of fill matls for main <J am. au x i 1 iary dan ?< 
separating dike Impervious tore matl removed Prom auxiliary 
dam ?< separating dike prior to Apr 1979 Dam k dike being 
constructed per Ebasco Svcs Spec CAR-SK-CH-4 
MCDUFFIE- M A Carolina Power 6 Light Co 79/12/26 Ip 


B001160L41 Notification of BQ011O meeting u/utll in Bethesda.MB to 
discuss tendering- of util OL application 

MINER. S Light Water Reactors Branch 3 79/J2/3I 3pp 


0001100421 Advises that- effective 79|Q3l,UCAP 0379. Revi si on 9A re GA 
plan ui 11 be implemented 

MCDUFFIE- M A Carolina Power 1 Light Co BD/Ol/04 ipp 


BOO I 1 00475 Clarifies 791224 Itr t* removal of impervious core mat! 
located at auxiliary dam & separating dike Remaining 
impervious mat! located at auxiliary dam between stations 
29+75 & 32+65 will be removed in Spring 1970 
MCDUFFIE, M A Carolina Power t, Light Co SO/01/04 lp 


0OO128QO4S Summary of B001 10 meeting w/util re tendering of -OL 
application far facility 

PARR, 0 D Light Water Reactors Branch 3 80/01716 Spp 


30D126D3J6 Submits revision to Paragraph A 4 of lethnical Procedure 
TP-02 re placement of Class I piping 6 dust banks in 
previously placed backfill Add! tests needed far areas where 
depth of fill under pipes is greater than 10 ft 
MCDUFFIE. M A Carolina Power I< Light Co 8U/01/21 3pp 


G Adjudicatory c orresp ondenc d 


6001000204 Order directing NRC to file supplemental memorandum re 
significance of phrase "or in which Commission finds that 
hearing is required in public interest." 10CFR2 104Ca> 

Should he submitted by BOOH 5 

BISHDF.C J Atomic Safety and Licensing Appeal Panel 79/12/27 

2pp 


6001100104 Order advising of ASLB intention to furnish oddl statement 
In response to ASLAB 791252 memorandum Directs NRC to file 
supplemental memorandum 10 days after issuance af ASLD 
s tatement 

TOMPKINS,, B A Atomic Safety arid Licensing Appeal Panel 80/01/03 

2pp 


B0012BQ01B Memorandum discussing NRC request for exceptions to ASLO 
790713 supplemental Intial decision Absent any regulation 
denying ASLD jurisdiction to order relief for protection of 
health Ei safety. ASLD has authority to Imply OL hearing 
SMITH,! W Atomic Safety and (Licensing Board panel 80/01/14 

20pp 


8001240536 Older directing NRC not to limit responses to specific 
questions contained in ASLAB 7912 27 order NRC « upp 1 erne n ta 1 
memorandum in response to ASLAO 791227 order may address 
points made in ASLD 000114 memorandum 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 00/01/13 
»P 


0001380435 Brie f/stippl emental memorandum in support of exceptions to 
ASLB 790713 initial -decision ordering CP amend to require 
hearing upon GL application ASLB possesses no authority to 
order hearing- under 10CFR2 lC4faD W/Cer t i f i ca to of 9vc 
REIS. E J Hearing Branch 3 00/01/23 20?p 


G Inspection reports. IF Bulletins 6 correspondence 


BO01Q7OIB2 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCJ & Automatic De p resiur 1 rati on Bye " No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/ 12/21 ip 


0001240115 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

0 'REILLY* J P Region 2, Atlanta, Office of the pirector 
79/12/21 2pp 


BOO 124 0467 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers ” No net Jon or response required 
O'REILLYrU P Region 2- Atlanta, Office of the Director 

79/12/27 2pp 


8001250044 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 3- Atlanta. Office of the Director 

79/12/2B 2pp 


8001160235 Forwards IE Info Notice 79-35. "Control of Mainfc &. Essenti 
Equipment " No action or response required *1 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 Jp 


8001240031 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY/J P Region 2, Atlanta- Office of the Director 

79/12/31 2pp 


8001290257 Forwards IE Inf-o Notice 00-01- "Fuel Handling Events " No 
specific action or response required 

O'REILLY, J P Region 2, Atlanta- Office of the Director 

□0/01/04 2pp 


B001 250579 Ac k receipt of IE Insp Repta 50-400/79-25,50-401/79-35. 
50-402/79-24 & 30-403/79-24 on 791212-14 No proprietary 
i nfo 

HOWE. P W Carolina Power *• Light Co 00/01/10 Ip 


--0001250592 Forwards IE Insp Ropts 50-400/79-25,50-401/79-25. 
SQ-402/79-24 h 50-403/79-24 on 791212-14 No none omp 1 lane e 
noted * 

DRYANT.J C Region 2, Atlanta- Reactor Construction 8, 

Engineering Support Branch B0/01/04 Ppp 


--0001230586 IE Insp Repts 50-400//9-25, 50-401/79-25, 50-402/79-24 & 
50-403/79-24 on 791212-14 No none omp 1 1 anc e noted Major areas 
inspected lakes, dams A canal quality r ec or d s, s t r uc t ural 
concrete OA/QC controls +< work activities 

LENAHAN, J J Region 2. Atlanta, Office of the Director 

CONLON. T E Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch 00/01/03 3pp 


f! Periodic operating reports It related correspondence 


8001290346 Submits seismic monitoring program fourth quarterly rep-t 
covering Oct-Dec 1979 

MCDUFFIE. M A Carolina Power f< Light Co B0/01/23 2pp 


DOCKET 30-402 SHEAflON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A App 1 icat Un/construc tlon stage documents 6 correspondence 


B001030592 Discusses placing of fill matls for main dam, aux 1 1 1 ary dam 
separating dike Impervious core matl removed from auxiliary 
dam L separating dike prior to Apr 1979 Dam >< diko being 
constructed per Ebasco 3vc& Spec CAR-SH-CH'4 
MCDUFFIE, M A Carolina Power 6 Light Co 79/12/26 ip 


0001160141 Notification of BOOIIO meeting w/util in Dethesrfa.MD to 
discuss tendering of util DL application 

MINER, S Light Water Reactors Branch 3 79/12/31 3pp 


B 0 Q 1 JO 0421 Advises t ha t* 0 f f ec fc i ve 791031, WCAP 8379, Rev 1 s I on 9A re OA 
plan will be implemented 

MCDUFFIE, M A Carolina Power h Light Co 00/01/04 Ipp 


0001)00475 Clarifies 791226 ltr re removal of impervious core mat! 
located at auxiliary dan 6 separating dike Remaining 
impervious matl located at auxiliary dam between stations 
29+75 4« 32+65 will he removed in Spring 1970 
MCDUFFIE, M A Carolina Power t< Light Co 00/01/04 lp 


60012B0048 Summary of 800110 meeting w/util re tendering of OL 
application for facility 

PAHR-D D Light Water Reactors Branch 3 80/01/16 5p.p 


0001200316 Submits revision to Paragraph 4 4 of Technical Procedure 
TP-02 re placement of Class I piping & dust bank9 in 
previously placed backfill Addl tests needed for areas where 
depth of fill under pipes is greater than 10 ft 
MCDUFFIE, M A Carolina Power 6 Light Co 80/01/21 3pp 


0 Adjudicatory correspondence 


80010B0284 Order directing NRC to file supplemental memorandum re 
significance of phrase "or in which Commission finds that 
hearing is required m public interest," 10CFR2 104(a) 

Should be submitted by 800115 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 79/12/27 

2pp 
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0001100184 OrdfT advising of ASLB intention to furnish adtjl statement 
in response to ASLAB 791212 memorandum Directs NRC to file 
supplemental memorandum 10 days after issuance of ASLB 
s ta tamen t 

TOMPKINS. B A Atomic Safety and Licensing Appeal Panel 80/01/03 

2pp 


R Periodic operating reports t> related cortespandence 


8001290346 Submits seismic monitoring program fourth quarterly rept 
covering Oct-Dec 1979 

MCOUFFIE, M A Carolina F'auor t Light Ca BO/0L/23 Jpp 


Q0012Q0018 Memorandum discussing NRC request for exceptions to ASLU 
79Q713 supplemental xntial decision Absent any regulation 
denying ASLD jurisdiction to order relief for protection of 
health 8, safety. ASLB has authority to imply OL hearing 
SMITH. I W Atomic Safety and Licensing Board Panel 00/01/14 

20pp 


8001240536 Order directing NRC not to limit responses to specific 
questions contained in A5LAB 791227 order NRC supplemental 
memorandum in response to ASLAB 791227 order may address 
points made in AS1.B 800114 memorandum 

SI5HCP.C J Atomic Safety and Licensing Appeal Panel BO/Ol/15 

lp 


8Q012G0455 Br i ef /supp 1 omental memorandum in support of exceptions to 
ASLB 790713 initial decision ordering CP amend to require 
hearing upon OL application ASLB possesses no authority to 
order hear i ng, under 10CFR2 104(a) W/Cert i f icate of Svc 
REI8.E J Hearing Branch 3 00/01/23 20pp 


DQCKE [ 3-0-403 SHEARQN HARRIS NUCl EAR POWER PLANT, UNIT *4 


A App 1 i catlon/c on s tr-ucti on stage documents fc c orre sp ondenc e 


8001030592 Discusser placing of fill matls for main dam, aui i 1 1 a r y dam << 
separating dike Impervious core matl removed from auxiliary 
dam l> separating dike prior to Apr 1979 Dam K dike being 
constructed per Chases Svcs Spec < AR -SH-CH-4 
MCDUFFIE. N A Caiolina Power & Light Co 79/12/26 Ip 


0001160141 Notification of QOOilO meeting u'uti) in Bcthesda.MD to 
discuss tendering of util OL application 

MINER. S Light Water Reactors Branch 1 79/12/31 3pp 


8001 10042 1 Advises t h a t . ef f ec 1 1 v e 791031, WCAP 0379, Revi a i on 9A re OA 
plan mi 1 1 be implemented 

MCDUFFIE, M A Carolina Power I, Light Co BO/Ql/04 1 p p 


Q Inspection reports, IE Bulletins & correspondence 


G001070182 Forwards IE Info Notice 79-32* "Separation of Electrical 
Cables for HPC I & Automatic Depregsur i ;ati on Sys " No 
specific action or response requested 

O 'REILLY* J P Region 2, Atlanta, Office of the Director 
79/12/21 lp 


6001240115 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or re-spnnae 
required 

O'REILLY, J F Region 2. Atlanta, Office of the Director 

79/12/21 2pp 


0001240467 Forwaids IE Info Notice 79-34, "Inadequate Design of Safety 
Related Hoa t Exchangers “ No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


G0D1100475 Clarifies. 791226 Itr re removal of impervious core matl 
located at au<i 1 isnj dam •, separating dike Remaining 
impervious matl located at auxiliary dam between stations 
29-»75 U 32+65 will be removed in Sprung 197B 
MCDUFFIE, M A Carol ina Power ®, light Co 00/01/04 Ip 


6001200048 Summary of QOOilO meeting w/util re tendering of OL 
application for facility 

PARR, Q D Light Wator Reactors Branch J 90/01/16 5pp 


8001290-316 Submits revision to Paragraph 4 4 of Technical Procedure 
TP '02 re placement or Class I piping 6 dust banks in 
previously placed backfill Addl tosts needed for areas where 
depth of fill under pipes is greater than 10 ft 
MCDUFFIE., M A Carolina Power ”, Light Co BO/Ol/21 3pp 


0 Adjudicatory c arr o spend enc o 


8001290044 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbina Discs “ No response required 

O'REILLY, J p Region 2, Atlanta, Office of the Director 
79/12/20 2pp 


8O01OBO284 Order directing NRL to file supplemental mumoraflO um re 
significance of phrase "or in which Commission finds that 
hearing is required in public interest, “ 10CFH2 104(a) 

Shnuld be submitted by 800115 

BISH0P*C J Atomic 5afety and Licensing Appeal Panel 79/12/27 

2pp 


3001160235 Forwards IE Info Notice 79-35, "Control of Maint & Essential 
Equipment " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office qf the Director 
79/12/31 lp 


0001240031 Forwards IE Jnfo Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J p Region 2, Atlanta, Office of the Director 
79/ i 2/3 1 2pp 


8001290257 Forwards IE Info Notice BO-01, "Fuel Handling Events " No 
specific action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
00/01/04 2pp 


0001250579 Ack rereipt of IE Insp Repts 50-400/79-25,50-401/79-25. 
50-402/79-24 It 50-403/79-24 on 791212-14 Nn proprietary 
i nf o 

M3WE, P U Carolina Power ** Light Co 80/01/10 lp 


6001 i OD 184 Order advising of ASLB intention to furnish addl statement 
in response ta ASLAB 791212 memorandum Directs NRC to file 
supplemental memorandum 10 days after issuance of ASLB 
statement 

TQMPktlNS. 0 A Atomic Safety and Licensing Appeal Panel 90/01/03 

2pp 


6001280018 Memorandum discussing NRC request for exceptions to ASLB 
790713 supplement*] intial decision Absent any regulation 
denying ASLB jurisdiction to order relief for protection of 
health ?, safety, ASLB has authority to imply OL hearing 
SMITH, I U Atomic Safety and Licensing Board Panel B0/0!/i4 
ZOpp 


8001240536 Order directing NRC not to limit responses to specific 
questions contained in ASLAB 791227 order NRC supplemental 
memorandum in response to ASLAB 791227 order may address 
points made in ALLB 000114 memorandum 

DISHOFiC J Atomic Safety and Licensing Appeal Panel 80/01/15 

lp 


--6001250582 Forwards IE Insp Repts 50-400/79-25,50-401/79-25* 
30-402/79-24 fc 30-403/79-24 on 791212-14 No noncomp 1 lance 
noted 

BRYANT. J C Region 2* Atlanta, Reactor Construction 8* 

Engineoripg Support Branch 9Q/01/04 2pp 


- -000 1 350506 IE Insp Repts 50-400/79-23,50-401/79-35.30-402/79-24 U 
50 -403/7 9-24 on 791212-14 No noncompliance noted Major aroas 
inspected takes* dams U canal quality records, itructural 
concrete GA/GC controls uiot|< activities 
LENAHAN, J J Region 2* Atlanta, Office oP the Director 

CONLON, T E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 80/01/03 5pp 


B0012B04D5 Or i e f /su p p 1 ementa 1 memorandum in support of exceptions to 
ASLB 790713 initial decision ordering CP amend to require 
hearing upon OL application ASLB possesses no authority to 
order hearing, und er 10CFR2 104(a) W/Cer t i f lea tu of Svc 
REIS. E J Hearing Branch 3 B0/01/23 20pp 


Q Inspection reports* IE Bulletins k correap end one n 


8001070102 Forwaids IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI It Automatic Depr essur i lotion Sys " No 
specific action or response requested 

O'REILLY, J F 5 Region 2. Atlanta, Office of the Director 

79/12/21 lp 
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9002 2401 15 Forwards IE Info Notice 79-33, ''Improper Closure of Primary 
Containment Equipment Access Hatches r “ Mo action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


900424046.7 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchanger* " No action or response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/12/27 2pp 


0001 250044 Forwards IE Info Notice 79-37, "Cracking In Low Pressure 
Turbine Discs " No response required 

0 'REILLY., J P Region 2, Atlanta. Office of the Director 
79/12/2B 2pp 


8001160235 Forwards IE Info Notice 79-35, "Control of Maint fc Essential 
Equipment " No action or response required 
O'REILLY. J P Region 3. Atlanta. Office of the Director 
79/12/31 ip 


3001240031 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'nEILLYjJ P Region 2, Atlanta, Office of the Director 

79/12/31 2pp 


BOO 129025 7 Forwards IE Info Notice BO-Ol. "Fuel Handling Events " Ho 
specific action or response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
80/01/04 2pp 


800 1250379 Ac k receipt of IE Jnsp Repts 30-400/79-29,50-401/79-25, 
50-402/79-24 * 50-403/79-24 on 791212-14 No proprietary 
info 

HOWE - P U Carolina Power U Light Co 30/01/10 Ip 


—8001250582 Forwards IE Insp Repts 30-400/79-25,50-401/79-25, 
50-402/79-24 b 50-403/79-24 on 791212-14 No noncomp Dance 
noted 

BRYANT, J C Region 2, Atlanta, Reactor Construction &c 

Engineering Support Branch BO/Ol/04 2pp 


— 0001250306 IE Insp Repts 50-400/79-25, 30-401/79-25, 50-402/79-24 b 
50-403/79-24 on 791212-14 No noncomp 1 i anc e noted Major area® 
inspected lakes, dam* N canal quality records , s true tural 
concrete GA/QC controls f< work activities 

LEHAHAN, J J Region 2. Atlanta, Office of the Director 

00/01/03 Spp 


R Periodic operating reports b related correspondence 


BOO 1290346 Submits seismic monitoring program fourth quarterly ropt 
covering Cct-Dec 1979 

MCDUFFIE. M A Carolina Fewer b Light Co 30/01/23 2pp 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A App 1 ic-atinn/c pnstruc tion stage documents & correspondence 


0001 150200 Responds tfl draft NUREO-063O Application of NUREQ-Q630 will 
result In peak clad temp* in excess of criteria delineated 
in 10CFR30 46 Affidavit end 

STALL IN OS, C M Virginia Electric b Power Co 00/01/11 3p p 


H General correspondence 


6001290594 Endorses & supports comments made In NRC 791116 1 tr re 
importance of high, quality mgt performance far utils w/power 
Teactpr DL Uniformity in regulatory performance should be 
pursued 

RAO ONE, S Virginia Electric t< Power Co 79/12/03 Ip 


80010BQ537 Suggests that correspondence be sent directly to station 
manager* at plants to facilitate timely response to 
concerns Provides names |< addresses of appropriate 
personnel 

PROFFITT, U L Virginia Electric tr Power Co BO/01 /04 Ip 


&001290515 Forwards organiiati on chart effective 000201, reflecting 
assignment of OH Ferguson as Executive Vice President - 
Power responsible for exectiv* mgt of operations, 
engineering & const 

BAUM.E A Virginia Electric S< Power Co B0/01/24 Ip 


--*0001390521 Organization chart reflecting assignment of JH Forgirson as 
Executive Vice President - Power, respans 1 b 1 e for executive 
mgt of operations, eng moer ing & const 
# Virginia Electric ft Power Co 80/02/01 lp 


J Insurance b indemnity information 


6001 160363 Forwards Endorsements 55 b 26 to NELlA Policies NF-1B6 b 
NF-240, respectively 

ANDREWS, C L Marsh *. McLennan, Inc , M b M Nuclear Consultants. Inc 
Div BO/Ol/l I 3pp 


8001220476 Forwards Endorsement 4 to NELIA Excess Binder ED-63 b 
Endorsement 3 to NELIA Excess flinders ED-27 it EB-2B 
ANDREWS, C L Marsh b McLennan, Inc , M A M Nuclear Consultants, Inc 
Div BO/Ol/17 4pp 


Q Inspection reports, IE Bulletins b correspondence 


BOO 1070242 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI I, Automatic Depressuri lotion Sys " No 
specific action or response requested 

Q 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


8001240143 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action pr response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 Spp 


8001240494 Forwards IE Info Notice 79-34. "Inadequate Design of Safety - 
Related Heat Exchanger? " No action or response required 
O'REILLY, J P Region 2, Atlanta/ Office of thB Director 

79/12/27 2pp 


0001250)41 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/20 2PP 


8001160348 Forward? IE Info Notice 79-35, "Control of Maint 8. Essential 
Equipment ,a No action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 lp 


Q0012400B4 Forward* IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 3pp 


0001290315 Forwards IE Info Notice BD-01, "Fuel Handling Events " No 
specific action or response required 

D 'REILLY, J P Region 2. Atlanta, Office of the Director 

BO/01/04 lp 


8001160450 Responds to IE Bulletin 79-28, "Possible Malfunction of 
NAMCO Model EA1B0 Limit Switches at Elevated Temps “ 

Bulletin review has been suspended while util performs 
feasibility study 

DROWN, S C Virginia Electric b Power Co 00/01/11 lp 


B001230209 Responds to NftC 791204 ltr re mgt S< program appraisal mops 
Program appraisal function excellent idea Mgt appraissal 
program requires objectivity to be meaningful L beneficial 
for improved operations 

RAG ONE, S Virginia Electric *< Power Co B0/0I/1B lp 


S Reportable occurrences, LERs & related correspondence 


6001030722 Submits addl info re 791207 rept of nuncons erva t t ve 
calculation of seismic response spectra Analysis of 
switchover to new computer code revealed error calculating 
inertial forces Caused by 0614 error Mod underway 
BROWN, S C Virginia Electric b Power Co 79/12/12 3pp 


8001090446 Final deficiency rept re overstres* condition of lowest of 
three cooler supports Caused by design of letdown cooler 
platform A- supports Util Studying feasibility Of utilizing 
equipment 6 structures In design b const of coal units 
DROWN, S C Virginia Electric b Powbt Co 30/01/04 3pp 


0001230127 Final deficiency rapt re significant OC program breakdown re 
Forney compression testing machine calibr verification 
Machine has not been calibr in 0-25,000 lb range Compression 
testing machine w/6, 000-60, 000 lb range to be installed 
BROWN, B C Virginia Electric b Power Co BO/Ot/17 4pp 
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U Cangroe* i onal/Executive Correspondence 


BQQI130210 Responds to 790927 Itr tc FC Branchini concern over facility 
geologic fault seismic design fc svc mater pumphouse 
settlement Analysis procedures for sel-smic design meet NRC 
requirements Fault through plant site is not capable 
OQQSICK. l V Office of th«* Executive Director for Operations 
79/H/03 gpp 


— BO0ii3OSi7 ParutJT ds F( Brenchim 790913 Itr concerning facility 
geologic f aul t. so ismic design svc water pumphouse settlement 
& effect of serious accident on At 1 i ng ton* VA residents 
Requests comments 

WARNER, j W Senate 79/09/27 2pp 


DOCKET 50-A05 NORTH ANNA POWER STATION, UNIT 4 


A App 1 1 cat i on/consfcruc t ion stage documents !< correspondence 


BOOU5030O Responds to draft NUnEQ-0630 Application of NUREG-0630 will 
result in peak clad temps in excess of criteria delineated 
in 10CFR5O 46 Affidavit end 

STALLINGS, C M Virginia EloctiU fc Power Co B0/01/11 3pp 


II General correspondence 


0OO129OS94 Endorses fc supports comments made in NRC 791116 Itr re 
importance of high quality mg t performance for utils u/pomar 
reactor DL Uniformity in regulatory performanca should be 
pursued 

RAGQNE, S Virginia Electx ic fc Power Co 79/12/03 ip 


0001000537 Suggests that correspondence be sent directly to station 
managers at plants to facilitate timely response to 
concerns Provides names fc addresses of appropriate 
p ijr son no l 

PROFFITT. U L Virginia Electric fc Power Co 80/01/04 lp 


0001290S 1 9 Forwards organization chart effective BQ02Q1 * re f 1 ec t i ng 
assignment of JR Ferguson as Executive Vico President - 
Power responsible for executive mgt of operations, 
engineering fc const 

DAUM.C A Virginia Electric fc Power Co QO/Qt/24 lp 


—BOOlStVOSPl Organization chart reflecting assignment of JH Ferguson as 
Executive Vice President - Power. rosponsib 1 o for executive 
mgt of op ora t i ons, eng i n« or 1 ng fc const 
* Virginia Electric fc Power Co 00/02/01 lp 


J Insurance fc indemnity Information 


0001160363 Forwards Endorsements 95 fc 26 to NELIA Policies NF-186 & 
NF-2RO, respectively 

ANDREWS, C L Marsh t McLennan, Inc . M fc N Nuclear Consul tan ts, Inc 
Div BO/Ol/lI 3pp 


0001220476 Forwards Endorsement 4 to NELIA Excess Hinder EB-63 6 
Endorsemont 3 to NELIA Excess Binders ED-27 fc ED-29 
ANDREWS, C L Marsh fc McLennan, Inc , H l H Nuclear Consul tants, Inc 
Div 00/01/17 4pp 


Cl Inspection reports. IE Bulletins fc correspondence 


800107 0242 Forwards IE Info' Notice 79-32, ‘’Separation of Electrical 
Cables for HPCi fc Automatic Depressur i zation 9ys n No 
specific action or response requested 

O'REILLY. 0 P Region 2, Atlanta. Office of the Director 
79/12/21 2pp 


0001240143 Forwards IE Info Notice 79-33. “Improper Closure of Primary 
Containment Equipment Access Hatches ” No action or response 
required 

O'REILLY, V P Region 2, Atlanta, Office of the Director 
79/ 1 S/Si Spp 


0001240494 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers “ No action or response required 
O'REJLLYiJ P Region 2, Atlanta, Office of the Director 
79/12/27 2p p 


9001250 141 forwards IE Info Notice 79-37, “Cracking in Low Pressure 
Turbina Discs “ No response required 

O'REILLYS P Region 2. Atlanta, Office of the Ditector 

79/ta/aa epp 


BOO! 160348 Forwords IE Info Notice 79-35, "Control of Maint 6 Essential 
Equipment 11 No action or response required 
O'REILLV.J P Region 2* Atlanta, Office of the Director 
79/12/31 Ip 


BQQ1240QB4 Forwards IE Info Notice 79-36. “Computer Cod* Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/12/31 ?pp 


8001290315 Forwards IE Info Notice BO-Ol, "Fuel Handling Events " No 
specific action or response required 

D'REILLY.J P Region 2. Atlanta, Office of the Director 
80/01/04 lp 


BQ0116045B Responds to IE Qulletin 79-28, "Possible Malfunction of 
NAMCO Model EM BO Limit Switches at Elevated Temps “ 

Qulletin review has been suspended while util performs 
feasibility study 

DROWN, 3 C Virginia Electric fc Power Co 00/01/11 ip 


6001230209 Responds to NRC 791204 Itr re mgt fc program appraisal u>sps 
Program appraisal function excellent Idea Mgt appraissal 
program requires objectivity to be meaningful fc beneficial 
far improved operations 

RAQONE, S Virginia Electric 6 Power Co B0/01/1B lp 


S Reportable occurrences, LERs & related correspondence 


0001030722 Submits addl info re 791207 rept of none onservati ve 
calculation of seismic response spectra Analysis of 
switchover to new computer code revealed error calculating 
inertial forces Caused by BfcW error Mod underway 
DROWN, S C Virginia Electric fc Power Co 79/12/12 3pp 


8001090446 Final deficiency rept re overstress condition of lowest of 
three cooler supports Caused by design of letdown cooler 
platform A supports <Jt 1 1 studying feasibility of utiliitng 
equipment fc structures in design A const of coal units 
DROWN, S C Virginia Electric fc Power Co BO/01/04 3pp 


8001230127 Final deficiency rept re significant QC program breakdown re 
Forney compression testing machine calibr verification 
Machine has not been calibr in 0-25,000 lb range Compression 
testing machine w/6. 000-60, 000 lb range to be installed 
DROWN, S C Virginia Electric 6 Power Co BO/Ot/17 4pp 


V Congressional/Eiecutive Correspondence 


BQ0113Q210 Responds to 790927 Itr to Fc Dranchlni concern over facility 
geologic fault seismic design fc svc water pumphouse 
settlement Analysis procedures for seismic design meet NRC 
requirements Fault through plant site is not capable 
GBSSICK,L V Office of the Executive Director for Operations 
79/11/02 2pp 


— 8001 130217 Forwards FC Branthini 790913 Itr concerning facility 
geologic f aul t. seismic design svc water pumphouse settlement 
!< effect of serious accident on Arlington, VA residents 
Requests comments 

WARNER, JN Senate 79/09/27 2pp 


DOCKET 50-409 LA CROSSE DQIL1NQ WATER REACTOR 


F Security, medical, emergency fc fire protection plans 


Bool 1 40054 Requests estimates re evacuation of areas around nuclear 
power reactors Format for reporting evacuation time 
estimates end 

GRIMES* D K Assistant Director for Engineering fc Projects 
79/11/29 4pp 


0001220459 Forwards duplicate copy of revised emergency plan, in reponse 
to NRC 791010 request 

LINDER, F Dairyland Power Cooperative BO/Ql/16 lp 

B0012B0208 Forwards implementation status of modified amended security 
plan Enel withheld Iref 10CFR2 790) 

LINDER, F Dairyland Power Cooperative 80/01/16 2pp 


8001220439 Forward* "Analysis of Ability of LACBUft to Achieve Cold 
Shutdown in Event of Fire," fc Nuclear Energy Svc, Inc 
supplemental info re shutdown condenser capacity fc M8IV 
c iosure 

LINDER, F Dairyland Power Cooperative 00/01/17 lp 
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— GOO] 230443 
Event of 
KENTER. t 


"Andy 5 i •» 
Fire " 

Nuc l e .i r 


o f Ability of LACBWR 
Energy Service, Inc 


to Ac h.1 evo 
79/ l i /OG 


Cold Shutdown in 
1 iOp p 


0 Adjudicator*; correspondence 


0001070362 Advises that Bulletin l» Orders Tank Force has approved email 
break LDCA guidelines for operating plants Provides schedule 
of utils to be audited to assure successful Incorporation of 
revised procedures Audit plan end 

EISENHUT, D G Division of Operating Reactors 79/12/17 12pp 


BOO 1310153 Forwards show csusb order re util 791105,1206 ** 20 
commitments to Lessons teamed Task Force Category A 
requirements by Q00131 Requests description of methods used 
for a l read y- 1 mp 1 oner t ed requirements 

DENTON, H R Office of Nuclear Reactor Regulation SO/01/O2 2pp 


0001090403 Submits adrfl info for NRC generic rept re small break 
analysis, per 790717 request Includes qualitative description 
of expected ays behavior for range of postulated small-break 
LOCAs 

LINDER, F Dairy land Power Cooperative 79/12/20 34pp 


-"0001310161 Order to show cause re implementation of Lemons Learned 
Task Force Category A requirements by B0Q131 Item 21 7 a is 
exempted Implementation is necessary to public health 6 
safety 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


0001210078 Forwards tabulation of status fc ca teg ar i r<a t i an of SEP 
topics Tabulation provides generalized assessment of 
expected involvement of licensee 

VOLLHERi R H Systematic Evaluation Program Branch 79/12/21 

5pp 


6001170579 Initial decision granting summary disposition of Coulee 
Region Fnergy Coalition contentions i. authonnng Director 
of Nuclear Reactor Regulation to n,iko findings per NRC 
regulations £ issue license amend re spent fuel storage 
ANDERSON. G C Atomic Safety and Licensing Board Panel 00/01/10 
1 16pp 


B001220556 Orders insertion of end Pages 71 -76 which were omitted from 
ASLB BOO l 1 o initial decision 

BECHNDEFER. C Atomic Safety and Licensing Board Pane) 00/01/10 
?Pi> 


0001170093 Forwards notification ot EJQQI10 cancellation of 0001 1 1 
wee ting 

NO0DHEAD, C P Nearing Branch 3 QO/Ql/il }p 


— 8001170099 Notification of cancellation of BQOlil meeting w/u til to 
discuss phase-out of LACBWR fi related concerns 
SHEA, J J Operating Reactors Branch 2 79/12/26 Ip 


9001220250 Notification of 0001 1 i meeting w/util in Bethesda'MD to 
discuss reduction of projected lifetime 

SHEA. J J Operating Reactors Branch 2 79/12/26 lp 


0001030690 Submits verification of chemical additions to component 
cooling water sys & of purchase power costs during 1978-79 
One overaiie map end 

STEELE i T A Pairyland Power Cooperative 79/12/20 4pp 


0001)60670 Requests assessment of capability of all »af e ty-r e 1 a tetS 
electrical equipment K Nonseiemlc Category I auxiliary 
items to resist seismic forces Remedial measures should be 
implemented to increase safety margins W/draft info notice 
£ ISENHUT, D G Division of Operating Reactors 0D/O1/O1 5pp 


0001090516 Requests 60-day extension to complete review oP NRC 790300 
1 tr re adequacy of station electric distribution sys 
voltage Extensive time A resources redirected to respond to 
inquiries re TMI 

LINDER, F Da i ry 1 and Power Cooperative 00/01/02 2pp 


6001200499 Request for correction of ASLB 000110 initial decision 
approving mod of LACBWR spent fuel pool Language of lech 
Spec 2 12 3 should specify th^t licensee must store conti o) 
rods b other items in pool W/C e r 1 1 if ) < a te of Svc 
WQQDHEADi C P Hearing Branch 3 00/01/17 4pp 


0001310035 Submits NRC position re criteria for evaluating pipe whip 
impact 6 jet impingement effects of postulated pipe breaks 
Criteria apply to postulated pipe breaks for SEP Topics 
III 5 A it III 5 a 

ZIEMANM, D L Operating Reactors Branch 2 BO/OJ/04 3pp 


0001300105 Order granting NRC 800117 request seeking correction of ASLB 
600)10 Initial Decision 1HP-80-2 For Tech Spec wording re 
spent fuel license amend Decision not meant to bar spent 
fuel pod storage of control reds, casks f, simJar items 
BECHHOEFER.C Atomic Safety and Licensing Board Panel 80/01/17 
Spp 


6001290014 Request tar exception to ASLB BOO) 10 initial decision 
allowing spent fuel storage pool expansion re Finding 6 
Urges A5LAE to review ASLB jurisdiction re need for power 
issue Certificate of Svc one! 

WCJODHEAQ. C P Hear ini) Branch 3 60/01/10 4pp 


P Operating license stage documents h correspondence 


6001150014 Forwards HE Jackson /9J025 memn>Army Corps of Engineer 
791019 1 tr S< Dames t Moore 79092E3 ltr w/enc 1 rept Info 
contained in forwarded matl considered relevant to ongoing 
facility full-term license review 

E1SENHUF.D G Division of Operating Reactors 79/11/26 4pp 


--8001150020 Concludes that liquefaction can occur to 40-ft depth 
u/su$ ta s nod strong ground motion t 0 12 g or higher peak 
accclfTa tions Conclusion based an end Army Corps of 
Engineers 791019 1 tr f. Domes t Moore 790926 rept 
JACKSON, R E Geosciences Branch 79/10/25 3pp 


--60D1 130023 Concludes that foundation matl below water table to 40-ft 
depth is net safe against liquefaction if S5E w/O 12 g peak 
acceleration occurs 

BROWN.F R Army. Dept of 79/10/19 2pp 


8001040390 Forwards No/ 1979 Revision 1 of branch technical position on 
direct radiation measurements re radiological environ 
monitoring program requirements Revised atds being 
implemented in OL applicant reviews & Tech Spec update 
GAHKILL.WP Division of Operating Reactors 79/11/27 35p p 


8001070276 Forwards N55S vendor 5 fuel supplier ltrs re impact of 
cladding heat infl -ra te dependent burst temp effects on 
rupture time I, « t rai n/b 5 oc kage Ltrs will help lic«n*ees 
respond to NRC 791 t09 Ifcr re rupture strain U flow blockage 
EISENHUT* 0 G Division of Operating Reactors 79/11/27 3p p 


6001230027 Forwards questions ro floodplain in plant area, re Executive 
Oder 1)998 Info sought will aid in preparation of FES 
Requests comments 

BALLARD, R L Env i r onmen ta 1 Projects Branch 1 00/01/11 3pp 

6001240291 Notification of cancellation of BOD 1 11 meetinq w/util in 
Bethesda.MD to discuss phase-out of LACBWR b related 
concerns 

SHEA, J J Operating Reactors Branch 2 80/01/11 2pp 


600)100350 Discusses SEP Topics II-4 b JII-6 re liquefaction potential 
** seismic analysis of sys & structures at reactor site 
Concludes that effects of sampling disturbance have minor 
influence on cyclic tests due to conteractmg Influences 
LINDER* F Daifyland Power Cooperative 00/01/14 2pp 


0001310178 Informs that corp has applied for ful)-terrfi license to 
operate nuclear plant Requests Info re animals & plants 
listed or proposed to be listed as endangered or threatened 
species in vicinity of plant 

BALLARD*R L Environmental Projects Branch 1 00/01/13 3pp 


8001300425 Requests interim relief from Tech Spec 42425 which 
limits max average exposure of fuel assembly to 15.000 
I1WD/MRJ Limiting exposure will be reached by 800204 
Incremental increase should be granted W/oversiie diagrams 
LINDER, F Dairy land Power Cooperative 00/01/17 9pp 


8001280318 Submits ad d 1 info to util 790511 application for amend to 
License DPR-45 re valve inservice testing program Inservice 
testing of valve 64-25-001 in accordance w/ASME Section XI 
is deemed impractical 

LINDER, F Dairyland Power Cooperative 80/01/21 3pp 


8001300443 Re sponse to NRC 800102 order to show cause re implementation 
of Lessons Learned Task Force Category A requirements All 
items implemented by 000131, ext ept Items 2 13 a, 2 1 4 & 

2 10c Certificate of Svc end 

LINDER, F Dalryland Power Cooperative BO/01/22 7pp 


8001300460 Forwards annotated version of 791129 document review & ltr» 
referenced in review 

MAC DOU GALL, E A Brookhaven National Laboratory 00/01/23 Ip 



DOCKETED ITEMS 


— 0001300492 Annotated version of /? 1129 ltr re documents needed from 
facilities for design review Rolf Jensen & Associates! Inc 
790925 ltr re Ginnc 5ER suppl one 1 

MACDGUQALL, E A BrooVhaven National Laboratory 00/01/23 5pp 


0001200204 Submits info re plans & requests for relief fTOm inserviee 
testing requirements In connection w/790311 application to 
amend provisional PL Held* In core region lnaccessib le due 
to insulation 

LINDER. F Dairyland Power Co-operative 00/01/24 0pp 


0001310395 Responds to NRC 000115 ltr re endangered species listed for 
project area No adverse impact nqfced since operation of 
plant began in 1967 

HUQHLETT.C A Inter lor. Dept of, fish 6 Wildlife Service 00/01/24 
IP 


0 Inspection roport*. ID Bulletins correspondence 


8001 170065 Forwards 1C Investigation Rapt 50-409/79-10 on 790911-13. 

I£ Investigation Kept 30-409/79-20 on 791018 U notice of 
violation 

KEPPLER«J 0 Region 3> Chicago. Office of the Director 79/11/21 
3|>P 


— 0001170072 Notice of violation flam insp on 790911-12 

# Region 3, Chicago, Office of the Director 79/11/18 Ip 


—0001 170077 IE Investigation Rept 50-409/79-10 on 790911-12 
None amp 1 i anc e noted failure to energize 1 otu flow scram 
circuit during startup t. failure ta perform timely review & 
corrective action for previous incidence rapt 

BOVD.O C . FOSTER, J E , R IDGWAY, K Region 3, Chicago, Office of 

the Director 79/10/10 10pp 

— 8001170004 IE Investigation Kept 50*409/79-20 on 791010 No 
n one u mp 1 i anc e noted Areas inspected regulatory performance 
tr areas of NnC concern 

RIDGWAY.K . HOYD. D C Region 3. Chicago. Office of the Director 
79/11/16 3pp 


0001160094 Forwards IE Insp Rept S0-4O9/79-2I on 791029-H02 No 
nnncairip 1 lanco noted 

DAVIS, A 0 Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/12/03 2pp 


— GOO! 160101 IE Insp Rept 30-409/79-21 on 791029-1102 No noncamp 1 i anc e 
noted Major areas inspected environ protection program, mg t 
Controls.QC of analytical measurom ents environ monitoring 
EBSIQ.T H , GRANT. W Q Region 3. Chicago, Office of the 

Director 79/11/30 7pp 


0001100264 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra (ARB) " No action or response required 
KEPPLER, J G Region 3. Chicago, Office of the Director 79/12/13 
*P 


60Q10B-0334 Torwards IE Circular 79-35, "Bhoci Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/12/20 
*P 


8001210020 Responds to lE'Oulletin 79-02, Revi s i on 2, "Pipe Support Qatar 
Plate Designs Using Concrete Erpansion Anchor Dolts " Pipe 
support base plates will be replaced No pipe supports used 
in concrete walls 

LINDER. F Da i ry 1 and Power Cooperative 79/12/20 5pp 


0001110007 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, g Q Region 3, Chicago, Office of the Director 79/12/26 
If 


0001 110273 Forwards IE Info Notice 79-33. "Separation of Electrical 
Cables for HPC I 6 Automatic Depressurization 0ya 11 No action 
or response requested 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/26 

lp 


0001 100010 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchanger* " No action or response required 
KEPPLER, J Q Region 3, Chicago. Office of the Director, 79/12/27 
ip 


B001090479 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/20 

lp 


0051160300 Forwards IE Info Notice 79-36, 'Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response requited 

KEPPLER. -J G Reqion 3, Chicago. Office of the Director 79/12/20 

lp 


8001 100206 Forwai ds IE Info Notice 79-35. "Control of ttaint & Essential 
Equipment " Na action or response required 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/31 

lp 


BOO 1 1 50126 Forwards IE Info Notice 00-01, "Fuel Handling Events - No 
specific action or response required 

KEPPLER, J G Region 3, Chicago. Office of tho Director 00/01/04 

l P 


0001200026 Responds to IE Bulletin 79-26, "Doran Loss From DNR Control 
Blades " No control blades have experienced greater than 34/ 
boron depletion averaged over upper quarter of blade for 
several years No plans for replacement formulated 
LINDER, F Dairy land Rawer Cooperative 00/01/09 2pp 


0001260501 Forwards IE Bulletin 80-01, '‘Operability of Automatic 
Depressor nation 6ys Valve Pneumatic Supply ■■ Action 
required 

KEPPLER, J G Rag 1 On 3, Chicago. Office of the Director 00/01/ l I 

ip 


8001240411 Submits addl info ie topics concerning BWRs identified 
during TMI incident contained in IE Bulletin 79-08 Forwards 
electrical schematic diagram requested by NRC 790800 ltr re 
containment purge sys review 

LINDER, F Dairyland Power Cooperative BO/OJ/J4 5pp 


— 0001240416 "Schematic Control Diagram Offgas & Haste Gas 
* Sargent »c Lundy, Inc 78/02/20 Ip 


BOO 1290)3 1 Forwards 1C Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " Mo response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 80/01/1/ 

lp 


R Periodic operating reports V related correspondence 


0001 140217 roruianJs monthly operating rept for Dec 1979 
LINDER, F Dairyland Power Cooperative 80/01/09 lp 


--8001140224 Monthly operating rept for Dec 1979 

GOODMAN. L 5 Dairyland Power Cooperative QO/Ol/OJ llpp 


8 Reportable octurnsfit-js, LtZR* i< related c or r e spomd enc Q 


79t2i7O207 Forwards Special Rept 79-03 rc samp 1 inn <i analysis resultin' 
from thermal power changes greater than 157, 

LINDER, F Duke Power Co 79/13/07 2pp 


0001070301 RQ-79-19 on 79121 4 , not i f ied by All i s-Cliamb ers Mfq Co that 
containment isolation dampers in ventilation sys require 
repositioning from full open to opening af 23 degrees 
Repositioning based on dynamic flow tests Action completed! 

LENDER, F Dniryland Power Cooperative 79/12/10 2pp 


BODI070424 rewards LCR 79-01 8/01 T-0 

LINDER. F Dairyland Power Cooperative 77/12/28 2pp 


—0001070425 LCR 79-0 l 0/G J T-0 on 791214. util notified by All i s-Cha liner 
that containment isolation dampers require repositioning to 
ensure full closure Cause not stated Dampers closed pending 
Alii s-Cha l mors analysis LER to bo updated 
GOODMAN. L S Dairyland Power Cooperative 79/12/27 Ip 


0001250455 Forwards Special Rept 79-04 re results of sampling It action 
w/addl operational info for 791129 reactor analysis scram 
LINDER, F Dairyland Power Cooperative 00/01/15 lp 


— Q0015S0462 Special Rept 79-04 on 791 129, reac tor scam occurred due to 
spurious signal indicating that turbine bldg stgam isolation 
valve not fully open Cause not stated Summary of operating 
& radiological data end 

* Dairyland Power Cooperative 00/01/15 Spp 


8001290525 Forwards Special Rept-79-Oq re RQ on 79J12.9 Reactor serqm 
accurretJ due to spurious signal indicating turbine bldg 
steam isolation valve not fully open Lists offgas activity 
prior to power change 

LINDER, F Dairyland Power Cooperative 00/01/15 6pp 


I 

! 
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rG'>er 50-410 nine mile point nuclear station, unit 2 


A Application/ccnstruc t ion stage documents l correspondence 


&O0U1O330 Sut-^ary of 791114 meeting w/Mark II owners re discussion fc 
identification of task programs prior to final documentation 
of tasks in Mark II long-term program 

ANCERSDn C J Containment Systems Branch 79/12/20 4pp 


8001250121 Summary of meeting w/Mark II owners group in Bethesda, ND 
re Status of several long-term program tasks in advance of 
final documentation Agenda, list of attendees i, vieugraphs 
end 

ANDERSON, C J Containment Systems Branch 79/12/20 lOOpp 


8001290360 Updates 790412 0510 Itrs re recall of 4-inch elbows 6 

2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings ha/e been located Lists facilities from which 
fittings have been removed 
HA/DEN, L E Eon Corp 80/01/13 2pp 


0 Inspection reports. IE Bulletins h correspondence 


6001310324 Forwards IE Ihsp Rept 50-410/79-00 Dn 79IIO6-0B No 
noncorpl iance noted 

CARLSON R T Region l. Philadelphia. Reactor Construction b 

Engineering Support Branch 79/12/U 2pp 


— 8001240190 IE Insp Rept 50-410/79-05 on 790314-17 None omp 1 ian c p noted 
failure to promptly evaluate identified welding insp problcflt 
for reportab 1 1 i ty as significant deficiency 

MCGAUGHY.R W Region 1. Philadelphia, Reactor Construction t. 

Engineering Support Bi anrh NARROW. L * CERNE* A C Region L, 

Philadelphia, Office of the Director 79/00/22 9pp 


300 1 140225 Forwards IE Info Notice 79-37, 'Tracking in Low Prussiiro 
Turbine Discs " No response required 

GRIER, B H Region 1 Philadelphia. Office of the Dtrccfcm 
79/12/31 Ip 


QG01130090 Forwards IE Info Notice 79-36 “Computer Cnde Defect in 
Stress Analysis of Piping Elbow ' No specific action or 
response required 

QRIER.O H Region 1, Philadelphia. Office of the Director 

79/12/31 Ip 


8001150203 Forwards IE Info Notice 79-35, "Control of Maml U E^aontial 
Equipment 11 No response required 

BRIER, B H Region l, Philadelphia, Office of the Director 
79/12/31 lp 


8001270192 Forwards IE Circular BO-Gi, "Svc Advice for OE Induction 
Di3c Relays " No response required 

0RIEF?,n R Region 1. Philadelphia Office of the Director 

0O/DJ/17 j p 


-8001310226 IE Insp Rept 50-410/79-03 On 791106-00 Nu noncompl jancc 
noted Major areas inspected off-loading t« transport of 
reactor pressure vessel revi*» w 0 f (JA implementing procedure* 

6 review of quality records 

TRIPP, L E Region i, Philadelphia, Reactor Construction b 

Engineering Support Branch MCBREAR TV. R A Region I, 
Philadelphia* Office of the Director 79/12/06 3pp 


ODO1O0O176 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference No written response required 

SS 1 ?!"!.” R eg»on I, Philadelphia, Office of the Director 
7*9/12/410 lp 


0l, ?ihwI 3 I F °^ a ? ! E ' n '° N °J’” 79 ' 32, ° f El«lr, CJ l 

Cables for HPCI A Automatic Depressurization Sys 1 No 
specific action or response requested 

79/i2/2l H Ip R *^ XOn 1j P*'! ladelph ia, Office of the Director 


S Reportable occurrences, LERs b related c orr os pond one o 


8001230191 Interim deficiency rapt re weld of biological shield wall, 
base ring tn outer shell plate Defects discovered in 
horizontal stiffener to inner shell plate welds of Ring 3 
Metallurgical analysis underway Final rept available DOOUl 
TERRY, J H Niagara Mohawk Power Corp 80/01/19 2pp 


DOCKET 50-412 BEAVER VALLEY POWER STATION* UNIT 2 
A App 1 ica t inn/cons true t ion stage documents 6 correspondence 


8001240065 Notification of 
discuss Bergen-Pater son 1 
rescheduled from GOQlGB 
JORDAN* E L Division of 
3pp 


B00110 meeting w/utils In Dftthesda* Mt> to 
ange bore snubbers Meeting 

Reactor Operations Inspections 00/01/ 10 


SQ01 110192 Forwards IE Info Notice 79-33, "Improper Closure of Primaru 
Containment Equipment Access Hatches ■ No specific action or M 

response requested n nr 

7?/I2/?| H is Re °'° n *' p ** llad '>o**a. 0ff.ee 0, the Doctor 

IE ‘"'i "° t,Ce 79 ' 3 ‘ 1 - De,i,„ of Sofoty- 

"•ft** H * ak Eichangers “ No action or response required 

79/12/2?“ lp ReSJOn 1 ‘ ph H a de|phia, Office of the Director 

BQ01240I50 Ac k receipt of 791023 Itr informing NRC of steps taken to 
correct violations noted in IE ln 9p Rept 50-410/79-05 
Reasserts noncomp 1 lance re failure to promptly report 
significant breakdown »n OA program 

T c RB9 ' ,>n 1 Phl ladelphia. Reactor Construction h 
Engineering Support Branch 79/12/28 2pp 

‘' 0O R»J°sn O 4 m 5 ?S n i! 1° WRC 790823 ltr *■ violation, noted in le Insp 
J*"? 9 C ° ntend5 m reporting inadequacy of 

Dunnt jy5t f®able 6 not violation 

RHODE. G X Niagara Nohauk Power Corp 79/10/23 2 PP 


8°01240I44 Ac. receipt of 790924 It, informinj 
"* 5 ?- 4I °' , ”-05 -HI be deloyed 
c >■ PMUdelph.a. Red 


^ *wfi n runaaeipn: 

Engineering Support Branch 79/10/02 


NRC that response 


Reactor Consti uction 6 
ip 


0 °dilJJi5 a uMa ,l ?5lOl9 t d r,i5 ? On5 ' > t0 1E ln9P Ref>i 50 - 4 10/79-05 will bo 
review 791019 due to required extensive internal 

BARTLETT. J Niagara Mohawk Power Corp 79/09/26 lp 
”°“!“ui" n ,:,,r “ 9 ' dS ,E '-■» "*»* 50-4.0,79-05 .. 790514-17 4 n ,t,c c of 

*“!■! Sup,oJ* t J i”o« P ''79%aj23 la ' 2 Sr tt ° r C °" 5 ‘ rUCtl0 " & 

•-8001240179 Notice ef vtoUU.n fro* ,„t„ „„ 7905.4-17 

n ' , “ a '• •’‘'•'•J.lPMd, Office of the iT„ct.e 79/00/aa 


?-_™H eCti0n T ' portt ' IE OoHotins & correspnndonco 

8001030190 Forwards IE Inep Ropt 50-412/79-07 on 791016-19 No 
noncomp 1 lance noted 

CARLSON, R T Region I. Philadelphia, Reactor Lons true t i cin *4 

Engineering Support Branch 79/11/15 2p.p 

— a°01030l5B IE Insp Rept 50-412/79-07 on 791016-17 No nunc omp 3 l an l a 
noted Major areas inspected review of 00 program 6 
Observation nf wofk in progress on fabrication L 
installation of piping 

NARROW, L , WALTON, 0 A Region 1, Philadelphia, Office af the 

cinItJuctt a n C ? A E« HV ' R W c Re9l0n u Philadelphia, Reactor 
Construction tc Engineering Support Branch 79/U/I3 7 pp 

B0 ?mnn? a ?f ^^ards 791205 notice of vi olat l an, not ic e of proposed 
imposition of civil penalties ** order modifying license ? 
effective immediately W/o ends ^ 

dI^cU % e A?nl f I ;; p0,:t ' D,, 1 E"Ffrc. m „„t, op,,,, .f t h» 


30D103Q159 Forwards IE Circular 79-?n ncu rt , . . 

interference " No wr ll, ^ ** ^ J 8t ^ b 

lp « e 9 kon t, Philadelphia* Office of the Director 


GRIERiD h 
79/13/20 


nntri fXC 0ct ' on or Response roquested ^ 

79/l$/2J H R9S,0 ’ , “ '■ h “4ddlph la , Off| co df thd Dlryctor 

8001110160 Forwards IE Info Notice 79 -T'i <* i 

Containment Equipment Access iatcHs ^ No ,Sec??I C acUnn V Primnr,J 
response requested specific action or 

??}"«,' H R ' a, °'’ *■ '’"“Adb.pbu. D„ lc . of the 

Related 5 Heat W Exchaiqeis f " N^icfeion^oJ' " InadB< l^ fce Design of y^Foly- 

ip Reail , 9 „ Phlla d.^ 
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0001240057 Ac k receipt of 791017 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rep t 50-412/79-05 
CARLSON, R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/12/28 2pp 


— 5001240062 Responds to NRC 790917 1 Lr re violations noted in IE Insp 
Rept 50-412/79-05 Contends Spot. 2DV3~98l not violated 6 
requirements of Procedure F CP -201 adequate Requests 
reclassification to unresolved item 
WQOIXVER.E J Duquesne Light Co 79 MO/17 4pp 


— 5001240067 Forwards IE Insp R«?pt 50-412 '79-05 on 790723-26 L notice Of 
violation 

CARLSON, R T Region 1, Philadelphia, Reactor Construction U 

Engineering Support Branch /9/09/l* f Ppp 

--8001240070 Notice of violation from insp on 790723—26 

* Region 1, Philadelphia, Office of the Director 79/09M1 

lp 


B001240073 IE Insp Rept 50-412/79-05) Noncomp 1 jane e noted inadequate 
procedure for maint * protection of equipment following 
installation * consequent falluie to prevent possible damaqe 
or deterioration 

MCGAUGHY.R U Region 1. Philadelphia Reactor Construction L 

Engineering Support Branch NARROW. L > JERNIGAM, F R Region 1. 

Philadelphia, Office of the Dltector 79/09/11 1 Op p 


G0Q1140203 Forwards IE Info Notice 79-37 "Cracking in Low Pressure 
Turbine Discs ” No i esponse required 

GRIER, D H Region 1, Philadelphia, Office of the Director 

79/12/31 ip 


SQ0I15CQ72 forwards IE Into Notice 79-36, ’‘Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

QRIER, D H Region 1, Philadelphia, Office of the Director 

79/12/31 Ip 


8001150178 Forwards IE Info Notice 79-35, "Control of Maint V Essential 
Equipment ” No response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
/9/12/31 Ip 


8001150177 Forwards IE Info Notice 00-01. Tuul Handling Events " Nd 
specific action or response required 

GRIER* B H Region L. Philadelphia, Office of the Director 
00/01/04 lp 


8001290174 Forwards IE Circular 00-01, "Svc Advice for GE Inductiun 
Disc Rglags 11 Nil response) required 

GRIER* D H Reqion 1, Philadelphia. Office of the Director 
80/0 L /1 7 lp 


8 Reportable occurrences, LERs t related correspondence 


0001070305 Responds to util 791119 Hr indicating plans to resume 
concrete placement activities Advises that NRC has no 
objections 

GRIER* B H Region l, Philadelphia* Uffice of the Director 
79/11/21 lp 


— G0D1070311 Confirms completion of items listed in NRC 791107 1 tr U 
Significant Deficiency 79-03 re omission of reinforcing 
steel in containment crane wall 8top work order dtd 791023 
expanded to all Category 1 concrete placements 
WDDLEVER.E J Duquesne Light Co 79/11/19 4pp 


— 3001070322 Refers to 791107 telcon re omission of reinforcing steel in 
containment bldg crane wall Stop work order to be issued to 
halt placement of safety-related concrete k preclude further 
placements until further identified action complete 
GRIER, B H Region 1. Philadelphia, Office of the Director 
79/11/07 2pp 


0001300466 Forwards Part 21 Rept 79-108-000 re welding defects in 
neutron shield Defects appeared to be in areas of gusset 
plates which reinforce neutron shield wall to base 
plate Followup insp schedule for Mar or Apr 1980 
PQTAPQVS, U Region 4, Dallas* Vendor Inspection Branch 

79/ 12/19 lp 


■“-8001300471 Pari 21 Rept 79-100-000 overlap condition observed at too of 
weld at base of neutron shield tank Qrtndtng of overlap 
revealed linear indication appearing to bo continuous around 
significant portion of circumference of structure 
WARREN, M V Allied Chemical Carp , Nuclear Services Div 
79/12/06 lp 


BO0124D2B4 Ac k receipt of 791205 1 tr forwarding final deficiency rept 
re omittance of crane wall reinforcing steel bars from 
concrete placement 

CARLSON, R T Region 1, Philadelphia, Reartor Construction •* 

Engineering Support Branch /9/12/28 Ip 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A App 1 scat icin/con struct} nn stage documents *• correspondence 


0001040656 Forwards WCAP-7410L, "Dual t f i ca t ion Test of ITT/Oarton 
Transm i tters. Pr oduc tion Lot 2 Application for withholding 
S, affidavit enc 1 Proprietary version withheld (ref 
10CFR2 790) 

ANDERSON, T ft Antibodies Inc 79/12/21 13pp 


— 300I0406QB 'Qualification Test of IIT/Darton 1 rans ml 1 1 er s . Produc t i on 
Lot 2," nonpl opr i etai y version 

LIPCHAK* J 0 Antibodies, Inc WCAP-74 10L 79/13/20 65pp 


Q Inspection reports, IE Bulletins A rorresp on deuce 


8OO110O3B9 Forwards IE Insp Repts 50-411/79-20 A 50-414/79-20 on 
791030-1103 No noncomp i jane e noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction 9 j Eng inert in q 

Support Branch 79/11/30 2pp 


0OO118O4OL IE Insp Repts 50-413/79-20 », 50-414/79-20 on 791030-1 L03 No 
noncomp I lanco noted Major areas inspected review of <)A 
p r oc edur e s , I E bulletins *<• observation of work re corrective 
action programs for none ontDTming item 

BRYANT, J C Reqion 2' Atlanta Reactor Const! uc t ion 4 

Engineering Suppoi t Dranch MCFARLAND, C R Region 2, Atlanta, 
Office of the Director 79/11/29 lp 


90010701BB Forwards IE (nfo Notice 79-32 "Separation of Electrical 
Cables for HPC I 7, Automatic Depressurization Sys " Mo 
specific action <jt response requested 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/31 2pp 


0001240117 Forward* IE Info Notice 79-33, 'Improper Closure of Pi imary 
Containment Equipment Access Hatches " No action or response 
required 

G'REILIV, J P Region 2, Atlanta, Uffice of the Director 

79/12/21 2pp 


B001240470 forwards lb Irifu Notice 79-34, "Inadequate Do sign of lofety- 
RoLated Heat Exchangers " No action or response required 
□ 'RE ILLY, J P Region ?, Atlanta, (Jffiro of the Director 

79/12/2/ 2pp 


SQO1250073 Forwards IE Info Notice 79-37, ’Cracking in Low Prussui e 
Turbins Discs " No response required 

□ 'RE ILLY* J p Region 2, Atlanta, Ufficp of the Director 

79/12/28 2pp 


8001160240 Forwards IE Info Notice 79-35, "Control of htaint *< Essential 
Equipment " Nu action or response required 
Q'REILLY«J P Region 2, Atlanta, Office of the Director 

79/13/31 lp 


60012400^6 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbuw " No specific action or 
response required 

0 'HE ILLY* J P Region 2. Atlanta, Office of the Director 

79/12/31 2pp 


0QO129O273 forward* IE Info Notice 00-01, "Fuel Hand) In q Events " No 
specific action or response required 

O'REILLY* JP Region 3, Atlanto, Office of the UiTeclor 

00/01/04 2pp 


Q Reportable occurrences, LER s l related correspondence 


0001230396 Forward* Deficiency Rept 79-07 re refueling water storage 
tank capacity 

PARKER, U 0 Duke Power Co 0O'Ol/16 lp 


—6001230269 Deficiency Rept 79-07 on 800 1 16* d ur ing prototype testing* 
isolation block valve failed to fully close under design 
flaw condlliicns Cause by manufacturer error in determining 
size of valve operator Valve operator will bo modified 
*» Duke Power Co B0/01/16 lp 
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DOCKETED ITEMS 


DOCKET 50*414 . ST«TICN UNIT 2 


a App 1 tcj 1 1 3-| -r jr »tr 1 1 ;r S::Li«nt$ ** correspondence 


i“.0lC4_i5*, F:r« d rds W!> e, -’4 , .U_ Gual 1 f itat ion Test of ITT/Barton 

Trars*ut»er\ r slj'tu' Lo' 2 application for withholding 
h affidavit »r 1 Frrpr i eta-y version withheld iref 
ICCFRZ 750' 

A*»C£fiS~'l T M Hi*it::if5 Ire 79/12/21 I3pp 


— 53 tll(, 4 *iil 3 'ivahfi.atrr T#it or I r r/Bart on Transm tters, Prodtic t i on 
lit 2 ' no- pr -pi ietar j ?r 5 itn 

LIPCf AK J c — Mt-Jies lr* *.:/o-74UL 79/12/20 65pp 


a Ir*pe^'i,r reports It C,ll#Mrs t c orresp end ent e 


ill 201 23- Fj’-jara, IE Ir*r Repts 55-413/79-20 h 50-414/79-20 on 
79 lCj-— 110 t H~ r a r l c-p 1 i an c e noted 

MUfvFt+T C E S« 7 i:n £ Atlanta Reactor Construction b Engineering 

Support Orar.i* T 9 ' I * "TO ?pp 


0001070444 Forward* request for addl F5AR info F8AR should bo amended 
by 8002 2 B to reflect responses 

BAER.R L Light Water Reactors Branch 3 79/12/IB t2pp 


6001040601 Discusses proposed location of facilities b Ray Braswell 
transmission line Requests r ec ommend a 1 1 on re need for survey 
of historic & cultural proper ti es, ty p* of survey, survey 
methods b survey boundaries 

BALLARD R L Environmental Projects Branch 1 79/12/20 4pp 


0001180035 Forwards Revision 1 to branch technical position an 
radiological environ monitoring Revised requirements will be 
implemented in licensing review & radiological effluent 
Tech Spec update Mo suppl to license application required 
VAR BA, S A Assistant Director for Light Water Reactors 79/12/21 
If 


0001100061 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/11/30 I7pp 


-_-f"llCO*» jl IE lr,p Fepts 5j-4U '79-20 * 50-414/79-20 on 79J030-1102 No 
fai-cc.r-j 1 j ii-ce n7t«r rjjci area* inspected re iew of QA 
procedure* tulleMrs '< cts«r f aticn of uark re corrective 
action program* far none [inferring item 

ER»A iT j c Regicr, 2 Atlanta Reactor Construction b 

Engineering Euepjrt r-anen MCFARLAND C R 
Office o* the Cire-tor *9'lt'25 Ip 


Region 2. Atlanta, 


6 ~0 1 0/GlCS Forfar 
Cable* tor ft°ZI 
spec 1 f i c ac ► j jT i 
D FULL/ J P 
^7/12/21 7pp 


ii It Inrc Notice 75-32, “Separation of Electrical 
1 />jto-a»»c Cepressun lation Sys * No 
or respiT * e requested 

Reg»c n - Atlanta Office ef the Director 


“cJjEli l.rVi" 6 ' IE , ' lf ° " 0tlC * ?9 ~ 33 "'"W* Closure of Primary 

Fq j ip-ent Access Hat he* No action or response 

77/^/sI J 2 P - R,!JlC ' 1 ^ * tUnta of the Director 


S5QI24D47G Forward* IE Inf„ 
Related Heat Exchangers 
□ RE ILL » J F Megmn J 

79/12/27 


Notice 79-34 ‘Inadequate Design 
r«o action or respome required 
Atlanta, Office of the Director 


of Safety- 


0031250573 Forwards 
Turbine Discs Na 
0 RE1LLV, i P R 

■>9/12/25 2pp 


IE Irfa Notice 75-37 Lfacktng 
resp^rse required 
*9^-" 2 Atlanta Office of the 


in Low Pres sure 
Direc tor 


GCOl 1 &Q?40 For-aras jc- i r fo 
Cquip-*rt f._ act ter ot i 
Q'REILLV j H Region Z 

/9/l2'3l Ip 


N5 ‘»” 79 ‘ 35 Control of Maint b 
esppn*e required 
Atlanta, Office of the Director 


Essential 


6/1J24Q03& Fprua* 

5tr«s* Analys $ , 
response requir 
O REILLY. J p 
79/12/31 2pp 


4* IE Into Notice 
of Piping Elbo^ 
ed 


79-3±, ‘Computer Code Defect 
No specific action or 


Region 2 Atlanta Qrfice of the Director 


in 


faCjl£9^2 7 j f 

specific l 1 1 on 
C REILLY , J P 

EO/GJ/04 2pp 


IE Inf D Notice EB-Oi Fuel 
or response required 
Region 2 Atlanta Office of 


Hand 1 1 nq Events 
the Director 


No 


S Reportable 


L£R * h elated correspondence 


6001230256 Forwards Deficiency Root 79-07 * , . 

tank capacity 9 Pt 79 07 * ^fueling water storage 

PARKER W O Duke Power Co 00/01/16 Ip 

—6201230260 Deficiency Rept 79-07 on nooii* a 

isolation block valve failed L j during prototype testing 

Mew conditions Cause J ^ Cl ° Se BB-#r dflSl ^ 

eire of valve operator Valve ooe^tnr in d * t « rrt ^inq 

* Dulr Pouer Cc 0O/Ol?l6 Q \; r * toT Wll > 


NUCLe * R station, unit i 


MiUB-,r„jtlo*I°"ror li «3'Si* c r ? FMh’co'I’ C0 “ Jar 11 l, ' Jr *>a>>tln t t & 
Federation r* wildlife ^ Cotrmission b Wildlife 


0001140464 Forwards affidavit of eve re distribution of Amend 35, per 
NRC 780627 Itr 

DALE, L F Mississippi Power fc Light Co 79/12/31 2pp 


8001090343 Responds to NRC 791217 request for info re endangered, 
threatened or pr op os ed- to-b e-1 i s ted species present in area 
around facilities List of species will be forwarded upon 
completion 

VAUCHN/R R Interior, Dept of. Fish U Wildlife Service 00/01/03 

2pp 


8001100434 Discusses MS Dept of Archive* V History review of facility 
transmission line Archaeological study made of project 
area Survey rept should be completed by ar c ha eo 1 og i s t, p er 
end FR guidelines 

NEWSOM, P Mississippi, State of BO/01/03 Bpp 


supplied to util Frequencies not yet available will be 
,v,lu,t,d bg 800(21 Advl.es ot eva I t i on of corr.cHv. 
M ,‘ 5 ‘ valve evaluation procedure 

NlCHAUEiP W The Dexter Corp , C H Dexter Div 


BO/01/07 14 p p 


00 miift 5U ,!ei,u ' st * ’•»«P»ns e to 790710 & 0912 requests to delete staoo 

BALE i F Hiss lr *T Cnt 1° • nv . ,ri>n Protection pro, roe, 
uALb i L F Mississippi p ower h Light Co 


proqram 
00/01/09 2pp 


"r"'* fuel lDi,d dates ar ° 

DALE. L F Mississippi Power b Light Co 50/01/10 ip 

B 0 ?un°?;ed F ^“H d : t N ^ t "rUi!v.H :? p i^:s‘; 5 :^ ,s of 1 n ;our°oS , ”' for ”' 

" >c,udin . 

,W Quality Assurance Branch 80/01/10 3pp 

°°v™™ !??}? meetin9 Nor t hw DOfc 

HDUBHTQN.T € Light Water Reactors Branch 2 


80/01/14 


3pp 


^V-VoTi'iV'rii u! 4 x,t, o j!; l “"r r,cau ot 

HAYDEN, L E Eon Corp 90/01/15 2 pp 

Statements, su opl. & correspondence 
r ‘ v " u ° f Amsn,i 2 61 

FRANKLIN, D Mississippi, State of 79/12/19 lp 


H General correspondence 


changes to he'incorpJieUd 3 ?!!^^!^!,* "’? n * !lsr res P0ns lb i I i ty 

5 ,F»uvi n 7 ?,?;r u<,n ‘ , ‘ 0A 

REAVES, TE Hissiioippi Pouor it Light Co BO/Ol/,7 2pp 
Bopo rt (FSABI amend. 

10^— “ *• a PRl ication ,.r OL, submitted a. Amend 

STAMPLEY, N L Mississippi Power b Light Co 


80/01/29 


l P 



DOCKETED ITEMS 
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— -8001300401 Amend 36 to application for QL 

STAttPUEY. N L Mississippi Power A Eight Co 80/01/51 2pp 


gOO 1 300403 Amend 36 to FSAR. submitted as Amend 36 to application for 
license Nine overslio drawings L info sheets one 1 
•» Mississippi Punier 9 j Light Co B0/01/29 I35pp 


M Antitrust correspondence 


8001240059 Forwards IE Info Notice '9-jb. "Computer Code Doled in 
stress Analysis of Piping Elbow Hci specific action or 
response required 

O'REILLY- J P Region 2, Mtlanta, Office of the Director 

79/12/31 2PP 


8001290292 Fot wards IE Info Net ice Qu-Ot- "Fuel Handling Event 1 * " Ho 
specific action or response required 

O'REILLY. J p Region ?, Atlanta (INuo of the Director 

80/01/04 2pp 


0001170409 Discusses interconnection agreement botuecn util 4* Gulf 
States Util to permit transaction between Lafayette* LA L MS 
Energy, Agency members 

MCniAHMlO.R C Spiegel # * MtDiarmid 60/01/11 I2pp 


BOO 1 290-435 Forwards IL Bulletin 79 -(jU 3, Environ Qua 1 i Heat i an of Class 
IE Equipment’ 1 m/atUchmiMiU action rcquiied 
□ 'RE ILLY, J P Region J Atlanta Office* of the Director 

80/01/ 14 ip 


ft Inspection reports, IP Bulletins I* correspondence 


(300 1 280167 Forwards response to IE Bulletin 79- 1 5- I tarns 1 > 2 & 3 Items 
4 h 3 are not applicable because p ret p era t i ona 1 or startup 
testing has not been performed on EEC'S pumps 
DALE, L F Mississippi Power l> Light Co 79/11/01 4pp 


0001170576 Forwards IE Insp Rept* 30-416/79-26 b 50-417/79-27 on 
791Q31-LV02 No none o.np 1 1 a nc e noted 

tlUUPHY.C E Region 2. Atlanta. Reactor Construction L Cna itm er lnq 

Support Branch 79/11/29 Ip 


—0001170570 IE I nsp Rep ts 50-416/79-23 50-417/79-27 bn 791031-1102 Nu 

noncompl lance noted Major areas inspected reactor coolant 
piping V saf b ty- r e la tod piping 

HERDT.A R Region 2* Atlanta, Reactor Construction 6 

Engineering Support Branch CROWLEY. D R Region 2* Atlanta. 

Office of the Director 79/11/20 6pp 


0001100018 Forward s 1C Intp Repts 50-416/79-30 * 50-4 17/79-20 on 
791114-16 No none bmp 1 i anc e noted 

MURPHY, C E Region 2- Atlanta* Reactor Construction U Eng i na cr i ru| 

Support Branch 79/11/30 2-pp 


--GOOl 190022 IE I nsp Repts 50-416/79-30 ft 79-417/79-20 an 791114-16 No 
n-ontomp 1 jance noted Major areas inspected CIA program const 
p r ogress, 1 icensee followup of licensee identified items, 
piping fabrication f< personnel change* 

D RYANT , J C Region 2, Atlanta, Reactor Construction fc 

Engineering Support Branch HAUBCH, U K Region 2. Atlanta* 

Office of the Director 79/U/29 4pp 


R Periodic operating reports r related c nrr i» sp and en.ee 


8001140350 Forwards rept, "Sunmam of tnvimn Protection Rrogron 
Respecting Const of Facilities for Si * Months Ending 
79103U" for CPPR-US h CPPR-119 

MCGAUCHY, J P Mississippi Pouter », Light Ca 79/L2/J1 Vpp 


S Reportable occurrences. LERs t i elated corrosp on deuce 


0001040337 Part 21 Rept 79-159-000 on /9Q924 defective crLnips found on 
pins used »n 72L insert for panel H12-P053 Caused by mfg 
personnel error A crimping tool malfunction resulting from 
Inadequate CIA Utils to bo advised of Ji.sp >■* t ppa»r program 
EHERWDQDj Q <5 Shervin-bJilllam Cg 79/09/20 'ipp 


80ti I IQ0466 Forwards final deficiency refit rti A f »C3 solenoid valves 
becoming inoperable wlion ciposed to radiation dpsage- U temps 
specif lad os purchase requirements W/u enrl 
IrALEiL F Mississippi Power ♦* Light Co 79/12/JO Ip 

HC 0 H 30419 F oru i L irds rept ir potential deficiency in NAMl D-nippI i od 
limit switches 

DALE. L F Mississippi Power r > Light to /9/I2/IH Ip 

--G00115042J Final rept re potential deficiency of NaMLU-s u p p 1 i o il limit 
switches Switches dn not moF*t safety mcuircments of 
original purcheso spot* Condition not tepu-i table per 
10CFR50 S5f*> 

* Mississippi Rower *, light Cn 79/12/13 tp 


0001240147 Responds to IE Bulletin 79-15 Ml Unit 1 deep draft pumps 
have been operated Only Unit 2 pumps have mot manufacturer 
storage maint roqui rumen ta Outline* pump dimensions t* maint 
«<h eduie 

DALEiL F Mississippi Piluier 6 Light Co 79/12/04 4pp 


8001100431 Forwards supplemental response Id NIC 791307 telcon re It 
Inqp Rept 50-416/79-21 on 790021-0907 Installation of LPCS 
globe valve F012 checked by Dechtel Project Engineering 
Installation will nab affect sys function or operability 
DALEiL F Mississippi Power A Light Co 79/12/19 2pp 


QD01070205 Forwards 1C Info Notice 79-32, "Separation of Electrical 
Cables for HPC! 6 Automatic Deprossuri ration Bys. " No 
specific action or response requested 

O'REILLY. J p Region 2* Atlanta. Office of the Director 
79/12/21 2pp 


8001240129 Forwards IE Info Notice 79-33, 11 Improper Closure of Primary 
Containment Equipment Access Matches " »No action or response 
requ ir ed 

O'REILLY, JP Region 2. Atlanta, Office of the Director 
79/12/21 2pp 


8001240463 Forwards IE Info' NtitUe 79-34, "Inadequate Design of Safofcy- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


600 1 2501 1 4 Forwards IE Info Notice 79-37, "Cracking in Ldw prefesure 
Turbine Discs " Nd response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/20 2pp 


BOO 1 160305 Forwards IE Info Notice 79-35, "Control of Maint Essential 
Equipment " No action or response required 
□ C REILLY,JP Region 2, Atlanta, Office of the Director 
79/12/31 Ip 


□ 001 150537 Interim du f i c true y rept re voives which may not meet goisrxic 
requirement s Vendor toqnd lysis of valve natural froquenr los 
will be ciirtiplelod by Feb 19FJ0 Final rep+ will be submitted 
by 300404 

DALEiL F Mississippi Rawer ** Light Co ,’9/12/lfi Ip 


QOO115O309 Interim deficiency i ept re imorroct type welds on howtinq, 
Yentilatmn ** air conditioning longitudinal seams on round 
go fety— related ductwork Ri'pt will be submitted by B0D*'29 
DALE, L F Hi54lS5lopi Power f Liaht Co 79/12/27 Ip 


0001230096 Interim deficiency rept re mounted instillment* not purchased 
according to nuclear s a fo ty -r e 1 ftte d r equir ementa Findings 
will be leoortfld by 000229 

DALE.l r Mississippi Power a Light Co 60/01/04 Ip 


8-001230144 Interim Deficiency Rept 5 re improper drawings of wire L 
cable lists supplied by <«L At) termination cabinet panels at 
silo am being reviewed against as— shipped drawings i Inal t 
ropt will be filed by 0^)0331 

DALCiL F Mlcslssjppi Pflufrr h light Co 00/01/16 Ip 


DOCKET 50-417 GRAND GULF NUCLEAR 5TAT I C3N, UNIT 2 


A Ap P l ica t i on/cono t rue 1 1 on stage document*! K c qr respo nd enre 


0001040343 KoTuards add! mfo re al 1 igator, cougar *' bear sightings 6 
recommendations from MS Game * Fish LocnmioBJ-on t* Wildlife 
Federation re wildlife mgt in response to NHL ruqueot 
DALE* L F Mississippi Power t* Light Co /9/12/J7 7pp 


0001070444 Forwards request for addl F GAR info FDAft should ba amended 
by 000220 to reflect responses 

P*ER,R L light Water Reactors Dranch 3 79/12/10 12pp 


0001040601 Discusses proposed location of facilities > '.ay Braswell 
transmission line Requests recommendation re need for survey 
of historic 6 cultural p-j-op erties. ty pe of s urvey . survqy 
methods & survey boundaries 

BALLARD, fl L Environmental Projucts J3-ranrh i 79/12/20 4pp 
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DOCKETED ITEMS 


0001160035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirement* will be 
Smp 1 titienked in licensing review & radiological effluent 
Tech Spec update No suppt to license application required 
VARGA, S A Assistant Director for Light Water Reactors 79/12/21 

tp 


--0OO1JSOOA1 Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/1S/30 17pp 


800(140464 Forwards affidavit of sve re distribution of Amend 33, per 
NRC 7B0627 Itr 

DALE# L F Mississippi Power ft Light Co 79/12/31 2pp 


BO£>!©90343 Responds to NFC 791217 request for info re endangered, 
threatened or p raposed - t a-b e- J i sfced species present in area 
around facilities List of species will be forwarded upon 
comp let ion 

VAUOHN.it R Interior. Dept of. Fish ft thldlife Service 80/01/03 

3pp 


5001100434 Discusses MS Dept of Archives ft History review of facility 
transmission line Archaeological study made of project 
area Survey rapt should be completed by archaeo 1 ogist . per 
encl Ffl guideline* 

NEWSOM. P Mississippi, State of SQ/OJ/03 8pp 


B00H5Q4S4 forwards chart listing revised natural frequency for valves 
supplied to util Frequencies not yet available will be 
evaluated by 000121 Advises o f evaluation of corrective 
action ft lists valve evaluation procedure 

NICWAUE, P W The Dexter Corp # C H Dexter Div 00/01/07 14pp 


6QDJ1505J1 Requests response to 790710 ft 0912 requests to delete stage 
monitoring requirement in environ protection program 
DALE.L F Mississippi Bower ft Light Co 00/01/09 2pp 


0 Inspection reports IE Bulletins S< correspondence 


S0012B0167 Forwards response to IE Bulletin 79-15# Items 1 < 2 fc 3 Items 
4 l< 5 are not applicable because p reopera 1 1 ona 1 or startup 
testing has not been performed on ECC6 pumps 
DALE# L F Mississippi Power 3# Light Co 79/11/01 4pp 


6001 170576 Forward s IE Insp Repts 50-416/79-20 & 50 -4 17/ 79-27 on 
79l03i-li02 No noncomp 1 lance noted 

KURPHY#C E Region 2 Atlanta, Reactor Construction ft Enginpe-ring 

Support Branch 79/11/29 Ip 


—8001 170570 IE In sp Repts 50-416/79-20 ft 50-417/79-27 on 791031-1102 No 
none ompl lance noted Major areas inspected reactor coolant 
piping ft safety-related piping 

HERDT.A R Region 2, Atlanta# Reactor Construction ft 

Engineering Support Branch CROWLEY# B R Region 2. Atlanta# 

Office of the Director 79/11/2B 6pp 


eoonaooie Forwards IE Insp Repts 50-416/79-30 & 90-417/79-29 on 
791114-16 No noncomp 1 iance noted 

MURPhY, C E Region 2, Atlanta, Reactor Construction ft Engineering 

Support Branch 79/11/30 2pp 


—0001160022 IE Insp Repts 50-416/79-30 6 79-417/79-20 pn 791114-16 No 
noncomp 1 lance noted Major areas inspected QA program const 
progress , licensee followup of licensee identified items, 
piping fabrication ft personnel changes 

BRYANT, J C Region 2# Atlanta, Reactor Construction ti 

Engineering Support Branch RAUSCHi J K Region 2# Atlanta# 
Office of the Director 79/11/29 4pp 


DC0I240147 Responds to TE Bulletin 79-15 All Unit i deep draft pump* 
have been operated Only Unit 2 pumps have met manufacturer 
Storage maint requirements Outlines pump dimensions ft malnt 
schedu 1 e 

DALE# L JF Mississippi Power ft Light Co 79/12/04 4PP 


0001170413 Notifies of schedule delay Revised fuel load dates are 
910531 for Unit 1 ft 040531 for Un 1 1 2 

DALE, L f Mississippi Power ft Light Co 50/01/10 lp 


SQ0J29QI8D Notification of 800122 meeting w/ u ti 1 , Pa c i f i c Northwest Lab 
ft public to discuss site visit 

HOUGHTON# T C Light Water Reactors Branch 2 00/01/(4 3pp 


BOO 1 290360 Updates 7904(2 ft 0510 ttrs re recall of 4-lnch elbows ft 
2-inch tees from Lot W6717 Lists nuclear power plants at 
which fittings have teen located Lists facilities from which 
fittings have been removed 
HAYDEN, L £ Eon Carp 00/01/13 Dp p 


D NflC Draft/Final Environmental Statements, suppla & correspondence 


0001070205 Forwards IE Info Notice 79-32# "Separation of Electrical 
Cables far MFC I ft Automatic Depre ssur 1 la t i on Sys " No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


6001240129 Forwards IE Info Notice 79-33# "Improper Closure of Primary 
Containment Eq-uipmant Access Hatches " No action or response 
roqu tred 

□'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 2pp 


R00124C)4G3 Forwards IE Info Notice 79-34# "Inadequate Design of baf’ety 
Related Heat Exchangers “ No action or response required 
O'REILLY, J P Region 2# Atlanta# Office of the Director 

79/12/27 2pp 


800103D79B Notifies that state agencies completed review af Amend 2 to 
final Environ Rept AECM-79/I29 No comments or 
recommendations 

FRANKLIN.O Mississippi, State of 79/12/19 lp 


8001230114 Forwards IE Info Notice 79-37# “erecting in Low Pressure 
Turbine Discs M No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/IB/20 2pp 


H General correspondence 


0001220391 Submits plant manager 6 project manager responsibility 
changes to be incorporated into Operational GA Manual# 

Revision 2 Changes effective 791217 

REAVES. T E Mississippi Power $ Light Co BO/Di/t? 2pp 


K Utility Final Safety Analysis Report (FSAR> ft amends 


5001160305 Forwards IE Info Notice 79-33# "Control of Maint ft Essential 
Equipment " No action or response required 

O 'REILLY, J P Region 2# Atlanta, Office of the Director 

79/12/31 Ip 


BOOJ24O039 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow '* No specific action or 
response required ■ 

O'REILLY.J P Region 2, Atlanta# Office of the Director 

79/12/31 3pp 


8001300395 Forward* Amend 36 to application far 
□6 to FSAR 

BTAKPLEY.N L Mississippi Rower ft Light Co 


OL# s ubffli 1 1 ed os 
00/01/29 lp 


Amend 


--B00 1300401 Amend 36 to application 
STAMPL6Y, N L Mississippi Power 


for DL 
ft Light Co 


BO/01/21 


2pp 


8001290292 Forwards IE Info Notice B0-01, "Fuel Handling Events " Mo 
specific action or response required 

O'REILLY.J P Region 2, Atlanta# Office of the Director 

80/01/04 2pp 


R Periodic operating reports ft related correspondence 


8001300403 Amend 36 to FSAR* submi tted a* Amend 36 to application For 
license Nine oversite drawings ft info sheets encl 
* Mississippi Power ft Light Co 80/01/29 l3Dpp 


M Antitrust correspondence 


B0D1I4D35B Forwards rept# "Summary of 
Respecting Const of Facilities for 
791031#" for CFPR-118 ft CPPR-119 
WCGAUGHY# J P Mississippi Power ft 


Environ Protection Program 
Six Months Ending 

Light Co 79/12/31 5pp 


0001170409 Discusses interconnection agreement between util ft Gulf 
State* Util to permit transaction, between Lafayette, LA ft MB 
Energy Agency member* 

MCDIARMJD, R C Bp lege! ft McDiarmid BO/Ot/Ji I2pp 
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S Reportable occurrences, LERs related correspondence 


9001040337 Part 21 Rept 79-159-000 on 790924* de f sc t i ve cnirps found on 
pins used In 72C insert for panel H12-P853 Caused by mfg 
personnel error & crimping tool malfunction resulting from 
inadequate GA Utils to be advised of insp & repair program 
SHERViaOD.G 0 Sherwin-Williams Co 79709/28 3pp 


BOO 1 10-0466 forwards final deficiency rept re ASCQ -solenoid valves 
becoming Inoperable when exposed to radiation dosage & temps 
specified as purchase requirements W/o oncl 
DALE* 1- F Mississippi Power 6 Light Co 79/12/19 ip 


9001150419 Forwards rept re potential deficiency in NAMCQ-supp lied 
limit switches 

DALE* L F Mississippi Power •< Light Co 79/12/lB 1 p 


— BOOl 150421 Final rept re potential deficiency of NAMCQ-su p p 1 1 -ed limit 
switches Switches do not meet safety requirements of 
original purchase specs Condition not reportable per 
IGCFR5Q 55(e) 

* Mississippi Power t* Light Co 79/12/18 ip 


8001150537 Interim deficiency rept re valves which may not moot seismic 
requirements Vender reanalysis of valve natural frequencies 
will be completed by Feb 1930 Final rept ui 1 1 1 be submitted 
by 000404 

DALE.L F Mississippi Power St Light Co 79/12/18 Ip 


B0011905B9 Interim deficiency rept re incorrect type -welds on heating* 
ventilation & air conditioning long itudina 1 seams on round 
safety-related ductwork Rept util be submitted by B00229 
DALE. L F Mississippi Power *< Light Co 79/12/27 lp 


8001230096 Interim deficiency rept re mounted instruments not purchased 
according to nuclear saf a ty-related requirements Findings 
will be reported by 300229 

DALE . L F Mississippi Power *. Light Co 90/01/04 lp 


0001230144 Interim Deficiency Rept S re improper drainings of wire £ 
cable lists supplied by GE All termination cabinet panels at 
Site are being reviewed against as-shipped drawings Final 
rept will be filed by 300331 

DALEpL F Mississippi Power it Light Ca 00/01/16 tp 


DOCKET 30-410 PHI* UNIT 1 


Q Inspection reports* IE Bulletins & corre spondenc e 


8001090252 Forwards corrected cover page for IE Bulletin r* pressure 
switch failures W/o end 

LAIMAS. G Plant Systems Branch 79/11/07 Ip 


— 0001090254 Recommends issuance of proposed IE infa notice re pressure 
switch failure 

EISENHUTjD 0 Division of Operating Reactors 79/10/24 lp 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION. UNIT 3 


A Ap p I ic a t k nn/cons true 1 1 on stage document* % correspondence 


0001110424 Advises that util will file QL application in Nov 19G2 for 
commercial operation date of May 1986 
■COUNBILiW 0 Northeast Utilities 80/01/02 Ip 


8001 140470 Forwards info requested on 791115 re faulting in circulating 
It »vc water pump house excavation Drawings available In 
Central Files only Description of faults end 
C0UNS1L. W 0 Northeast Utilities 80/01/07 5pp 


If General correspondence 


8001090421 Accepts certification for radiological safety training t for 
NRC personnel visiting facilities in course of duties 
CQUN9IL. W 0 Northeast Utilities 79/12/20 2pp 


J Insurance It indemnity information 


0 Inspection reports' I£ Bulletins L correspondence 


B 001 22-0235 Forwards JE Insp Rept 50-423/79-09 on 791024-26 No 
noncomp 1 lane d noted 

CARL9DN- R T Region 1. Philadelphia. Reactor Construction I* 

Engineering Support Branch 79/11/16 2pp 


—9001320240 IE Insp Rept 50-423/79-09 on 791024-26 No noncomp 1 i ante 
noted Major areas inspected previous insp t in d inq g * sa f ely- 
related structural steel erection L procedures 6 controls 
over field-issued purchase orders 

CE0NE*A Region l, Philadelphia, Office of the Director 

MCGAUOHT* R W Region I. Philadelphia. Reactor Construction S. 

Engineering Support Branch 79/11/15 /pp 


30010S0173 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference 11 No written response required 

GRIER, D H Region l. Phi lade-lph ia, Office of the Director 

79/12/20 lp 


8001070132 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cable* for HPCl A Automatic Depresiun tatian 3ys " Na 
specific action or response requested 

GRIER, 0 H Region l, Philadelphia, Office of the Director 

79/12/21 lp 


000 1 1 l 0 1 &7 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Matches " No specific action or 
response requested 

GRIER, P H Region l* Philadelphia* Office of the Director 

79/12/21 Ip 


8001250140 Ack receipt of 790920 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-423/79-O5 
CARLSON, R T Region 1* Philadelphia. Reactor Construction & 

Engineering Support Branch 79/12/31 lp 


— 9001250145 Responds to NRC 790029 Ltr re violations noted m IE Insp 
Rept 30-423/79-05 Corrective actions heal input control is 
being Incorporated into S|<W AS ME III stainless stool welding 
procedures 6 will be completed by B0010J 

CQUN3IL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 79/09/28 2PP 


--0OO12SO15O Forward* IE Insp Rept 30-423/79 05 on 790604-08 

CARLSON. R T Region 1. Philadelphia* Reactor Construction !« 

Engineering Support Branch 79/00/29 2pp 


— G001250I54 IC Insp Rept 50-423/79-05 on 790604-09 Noncomp 1 lance noted 
several instances in which stainless steel welding 
procedures did not Incorporate PS4R commitments re stress 
corrosion prevention 

MCOAUQHT* n U Rqgion I* Philadelphia. Reactor Construction 6 

Engineering Support Branch TOTH* A D Region I* T*h l Ud-e 1 ph i a* 
Office of the Director 79/03/20 Bpp 


0001000651 Forward* IE Info Notice 79-34, "Inadequate Design dP Safety- 
Related Heat Exchanger* " No action or response required 
GRIER, D H Region 1, Philadelphia, Office of the Director 

79/12/27 lp 


0001140210 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbin® Discs 11 No response required 

GRIER, D H Region 1. Ph 1 la d o lph i a. Office of the Director 
79/12/31 ip 


0001 150088 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Str o*s Analysis of Piping elbow " No specific action or 
response required 

GRIER, B H Region 1* Ph i ladelph ia. Office of the Director 

79/12/31 lp 


0001150199 Forwards IE Info Notice 79-39* "Control of Maint It Essential 
Equipment " No response required 

CRIER, B H Region 1, Ph 1 1 ado l p h t a. Office of the Director 

79/12/31 lp 


8001 150200 Forwards IE Info Notice 90-01, "Fuel Handling Event* " No 
specific action or response required 

GRIER, B H Region 1* Philadelphia* Office uf the Director 
80/01/04 lp 


8001290189 Forward* IE Circular 80-01. "Svc Advice for GE Induction 
0OOI31O10B Forwards Endgrsment* 61 t< 62 to NELJA Policy NR-173 Disc Relay* " No response required 

IRFLAND. R R Northeast Utilities 00/01/25 3pp OR IER, D H Region 1* Ph i ) ade Iphia. Office of the Director 

80/01/17 Ip 

9001310213 Forwards Endorsement 36 to MAELU Policy MF-52 
IFFL AND, R R Northeast Utilities 00/01/25 2pp 
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DOCKET 50-/124 ALVIN W VOGTLE NUCLEAfl PLANT* UNIT t 


A App l ication/c □nstru'- ti on stage documents 8< correspondent e 


BOO] 030795 Forwards schedule for backfill resumption in response to NRC 
791210 J tr Requested info uu 1 1 be provided by S00131 
EHRENSPEHGER. W Georgia Power Co 79/13/21 2pp 


9001150002 Notification of 800109 meeting w/util at site to discuss 
foundation const *< water control measures 

STAHLE-tC R Light Water Reactors Branch 4 79/12/27 3pp 


BD011400A4 C orrmert 5 on util 791206 request tc» resume specific Items of 
work Methods of installing fc monitoring both shorfc-ieTfn b 
long-term pjeianeters acceptable Proposed dressing h 
protecting slopes is acceptable 

JACKSON, R 2 Geosciences Branch 77M2/20 3pp 


I Financial information 


8001290453 Responds to NRC 791210 re-guest -for guarantee info re code 
requirements Forwards 1977-78 annual rept s, 1970-79 quarterly 
financial statements ♦, 1979 1-yr projected source of funds 
statements Annual ropts only encl 
BROWN, M T Georgia Rawer Co 00/01/23 Ip 


--BQ0I290512 Annua) Financial Rept 1977 
* Georgia Rower Co 77/12/31 35pp 


J Insurance *< indemnity information 


0001170437 Forward* Endorsement 3 to At-II Eiress Binder E0-51 

FIELDER, J Marsh • McLennan, Inc M f M Nuclear Consultants Inc 
Dlv EO/C 1/14 2pp 


0 Inspection reports, JE Bulletins '< correspondence 


3001070202 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HP-C I U Automatic Depre-sturi lat i on Sye ” No 
specific Action or response requested 

O’REILLV.J P Pegion 2 Atlanta, Office of the Director 

79/12/21 2pp 


BQ0-1240J28 Forwards IE Info Notice 79-33, 'Improper -Closure of Primary 
Containment Equipment Access Hatches 11 No action or response 
requn ed 

C]'REILLV,J P ' Region 2, Atlanta, Office of the Director 
79/12/2] 2pp 


SOO 1240402 Forwards IE Info Notice 79-34., “Inadequate De-sign Of SaFety- 
Related Heat Exchanger* " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/27 2pp 


8001250109 Forwards JE Info Notice 79-37, -Cracking in Low Pressure 
Turbine Discs " Np response required 

O'REIL-LY, J P Rdgiot> 2, Atlanta, Office of the Director 

79/12/23 2pp 


80 01160287 Foruiai d % IE Info Notice 79-35, ‘Tontrol of Maint L EssantiaJ 
Equipment " No action or response required 

Q 'REILLY, J P Region Si Atlanta Office of the Director 

79/12/31 Ip 


600J240055 Forwards IE Info Notice 79-36* "Lompoter Code Defect in 
Stress Analysis of Piping Elbnu " No specific action or 
response required 

O 'RE [ LLY* J P Region 2, Atlanta, Office of the Director 

79/12/31 2pp 


0001290209 Forwards IE Info Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

Q'REILLY, J P Region 2,- Atlanta, Office of the Director 

80/0 J/04 2pp 


8001280052 Ac k receipt of IE Insp Repts 50-424/79-1B *< 50-4 2 5/79-1B 
on 791204-06 No proprietary info 
DUTTON* D Georgia Power Co 80/01/11 Ip 


—8001280062 Forwards IE lnsp Repts 50-424/79-JB K 50-425/79-10 on 
791204-06 No non t amp 1 i a n c e noted 

MURFHV, C £ Region 2, Atlanta, Reactor Construction U 

Engineering Support Branch. 79/12/27 2pp 


—8001280067 IE lnsp Repts 50-424/79-1B »< 50-425/79-1B an 791204 1)6 hu 
noncamp 1 lance noted Major areas inspected structural 
back Ail 1 

CONLON, T E Region 2 , Atlanta, Reactor Construction & 

Engineering Support Branch HARRIS, J R , CANTRELL* F S Region- 

2, Atlanta* Office of the Director 79/12/27 3pp 


S Reportable occurrences, LERs f related correspondence 


8001030729 Forwards 791120 final rept re potential significant 
deficiency evaluation conducted for embedded plates No 
proprietary info contained in response 
BUTTON, D Georgia Power Co 79/11/21 2pp 


— 0001030734 Final rept re potential -significant deficiency Involving 
improper installation b insp of embedded plate assemblies 
Caused by deficiency m const 6 breakdown in QA program* 

DA program upgraded ?< embed design modified 
» Georgia Power Co 79/11/20 4pp 


S001240466 Interim deficiency rept re dewatennq V erosion of baci-fill 
UtU met w/NRC on 790109 Util unable to establish definite 
camp let tori date for final rept Addl update h date for final 
rept will be provided by 800215 
DUTTON* D Georgia Power Co 00/01/15 2pp 


8001240449 Advises that util is evaluating potential deficiency tv 
voids in concrete placements on interior wa 1 ) i in auxiliary 
b Idg, repor ted in util 791220 Itr Evaluation will be 
completed 7« rept filed by 800129 
DUTTON, D Georgia Power Co 80/01/18 2pp 


DOCKET 50-425 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 2 


A App 1 i c a 1 1 an/con s true t i on stage documents l< c orr esp oncJen c e 


0001030795 Forwards schedule for backfill resumption* in neoponsp to MHi 
791210 ltr Requested info will be provided by 800131 
EHflENSPEFTGER, W Georgia Power Co 79/12/21 2pp 


8001 150002 Notifies tion of B00109 meeting w/util at site to diacuos 
foundation const uater control measures 

STAHLE, C R Light Water Reactors Branch 4 79/12/27 Jpp 


8001140064 Comments ofl util 791206 request to resume specific itum* ■■ 1 
work Methods of installing i, monitoring both short-terJn & 
long-term piezometers acceptable Proposed dressing R 
protecting slopes is acceptable 

JACKSON* R E Geosciences Branch 79/12/28 3pp 


I Financial information 


B001290453 Responds to NRC 791210 request for guarantee info re ICHlO 
requirements Forwards 1977-70 annual rep ts, 1978-79 quarterly 
financial statements *< J979 1-yr projected source of Funds 
statements Annual repts only encl 
BROWN. M T Georgia Power Co 00/01/23 ip 


— 8001290512 Annual Financial Rept 19/7 
* Georgia Power Co 77/12/31 35pp 


J Insurance l< indemnity information 


0001170437 Forwards Endorsement 3 to ANI Excess Binder EB-51 

FIELDER. J Marsh & McLennan, Inc , M ?< M Nuclear Consultants, I|H 
Div BO/01/14 2pp 


G inspection reports, IE Bulletins t< correspondence 


9001070202 Forwards IE Info Notice 79-32* "Separation of Electrlrnl 
Cables for HPCI !t Automatic Depressurization Sgs " No 
specific action or response requested 

0'REU.LY* J P Region 2, Atlanta* Office of the Dirocto-r 

79/12/21 2pp 


0001240120 Forwards IE Info Notice 79-33* "Improper Closure of Primal y 
Containment Equipment Access Hatches M No action or response 
required 

O'REILLY* JP Region 2* Atlanta, Office of the Director 

79/12/21 2pp 


0001240482 Forwards IE Info Notice 79-34, "Inadequate Design of SaPofcy 
Related Heat Exchangers 11 No action or response required 
O'REILLY. JP Region 2, Atlanta. Office of the Director 
79/12/27 2pp 
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0OOI23O1O9 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

O'RFILLYiJ P Region 2. Atlanta. Office of the Director 

79/ 12/28 2pp 


B00116Q2B7 Forwards IE Info Notice 79-35, "Control of hlaint ?« Essential 
Equipment " No action or response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79M2/31 lp 


S001240055 Forwards IE Info Notice 79-36. "Computer Code Defect In 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director ' 

79/12731 2pp 


DOCKET 50-433 UC-5ANTA D AR IIARA RESEARCH REACTOR 


0 Inspection reports. IE Bulletin* V correspondence 


0001 100540 Forwards IE Inaji Rept 50-433/79-02 on 79U2/-20 No 
noncomp 1 lance- noted 

CREWS, . J L Region 5 San Francisco. Reactor Operations Nuclear 

Support Branch 79/12/11 9pp 


—0001100544 IE insp Re p t 50-413/79-02 on 791 127-29 No noncompliance 
noted Major areas inspected lags. records, reviews & audits 
9TERNDERG, D M Region 5, San Francisco. Reactor Operations 

Nuclear Support Branch HORN. A J Region 5. San Trancisco. 
Office of the Director /9/12/10 Jpp 


8001290269 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
GO/01/04 2pp 


0001280052 Ack receipt of IE Insp Repts 50-424/79-19 & 50-425/79-10 
on 791204-06 No proprietary info 
DUTTON. D Georgia Power Cu 80/01/ii Ip 


— 0001200062 Forwards IE Insp Flopts 50-424/79-10 l< 50-425/79-10 nn 
791204-06 No noncomp I i onto noted 

MURPHY, C E Region 2. Atlanta, Reactor Construction t 

Engineering Support Dranth 79/12/27 2pp 


— 0001200067 IE Insp Repts 50-424/79-18 i< 90-435/79-10 on 791204-06 Nu 
noncomp 1 iance noted Major areas Inspected structural 
backfill 

CONlON. T E Region 2, Atlanta. Reactor Construction h 

Engineering Support Branch HARRIS. J ft , CANTRELl , F S Reqion 

2. Atlanta. Office of the Director 79/12/27 3pp 


S Reportable occurrences, LERs b related correspondence 


0001030729 Forwards 791120 final rept re potential significant 
deficiency evaluation conducted for embedded plates No 
proprietary info contained in response 
DUTTON, D Georgia Power Co 79/11/21 2pp 


— 0OO1O3O734 Final rept re potential significant deficiency involving 
improper installation & insp of embedded plate assemblies 
Caused by deficiency in const A breakdown In GA program 
GA program upgraded 6 embed design modified 
« Georgia Power Co 79/ J 1/20 4pp 


0001240466 Interim deficiency rept re dewatering I* erosion of backfill 
Util mot w/NRC on 790109 Util unable to establish definite 
completion date for final rept Add k update U date far final 
rept will be provided by 000215 
DUTTON, D Georgia Power Co 00/01/15 2pp 


6001340449 Advises that util is evaluating potential deficiency re 
voids in concrete placements on interior walls in auxiliary 
b Id g , reported in util 791220 Ur Evaluation mill be 
completed I< rept filed by 000129 
DUTTON*. D Georgia Power Co BO/Ol/lQ 2pp 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 

A Application/construc t ion stage documents b correspondence 


B0010306Q6 Forwards 36A93. "Responses to Pont-CMI NRC Requirements." 
per IE Bulletin / 9 -O 6 . NRC 791010 b 1109 Itr* re 1MI Lessons 
Learned Task Fore* short-term requirement* h "TM1 Lessons 
Learned Task Farce Final Rept " 

HAGA, P 0 Harvco Alloys. Inc 79/12/21 2pp 


— BQO 1030691 "Responses to Pust-THI NRC Requirements'" 
* Harveo Alloy*, Inc 36A93 79/12/21 05pp 


G Adjudicatory correspondence 


00011 10060 Notifies ASL3 that publication date For Quppl 3 to SEil re 
GPS floating nuclear power plants cannot be established due 
to preparation foi ACRS subcommittee meeting on core ladle 
domgn 

SDH INK I . 8 M Hearing Branch 3 79/12/04 ?pp 


6001030940 Notifies that NRC will not file discovery rept before 000107 
due to absence of licensing project manager from 791221- 
G0D1G2 

SDH INK I . S M Henring Branch J 79/12/2 7 lp 


Q001 100313 Advises of ACR& Feb 1900 meeting to consider applicant 
proposed core ladle design Discussion will be based on next 
SER tuppl Review progress will bo sent on monthly basis 
50HINKT.S M Hearing Branch 3 90/01/03 2pp 


(I Inspection reports, IE Bulletins ?< correspondence 


0001070246 Forwards IE Info Notice 79-32. ‘Separation of Electrical 
Cables for HPCI & Automatic Dep l essur 1 l a fc 1 Dn Sys “ No 
specific action or tesponse requested 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/12/21 lp 


0OO124O14D Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY.J P Region 2. Atlanta, Office of the Director 

79/12/21 lp 


6001240499 Forwards IE Info Notice 79-34, "inadequate Deslqn of Safcly- 
DDCKET 90-426 ALVIN W VOOTLE NUCLEAR PLANT, UNIT 3 Related Heat Exchangers “ No action or response required 

— , O'REILLY, U P Region 2. Atlanta, Office of the Director 

A Application/construction stage documents tt correspondence 79/12/27 lp 


QOOl 140064 Comments on uti) 791206 
work Methods of Installing & moni 
long-term piezometers acceptable 
protecting slopes is acceptable 
JACKSON, R E Geosciences Branch 


request to resume specific items of 
taring both short-term 6 
Proposed dressing & 

79/12/20 3pp 


DOCKET 50-427 ALVIN W VQQTLE NUCLEAR PLANT, UNIT 4 


A Application/construction stage documents U correspondence 


9001140064 Comment* on util 791206 request to resume specific Item* of 
work Methods of installing b monitoring both short-term & 
long-term piezometers acceptable Proposed dressing 6 
protecting slopes is acceptable 

JACKSON, R E Geosciences Branch 79/12/20 3pp 


9001250147 Forwards IE Info Notice 79-37. "tracking in Low Pressure 
Turbine Discs " No response required 

□ '■REILLY. J P Region 2. Atlanta, Office of the Director 
79/12/20 Ip 


6301 160363 Forwards IE Info Notice 79-35, "Control Of Maint t Essential 
Equipment " No action or response required 

□ f REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 lp 


6001240090 Forwards IE Info Notice 79-36, "Computer Code Defect ih 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/12/31 lp 


0001 29031 B Forwards IE Info Notice 60-01, 
specific action or response required 
O'REILLY.J P Region 2, Atlanta, Off 
00/01/04 Ip 


"Fuel Handling Events 
ce of the Director 


No 
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LOffET S0-42Q CElLEFCUTE V/ILEAR PLANT UNIT 1 
, *pp 1 1 c <3 1 1 cr r an * *ruc 1 > or stage documents f> correspondence 


6OGIC30913 Advises n f issuance af order extending const completion 
aates fcr lni*J * » „ to 93D3G1 ♦. 1 201 - respectively 
PuRR p L> Light Water Reactors Branch 3 79/12/17 2pp 

- Z f u10j 351S Order cxcenrtirg const completion dates for Units 1 & 2 to 
030301 f 1201. respectively I.RC evaluation end 

VAEBmLLO 0 f Di ision o# Project Management 79/12/17 2pp 


—0001180010 IE Insp Repts 50-430/79-26 »' 50-439/79-26 on 791112-16 
None omp 1 lance noted improper handling or stainless steel 
piping for safety -related sijs 

CANTRELL. F S Region 2. Atlanta. Reactor Conn ti tic t i on Cc 

Engineering Support Branch WR10M1.R W . THOMAS, M Region 2. 
Atlanta, Office nf the Director 79/ll/JO /pp 


0001020657 Forwards response to IE Bulletin 79-03. Re v i s 1 on 2. "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Dolts " No expansion anchor bolts used in concrete block 
walls to attach piping supports in safety related sys 
MILLS, L M Tennessee Valley Authority 79/12/06 4pp 


— EDO 10JOC24 ' Ei * a f ► L /=. 1 ua 1 1 on Request for Extension of CPFR-122 t 
LPPR-12 ) 

♦ Division p» Project Management 79/12/17 3pp 


— SCO1O3C031 El A supporting extension oi const completion dates for Units 
1 * 2 to 530301 1 1 Sul respectively 

* Di.iuen of Cite Safety b Environmental Analysis 79/12/14 

2pp 


— E00103QB3& Negative declaration re extension of const completion dates 
for Units I ' 2 to 630301 K 120 1 . r esp ec 1 1 ve 1 y EIS not 
warranted 

SELLS D E Environmental Projects Branch 2 79/12/05 2pp 


EQD102043"’ Foruards current rvA load forecast h presentation explaining 
forecast i ng methodology / 

MILLS L H Tennessee Valley Authority 79/12/21 lp 


—6001020439 load forecast presentation for 790724 TVA electric rata 
workshops in Chattanooga TN 

TOTR«r.CE. J M Tennessee Valley Authority 79/07/24 16pp 


flv0H30A35 Forwards Revision I ho branch technical position on 
radiological en.iron monitoring Revised requirements will be 
implemented in licensing re lew f radiological effluent 
Tech Spec update No supp) to license application required 
VARGA S A Assistant Director for Light Water Reactors 79/12/21 
Ip 


■0001160061 Revision 1 to branch technical position on radiological 
environ monitoring 

♦ Radiological Assessment Branch 79/11/30 J7pp 


00012100,2 Requests add l detailed info re confirmatory piping analysis 
Mechanical Engineering Branch will analyie piping sys to 
verify compliance w'ASMS codes 

PARR 0 D Light Water Reactors Branch 3 00/01/03 Dpp 


600)070210 Forwards IE Info Notice 79-32, "0 op oi j fc i on of Electrical 
Cables for HPCI K Automatic Depressor 1 tat i on Sy«* " Nn 
specific action or response requested 

O'REILLY. J P Region 2, Atlanta. Uffice of Lho Director 
79/12/21 Dpp 


0001240133 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches ’ No action or response 
required 

□ 'REILLY, J P Region 2. Atlanta, Dffico of the Director 
79/12/21 3pp 


8001240487 Forwards IE Info Notice 79- 34, "Inadequate Design i) f taafuty 
Related Heat Exchangers " No action or response required 
□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/ i 2/27 2pp 


8001250126 Forwards IE Info Notice 79-37, "Cl diking in Low Pros swro 
Turbine Discs " No i osponse required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/20 3pp 


6001160313 Forwards IE Info Notice 79-J5, "Control of Malnt !< Essential 
Equipment " No action or response required 

0 REILLY, J P Region 2. Atlanta, Utfico Of the Direr tor 
79/12/31 Ip 


6001240069 Forwards IE Info Notice 79-36, '( omputor Codo Defect in 

Stress Analysis of Piping Elbow " Nn specific action or 
response required 

O'REILLY, J P Region 2, Atlanta. Uffico of the Djrdctor 

79/12/31 3pp 


6001290300 Forwards !C Info Notice 00-01. "Fuel Handling LvenU " No 
specific action or response required 

□ 'REILLY, J P Region 2. Atlanta. Office of thD Director 
60/01/04 )p 


6001210222 Forwards Socioeconomic Effects Due to Extended Const 
Schedule. * in response to NRC request 

MILLS, L M Tennessee Valley Authority 00/01/15 Ip 


— BOO 1 2 1 0223 "Setioeconnnic Efrects Due t D Extended Const Schedule " 
* Tennessee Valley Authority 00/01/15 lp 


fiOO 1 290360 Updates 790412 ■ 0510 Itrs re recall of 4-inth elbows f, 
^-inch tees from Lot H6719 Lists nuclear power plants at 
which fittings have teen located Lists facilities from which 
fittings ha , e been removed 
HA/DEN, L E Eon Corp 60/01/15 2pp 


c ’’ fir 9 Enei f 1 protection plans 


6001090206 Responds to NRC 791121 ltr re upgraded emergency plans Wi 
revise emergency plans for all util facilities Federal V 
Emergency Mgt Agency will review new requirements w/respect 
to state 6 local emergency plans 

MILLS, L M Tennessee Valley Authority 80/01/03 2pp 


S Reportable occurrences. LERs \ related cor renpondence 


6001030735 Forwards second interim deficiency rapt re voids In pi inaru 
containment dame 

HiLLS.L M Tennessee ValJ D y Authority 79/12/11 Ip 


0001030741 Second interim deficiency ropfc re voids in primary 
containment dome Small exploratory hole will be drilled in 
lower portion of each suspect area Next rept by B003J1 
* Tennessee Valley Authority 79/12/11 Ip 


8001 140370 Sixth interim deficiency rept re failure of expansion 
anchors to pass qualification tests Final resolution to NCR 
B71 provided in previous rept Final resolution of NCR 090 
expected 000326 

MILLS. L M Tennessee Valley Authority 80/01/07 ]p 


00012)0252 Forwards first interim dnficienc 
ring seal welde on florg-Warner valves Nr* 
will be submitted by 000407 
MILLS, L M Tennessee Valley Authority 


y rept re defect! 
t written rept 

BO/Ol/ 11 Jp 


ve 


lOAt 


IE t correspondence 

MURFhV C E Region 2, Atlanta. Office of the Director 79/11 


"-800(180005 Notice of violation from 
* Region 2 Atlanta. Office of 


insp on 791113-16 
the Director 79/11/30 


ip 


~~ 80 2i?d6 2 !n n^ 5t u interlni J* pic ‘*" c Y r ®p fc TJ defective seat ring »cj] 
a! esi? h I 9 f rn<>r 9at0 va,V06 UtU U Botg-Warnor will 
establish visual acceptance criteria for welds 
* Tennessee Valley Authority 00/01/11 ip 

B °dis!osIl J efUienc V rfi P* t* defective welding in ua»t« 

M LS I H / n8 r<JP . t , ?f U be ftubmi kted by 800206 
MILLS, L rl Tennessee Valley Authority BQ/Q 1/14 ip 


8 °°Stfr2 F " r "‘" M “ f ’"» l r.pl „ flout, motor 

MILLS, L M Tennessee Volley Authority 80/01/18 Ip 
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-*-6001 310392 Final deficiency rept re defective Gould motor starters 
Potential defect involves possible seizure of car-ripr 
assembly Within support plate of stationary contact 
assembly Caused by worn die Lamer assemblies replaced 
* Tennessee Valley Authority 80/01/ 18 Ip 


— 80011B0010 IE tnsp Repts 50-438/79-26 t 50-439/79-26 on /9llin-16 
Noncomp 1 i ante noted improper handling of stainless steel 
piping for safety-related sys 

CANTRELL. F S Region 2. Atlanta, Reactor Construction << 

Engineering Support Branch WRIGHT. R W . THOMAS, h Region 2. 
Atlanta. Office of the Director 79/11/30 7pp 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT. UNIT 2 


A Ap p 1 l ca 1 1 on/ c on s true 1 1 on stage documents &■ correspondence 


8001030813 Advises of issuance of order extending const completion 
dates for Units 1 V 2 to 830301 •, I20l , resp ec t i vely 
FARFLO D Light Water Reactors Branch □ 79/l,£/l7 2pp 


— 8001030810 Order eztendlng const completion dates for Units 1 ft 2 to 
930301 i< 1201 . rospec 1 1 vel y NRC evaluation enc 1 

VA8SALLO, D B Division of Project Management 79/12/17 2p p 


— 8001030924 "Staff Eva 1 ua 1 1 on. Re que a t for Extension of CPPR-122 & 
CPPR-123 “ 

* Division of Project Management 79/12/17 ipp 


0001020657 Forwards response to IE Bulletin 79- 02. Re v \ s i on 2. "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts ’ No expansion anchoi bolts used in concrete block 
walls to attach piping suppoits m safety-related sys 
MILLS. L 11 Tennessee Valley Authority 79/12/06 4pp 


8OO1O702LB Forwards IE Info Notice 7 9-32. 'Separation of Electrical 
Cables for HPC I L Automatic Depressurization bys " No 
specific action or response requested 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/2 1 3pp 


8001240133 Forwards IE Info Notice 79-31. “Improper Closure of Primary 
Containment Equipment Access Hatches 11 No action or response 
r equ j red 

O'REILLY, if P Region 2. Atlanta. Office of the Director 

79/12/21 3pp 


— Q001030831 EIA supporting extension of const completion dates for Units 
1 tr 2 to 830301 *« 1201. respec ti velq 

* Division of Bite Safety T < Environmental Analysis 79/12/14 
2PP 


--0001030936 Negative declaration re extension of const completion dates 
for Units 1 f« 2 to 930301 6 l 20 1 . T e sp e c 1 1 ve 1 y ElS not 
warranted 

BELLS. D E Environmental Projerts Branch 2 79/12/05 3p p 


8001240407 Forwards IE Info Notice 79-34, “Inadequate Design of Safety- 
Related Heat Exchangers “ No action or response required 
O'REILLY, J P Region 2. Atlanta Office Of the Director 

79/12/27 2pp 


9001290126 Forwards IE Into, Notice 79-3/, "fracking in Low Pressure 
Turbtm* Discs " No response required 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/29 3pp 


8001020437 Forwards cui rent TVA load forecast L presentation explaining 
forecasting methodology 

MILLS. L M Tennessee Valley Authority 79/12/21 ip 


— 8001020439 Load forecast presentation for 790724 TVA electric rate 
workshops in Chattanooga. TN 

TORRANCE. J M Tennessee Valley Authority 79/07/24 i6pp 


8001190035 Forwards Revision 1 to branch technical position on 
radiological envuan monitoring Revised requirements will by 
implemented in licensing review ft radiological effluent » 

Tech Spec update No suppl to license application required 
VAftQAi S A Assistant Director for Light Water Reactors 79/12/21 

IP 


— 0OQI1BOO61 Revision i to branch technical position on radiological 
environ monitoring 

* Radiological Assessment (It anrh 79/11/30 17pp 


80011603)3 Forwards IE Info Notice 79-35. "Control of Maint L Essential 
Equipment 1 No action or response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 

79/12/31 ip 


0001240069 Forwards C E Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/12/31 3pp 


0001290300 rorwartls IE Info Notice 80-01. l Tuel Handling Events " No 
specific action or response t equlred 

O'REILLY. J P Rngion 2, Atlanta, Office of the Director 

80/01/04 Lp 


5 Reportable occurrences, LCRs h related correspondence 


8001210072 Requests addl detailed info ro confirmatory piping analysis 
Mechanical Engineering Branch will analyze- piping sy* to 
vartf-y compliance w/ASMf codes 

PARR, 0 D Light Water Reactors Dtanch 3 B0/Q-1/03 3pp 


8001210222 Forwards "Socioeconomic Effects Due to Extended Const 
Schedule," in response to NRC request 

MILLS. L M Tennessee Valley Authority QO/Ol/15 lp 


— 8001210223 "8oc i ©economic Effects Due to Extended Const Schedule 
« Tennessee Valley Authority 80/01/15 lp 


9001290360 Updates 790412 h 0510 ltrs re recall of 4-lnch elbows K 
3-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/ 15 3pp 


F Security, medical, emergency It fire protection plans 


8001090208 Responds to NRC 791121 ltr re upgraded emergency plan* Will 
revise emergency plans for all util facilities Federal 
Emergency Mgt Agency will review new requirements w/respect 
to state ?. local emergency plans 

MILLB.L M Tennessee Vallay Authority 80/01/03 2pp 


Q Inspection reports, IE Bulletins & correspondence 


8001180002 Forwards TE Insp ftepts 50-43B/79-26 & 30-439/79-26 on 
791il3-16 ?< notice of violation 

MURPHY, C E Region 2, Atlanta, Office of the Director 79/11/30 

2pp 


8001140370 Sixth interim deficiency rept re failure of expansion 
anchors to pass qualification tests Final lesolutkon to N(,R 
071 provided in previous rept Final resolution of NCR 898 
expected 800326 

MILLS, L Ml Tennessee Valley Authority 80/01/07 lp 


3001210232 Forwards fir9t interim deficiency rept re defective seat 
ring seal welds on Oorg-Warner valves Next written rept 
will be submitted by 800407 

MILLS, L M Tennessee Valley Authority 80/01/11 Ip 


— 8001210254 First interim deficiency rept re defective seat rtnq seal 
welds on Dorg-Warner gate valves Util 6 Dorg-Warner will 
establish visual acceptance criteria for welds 
* Tennessee Valley Authority 90/01/11 Ip 


8001210290 Supplemental deficiency rapt re defective welding in waste 
disposal ays Final rept will bn submitted by 800206 
MILLS, L M Tennessee Valley Authority 80/01/14 Ip 


8001310234 Forwards final deficiency rept re defective Gould motor 
start er s 

MILLS, L M fenne-ssee Valley Authority 90/01/ia lp 


— 9001310352 Final deficiency rept re defective Gould motor starters 
Potential defect involves possible soiiure of carrier 
assembly within support plate of stationary contact 
assembly Caused by Worn die Carrier assemblies replaced 
# Tennessee Valley Authority 80/01/18 lp 


— 9 0Q1 180005 Notice of violation from insp on 791113-16 

* Region 2, Atlanta, Office of the Director 79/11/30 Ip 
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C- >»£T 5^-440 F£tr k ’"LEAR PQ„sK PLANT. CUT 1 

*»pp 1 ie* # ism ' c -nstr jc 1 1 i*i stage docunents t correspondence 


6001090473 Forwards IE Info Notice 79-37. 
Turbine Discs " No response required 
KEPPLER, J G Region 3, Chicago 
lp 


"Cracking in Low Proo&ur© 
Office uf the Director 79/12/1111 


C ‘*•*'6 For»,a"di r^spcm* to questions contained in 791221 ltr re 

e e-uetio' r < l«c:**iisi<ning plans 

L c NTC'< H F Office of Njc) ear Reactor Regulation 797(2/20 Bpp 


f ."lF7u4i9 notifies of util intent to ukilue provisions of ASME 
r ».»irn J Cod* Ca«e N-242, Matls Certification * 
f A v I f Z i M 5 9 cie»elard Electric Illuminating Co 00/01/16 IP 


fl Artl'r.j* co"re#pjnderre 


‘v 12 r,l 50 Ot 3 er grantirj emersion until SC 01 31 for Commission to 
review At.rtD-'j'"} 

^HUf E i Irfice of tre Secretary of the Cca-nssion 80/01/14 
lp 


Q Inspe'-ticr reports IE Bulletins i correspondence 


•ECltl-Dtai Forverdi IE Irsc Rects 30-440/79-10 h 50-441/79-10 on 
■'UOit-io • no ,, »»e of violation 

MOREL’ I G Rejiv-n 1 Chicago Reactor Construction 6 Engineering 

c uppi.rt Grarch 7?/Ji 21 2pp 


--EZ31 17313 7 Notice g# violation from ins? on 79JQ16-IB 

* Pe^isn 3 Ch lCl3 g a Gffiie of the Director 79/11/19 2pp 


--f’COl 1 7014 Q IE Intp Rafts 50 - 440 / 79-10 A 30 - 44 J/ 79-10 on 791016-18 
Nsncc-pliarra noted inadequate procedures ♦ failure to 
folic*/ procedures for q., a i . f i c a 1 1 on of insp ■« testing 
personal 

WlLLl« w ^ C C SUERMAMJ J F . HAXrlELL. G F Region 3 Chicago/ 
Office of the Director 79 'M /19 | 9 pp 


8001160282 Forwaids IE Info Notice 79-36, "Computer Code Defect »n 
Stress Analysis of Piping Elboui " No specific action or 
response required 

KEPPLER. JG Region 3, Chicago, Office of the Director 79/12/iNJ 

IP 

8001 100196 Forwards IE Info Notice 79-35/ "Control of Maint t* EMontidl 
Equipment rt No action or lesponse required 

KCPPLER.J G Region 3, Chicago. Office df the Director 7-9/12/ II 

lp 


8001230057 Responds to IE Bulletin 79-25, "T/lilures of We « t i ng liuu ae 
BFD Relays in Safety-Related Sys "" Relays not planned For 
use in safety-related sys 

DAVIDSON, D R Cleveland Electric Illuminating Co 80/01/03 Ip 


3001150122 Forwards IE Info Notice 80-01, "Fuel Hontlling Events M No 
specific action or response required 

KEPPLER. j G Region 3. Chicago, Office of the Director 00/01/04 
lp 


8001220233 Act receipt of 791221 1 fcr informing NRG of stops takoti to 
correct violations noted in lE Insp Rept* 50*440/79-10 Jt 
50-441/79-10 on 7910)6-10 

F IDRELL I , G Region 3, Chicago/ Reactor Corn true t i on & Enginr«rlH 0 

Support Branch QU/Ol/11 ip 


■8001220239 Responds to NRC 791121 ltr re violations noted in 115 Imp 
Repts 50-440/79-10 f» 50-441/79-10 on 791016-IU Corrective 
actions training program for test personnel revised !< 
tagging process strengthened before unit release 

DAVIDSON. D R Cleveland Electric Illuminating Co 79/12/21 5pp 


LCQMGU 253 Forwards IE Inf c Nitice 79 - 31 , “Use of Incorrect Amplified 
Prepense Spectra lAhai " No action or response required 
hEPrLER J r. Region 3 Thitago Office of the Director 79 / 12/13 
Jp 


8001290118 Forwards IE Circular 80-01, "Svc Advice for OC Induction 
Disc Relays " No response required 

KEPPLER. J G Region 3. Chicago. Office of the Director 1)0/01 / l / 

lp 


«. 5G -44 1/79- 11 on 


l:Q1240i 70 fcrta'S i IE Insp Repts 50-440/79-11 
"’■r J l 1 4- 1 5 No nincomp 1 iar L e noted 
FICntLLl.G »egisr< 2 Chicago. Reactor Construction & Engineering 

Support Branch 79/l£/r» 2pp 


^:01240176 IE Irsp Pefts 50 - 44 u/ 79 -l l t, 5 G- 441 / 79-11 on 791114 -Jb No 
Oitcc-jlijin.e noted Major areas impacted status of site 
c-nst activities 6 temporary instruction re interviews u/ 
site c raf fr 5 r*en 

WILLIAMS C C . Mil Mr L IN J E WILLIAMS C 
Office r T the Director 79/12/Q7 4fp 


Region 3 Chicago, 


CSlSSvOC? Forwards IE Insp Repts 50-440/79-12 h 50-441/79-12 on 
791 12/ -29 No noncompliance noted 

n T Qn 3 Chicago Reactor Construction 1 Engineering 
Support Erarch 79/12/17 2 p p * * H 


— eoouscoir It Insp Repts 5 :- 44 C/ 79-12 »< 50 - 441 / 79-12 on 791127-29 No 
noncarp I unc* r.sted Major areas inspected RCPB 6 safety- 
related piping werk activities procedures «, quality records 
LEt.t u e Region 3 Chicago. Reactor Construction 

Engineering Support Orancf DANIELSON. D H Region 3 , Chicago, 
OFfiCB of the Director 79 / 12 /JO 5 p p M 

^terfeJenr^^T IE C ' T * uUv 79 ~ Z5 ' Shotk Arrestor Strut Assembly 

Interference written response required V 

hEFPL 4 J G Region 3 Chicago Office o# the Director 79 / 12/20 

»' pr, " ara 

kEPFlER.j G Region 3 Chicago, Office of the Director 79 / 12/26 

“cJilS^Scr* U °r ltB 79 " 32 ' ''^P^^aon of Electrical 

It Depres sur nation Sy, - No action 

i«eppler,jc Region 3r Chlcag04 Qtfict Qf the hirftckOT 79/12/2fc 


65 2Ju»” ::;“ks “ “**>»" .» 

KEPPLER j q □:*? \ or response required 

Ip R« 9 ion 3 Chicago, Office of the Director 79/12/ 


9 Reportable occurrences. LERs h related correspondence 


6001 1 10026 Ack receipt of 79H23 interim rept re ITE 4 ift kV ewitclineoi 
deficiency Uitl review final rept upon receipt 

FIQRELLI.G Region 3. Chicago. Reactor Construction & Eng u'fl «r 1 ng 

Support Branch 79/12/17 lp 


SOO 1 030630 Fin el deficiency rept re &UU in jackets of Class IE omn I t 
power f. control cable Slits occurred during mffl proceos 
Cables mfg to date will undergo 100X visual Insp for slits 
Deficient cables will be returned 

DAVIDSON, DR Cleveland Electric Illuminating Co 79/12/19 MOpp 

BOO ill 0030 Ack receipt of 791207 final deficiency rept re 8W1 
Constructors. Inc control of subcontractor HalvOrsen Doiler t, 
veering Co Review will be completed during future insp 

sCori ir,n £ h "ip”’ 0 ' CBn,lrUC *■ Cnj I.. V . r , 


C i h M / fl, lCient,J rept r,f inadequate compaction eP 

DiuTnqn M b S ^ii 1, settlln 9 Qf individual pipes of P45 sys 
DAVIDSON/D R Cleveland Electric Illuminating Co 79/12/20 Ip 

-3001030916 Final deficiency rept re inadequate compaction of Clais rt 
backfill < settling of individual pipes of P45 sys Backfill 
removed f< replaced Number of QC personnel increased No 
buck ing failure or significant distortion occurred 
Cleveland Electric Illuminating Co 79/12/20 3 pp 

0001150669 Interim deficiency rept ve omission of Class Q fill 
Tinn\l *1 Do « blc ^terstops installed at eight locations 6 
s ngle waterstops installed at seven locations Final rept 
will be forwarded by 900229 r 

DAVIDSON. D R Cleveland Electric Illuminating Co B0/0I/07 Ip 

FIOREULI o f ln, ' , i‘ dual bBl °" design .l.vluonl 

Su?"ori i?e„ e » lp 3 ’ 0 ' n " C ‘° r * Enjlnear ing 


■sssl-**' c r iet ' d 2 U rin,*?;ii r : o rn;/ 

Support Drench 00/01/11 Ch Jp a90< Reactor Construction A Engineer, Tig 
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DOCKET 50-4 U PERRY NUCLEAR POWER PLANT . UNIT 2 


A Ap p 1 t ion/ construe t ion stage documents & c orrespondence 


BOOIO0OO76 Forwards response to questions contained in 791231 Itr re 
evacuation *» decommissioning plans 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/28 0pp 


0001290460 Notifies of util intent to util tie provisions of ASME 
Section 3 Code Case N-242, "Natls Certification 11 

DAVIDSON D R Cleveland Electrir Illuminating Co 00/01/16 Ip 


M Antitrust c orr e spondenc e 


QOO 1 2301 59 Order qranting extension until 00013-1 for Commission to 
review A LAB-560 

CHlLkLS J Office of the Secretary of the Commission 80/01/14 

lp 


0 Inspection reports. IE Bulletins 8< correspondence 


000 1 1 70 1 33 Forwards IE Insp Repts 50-440/79-10 «c 50-441/79-10 on 
791016-10 t. notice of violation 

F ! QRELL I , Q Region 3. Chicago. Reactor Construction l< Engineering 

Support Branch 79/11/21 2pp 


— 000117013/ Notice of violation from insp on 791016-JB 

» Region 3. Chicago. Office of the Director 79/11/19 2pp 


— BOOH70140 IE Insp Repts 50-440/79-10 f< 30-441/79-10 on 791016-10 
None omp liance noted inadequate procedures ** failure to 
follow procedures for qual i f icat ion of insp t< testing 
per sonne 1 

WILLIAMS, C C . SUERMANN, J F . MAXWELL, G F Region 3. Chicago, 

Office of the Director 79/11/19 19pp 


8001100250 Forwards IC Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra (ARB) " No action 01 response required 
KEPPLER, J C Reqion 3, Chicago, Office of the Director 79/12/13 

IP 


8001090473 Forwards IC Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLEft. J 0 Reqigrt 3. Chicago Office of the Director 79/12/20 

IP 


8001 1602B2 Forwards IE Info Notice 79-36, ‘Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, J G Region 3. Chicago. OfMcs of the Director 79/12/20 

Ip 


0001100196 Forwards IE Jnfo Notice 79-35. "Control of Maint t Essential 
Equipment “ No action or response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/13/31 

IP 


0001230057 Responds to IE Bulletin 79-25, “failures of Wes t i ngho use 
QFD Relays in Gaf e ty-R e i a ted Sys 11 Relays not planned for 
use in safety-related sys 

DAVIDSON, D R Cleveland Electric I L luminat Ihg Co 60/01/03 Ip 


QQ01 150122 Forwards IE Irtfq Notice 80-01, “Fuel Handling Events “ No 
specific action nr response required 

KEPPLER, J G Reqion 3, Chicago, Office of the Director 00/01/04 

lp 


000 1220283 Ack receipt of 791221 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/79-10 6 
50-441/79-10 an 791016-18 

r ICRELL 1 , 0 Region 3, Chicago. Reactor Construction Sc Engineering 

Support Draneh 60/01/11 lp 


~-0OO | 122O2B9 Responds to NRC 791121 Itr re violations noted in IE Inip 
Repts 50-440/79*10 It 30-441/79-10 on 791016-19 Corrective 
actions training program for test personnel revised k 
tagging process strengthened before unit release 

DAVIDSON, D R Cleveland -Electric Illuminating Co 79/12/21 5pp 


8001290110 Forwards IE Circulir B0-01. “Svc Advice for GL Induction 
Disc Relays " Nu response required 

KEF’PLER , J G Reqion 3, Chicago, Office of the Director 80/01/17 

lp 


8001240170 Fcrwaids IE Insp Repts 30-440/79-11 k, 50-44 1/79- i i on 
791114-15 No noncompliancc noted 

FtORELL I * G Royion 3, Chicago, Roactor Construction ?< Engineering 

Support Branch 79/12/17 2pp 


--0001240176 IE Insp Repts 50-440/79-U »< 50-441/79-11 on 791114-55 No 
non c omp 1 i anc e noted Major areas inspected status of Site 
const activities ft temporary instruction ro Interviews w/ 
site craftsmen 

WILLIAMS, C C . KQNKLIW. J E , WILLIAMS. C C Region 3, Chicago, 

Office of the Director 79/12/07 4pp 


GO0I25OOO9 Forwards IE Insp Repts 50-440/79-12 t, 50-441/79-12 on 
791127-29 Nq none omp 1 l anc e noted 

FI OR ELL I . G Region 3. Chicago, Reactor Construction !< Engineering 

Support Branch 79/12/17 2pp * 


— 000 1 250012 IE Insp Repts 50-440/79-12 ft 50-441/79-12 on 791127-29 No 
roncomp 1 lance noted Major areas inspected RCPB S. safety- 
related piping work ac 1 1 v 1 1 1 e s, proc edur es t< quality records 
LEE, E W K Region 3, Chicago, Reactor Construction k 

Engineering Support Branch DANIELSONpD H Region 3. Chicago, 

Office of tho Director 79/12/10 3pp 


8 Reportable occurrences, LERs ?< related c orr&ep on d enc e 


0001110026 Ack receipt of 791123 interim rept re 1TE 4 16 kV switchgear 
deficiency Will review final rupt upon receipt 

FIQRELLI.O Region 3, Chicago, Reactor Construction t Engineering 

Support Branch 79/12/17 lp 


BOO 1 030630 Final deficiency rept re slits in jackets of Class IE small 
power ?< control cable Slits occunod during mfg process 
Cables mfq to date will undergo 10()V, visual insp For slits 
Deficient cables will be returned 

DAVIDSON, D R C I e ve l a nd El ec tr l c Illuminating Co 79/12/19 20pp 


800 1 1 10080 Ack receipt of 791207 final deficiency rept re 0&M 
Constructors, Inc control of subcontractor Halvorsen Bailer & 
Engineering Ca Review will be completed during future insp 
FIClRELLt,0 Region 3, Chicago. Reactor Construction h Engineering 

Support Branch 79/12/19 lp 


0OO1O3OB1O Forwards final deficiency rept re inadequate compaction of 
Class A backfill ?< settling of individual pipes of P43 ays 
DAVIDSON, DR Cleveland Electric Illuminating Co 79/12/30 Ip 


8001000325 Forwards IE Circular 79-25. “Shock Airestor Strut Assembly 
Interference " No written response required 

KEPPLER, JG Reqion 3, Chicago, Office of tho Director 79/12/20 

lp 


0001110081 Forwaids IE Info Notice 79-33. “Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J 0 Reqion 3. Chicago, Office of the Director 79/12/26 

lp 


— 0OO1O3OB16 Final deficiency rept re inadequate compaction of Class A 
backfill fi settling of individual pipes of P45 sys Backfill 
removed & replaced Number of DC personnel increased No 
buckling failure or significant distortion occurred 
* Cleveland Electric Illuminating Co 79/12/20 3pp 


0001150668 Interim deficiency rept re omission of Class B fill 
waterstops Double wat&rstop-s installed at eight locations t< 
single waterstops installed at seven locations Tina] rept 
will be forwarded by 000229 

DAVIDSON, D R Cleveland Electric Illuminating Co Q0/01/07 lp 


B001 110260 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI It Automatic Dep re s sur i ta 1 1 on Sys " No action 
or response requested 

KEPPLER, V G Region 3, Chicago, Office of the Director 79/12/26 
lp 


800124029B Ack receipt of 791220 final deficiency rept re inadequate 
compaction of Class A backfill around P43 sye piping U 
settling of individual pipes below design elevations 
FIORELLI,G Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 00/01/09 lp 


8001 100005 Forwards IE Info Notice 79-34, "Inadequate Design 
Related Heat Exchangers " No action or response required 
KEPPLER, vJ 0 Reqion 3. Chicago, Office of the Director 

lp 


of Bafety- 
79/13/27 


8001240362 Ack receipt of 791219 final deficiency rept tb slits in 
jackets of Rocfcb-estos. Class IE small powpr U control cable 
Review will be completed during future insp 

FICRELLliG Region 3, Chicago, Reactor Construction L Engineering 

Support Branch QO/Ol/11 lp 
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DOCKETED ITEMS 


DOCKET 50-443 SEAflROOK NUCLEAR STATION. UNIT i 


0 Adjudicatory c d rrespond enc e 


8001000270 Order granting eitension until 000131 for Cafltmiss i on to 
determine whether to review 791J16 director's decision 
per 10CFR2 206 denying petition re financial qualification* 
CMILK.S J Office of the Secretary of the Commission 79/12/21 
if 


9001110204 Response objecting to NRC 7912U opposition to 790926 
petition for review of seismic design decisions Issue raises 
fundamental fact law questions $■ involves interpretation 
of NRC seiswK regulations Certificate of Svc end 
SHELDON, K P New England Coalition on Nuclear Pollution 
SHELDON, K P Sheldon, Harmon & Weiss 79/12/23 9p p 


0001 100043 Advises that inter/enor New England Coalition on Nuclear 
Pollution 791228 reply to NRC answer to intervener petition 
for seismic issue review, may be disregarded by Commission 
Filing not permitted per 10CFR2 7fl6 

SHELDCN.K p Sheldon. Harmon L Weiss 00/01/02 lp 


0001170532 Notice Of withdrawal from proceeding, effective 800114 
Certificate of Svc end 

MJLKEV,H E Hearing Branch 2 00/01/11 3pp 


GGO131OOS0 Notifies that NftC will not respond to intervenor New England 
Coalition on Nuclear Pollution 791220 answer to NRC 
opposition to petition for review Intervenor 800102 Jtr 
advised NRC to disregard 791220 pleading 
RE 1 5, E J Heating Branch 3 80/01/17 lp 


8001200041 Memorandum disclosing extent of WL Clements involvement 
w/ facility during duties as MA Dept of Public Utils atty 
1977-79 WL Clement* is able to advise Commissioner Bradford 
on issue w/o prejudice Objections will be considered 
BRADFORD, P A Commission 90/01/21 3p p 


H Qeneral correspondence 


0001220263 Forwards NRC 791116 decision On financial qualifications of 
util, in mspohse tn request W/o end 

SKOVHDLT, D J Assistant Director for Quality Assurance & 

Operation* 00/01/07 lp 


--B0OI 22026? Requests copy of record cf NRC decision re Soacoast 
Anti-Pollution League for show cause order re financial 
ability of util to complete const of Facilities 
DAILEY, D E Affiliation unknown 80/01/16 lp 


I financial information 


8001000300 Forward* NH Public Util* Commission rept h order granting 
emergency rate Inc reases# in ref to director's decision under 
10CFR2 206 denying show cause petition Tnfo submitted for 
review in response to 791221 order GEC prospectus one 1 
RJTSHER, J A Ropes h Gray 80/01/04 77pp 


Q Inspection reports. IE Bulletins tt correspondence 


0001080209 Forwards IE Circular 79-25, “Shock Arrestor Strut Assembly 
Interference " No written resporse required 

QRIEIM? H Region 1. Philadelphia, Office of the Director 

79/12/20 lp 

0001240341 Responds to IE Bulletin 79-23, "Failures of Wn-tinghouoe J3FD 
Relays in Safety-Related Sys " Util does not use 
WestinghDiise DFD or NBFP relays 

DE'/|NCENTJS, J Public Service Co of New Hampshire 79/12/20 lp 


000 l 070169 Forwards IE Info Notice 79-32, “Separation of Electrical 
Cables For HPCI 6 Automatic Depressuri i ation Sys " No 
specific action or response requested 

CRIER. B II Region 1, Philadelphia# Office of the Director 
79/12/21 lp 


0001110209 Forwards IE Info Notice 79-33, “Improper Closure of Primary 
Containment Equipment Acc«s* Hatches " No specific action or 
response requested 

GRIER, 0 H Region I, Philadelphia# Office of the Director 
79/ l 2/2t Ip 


0001060669 Forwards IE InPo Notice 79-34# "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
DRIER, D H Region i, Philadelphia, Office of the Director 
79/12/27 lp 


0001140549 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/28 ip 


8001240045 Ac k receipt of 791120 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/79-07 6 
30-444/79-07 

CARLSON. R T Region 1. Ph l lade lph ia. Reactor Construction 6 

Engineering Support Branch 79/12/28 Ip 


- -0001 240052 Responds to NRC 791030 ltr re violations noted in IE Insp 
Repts 50-413/79-07 l< 50-444/79-0/ Corrective actions 
production splices reinspected 5. inspector given training 
DEVINCENTIS, J Public Service CP of New Hampshire 79/11/20 
5pp 


— 0001240059 Forwards IE |nsp Repts 30-443/79-07 ^ 50-444/79-07 on 
790813-16 l< notice of violation 

CARLSON, R T Region 1, Philadelphia. Reactor Construction t 

Engineering Support Branch 79/10/30 2pp 


— 8001240064 Notice of violation from insp on 790813-16 

* Region 1, Philadelphia. Office of the Director 79/10/2b 
3p P 


— 0001 240072 IE Insp Repts 50-443/79-07 6 50-444/79-07 on 790913-16 
Noncompl tanre noted failure to reject unacceptable void in 
cadwell splice \ to pio/ide details in Penni procedure for 
major concrete repairs 

MCGAUGHY R U Region 1, Philadelphia. Reactor Construction t 

Engineering Support Branch MATTIA J , VARELA, A Region l< 

Philadelphia, Office of the Director 79/10/25 9pp 


0001)50116 Forwards IE Info Notice 79-36 "Computer Code Defect in 
5tress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, G JH Region 1, Philadelphia, Office of the Director 

79/12/31 lp 


0001150224 Forwards IC Info Notice 79-35, "Control of Maiht Essential 
Equipment ° No response required 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


0001150229 Forwards IE Info Notice 80*01, “Fuel Handling Events “ No 
specific action or response required 

GRIER, D if Region 1, Philadelphia, Office of the Director 
00/01/04 lp 


0001290212 Forwards IE Circular B0-01. "Svc Advice fur OE induction 
Disc Relays " No response required 

CRIER, B R Region 1, Philadelphia, Office of the Director 
00/01/17 Ip 


5 Reportable occurrences, LERs 6 related correspondence 


0001230044 Ack receipt of util 791206 ltr forwarding final deficiency 
rept re discrepancy in drawings w/respect to design 
calculation concrete reinforcement requirements far control 
*< diesel generator bldgs 

CARLSON, R T Region 1, Philadelphia, Reactor Construction i* 

Engineering Support Branch 79/12/20 lp 


0001240022 Ack receipt of 791206 interim deficiency rept re use of 
invalid seismic amplified response spectra Rept will be 
reviewed & evaluated 

CARLSON, R T Region 1, Ph 1 1 ad e 1 ph 1 a, Reactor Construction 6 

Engineering Support Branch 79/12/28 lp 


—8001240024 Forwards interim deficiency rept re vis oh invalid seismic 
amplified response spectra Deficiency reported during 791106 
te Icon Final rept will be submitted by 800601 

OEUINCENT IS, J Public Service Co of New Hampshire 79/12/06 

lp 


—0001 240027 Interim deficiency rept on use of invalid seismic amplified 
response spectra Caused by incorrect analysis of safety 
Class 2 tt 3 piping sys Short-term audit of selected Seismic 
Category 1 sys & components conducted 

* Public Service Co of Neui Hampshire 79/12/06 9pp 


0001250191 Ack receipt of 793206 ltr forwarding interim deficiency rept 
re undetected failure in engineered safety features 
actuation sys Rept will be reviewed & evaluated 
CARLSON, R T Region 1. Philadelphia, Reactor Construction k 

Engineering Support Branch 79/12/20 Ip 
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03O125Q23B Ac k receipt of 791213 Itr forwarding Interim deficiency rept 
re rod drop analysis 

CARLSON^ R T Region I. Philadelphia, Reactor Construction b 

Engineering Support Branch 79/12/30 ip 


--0001250241 Interim deficiency rept re rod drop analysis Westinghouse 
recommendations will he reviewed included in topical rept 
Final rept will be forwarded by 000029 

DEV1NCENT I S« J Public Service Co of New Hampshire 79712/13 

2pp 


DOCKET 30-444 SEABR9QK NUCLEAR STATION. UNIT 2 


■G Adjudicatory correspondence 


0001000278 Order granting extension until 90013^1 for Commission to 
determine whether to review 791116 director's decision 
per 10CFR2 206 denying petition re Financial qua 1 i f^cat l one 
CHILK-S J Office of the Secretary of the Commission 79712721 
lp 


300IUG204 .Response objecting to NRC 791211 opposition to 790926 
petition for review of seismic design decisions Issue raises 
fundamental fact b law questions tt involve* interpretation 
of NRC seismic regulations Certificate of Svc end 
SHELDON. K P New England Coalition on Nuclear Pollution 
SHELDON. K P Sheldon. Harmon b Weiss 77/12/20 9pp 


0OOUBOO43 Advises that intervonor New England Coalition on Nuclear 
Pollution 791220 reply to NRC answer to intervenor petition 
for seismic issue review. may be disregarded by Commission 
Filing not permitted per 10CFR2 796 

SHELDON. K P Sheldon. Harmon ?< Welt:* B0/O1/G2 kp 


GO-01170532 Notice of withdrawal from proceed lng. of focfcive 000114 
Certificate or Gve end 

MULKEY.M E Hearing Branch 2 00/01/11 Ppp 


80-0 L 310059 Notifies that NRC will not respond to intervenor New England 
Coalition on Nuclear Pollution 7912^0 answer to NRC 
opposition to pptition for review Intervenor 000102 Itr 
advised NRC to disregard 791220 pleading 
flEIS.e J Hearing Branch 3 B0/01/17 lp 


9 General correspondence 


BOOL 220263 Forwards NRC 791116 decision on financial qualification* of 
util, in responso to request W/n enc 1 

0KO9HOLT.D J Assistant Director for Quality Assurance 6 
Operations 90/01/07 Ip 


— 8001^20269 Request* copy oF record of NRC decision re Seacoast 
Anti-Pollution League for show cause order re financial 
ability of util to complete const of facilities 
BAILEY, D E Affiliation Unknown 00/01716 lp 


I Financial information 


GOO1O0O3DS Forwards NH Public Util* Commission rept b order granting 
emergency rate increases, in ref to director's decision under 
10CFR2 206 denying show cause petition Info submitted for 
review in response to 791221 order SEC prospectus encl 
RITSHER.J A Ropes b Gray 80/01/04 77p p 


0 Inspection reports, IE Bulletins & correspondence 


BOO 1090669 Forwards IE Info Notice 79-34, '‘Inadequate Design of Bafety- 
Related Heat Exchangers ” No action or response required 
GRIER, G H Region 1, Philadelphia, Office of the Director 

77/12/27 lp 


BQ01140549 Forwards JE Info Notice 79-37, "Cracking in Low Pressure 
TurbinB Discs " No response required 

GRIER, B H Region 1, Ph i ) ad e lp h » a. Office of the Director 

79/12/20 Ip 


9001240045 Ack receipt of 791120 Hr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-443/79-07 & 
50-444/79-07 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/12/20 lp 


--90Q1240Q52 Responds to NRC 791030 Itr re violations noted in IE Insp 
Repts 50-443/79-07 b 50-444779-07 Corrective actions 
production splices reinspected b inspector given training 
DEVINCENTTS, J Public Service Co of New Hampshire 77/11/20 
5p p 


— SOQ 124003B Forwards IE Insp Repts 90-443/79-07 fc 50-444/79-07 on 
790B13-16 b notice of violation 

CARLSON, R T Region 1. Philadelphia, Reactor Construction b 

Engineering Support Branch 77/10/30 3pp 


— B001240064 Notice of violation from inap on 790BI3-I6 

» Region 1, Philadelphia. OPfice of the Director 79/10/25 
3pp 


—9001240072 IE Insp Repts 30-443/79-07 b 50-444/79-07 on 790913-16 
Noncompliance noted failure to reject unacceptable void In 
cadwall splice 6 to provide details in Perth! procedure for 
major concrete repairs 

HCGAUGHY, R U Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch HATHA. J » VARELA, A Region 1, 

Ph 1 lad e 1 ph ia, Office of the Director 77/10/25 9pp 


9001150116 Forwards IE Infp Notice 77-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

GRIER, D U Region 4. Philadelphia, Office up the Director 
79/12/31 ip 


9001150224 Forwards IE Info Notice 77-35. "Control of Haint Essential 
Equipment 11 No response required 

GRIER, B H Region I. Philadelphia, Office of the Director 
79/12/31 lp 


9001150229 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

QRIER.B H Region 1. Philadelphia, Office of the Director 
80/01/04 j lp 


6001290212 Forwards 1E Circular 00-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

GRIER, B H Region 1. Philadelphia, Office of the Director 
80/01/17 lp 


S Reportable occurrences, LER* & related correspondence 


9001230044 Ack receipt of util 771206 Itr forwarding final deficiency 
rept re discrepancy in drawings w/respect to design 
calculation concrete reinforcement requirements for control 
b diesel generator bldgs 

CARLSON. FI T Region I, Ph i 1 ade l ph ia, Reactor Construction b 

Engineering Support Drench 79/12/20 Ip 


3001090203 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, P H Region 1. Philadelphia, Office of the Director 

79/12/20 lp 


00-0124034 1 Responds to IE Bulletin 79-25. "Failures af Westinghous© I3FD 
Relays In Safety-Related Sys " Util doe* not use 
Meetinghouse BFD or NBFD relay* 

DEVJNCENTI8. J Public Service Co of New Hampshire 79/12/20 lp 


8001070165 Forwards IE Info Notice 79-32-. "Separation of Electrical 
Cables fur HFCI r < Automatic Depressuri nation Bys " No 
specific action or response requested 

GRIER. B H Region i, Philadelphia. Office of the Director 
79/12/21 lp 


BOO 1110209 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

CRIER, B H Region i, Philadelphia, Office of the Director 
79/12/21 lp 


9001240022 Ack receipt of 791206 interim deficiency T«pfc re use of 
invalid seismic amplified response spectra Rept will be 
reviewed & evaluated 

CARLSON, FI, T Region 1. Philadelphia, Reactor Construction b 

Engineering Support Drench 77/12/29 lp 


— 0001240024 Forwards interim deficiency rept re use of invalid seismic 
amplified response spectra Deficiency reported during 771106 
tel con Final rept will be submitted by 000601 

DEVINCENTIS, J Public Service Cd of New Hampshire 79/12/06 

lp 


— 0001240027 Interim deficiency rept on use of invalid seismic amplified 
response spectra Caused by incorrect analysis of safety 
Class 2 b 3 piping sys Short-term audit of salected Seismic 
Category 1 sys b components conducted 

* Public Service Co of Hew Hampshire 77/12/06 7pp 
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- 12‘ l t\ a. * re eift ft ' , ?i2^6 Hr forwarding interim deficiency rept 
’* '<e*.»r*ei f J i re in engireered safety features 

J * J4»i. ,,4 Rep* _ 1 1 1 -e re lewed b evaluated 

i f) T Pf;i:n I P h 1 1 a de 1 p h ia Reactor Construction & 

t>;in**rir; -,pp<. • L.rar 4 «. 79'12'23 Ip 


S 1 ,*. 5 »*-l '•e-eip* -f *71213 Itr forwarding interim deficiency rept 
re fuj ar_; analysis 

1 * i- * r * r>ej cr j Pi i ladelph ia Reactor Construction b 

i r Ji f er. r ; 2-pp-rt L-anci 7 7/ 12/21 lp 


’ r - Jlt S| ,«41 In’erj- Jtn ipncy rept re rod drop analysis Uestlnghouse 
rec ***r Ja* lurs 1.111 ce re-iejed b included in topical rept 
Final -e„ t uill 5»> ^nr^arded fcy BOC029 

CE^U £NT{= 1 Fjalic Ser ice Co of New Hampshire 79/12/13 

tpf 


1 - k£T £. ~m 45 rr *.m£ FE*,* 3 TEAM ELECTRIC STA .UNIT 1 


A Appl ,aticn'. rsfuv’ion staqe documents fc correspondence 


0001310330 Requests amend to CJL app 1 i cation. F-SAR b environ ropt to 
reflect change in ownership '■* pa r 1 1 l i pu t 1 cin in facility 
0AER.R L Light Water Reactors Branch 2 00/01/14 '3pp 


3001220405 Forwards "Sys Stability Study . 1900- 195=3. " t« assist in 
review of facility FSAR 

GARY. R J Teias Utilities Generating Co 00/01/17 Ip 


—0001220412 ”Sys Stability St u d y . 1 900- 1 902 ‘ 

PARKS. R R Dallas Power *• Light (0 74/01/11 46pp 


F Security, medical, emergency 2' fire protection plans 


0001160013 Notification of 500110 meeting w/utll to discusa 
implementing fire protection clltoria given in Reg Guide 
l 120 A SRP Section 9 5 l 

DURUELL. S 0 Light Water Reactors Branch 2 00/01/01 ipp 

0 

0 Adjudicatory correspondence 


i'’- 116 3523 Forwards Re. 1 * 1 , ns 3 * 4 to Qua 1 1 f 1 cat 1 on Plan 12442. 
Jeii fibii 5 ef ir’ii qua 1 1 * 1 1 at 1 on program for Class IE 
battery '►a-gers 

.A*,,, J Tens "tilities Generatirg Co 79/12/10 lp 


Jlli35jZ Re isiGn 4 to Qualification Plan 1 2442. desc r 1 b 1 ng environ 
qv a 1 1 f 1 _ a * j on program for Class IE battery chargers 
* uitas ' Hill Inc ' subs of Dravo Cprp ) 79/00/02 80pp 


J Jl *t isir r 3 to Qualification Rept 12442. d esc r 1 b 1 ng environ 

q 'Jlificat- tor pregra- fer Class IE battery chargers 
* Gibb, * Hill Ire isubs of Dravo Corp ) 79/00/30 22Spp 


0001170099 Order requesting status ropt be submitted by NRt re propodOd 
stipulations Rept should reflect realistic appraisal of 
negotiations between parties on validity *. language of 
contentions 

BOWERS. E S Atomic Safety and Licensing floai <i Panel 00/01/11} 

2 pp 


0001250015 Responds to Item 2 of 791030 Hr re draft stipulation U 
contentions Forwards NRC Translation 450. 41 1 nves 1 1 gatlons on 
Comparison of Greatest Possible Accident Consequences in 
Reprocessing Plant fr in Nuclear Power Plant " W/o end 
ROTHSCHILD. M Hearing Branch 1 00/01/17 Ip 


.1 UCOIL - u '" :ir y ot ^91015 -eeting u/TX Utils Generating Co at *He 
re sl. fcuii jat 1 on * backfill design •< radiation assessment 
p r [j g ran 

TthWELL f z Light Water Reactors Branch 2 79/12/11 3pp 


■ECulllCQll Dis-js»es ."?lCj5 ’. 16 site 
en 3 1 near 1 ti g questions being prepared 
THO'^iCN 0 0 Geosciences Branch 


lsit Second round geotechnical 
7 9/ 10/25 3pp 


H General correspondence 


0001080351 Forwards draft NUHEG 0630. in response in 7911*10 Hr 1 ln.il 
version will be completed in appro* two montlui 
CHANDLER. L J Hearing Branch 1 79/12/2/ Ip 


K Utility final Safety Analysis Report (TSAR I f< amends 


I vj-Ol j r crudr J % A-nends 
n»34t *e declaration £ I a 
VASSALLQ D D Division 


j to CPPR- 1 2d b CPPR- 127 , safety evaluation. 
* FH notice 

bf Project Managerent 79/12/10 5 pp 


""^lOlCjfOiD M-rpnd s j to lFFR 
Agenry 1 Drains Electric 
c f facilities 
va-oAi„LQ DC Division 


-126 r, CPPR-127 adding TX Municipal Power 
rj M er Cooperati ve. jnc as co-owners 

of Project Management 79/12/18 4 pp 


--FuOlDlr,:^ SHety evaluation 
CPfR-127 

Cl'RWJLL.S 0 DhER r l 

79/12.J3 9? v 


supporting Amends 3 to CPPfi-126 
Light Water Reactors Branch 2 


b 


---- - iiec iruai. me irumont.it ion U font 

drawings listed m FSAR Section i / List of drawings h 
revision status end Drawings available n> Central t lies 
only 

GARY. R J Teias Utilities Generating fo 79/12/12 


M Antitrust correspondence 


“ujil uun uuai'Q or City or 

IJimi J; 1 .! Sou ^ He3t Corp ’• r'°u>«. «. 1.1 gilt 10 

>hoJnn.H D .i h, 1 i ,| ’‘ f ° r 800,08 deposition to Balias, IX Urgss 
pnrorrn i **■"• f«r ro.ponsas or objections ’ 

wJ^a" "a,,/"'’" stale of 80 , «ie«.m n Bp.ogoi * 


ni.i lln f * Ccoperati ,e in c a * co-owners 

L RD R L Srivircc^ntal Projects Branch 1 79/12/10 2pp 

EIA supporting Abends 3 to CPPR- 12 6 CPPR-127 
Cpp lt " Environmental Analysis 79 / 12/10 

CPPR -127 ^ UCe ° f l54gance ’ availability of Amends 3 to CPPR-J26 «. 
OAER fi L Light Water Reactors Sranch 2 79 / 12/10 2pp 

J^ch technical position on 
imp if(*enttd in licensing r* 9 ^ pv,sed r *4 u * rempnts will be 
Tech S».c cjillfi J? liHl r *' ,lDi0 * i “l effluent 

VARGA s A AssistantGi * 0 application required 

Assistant Director for Light Water Reactors 79/l 2 /2i 


AE , AUtr,J ' rtL florc hol t. RW Hardy ft » Phi I lip. 
llllw l rp tran5mi35 lon 7. luhool mi) svcs.buH power 

Svc incl conipetltl0n amo ^ TX electric utils CertlficatS nf 

MCDIARMID. R C Teias. State of MCDl ARM i n n < Cn u it 

NcDiarmid 79/11/23 6pp ™ 1 D ' R C S P ift 0 oi 

S0010B0317 Discovery rept for Nov 1979 ^ ( 



BURCHETTC.U h NoJtb%t?rElg M C 0 “J p " ra ‘ lv «' 

*- 

££££• "2 U “? 6 Cw ‘ lS «**S ■} i™ .«! not om ' 

“S:S S K;nJ55 c ^r u - Inc 


on radiological 

Radiological Assessment Branch 79/11/30 17 pp 


p,Mna a ' ,i,a5is 

Light Water Reactors Branch 2 BO/Oi/OB 4p 


certification reviow of ASLB 7 m n (notion for directad 

disposition St d s foi^^ r t summary 

correct ly applied collateral app .* al oro nofc met Board 

cyphertj s b P . f h lugTI U/c rl i(tUat(> 0f 

lApp LUQUE.N Just lea. Dap t of 79/12/14 


8001040397 Responds to 791213 telcon rn „ 

Light, ngTpoie? Co racist * ZVl J°PP ^ t' o f ^ous ban f TX 

i: b 

UDDevoise k Liberman 79/12/14 3 PP 
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8001090070 Opposition to util 791109 request for directed 
certification Prerequisites for certification not shown If 
certification granted- ASLD 791005 decision must be 
affirmed Cert of Svc end 

MILLER. M S Central Power It Light Co MILLER* M 5 Ishoirw Lincoln l« 
Deale SHAHL. D M Central V Southwest Services- Inc 79/13/14 
□Opp 


0001110359 Forwards TX Utils Generating Co motion for protective 
ord e r Sf answers to Centra) Power K Light third set of 
interrogator i os t discovery rept Foi Nov 1979 Certificate 
of Svc end 

SLICKER. F K Worsham- Forsythe !< Sampels 79/12/14 4pp 


— SCO 1 1 10373 Motion for protective order preventing disclosure to City 
of Brownsvi 1 le« TX of fuel contracts Release of info would 
impair business negotiations tu/fuel suppliers W/draft 
orders 

SLICKER. F K . KNOTTS, J D Texas Utilities Co SLICKER. F K 
Worsham. Forsythe •< Sampels 79/12/14 13pp 


— 8001110373 Motion for protective order preventing disclosure to City of 
Brownsvi 1 1 e. TX of fuel contracts Release of Info would 
impair business negotiations w/fuel suppliers W/draft 
ardors 

SLICKER. F K Texas Utilities Co 79/12/14 12pp 


— B001U03B4 Answer to Central Power t * Light third set of interrogatories 
U request for production of documents Provides repts 
Indicating percentage amount of energy sold by util 
Affidavit end 

BCARTJf, E D . SUCKER. T K , KNOTTS, J 0 Te* a » Utilities Co 
79/12/04 4pp 


— 6001110390 Discovery rept for Nov 1979 Participated in Dowers, Ha r 1 1 eij, 
Hoerner, Taylor, Phlppipt. Bradley. Narqoardt, Robertson. Holt. 

Rifcar l< D u 1 1 3 depositions Filed Jul 1979 wiitten testimony 
before SEC 

SLICKER, F K , KNOTTS, J U Texas Utilities Co SLICKER* T K 
Worsham. Forsythe A Sompcls 79/12/14 Opp 


R001090010 Opposition to util 791 i30 request to compel discovery to 
first set nf interrogatories Issue should be settled by 
informal action between parties Certificate of Bvc end 
LE88Y, R P , CHANANIA, r 1) Antitrust Division 79/12/17 6pp 


0001020071 Order accepting TX Utils Generating Co 79J212 papers baled 
on util misundei stand ing of ASLAD 791113 order Parties 
opposing directed certification may file replies by 00010/ 
to prevent tactical advantage Rosenthal concurrence end 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 79/12/IB 
3pp 


R001070323 Notice of D Cha liter deposition on 000109 in Corpus Christ!, 
TX 

POIRIER. h R Brownsville. TX POIRIER, MR Spiegel U McDiarmiii 
79/12/ 19 3pp 


0OOIOBO2Q0 Clarifies possible confusion m due date of anti applicant 
third set of interrogatories Answers due on 600102 & 
documents should be produced on 900117 Possible extension of 
time open to discussion 

FRANKLIN, W J Lowons te l n, Nowma n, Ro i *, Ax e 1 rad it Tall 79/12/10 lp 


--8001000295 Third set of interrogatories tt request* for production of 
documents Requests all info re alleged intrastate-only 
restriction identified in facility advice Itr 
FRANKLIN, W J Houston Lighting It power Co FRANKLIN* W J 
Lowenstoln, Newman, Re l s. Axelrod ft Toll 79/12/18 6pp 


--B00108Q29B Clarifies possible confusion re due date of encl applicant 
third set of interrogatories Answers due on 800102 t* 
documents should be produced on B00117 Possible extension of 
time open to discussion 

FRANKLIN. WJ Lowena tel n, Newman. Reis. Axel rad &Toll 79/12/10 
If 


— 8001000306 Third set of interrogatories It requests for production of 
documents, directed to NRC Requests all info re alleged 
intrastate-only restriction identified in facility advice 
Itr Certificate of Svc encl , 

FRANKLIN, W J Houston Lighting h Power Co FRANKLIN, U J 
Louienstein, Newman, Re i 5. Axe I rad & Toll 79/12/10 9pp 


0001090036 Request for mod of ASLD 790323 protective order binding DOJ, 
DQJ has no objection Draft order & Certificate of Svc encl 
STAHL. D Central l< Southwest Services, Inc STAHL, D Isham, 
Lincoln it Deale 79/12/19 lOpp 


8001110350 Response by Public Utils Board of City Df Qr owns v 1 11 e, TX in 
opposition to TX Utils Generating Co modified protective 
order Joins TX Utils Generating Co plan to withdraw original 
proposed protective order Certificate of Svc encl 
POIRIER, M R Texas. State of 79/12/19 7pp 


8001080333 Responds to NRC answer to Houston Lighting it Power motion to 
compel further discovery Objects to implication on Pago 2 re 
deliberate late svc on NRC Certificate of Svc end 
FLYNN. P G Lowensta in. Newman, Re i s, Axelrad it Toll 79/12/20 6pp 


800108039/ Opposition to DOJ 791214 request for protective order & For 
extension until GQ0201 to respond to nonant i trus t 
interrogatories Request umeasonabl* 6 contradicts URL rules 
of practice Certificate of Svc encl 

FRANKLIN, W J Houston Lighting N Power Co FRANKLIN, U J Baker ft, 
Botts 79/12/20 12pp 


8Q01030B19 Expresses concern over failure to adhere to 5-day printing 
commitment No party should receive transcripts before other 
parties. 

BLUME.MO Antitrust Division 79/12/21 2pp 


8001250102 Expresses concerns re Inti Court Reporters, Inc failure to 
deliver Taylor A Hartley depositions per signed contract 
Request? compliance w/5-day commitment contained in 
contract 

DLUME.M B Antitrust Division 79/J2/21 2pp 


8001000504 Corrects NRC 791204 mis impressions ro H Woodson deposition 
Requests production << mailing af encl list of documents, 
along w/Woodson file, by 790713 Renews 791106 request for 
clarification re 1967 svc area map status 
DLUME. M B Antitrust Division 79/13/27 4pp 


6001170271 Requests svc list amend to reflect WN Uoolsey of Kleberg, 
Dy e-r . Red ford it Well as add) party representing Central & 

Southwest Carp 

STAHL, D M I sham, Lincoln <- Deale 79/i2/27 lp 


QOOIO0O3B9 Opposition to Central L South West Corp 791221 request to 
quash notice of deposition City of Brownsville entitled to 
explore same set of facts w/each knowledgeable person 
Certificate of Bvc L supporting documentation encl 
PQRICR.M R Drown a vi 1 1 □ , TX POIRIER, MR Spiegel t< McOJarmld 
79/12/26 l5 P p 


0001220950 Application foT issuance of encl supp 1 omental subpoenas 
directing TX Electric Svc Co & City of Garland, TX to produce 
documents per ASLD 791203 original subpoena Certificate of 
Svc and 

PARMENTER, F H Justice, Dept of 79/12/20 14pp 


60012401 04 Subpoena requiring 0 Do La Qasa attendance at 000108 
deposition in Dallas, TX. to testify on behalf of Houston 
Lighting & Power Co t» TX Utile Generating Co fc to produce 
all 700t01 -79123 l documents ro potential customers 
MILLER* M E Atomic Safety and Licensing Board Pane) 79/12/31 
3pp 


— B0D124O11O Application for issuance of subpoena to 0 De La Gaso to 
produce all 700 1 231 documents re TX electric util 

industry competition U structure h access to nuclear power 
plants Certificate of Svc end 
LUQUE, N Just ice. Dept of 79/12/31 5pp 


8001220145 Application for issuance of subpoenas directing Dallas Payer 
l< Light, TX Electric Svc Co 6 Braios Electric Power 
Coop or at i ve , 1 nt to produce documents as suppl to 79120J 
original subpoenas W/Certi f l cate of Svc it draft subpoenas 
LUQUE, N Justice, Dept of 0O/O1/Q3 10pp 


8001160434 Order granting extension Until 000201 for DQJ to file 
supplemental responses U responses to applicant's first 
L third set of i nterrogator i o s b requests for production of 
documents, respectively 

MILLER. M E Atomic Safety and Licensing Board Panel BO/Oi /Q3 ip 


8001210064 Request foT conference call re DQJ refusal to reveal basic 
antitrust contentions until after discovery Due process 
entitles applicant to notice of opportunity to taice 
discovery 

* Houston Lighting & Power Co * Baker 6 Batts e 
Lowe ns tela, Newman, Reis, Ax el rad it Toll 00/01/03 3pp 


— 8001210068 Response in opposition to DDJ request for extension until 
B00201 to answer applicant third set of interrogatories 
Date implied Is too late to permib effective discovery 
WJ Franklin 79121B Itr to DOJ & Certificate of 8vc end 
FRANKLIN, W J Houston Lighting * Power Co FRANKLIN, W J 
Lowenste in, Newman, Reis* Axe Irad it Toll * Baker & Botti 
BO/01/03 7pp 
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800J24054I Ducu^ses motions pending re SB Phillips deposition Requests 
re s c h tdu 1 ) o j of- deposition f- oral argument, due to other prof 
resp on s ib l l 1 1 i es 

POIRIER, M R Spiegel McDiarmid 80/01/03 lp 


800110000-9 Response to Houston Lighting 5 Power Co 000103 request for 
conference coll Does not object to conference Cd)|, but dues 
object to util allegations in support of request Exhibits fc 
Certificate of Svc ercl 

CYPHERT,S 1? , LLfGUE, IN Justice, Dept of. Attorney General's Office 
00/01 /QA IQpp 


Q00114QU9 Opposition to T x Utils Generating Co response to L joinder 
in applicant 791212 request for directed certification if 
certification grant ed, cfen i al of collateral estoppel & 
summary disposition should be affirmed W/Cer t i f l ca t e of Svc 
CHANANIA.r D , HODODQN A Antitrust Division 00/01/07 4lpp 


SQQ1250036 Discovery Rept for Dec 1979 Irtervenor City of Austin 
neither initiated nor received discovery requests 
Certificate of Svc «ncl 

BALOUGH, P C Austin. T* flO/01-,09 Spp 


80012500*19 Discovery Rcpt for Dec 1979 Utils did not initiate or 
receive any discovery requests Certificate of Svc end 
JtiKMr D F Akin, Gump Hauer 6 Feld 00/01 fOQ 4pp 


000124 0021 Discovery n?pt for Dec 1*?79 Participated ir» Centra] J, South 
West Co, Hous ton Lighting f> Power Co L IK Utils Generating Co 
depositions Filed applications for subpoenas duces tecum 
Certificate of Svc end 

CYPHER T i S Q . PAfSMENTER, F H , DOPSOVl C, I> A Justice. Dept of 
90/01/0? 6pp 


8001220143 Responds to 790619 1 fcr re billing For copying Houston 
Lighting Power documents Requests all invoices covering 
■documents production s/cs t- rate review 
ULUHEi M D Antitrust Division 00/01/14 lp 


8001230339 Memorandum & or der, ALAQ-57S, grant mg directed certification 
of ASL3 791005 order Affirms that F/ -Utils Generating Co 
response asserting failure of ASL0 to properly apply Rules 
of Practice re summary disposition is i nsubs tantial 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 09/01/14 
3pp 


000)2002-03 Discovery rept for Dec ]979 Participated in Aus 1 1 n. Berman 
Brittain t< Campbell et al depositions Opposed w/a success 
discovery flitension requested by DO J Responded to Central 
Rawer l Light third interrogatories Certificate of Svc encl 
A HEARN. C D Teifls Utilities Co 00/01/15 hp p 

8001290001 Order denying Central t* South West Corp (CSlf) 791221 motion 
to quash notice of SB Phillips deposition Directs CSH to 
comply w/notice ?, produce witness at mutually convenient 
time 

HILLER. M 6 Atomic Safety and Licensing Board Panel SO/Ol/15 ip 

0001200470 Application for isauance of Subpoena directed tc Diamond 
Shamrock Corp , C levpi-and, OH for production of documents re 
electric comp e t i tion. g enera 1 1 on t< transmission in State of 
TX Draft subpoena ?< Certificate of Svc cnc 1 
CYPHEflT, S fl Justice. Dept of BO/01/10 9pp 


8001300000 Discovery rept by Public Utils Beard of City of Dr ounsvi 1 1 o. 
TX For Dec J 979 Inspected Wf s t TX Utils t PSC of OK 
documents Took notice of deposition of D Chalker of Central 
Pflmer te Light Certificate of Svc enc 1 
POI R l ER,- 1*1 n Spiegel t flc Dl armi d 80/01/16 6pp 


800I300-53J Fourth set of interrogatories directed to DQJ Requests 
identification of witnesses who wxLl provide er>g t (leering 
testimony re SB Cyphert » ta tement, conta i nod in end 000115 
1 fcr to JG Cop eland 

FRANKLIN, W J Houston Lighting £* Power Co * Baker t* Dotts * 
Lowen-s te in, Newman. Rp 1 s. A*eJ Tad & ToIJ SO/Ot/21 5pp 


— 8001300507 Motion to compel BOJ production of certain drafts of WE 
Scott te * fcimony , per ASLB 791023 order DOJ asserted no 
justification for failure to cdmply w/ASLB order SB Cyphbrt 
800115 Jtr to JO Copeland t Certificate of Svc end 
FRANKLIN. W J Houston Lighting t Power Co * Baiter fe Dotts « 
t-Dwens to l n* Newman , Re i s < Ar e Ira d b Toll 80/01/21 9pp 


0001200201 Response to Houston Lighting -& Power Cd third set of 
interrogatories S, requests for production of documents 
Identifies persons u/whom NRG communicated during antitrust 
review Certificate of Svc end 

LE3SY, R P , CHANANIA* F D > J3LUME* M B Antitrust Division B0/01/23 
Bpp 


6001310154 Forwards NRC response to util third set of in t er r q q>al ot is » 
fy request for production of documents Memoranda mentioned 
during N Lerner deposition end W/o ends 

L&SSY.R P , CHANANlA-f D , DLUME.11 B Antitrust Division G0/C1/33 

lp 


0 Inspection reports, IE Bulletins L correspondence 


0001020408 Forwards IE Insp Repts 50-445/79-18 8* 50-446/79-1B on 
790001-31 t, 0901-30 Notice of violation forwarded by 790924 
Ltr 

SE1DLE.W C Region 4, Dallas, Reactor unnstructian t Eng ln«»r i r * 

Support Branch 79/11/09 2pp 


— 8001020494 IE Insp Repts 50-445/79-18 *< 50-446/79-JB on 790001-31 fc 
0901-30 Noncomp L i anc o noted failure to follow procedures for 
cahbr of welding machines failure to train 6 indoctrinate 
QC personnel 

TAYLOR, R G , GROSSMAN, W A Rpqion 4, Dallas, Office uf the 
Director 79/10/1 7 l4pp 


0001090042 Foi wards IE Insp Repts 50-445/79-25 t< 50-446/79-24 on 
791003-04, 09-1 i t< 1619 No noncomp 1 1 once noted 

SE1DLE.W C Region 4. Dallas, Reactor Construction h Engineering 

Support Branch 79/11/21 2pp 


—8001090051 IE Insp Repts 50-445/79-25 *« 50-446/79-24 on 791003-04, G? 
* 16-19 No noncomp 1 lance noted Major areas inspected safety- 
related piping * reactor coolant boundary piping 

CROSSMAN, W A , HALL, R E . Oil BERT, L D Region 4, Dallas. Office 

of the Director 79/11/21 7pp 


0001250291 Discusses IE Insp Repts 50*445/79-27 K 50-446/^9-26 on 
791115 h fmwards notice of violation 

SEIDLC.W c Region 4, Dallas, Reactor Construction U Cnqinesnr.g 

Support Branch 79/H/2J 2pp 


■ — 6001250300 Notice of violation from insp on 791115 None omp 1 1 a nc e not* 
some QA procedures not accomplished or appropriate to 
etistmq organwation 

-* Region 4 p Dallas Office of the Director 79/11/21 l|i 


000109001 1 Forwards IE Insp Repts 50-445/79-24 t< 50-446/79-23 during 
Oct 1979 No none omp l t anc e notrd 

SElDLE.W C Region 4, Dallas. Reactor Construction S< Engineerin'? 

Support Branch T 9/ll/27 2pp 


— 0001090014 IE Insp Repts 50 445/79-24 f < 50-446/79-23 during Qc I 1979 t 
noncompliance noted Major areas inspected concrete const, 
piping sys installation ? welding 

CROSSMAN, W A , TAYLQR R G Region 4, Dallas, Office of tfio 

Director 79/11/23 7pp 


3001090500 Forwards IE Insp Repts 50-445/79-22 & 50-446/79-21 Of» 

790907 l 12 i 1011,16,10 t» 20 No none omp 1 l aru. e noted 

SEJDLE,W C Region 4, Dallas, Reactor Construction ■!< Engineering 

Support Branch 79/U/27 2pp 


--00010903)0 JE Insp Repts 50-445/79-22 t, 50-446/79-21 on 790907 12 P« 

1011. 16, 18 i> 20 No noncomp 1 ianc e noted Major areas 
inspected allegations re quality of Const 

CROSSMAN, W A . HAL I , R E , Sf EWART, R C Region 4, DaJlas, Of fir a 

of the Director 79/11/26 9pp 


800)100112 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

SE/FRI T , K V Region 4. Dallas. Office of the Director 79/12/JO 

ip 


0001110255 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCf & Automatic Dep res sur i i a t i on Sys rt No action 
or response requested 

SEYFRIT.K V Region 4, Dallas- Office of the Director 79/12/21 
ip 


9001080591 Forwards IE Info Notice 79-34, "Inadequate Design of 0afgtY~ 
Related Heat Exchangers " No action or response required 
SEYFRIT, K V Region 4, Dallas, Office of the Director 79/12/27 
IP 


8001100090 Forwards IE Info Notice 79-37. “Cracking in Low Pressor* 
Turbine Discs “ No response rtqyired 

SEYFRIT.K V Reqion 4* Dallas, Office of the Director 79/12/28 

ip 


800H00239 Forwards IE Info Notice 79-35, "Control af Maint & Essential 
Equipment 11 Nd action or response required 
SEYFRITiK V Region 4, Dallas. Office of the Director 

lp 


79/12/31 
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9001150039 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " Nt> specific action or 
response required 

SEYFfllT, K V Region 4, Dallas. Office of the Director 79/12/31 


0QOI22OQ72 Aek receipt of 791218 1 fcr informing NRt of steps taken to 
correct violations noted in IE Insp Repts 30-44^/79-27 fa 
30 - 446 / 79-26 

SE IDLE. W C Region 4, Dallas Reactor Construct i on fa Engineering 

Support Drench 80/01/02 tp 


--00012200B3 Responds to NRC 791115 1 tr re violations noted in IE Insp 
Rapts 50-445/79-27 fa 50-446/79-26. Corrective actions 
evaluated loading on supporting structure uti lued in 
lifting valve fa determined no damage occurred 
CARY.R J Texas Utilit ps Generating Co 79/12/19 3pp 


8001250269 Ac k receipt of 791P21 IfcT informing NRC of steps, taken to 
Correct violations noted in IE Insp Ropts 90-445/79-27 fa 
*>0-446/79-26 

SEIDLE.W C Region 4* Dallas. Reactor Construction fa Engineering 

Support Branch 90/01/11 Ip 


--9001250291 Responds to NRC 791121 1 tr re violations noted in IE Insp 
ftepts 50-445/79-27 fa 50-446/79-26 Corrective actions 
revised & deleted procedures to reflect reassignment of 
GA/QC responsibilities 

QARY, R J Texas Utilities Generating Co 79/12/21 Jpp 


9 Reportable occurrences. LERs fa related correspondence 


9001220427 Forwards deficiency rept re violation of piping min- ua 1 1 
thickness requirements which could result In overstress 
conditions in piping sys 

GARY. R J Texas Utilities Generating Co BO/O 1/14 Ip 


--8 00 L 22-0435 Deficiency rept on 700404 . des 1 gn change issued permitting 
wall thickness variations v/poto-nt 1 *1 for localized pipe 
stresses Piping found in violation of original requirements 
Design changes rescinded 

* Texas Utilities Generating Co 00/01/14 2pp 


9001310272 Clarifies 900114 ltr re violation of piping min wall 
thic kness. r ppoT tod per 10CFR50 55<e> Attached rept intended 
to be classified os Interim mill submit progressive repts aa 
Walds are d l apo s 1 fc i onpd through enginop-lng reviow 
GARY. R J Teias Utilities Generating Co 00/01/23 2pp 


DOCKET 50-446 COMANCHE PCAV* 9TCAM ELECTRIC ST A .UNIT 2 


A App 1 1 cat i on/c onatTuc t 1 nn stage documents fa correspondence 


0001160528 Forwards Revisions 3 fa 4 to Oua iiFication Plan 12442. 
describing environ qualification program for Class IE 
battery chargers 

GARY , ft J Texas Utilities Generating Co 79/12/10 Ip 


— 8001160332 Revision (\ to Qualification Plan 1 2442i d e s tr i b 1 ng environ 
qua li f i-catlon program far Class IE battery chargers 
«* Gibbs fa Hill. Inc <subs of Dravo Corp > 79/00/02 88pp 


--£3001160537 Revision 3 to Qualification Rept 1 2442, d cicri b inq environ 
qualification program for Class IE battery chargers- 
* Gibbs 6 Hill* Inc itubs of Dravo Carp > 79/00/30 225pp 


0001110010 Summary of 7910J5 meeting w/TX Utils Generating Co at site 
re subf oundat 1 on fa. backfill design fa radiation assessment 
prog ram 

DURWELL.S p Light Water Reactors Branch 2 79/12/11 3pp 

— 0001110011 Discusses 791015 6 16 site visit Second round geotechnical 
engineering questions being prepared 
THOMPSON, 0 0 Geosciences Branch. 79/10/25 3pp 

9001030011 Forwards Amends 3 to CPPR-426 fa CPPR- t 27, sa f ety evaluation, 
negative dec I ara 1 1 on. EIA fa FR notice 

VASSALLO, D Q Division of Project Management 79/12/19 5-pp 


— 8001030019 Amends 3 to CFPR-I26 fa CPPR-127, add mg TX Municipal P-ower 
Agency fa Drams Electric Power Cooperative. Inc as co-owners 
oF facilities 

VASSALLO.D B Division of Project Management 79/ia/IS 4pp 


— 8001030025 Safety evaluation supporting Amends 3 to CPPR-126 fa 
CPPR-127 

BURWELL, S 0 , UAER.f? L Light Water Reactors Branch 2 

79/12/IQ 9pp 


— 8001030031 Negative declaration re changes in ownership interests in 
facilities including TX Municipal Power Agency fa Braios 
Electric Power Cooperative, Inc as co-owners 

D ALLARD. R L Environmental Projects Branch 1 79/12/IB 2pp 


—9001030036 EIA Supporting Amends 3 to CPPR-126 fa CPPR-127 

* Division of Site Safety fa Environmental Analysis 79/12/19 

3 pp 


— 8001030040 Notice of issuance fa availability of Amends 3 to CFPR-126 fa 
CPPR-127 

BAER.R L Light Water Reactors Branch 2 79/12/lB ^pp 


8001180035 Forwards Revision 1 to branch technical position or 
radiological environ monitoring Revised requirements will be 
implemented in licensing review fa radiological effluent 
Tech Sptc update No suppi to license application required 
VARGA, B A Assistant Director for Light Water Reactors 79/12/21 

If 

— 00011 Bo 061 Revision 1 to branch technical position on radiological 
environ monitoring 

w Radiological Assessment Branch 79/li/QO 17-pp 


0001170023 Requests addl info ro confirmatory piping analysis by NRC 
consultant For util steam electric station 

DAER.f? L Light Water Reactors Drench 2 DO/Ol/OB 4pp 


800-1 310330 Requests amend to 01 a p p l lea 1 1 on, FSAR fa environ rept to 
reflect change in ownciship fa participation in facility 
DAER.f? L Light Water Reactors Branch £ DO/OS/14 3pp 


8001220409 Forwards “Sys. stability Study. 1980-1982, ,J to assist in 
review of facility TSAR 

GARY. FI J Texas Utilities Generating Co 30/01/17 ip 


— 3001220412 "Qys Stability Study . 1 9BO-1992 " 

PARKS, R R Dallas Power fa Light Co 74/01/11 46pp 


F Security, medical. emergency A Fire protection p Ians 


9001160013 Notification of 800110 meeting ur/utll to discuss 
implementing fire protection criteria given in Rpg Guide 
1 120 fa SRP Section ? 3 l 

OURWELL. 6 D Light Water Reactors Branch 2 90/01/03 Jpp 


C Adjudicatory c orreipondence 


G00I170Q87 Order requesting status rept be submitted by NRC re proposed 
stipulations Rept should reflect realistic appraisal of 
negotiations between parties o-n validity fa language of 
content l ons 

DOWERS, E S Atomic Safety and Licensing Board Panel RO/Oi/SO 

2 pp 


80012500 l 5 Responds to Item 2 of 791030 ltr re draft stipulation fa 
contentions Forwards NJtC Translation 458. " Invest 1 yatiqns on 
Comparison of Greatest Passible Accident Consequences in 
ReproiDi sing Plant fa in Nuclear Power Plant 11 IJ/o end 
ROTH3CHILD.I1 Hearing Branch I 80/01/17 ip 


H General correspondence 


8001090351 Forwards draft NOR EG -0630, in response to 791210 ltr final 
version will bo completed m appTot two months 
CHANDLER. L J Hearing Branch 1 79/12/27 ip 


K Utility Final Safety Analysts Report < FSAR > fa amends 


7912270170 Forwards updated electrical, instrumentation fa control 
drawings listed in FSAR! Eectton 1 7 List of drawings fa 
revision status enc 1 Drawings available in Central Files 
only 

GARY, R J Texas Utilities Generating Co 79/12/12 l?pp 


M Antitrust correspondence 


8001020079 Motion by Public Utils Board of City of Brown «vi U e. TX to 
compel Central fa South West Corp fa Central Power fa Light to 
produce SO Phillips for ROOlOG deposition In Dallas. TX Urges 
shortened time For responses or objections 

POIRIER. M R Texas, State of PDIR I ER. M R Spiegel fa McDiarmid 
79/12/13 5p p 
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— 9001020034 Notice of AE Autry. ML Borthelfc, RW Hardy & 53 Phillips 
depositions taken re t ransmi \ % i an S' wheeling svc*, bulk po^fr 
supply & competition among TX electric utils Certificate of 
Svc ere) 

MCDJARM I D, 9 C Texas. State of MCUIARHID.R C Spiegel fc 
McDlarmid 79/11/23 -4-pp 


0001030317 Discovery rept for Nov 1979 Participated in Dowers. Gamhre 1 1 « 
Robertson. Butts & Phillips depositions Did net initiate 
any discovery requests Certificate of Svc en.il 
GURCMETTE, W H Te xas -Loui s i ana Electric Coop erat l v*> Inc 
QURCHETTE, H If Northcutt Ely 79/12/13 4pp 


6001Q90496 Discovery rep t for Nov L979 Participated in Bauer s- Gambrel 1* 
Rober t y on. Butt « 4. Phillips depositions Did n-ot initiate any 
discovery requests Certificate of Svc end 
DliflCHETTE, W H Te * as-Lou 1 9 i ana Electric Cooperat i ve. Inc 

BURCHETTS, W H Northcutt Ely 79/12/13 4pp 


8001020035 Memorandum in opposition to applicant motion for directed 
certified i on & review of ASLO 79IU3 order denying summary 
■disposition 5td$ foT interlocutory appeal are not met Board 
correctly applied collateral estoppel W/Cer tif it ate of Svc 
CYPHERT.S C , PAR MEM TER, F H - LUOUE. N Justice. Dept of 79/12/14 

16pp 


□0010-40357 Responds to 791213 telcon re ASLU acceptance of TX 
Utils Generating Co 791212 papers in support of Houston 
Lighting Si Pouier Co request for diretted certification 
Papers filed in accordance w/ASLQ 791113 order 
KNOTTS, J B Debevols* & Liberaan 79/12/14 3pp 


0O&1O9OO7O Opposition to util 79J10? request for directed 
certification Prerequisites for certification not shovrv If 
certification gra n tedp ASLB 791C05 decision must be 
affirmed Cert of Svc end 

MILLER.M 5 CentTaL Power U Light Co MILLER. M S lsha<n. Lincoln 
Deale SHAWL, D M Central U Southwest Services, Inc 79/12/M 
30pp 


0001 J 10359 Forwards TX Utils Generating Co motion for protective 
order si answer s to Central Power !< Light third set of 
interrogatories & discovery rept for Mov 1979 Certificate 
of Svc end 

SLICKER. F K Worsham. Forsythe & SampeJs 79/12/14 4pp 


--8OO1J1037J Motion for protective order preventing disclosure to City 
of Dr awnsvil ]«• TX of fuel contracts Release of info would 
impair business negotiations w/fuel suppliers W/draffc 
orders 

SLICKER. F K . KNOTTS. j G Timas Utilities Co SLICKER, F K 
Worsham. Torsythe & Sampels 79/12/14 I2pp 


— 0001 J 10304 Answer to Central Power i* Light third set of interrogatories 
6 request for production of documents Provides repts 
indicating percentage amount of energy sold by util 
Affidavit end 

SCARTH, E D , SLICKER , F K , KNOTTS, J D Texas Utilities Co 
79/12/04 4pp 


— 3001110393 Discovery rept for Nov 1979 Participated in Bowers. H-ar tl ey , 
Wperner. Taylor, Phippip*. Bradley, Marquardt. Rob *r tson, Hoi t, 

Filar X* Butts depositions Filed Jul 1779 written testimony 
before SEC 

SLICKER, F K , KNOTTS. J B Teias Utilities Co SUCKER. F K 
Worsham, Forsythe & Sampels 79/12/14 Bpp 


0OO1O9OQ3O Opposition to util 771130 request to compel discovery to 
first set of interrogatories Issue should be settled by 
informal action between parties Certificate of Svc end 
LEDSV, R P . Q HAMAH I A, F D Antitrust Division 79/12/17 6pi> 


9001020071 Order accepting TX Utils Generating Co 791212 papers based 
on util misunderstanding of ASLAB 791113 order Parties 
opposing directed certification may file replies by 000107 
to prevent tactical advantage Rosenthal concurrence end 
BISHOP. C J Atonic Safety and Licensing Appeal Panel 79/12/19 
3 pp 


60 D1 070323 Notice of D Chalier deposition ur> 000109 in Corpus Christ!. 
TX 

FOIRIEFLM ft Brown evil )e, TX PD TRIER. M R Spiegel It HcDiarmid 

79/12/10 3pp 


0001080293 Clarifies possible confusion re due date of enc I applicant 
third sst of interrogatories Answers due on 000102 & 
documents should be produced on 600117 Possible intension of 
time open to discussion- 

FRANKLIN, W J Lowemtain. Mewman.Rei », Aieired S, Toll 79/12/ia Ip, 


""0001060295 Third set of interrogatories *c requests for production of 
documents Requests all info re alleged i n tras ta t e-on l y 
restriction identified in facility advice ltr 
FRANK L IN, W J Houston Lighting U Power Co FRANKLIN, U J 

Lowers te in. Newman, Rm s. Axelrad \ Toll 79/12/10 6p p 


— 80-01080293 Clarifies possible confusion ro due date of end applicant 
third set of interrogator! b s Answers due on 900102 & 
documents should be produced on B0O1 1 / Possible extension of 
time open to discussion 

FRANKLIN, W J L ouiuns te l n« Newman, Reis, Axelrod ii Toll 79/12/10 
iP 


— 900 J 080306 Third set of interrogatories 6 requests for production af 
documents, directed to NRC Requests all info re alleged 
intrastate-only restriction identified in facility advice 
ltr Certificate of Svc end 

FRANKLIN, W J Houston Lighting *< Power Co FRANKLIN, W J 
La wen stein, Newman. Reis, Axelrod L Toll 79/12/10 9pp 


0001090036 Request far nod of ASLB 790323 protective order binding DOJ 
IDDJ has no objection Draft order t Certificate of Svc one 1 
STAHL, D Cent! a 1 Southwest Services, the STAHL, D I sham. 
Lincoln 6 Beale 79/12/19 iOpp 


0001110350 ffrspqnse by Public Utils Board of City af D rown s v i lie, TX in 
opposition to TX Utils Generating Co modified protective 
order Joins TX Utils Generating Co plan to withdraw original 
proposed protective order Certificate Of Svc enc 1 
PQIRIER, M R Trxas, State of 79/12/19 7pp 


8001000333 Responds to NRC answer to Houston Lighting Power motion, Id 
compel further discovery Objects to implication an, Page 2 ro 
deliberate late svc c n NRC Certificate of Svc enc 1 

FLVNN.P <3 Lowe ns to i n, Newman, Re is, Ax e 1 rad & T □ I Jt 77/12/20- 6pp 


0001080397 Opposition to 034 791214 request For protective order 6 for 
ex tension until 000201 to respond to nonantitrust 
interrogatories Request unreasonable 6 contradicts NRC rules 
of practice Certificate of Svc encj 

FRANKLIN- W J Houston Lighting t< Power Co FRANKLIN- W J Baker t 
Botts 79/12/20 1 2p p 


000103-0019 Expresses concern over failure to adhere to 5~day printing 
commitment No party should receive transcripts before other 
part i ti 

PLUME, M D Antitrust Pivision 79/12/21 2pp 


000 1 250182 Ex presses concerns re Inti Court Reporters, Inc failure to 
del i vbt Taylor Hartley depositions per signed contract 
Requests compliance w/S-day commitment contained in 
c ootrac t 

DLifMErh 0 Antitrust Division 79/18/21 2pp 


E00l0ao504 Corrects NRC 791204 mi simpressions re H Woodson deposition 
Requests production %i mailing of unci list of documents, 
along w/Woodaon file. by 790713 Renews 79U06 request for 
clarification re 1967 svc area map status 
BLUHE.M D Antitrust Division 79/12/37 4 P p 


800) 17-0291 Requests svc list amend to reflect WN Woelsey of Kletorg. 
Dyer, Bedford Weil as add] party representing Central 6 
Southwest Corp 

STAHL, D M Isham. Lincoln V Beale 79/12/27 ip 


B0QJ.Q80399 Opposition to Central f< South West Corp 791221 request to 
quash notice of deposition City of Brownsville entitled to 
explore same set of facts w/each knowledgeable person 
Certificate of Eve & supporting documentation a nc 1 
FORIER.HR Qrounsville-rx POIRIER, MR Spiegel «, McDlarmid 
79/12/20 1 3pp 


8001220550 Application For issuance of and supplemental subpoena? 
directing TX Electric Svc Co !< City of Garland, TX to produce 
documents per ASLO 791203 original subpoena Certificate of 
Svc enc 1 

PARrtENTER.F H Justice, Dept of 79/12/20 I4pp 


0001240104 Subpoena requiring O D« La Gasa attendance at 000100 
deposition in Dallas. TX, to testify on behalf of Houston 
Lighting Power Cq U TX Utils Generating Co & to produce 
all 70Q10J— 79I23E documents re potential customers 
MILLER. M E Atomic Safety and Licensing Board Panel 79/12/31 
3pp 


— 8O0I24D11O Application for Issuance of subpoena to O Da- La Ga sa to 
produce all' 70G1 01-791 231 document* re TX electric util 
industry competition b structure & access to nuclear power 
plant* Certificate of Eve end 
LUQUE, N Justice, Dept of 79/12/31 5pj> 
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0001220145 Application for issuance? of subpoenas directing Dallas Power 
K Light* T X - Electric Svc Co b Graios Electric Pou/er 
Cooperative. Inc to produce documents as suppl to 791203 
original subpoenas W/ Certificate of Svc draft subpoenas 
LUGUErN Justice. Dept of B0/01/02 lQpp 


GOO 1 1 6043*1 Order granting extension until BO02Q1 for DDJ to file 
supplemental responses 9 responses to applicant's first 
*, third set of interrogated ip^ t requests for production Df 
documents. respectively 

M ILLERe M C ntomic Safety and Licensing Board Panel 80/01/02 Ip 


0001210064 Request for conference call re DDJ refusal to revaal basic 
antitrust contentions until afte' discovery Due process 
entitles applicant to notice of opportunity to take 
d l s covery 

•# Houston Lighting *< Power Co * Dakar 6 Botts # 

Lower 5 1 e l n > Newman, Re i s . Ax e 1 rad t Toll 80/01/03 3pp 


— flODl21006U Response in opposition to DOJ request for extension until 
000201 to answer applicant third sot of interrogatories 
Date implied is too late to permit effective discovery 
WJ Franklin 791218 ltr to DQJ & Certificate of Svc cnc 1 
FRANKLIN, W J Houston Lighting b Power Co FRANKLIN. W J 
Louien s t o i n> Newman. Re t s i Ax e Ira d t Toll « Raker b Ootts 
00/01/03 7pp 


8001240541 Discusses motions pending re SO Phillips deposition Requests 
rescheduling of deposition 6 oral argument, duo to other prof 
r espons ib i 1 1 ties 

POIRIER , M R Spiegel b McOiarmirf 80/01/03 Ip 


□001180009 Response to Houston Lightmq f , Rower Co 800103 request for 
conference call Does not object to conference call, but does 
object to util allegations in support of request Exhibits b 
Certificate of Svc encl 

CYPHERT.S 0 . LUOUE.N Justice. Dept of. Attorney Genera) '$ Office 
G0/01/04 iOpp 


0OQIL4O119 Opposition to TX Utils Generating Co response to 6 joinder 
m applicant 791212 request for directed certification If 
certification gran t ed , d on L a 1 of collator,-)] estoppel V 
summary disposition should be affirmed W/Cer l i f ica to of Svc 
CHANANfA, F 1) < HDDGDON. A Antitrust Division 80/0 i/07 41 pp 


8001250034 Discovery Rept for Dec 1979 Intervenor City of Austin 
neither initiated nor received discovery requests 
Certificate of Svc end 

BALQUGH,R c Austin. TX BQ/Ol/OB 5pp 


8001290049 Discovery Ropt for Dec 1979 Utils did not initiate or 
receive any discovery requests Certificate uf Svc and 
JOHN. D F Akin. Gump. Hauer h Feld 80/01/00 hpp 


0001240081 Discovery rept for Dec 1979 Participated In Centra) & booth 
West -Co, Houston Lighting t« Power Co b TX Utils Generating Co 
depositions Filed applications far subpoenas duces tecum 
Certificate of Svc end 

CYPHERT.S J3 . PARMENTER.F H . DOPSQVIC.D A Jusfctra.Dopt of 
□0/01/09 4pp 


0001220143 Responds to /906I9 ltr re tilling fox copying Houston 
Lighting b Power documents Requests all invoices covering 
documents production sves V rate review 
BLUHE.n D Antitrust Division BO/Ol/14 ip 


8001230339 Memorandum V ord er . At AB-37b, grant i ng directed certification 
of ASLD 791003 order Affirms that TX Utile Generating Co 
response assorting failure of ASLD to properly apply Rules 
of Practice re summary disposition is insubstantial 
BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/01/14 
3pp 


8001280283 Discovery rept fpr Doc 19/9 Participated in Au s t i n. Herman 
Brittain Campbell et al depositions Opposed w/o success 
discovery extension requested by DOJ Responded to Central 
Power Light third interrogator ios Certificate of Svc enc I 
AHEARN, C 3) Texas Utilities Co 80/01/13 6pp 


8001290001 Order denying Central b South Went Corp ICBW) 771221 motion 
to quash notice of SO Phillips deposition Directs CBW to 
comply w/notice *< produce witness at mutually convenient 
time 

HILLER. M E Atomic Safety and Licensing Board Panel 80/01/15 Ip 

B0012-BQ470 Application for Issuance of subpoena directed to Diamond 
Shamrock C orp . C 1 eve land , OH for production of documents re 
electric c ompeti t ion. genera t ion V transmission in State of 
TX Draft subpoena 6 Certificate of Svc end 
CYPHERT.S D Justice, Dept of 00/01/18 9pp 


8001300080 Discovery rept by Public Utils Board of City of Brownsville. 
TX for Dec 1979 Inspected West TX Utils b PSC of OK 
documents Took notice of deposition of D Chalker of Central 
Power b Light Certificate of Svc end 
POIRIER. M R Spiegel h McDUrmid 80/01/13 6pp 


8001300581 Fourth set of i n t er t oga fcot i e s directed to DDJ Requests 
identification of witnesses who will provide engineering 
testimony re 80 Cyphert s t a t em en t . c on ta l n-ed in end G00115 
ltr to JG Copeland 

FRANKLIN. W J Houston Lighting b Power Co * Dakar 6 Uotts 
Lowe n s t e i n . Newman, Re i s. A x e 1 rad b Toll BO/Oj/21 5pp 


— 8001300587 Motion to compel DOJ production of certain drafts of WE 
Scott t e s t imony . per ASLft 791023 order DOJ asserted no 
justification fCT failure to comply ui/ASLB order 9B Cyphert 
B00115 ltr to JG Copeland h Certificate of Svc end 
FRANKLIN, W J Houston Lighting b PoweT Co » Maker 6 Dotto 
L owens t e i n. Newman. Re i s . Ax e 1 t ad *» Toll 00/01/21 9pp 


8001280301 Response to Houston Lighting ?, Power Co third set of 
interrogatories ♦< lequest* tor production of documents 
Identifies persons w/whom NP<C communicated durinq antitrust 
review Certificate of S/c ehc 1 

LESS/. R P . CHANANIA, F D . GLUME, M R Antitrust Division 00/01/23 

8pp 


900131015?! Forwards NRC response to util third set of i ntorr o q a tor i es 
». request for production of documents Memoranda mentioned 
during N Lorner deposition enc I W/o one i s 

LE8SY.R P , CHANAN lA. F D , RH/ME. M H Antitrust Division 00/01/23 
IP 


3 Inspection reports, IE Bulletins & correspondence 


9001020408 Forwards IE Insp Repts 50-445/79-tB fr 50-446/79-1 □ on 
790901-31 K 0901-30 Notice of violation forwarded by 790924 
1 tr 

SEIDLE.W C Reqion 4. Dallas. Reactor L cm s true lion J. Engineering 

Support Branch 79/11/09 2pp 


■8001020494 IE Insp Rdpts 50-440/79-19 •< 50-446/ /9- l 0 on 790001-11 b 
0901-30 Noncomp 1 ianee noted failure to fallow procedures for 
callbr of weldlnq machines f< failure to train & indoctrinate 
QC personnel 

TAYLOR, Ft G . CRQSSMAN.W A Region 4, Dalian. Office of the 

Director 79/10/17 I4pp 


8001090042 Forwards IE Insp Rept* 50-445/79-25 h 50-446/79-24 on 
791003-04.09-11 1. 16-19 No noncompl lance noted 

SEIDLE, U C Region 4, Dallas. Reactor fcmtructi on Engineering 

Support Branch 79/11/21 2pp 


—8001070031 IE Insp Ropts 50-445/79-25 * 50-446/79-34 on 791003-04.09-11 
L 16-19 No none omp J i ant e noted Major areas inspected aaFety- 
related piping 6 reactor coolant boundary piping 

CRQSSMAN.W A . HALL, R E , GILBERT, L D Region 4. Dalian. CIFFlto 

of the Director 79/11/21 7pp 


0001250291 Discusses IE Insp Ropts 50-445/79-2 7 6 50-446/79-96 on 
791115 b forwards notice of violation 

EEIDLCiW c Region 4. Dallas, Reactor Construction b Ennineoring 

Support Branch 79/11/21 2pp 


— 8001250300 Notice of violation from insp on 791115 Non t omp 1 i ant e noted 
some QA procedures not accomplished or appropriate to 
existing or gam xatlon 

* Rog i on 4. Dallas. Office of the Director 79/11/21 Ip 


800109001 1 Forwards IE Insp Repts 50-445/79-24 b 10-446/79-23 during 
Dc t 1979 No noncompliance noted 

SEIDLE. W C Region 4, Dallas. Reactor Construction b Engineering 

Support Branch 79/11/27 2pp 


—8001090014 IE Insp Ropts 50-445/79-24 b 50-446/79-23 during Oct 1979 No 
noncompliance noted Major areas inspected concrete const, 
piping ays installation 6 welding 

CRDSSMAN. W A , TAYLOR* R 0 Region 4* Dallas, Office of tho 
Director 79/11/23 7pp 

0001090500 Forwards IE Insp Rept* 50-445/79-22 b 50-446/79-21 on 
790907 b 12 t< 1011.16. IB b 20 Mo none omp liance noted 

SEIDLE. W C Region 4. Dallas. Reactor Cons true 1 1 on 6 Engineering 

Support Branch 79/11/27 Spp 


— BOOi 090510 IE Insp Repts 50-445/79-22 6 50-446/79-21 on 790907 b 12 S. 
1011,16,18 U 30 No none omp 1 1 anc e noted Major areas* 

Inspected allegations re quality of const 

CRQ55MAN.W A , HALL, R E * STEWART. R C Region 4, Dallas, Office 

of the Director 79/11/26 9pp 
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8001100112 Forwards IE Circular 79-25, ''Shock Arrestor Strut Asse/nblq 
Interference ” Mo written response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79712/20 

IP 

9001110255 Forwards IE Info Notite 79-32. "Separation of Electrical 
Cables for HPC1 & Automatic Oep r es sur 1 i ati on Sys " Mo action 
or response requested 

SEVER IT , K V Region 4- Dallas. Office of the Director 79/12/21 

lp 


80010S0591 Forwards IE Info Notice 79-34, ''Inadequate Design of Safety- 
Related Haat Exchanger* '' No action or response required 
SEVFR 1 T, K V Region 4, Dallas. Office of the Director 79/12/2 7 

IP 


8001 100090 Foruards IE Infp Notice 79-37, ^'Cracking in Low Pressure 
Turbine Discs " No response required 

SEYFfUT.K V Region. 4, Dallas/ Office of the Director 79/12/28 

ip 


BODS 1 0023? Forwards IE Info Notice 79-35, Control of Maint u Essential 
Equipment ” No actum or response required 

SEVFR 1 T , K V Region 4, Dallas Office of the Director 79/12/31 

Ip 


6001150038 Forwards IE Info Notice 79-36, ’’Computer Code Defect in 
Stress Analysis of Piping Elbow ” No specific action or 
response required 

SEVFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 
IP 


8001220072 At k receipt of 791218 1 tr informing NflC of steps taken to 
correct violations noted in IE Insp Kept* 50-445/79-27 t 
50-446/79-24 

SE IDLE, W C Region 4, Dallas. Reactor C o nstru c 1 1 on t Engineering 

Support Branch 80/01/02 If 


—8001220003 Responds to NRC 791115 Itr re violations npted in JE Insp 
Repts 50-445/79-27 |< 50-446/79-26 Corrective actions 
evaluated loading on supporting structure utilised in 
lifting valve A determined no demaqe occurred 
QARY,R J Texas Utilities Generating Co 79/12/IB 3pp 


R0D1250269 Ack receipt of 791221 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-445/79-27 U 
50-446/79-36 

SEIDLE.W C Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 80/01/11 Ip 


— B0012502B1 Responds to NRC 791121 Itr re violations noted in IE Insp 
Rep t s 30-445/79-27 ?c 50-446/79-26 Corrective actions 
revised & delated procedure? to reflect reassignment of 
QA/QC ra spon 5 tb i 1 i t l es 

GARY, R J Texas Utilities Generating Co 79/12/21 3pp 


S Repot table occurrences LERs r< related correspondence 


8001220427 Forwards deficiency r-ept re violation oF piping min wall 
thltkness requirements which could result in overstress 
conditions in piping sgs 

GARY, R J Texas Utilities Generating Co 80/01/14 lp 


—8001220435 Deficiency rapt on 700404* des i gr> change issued permitting 
wail thickness variations tu/po tersti al for localized pipe 
stresses Piping found in violation of original requirements 
Design changes rescinded 

* Texas Utilities Generating Co 80/01/14 2pp 


800J310272 Clarifies BG0114 Itr re violation of piping min wall 
th ic kness, repor ted peT JOCFR50 35le> Atlachad rept intended 
to be classified as Interim Will submit progressive repts as 
welds are d i tpo s i fci one d through engineering review 
GARY* R J Texas Utilities Generating Co BO/01/23 2pp 


DOCKET 50-452 GREENWOOD ENERGY CENTER, UNIT 2 


U Congres s i ana I /E t e c vt Ive -Correspondence 


6001130125 Responds to 791029 Itr re V McCracken request for info 
concerning nuclear plants in MI Forwards list of Ml plants 
describing eunersh i p , l ocat i ons, de * i gn & starting date of 
operation RL Ferguson 791029 & V McCracken 790926 Itr* enc l 
COSSrcK, L V Office of the Eiecutive Director for Operations 
79/11/15 8pp 


DOCKET 50-453 GREENWOOD ENERGY CENTER. UNIT 3 


U Congressional/Executive Correspondence 


6001130125 Responds to 791029 Itr re V McCracken request for info 
concerning nuclear plants in Ml Forwards list of Ml plonts 
describing ownersh ip, 1 ocat tons, des iqn •« starting date of 
operation RL Ferguson 791029 it U McCracken 790926 Itrs am 1 
GOS3ICK, L V Office oF the Executive Director for Operations 
79^11/15 8pp 


DOCKET 50-454 9YR0N STATION, UNIT 1 


A Appitcation/construction staoe documents t> correspondence 


7912110435 Notification of 791218 meeting w/u 1 1 1 , 1 NEL t Sargent F* Li.rO 
in Byron Station. IL re orientation of NRC personnel fc INEL 
review personnel relative to facility structure 
NDQfV, C U Light Water Reactors Branch 4 79/12/04 2pp 


8001 2101 07 Responds to NRC 791030 ltr.Encl 1, Section 2 2 1a, "Losst-ns 
Learned Task Fore* Recommendat i ans re Shift Supervisor 
Requirements " Foiwards copy of mg t directive emphasising 
primary mg t responsibility of shift supervisor 
PALMER.F A Commonwealth Edison Co 79/12/14 2pp 


8001180035 Forwards Revision 1 to branch technical position on 
radiological environ monitoring Revised requirements anil be 
implemented in licensing review A tadiplogical effluent 
Tech Spec update Mo supp! to license application required 
VARGA, S A Assistant Director for Light Water Reactors /9/IP/21 

ip 

--BOO110OO61 Revision 1 to branch technical position on i ad iclo] ital 
environ monitoring 

• Radiological Assessment Branch 79/11/30 17pp 

8001220535 Forwards FSAR Section 1 2 drawinqs,per NRC request W/d #nt I 
NAUQHTON. W F Commonwealth Edison Co BO/Ol/15 lp 


0OQ123O16O Forwards list of drawings re NRC request for addl info or 
FSAR Drawings constitute latest revision to FSAR, Sec t 1 on S 
i-7 List in F9AR will he revised w/next amend Drawings 
forwarded under soperote cover 

NAUGHTOM. U F Commonwealth Edison Co 00/01/15 5pp 


8001 3 10210 Forwards drawings re NRC request for addl info on f SAW 
Drawings constitute latest revision to FSAR, Section 1-7 List 
in FSAR will be revised w/next amend Drawings available in 
Central Files only 

NAUGHTCN.W F Commonwealth Edison Co BO/01/15 5pp 


0001310290 Forwards addl response to Structural Engineering IJranch 
790515 Question* 130 06 & 130 49 Contains response spectra 
for containment !, aux 1 1 lary /f uel handling bldg Response will 
be included in Feb 19B0 FSAR amend 

NAt/QHTON. W F Commonwealth Edi«on Co B0/01/28 I50pp 


Q Inspection reports, IE Bulletins A correspondence 


8001170044 Forwards response to NRC 791103 request for addl info re IL 
Bulletin 79-02, Revi sion 2. concerning use of concrete 
expansion anchors Includes responses to revisod sections of 
Items 2 k addl Items 5 6 6 

PEOPLES, D L Commonwealth Edison Co 79/12/07 22pp 


8001100252 Forwards IE Jnfo Notice 79-31, "Use of Incorrect Ampllfio-J 
Re-sponse Bpectia (aRS) " No action or response required 
KEPPLER i J 0 Region 3, Chicago. Dfflco of the Dnector 79M2/13 

*P 


8001070336 Ack receipt of 791126 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 30-454/79-14 it 
50-455/79-14 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/17 

2pp 


— 8001070342 Responds to NRC 791025 Itr re violations noted in IE Insp 
Repts 50-454/79-14 & 50-455/79-14 Corrective actions ulil t* 
contractor personnel performing insp testing activities 
being evaluated as to qual 1 f ications 

PEOPLES. D L Commonwealth Edison Co 79/11/26 4pp 



DOCKETED ITEMS 


2< 


8001040447 Ac k receipt of '9112B ltr informing NRC of steps taken to 
correct ziolation noted in IE Insp Repts 50-434/79-15- 
50-455/79-15-50-456/79-13 &, 50-137/79-13 Violation noted in 
map considered warranted 

FIORELLI.G Region 3. Chicago. Reactor Construction & Engineering 

Support Hranch 79/12/19 2pp 


— 6001040465 Forwards response to NFJT 791024 ltr re violation noted i r> IE 
Insp Repts 50-454/79-15, 5Q-4S5/79-I 5, 30-456/79-13 6 
50-457/79-13 Violation considered unwarranted Improvements 
to handling Region 3 coi resp ondenc o to be started 
PEOPLES- D L Commonwealth Edison, Co 79/U/2B 4pp 


0001040711 Ac k receipt of 791206 ltr informing NRC of steps taken to 
•correct violations noted in IE Insp Ropts 00-434/79-16 S< 

50-455/79-16 

FIURELLI-G Region 3. Chicago- Reactor Construction *« Engineering 

Support Branch 79/12/19 Ip 


--fl00t040>7 1 9 Responds to NRC 791107 ltr io violations noted- in IL Insp 
Repts 50-454/79-16 & 50-495/79-16 Corrective actions 
welding procedure specs to be reviewed f< revised to 
incorporate weld end p r pparat i on- we 1 d gap & fitup criteria 
PEOPLES- D L. Commonwealth Edison Lo 79/12/06 3pp 


OQ01O0O3O9 Forwards IE Circular 79-25-. “Shock Arrestor Strut Assembly 
Interference ” No written response required 

KEPPLER, J 0 Region 3- Chicago- Office of the Director 79/12/20 

lf> 


8001110063 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Matches " No specific action or 
response requested 

KEPPLER- J <3 Region 3, Chicago, LjfPieo of the Director 79/12/26 

ip 


130011 50259 Forwards ]E Info Notice 79-J2. ’"Sapar otion of Electrical 
Cables for HPC I !> Automatic Dopressuri latlon Sys " No action 
or response requested 

KEPPLFR, J G Region 3, Chicago- llffice of the Director 79/12/36 

IP 


8001100002 Forwards IE tnfo Notice 79-34, 11 Inadequate Design of SaPcty- 

Rajated Hoot Lichangers ■■ No action or response- required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/27 

IP 


9001090465 Forwards IE Info Notice 79-37- “Cracking in Low Pressure 
Turbine Discs “ Nt) rosponse required 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/12/20 

lp 


900H60267 Forwards IE Info Notice 79-36, ''Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER. J Q Region 3, Chicago, OfFire Of the Director 79/12/20 

Ip 


0001 160300 Submits supplemental response to IE Bulletin 79-09 rs 
failures of QE Type AK-2 cicuit breaker Remains committed to 
imp 1 omenta t ion of mflint program before fuel loading Plans 
completion of program by Apr 1900 

PEOPLES- J> l. Commonwealth Edison Co 79/12/20 Ip 


8001 1 0020 J Forwards IE Info Notice 79-35. '“Control of Maint & Essential 
Equipment ’ No action or response required 

KFPPLER, J 0 Region 3- Chicago. Office of the Director 79/12/31 

1*> 


0001150105 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J 0 neg ion 3. Chicago, Dffico of the Director 00/01/04 

IP 


BOO i 1 BO 163 Responds to IE Bulletin 79-25, "Failures of West 1 n ghou s e DPI) 
Relays In 3a f o-tiy -Re la t ed Eg s 11 No Wes t i ng ho u so DFD relays 
used or planned for use Jn sa f e ty- r e lot ed applications at 
f ac i 1 ity 

PEOPLES, D L Commonweal th Edison Co 00/01/04 lp 


0001290105 Forwards IE Circular 00-01, "Svc Advice for GE Induction 
Disc Relays 11 No response required 

KEPPLER, J G Region 3. Chicago, Office of the Director 80/01/17 

IP 


& Rrportable occurrences- LERs 6 related correspondence 


S0Q1O40353 Deficiency rept re drop rod analysis Interim changes will be 
implemented pending WestinghouSB topical rapt containing 
plant-specific. long-term solutions 

PEOPLES. D L Commonwealth Edison Co 79/12/26 2pp 


0001240301 Ack receipt of 791226 interim deficiency rept re failure 
of tun field anchorheads for honiontal tendons used to 
post-tension concrete containments 

FlDRELLl.fi Region 3- Chicago, Reactor Construction 6 Engineering 

Support Branch 80/01/09 lp 


9001240373 Ack receipt of 791226 final deficiency rept re rod drop 
analysis Review will be completed during future insp 

FlQRELLl.fi Region 3, Chicago- Reactor Construction & Engineering 

Support Branch 00/01/10 lp 


DOCKET 90-455 0 YRON STATION, UNIT 2 


A Application /cons true tinn stage documents 6 correspondence 


000 1 2L01G7 Responds to NRC /9I030 ltr. Enel 1, Section B 2 1 a- "Lessons 
Learned Task Force Recommendations re 3hift Supervisor 
Requirements " Forwards copy of mgt directive empbasiiing 
primary mgt raspers i b i 1 i t y of shift supervisor 
PALMER, F A Commonwealth Edison Co 79/12/14 2pp 


8001180035 Forwards Revision 1 to branch technical position on 
radiological environ non l tor ung Revised r equi rene nts will be 
implemented in licensing review & radiological effluent 
Tech Spec update -No suppl to license application required, 

VAROA- 5 A Assistant Director for Light Water Reactors 79/12/21 

lp 


— -BOO! 100061 Revision 1 to branch technical position on radiological 
environ monitoring 

« Radiological Assessment Branch 79/11/30 I7pp 


0001220535 Forwards FBAR Section 1 ? d raui ng s, per NRC request W/o end 
NAUGHT ON. U F Commonwealth Edison Co 00/01/19 lp 


8001230160 Forwards list aP drawings re NI1C request For eddl info on 
FBAR DrawinjB constitute latest revision to FBAR, Set t l on s 
1 "-7 List in, F8AR will be revised w/neit amend Drawings 
forwarded under separate cover 

NAUGHTON. W F Commonwealth Fdison Cn 00/01/15 9p p 


80010)0210 Forwards drawings re NRL request For add! info on FSAR 
Drawings constitute latest revision to FSAR- Sc c t i on 1-/ List 
in FSAR wj!L be revised w/rcit amend Drawings available in 
Central Files only 

NAUGHTON. W F Commonwealth Edison Cu 00/01/15 5pp 


B0O131O290 Forwards add! response to Structural Engineering Branch 
790519 Questions 130 06 •< 130 49 Contains response spectra 
For containment 6 oux i 1 iury/fuo 1 handling bldg Response will 
be Included io Feb 1920 FLAft amend 

NAUCMTQNiVJ P C ommonwea I tb Edison Co 00/01/20 150pp , 


0 Inspection reports, IE Bulletins It tor reap und mc« 


6001170044 Forwards response to NRC 7911Q0 request for add! info re IE 
Bulletin 79-02. Revi s l or 2, c unceTn Inq use of conciete 
eipinsinn anchors Includes responses to revised sections of 
Ht-erfi 3 it add! I terns 5 6 6 

PEOPLES. D L Commonwealth Edison Co 7 9/12/07 22pp 


0001100252 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra (AfiS) " No action ur response required 
KEPPLER. J Q Region 3. Chicago, Office of the Director 79/12/13 
lp 


□001070336 Ack receipt of 791126 ltr informing NRC of Steps taken tD 
correct violations noted in IE Insp Repts 50-454/79-14 6 
30-459/79-14 

KEPPLER. J 0 Region 3, Chicago, Office of the Director 79/12/17 

2pp 


- — ’8001070342 Responds to NRC 7910-25 ltr re violations noted in IE Insp 
Repts 90-454/79-14 6 90-455/79-14 Corrective actions ufckl & 
contractor personnel performing Insp 6 testing activities 
being evaluated as to qualifications 

PEOPLES, D L Commonwealth Edison Co 79/11/26 4pp 
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8001040447 Ac k receipt of 791 l2B ltr 1 n forming NRC of steps taken to 
correct violation noted in IE Insp Repts 50-454/79-1 5. 
50-435/79-15.50-456/79-13 t, 50-437/79-13 \f loiation noted 1 1 > 
insp considered warranted 

F I OR ELL I. G Region 3, Chicago. Reactor Construction & Engineering 

Support Branch 79/12/19 2pp 


— -0001040465 Forwards response to NRC 79)024 ltr re violation noted in JE 
In b p Repts 50-4S4/79-13* 50-455/79-13, 50-456/79-13 & 

50-457/79-13 Violation considered unu/a r ranted Improvements 
to handling Region 3 correspondence to be started 
PEOPLES, D L Commonwealth Edison Co 79/11/28 4pp 


BC010407U Ack receipt of 79J206 ltr informing NRC of steps taken to 
correct violations noted in IE Tnsp Repts 50-454/79-16 i< 

50-435/79-16 

FI0RELL1, Q Region 3. Chicago, Reactor Construction t< Engineering 

Support Branch 79/12/19 Ip 


8 Reportable occurrences, LERh & related correspondence 


8001040553 Deficiency rept re drop rod analysis Interim changes will be 
implemented pending Westinghouse topical rept containing 
plant-specific, long-term solutions 

PEOPLES, D L Commonwealth Edison Cd 79/12/26 2pp 


0001240301 Ack receipt oF 791226 interim deficiency rept re failure 
of two Field anchor-heads for horizontal tendons used to 
post-tension concrete containments 

FICJRELLI.C Region 3, Chicago, Reactor Construction %r Engineering 

Support Branch 00/01/09 Ip 


0001240373 Ack receipt of 791226 Final deficiency rept re rod drop 
analysis Review will bo completed during future insp 

FJORELLI.G Region 3, Chicago, Reactor Construction b Englneerlrfl 

Support RTanch 00/01/10 lp 


— 0001040719 Responds to NRC 791107 l fcr re violations noted in IE Insp 
Repts 90-454/79-16 L 50-455/79-16 Corrective actions 
welding procedure specs to be reviewed >* revised to 
incorporate weld end preparation, we Id gap & fitup criteria 
PEOPLES. D L Commonwealth Edison Co 79/12/06 3pp 


6001090309 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference 41 Mo written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/20 
IP 


DOCKET 50-456 ORAIDWOOD STATION. UNIT 1 


6 App l » cat i on/con a true 1 1 on stage documents 8, correspondence 


8001210107 Responds to NRC 791030 ltr, Enel 1, Section 2 2 1a. ’'Lbisom 
L earned Task Force Recommendations re Shift Supervisor 
Requirements " Forwards copy of mgt directive emphasizing 
primary mgt responsibility of shift supervisor 
PALMER, F A Commonwealth Edison Co 79/12/14 2pp 


000)110063 Forwards IE Info Notice 7 9-33, “Improper Closure of Primary 
Containment Equipment Access Hatches No specific action or 
response requested 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/26 

Ip 


&OO1I1O250 Forwards IE Info Notice 79-32* "Separation of Electrical 
Cables for HPC I t, Automatic Depressor I la 1 1 on Sy s " No action 
or response requested 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/J2/26 
IP 


0001100002 Forwards IE Info Notice 79-34, "I n a iToqua t e Design of Safety- 
Related Heat exchangers " No action oi response required 
KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/12/27 
Jp 


0001090463 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs 11 Nti response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/20 

lp 


8001160267 Forwards IE Info Notice 79-36. ’’Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER* J 0 Region 3, Chicago, Office of the Director 79/I2/2B 

If 


0001160309 Submits supplemental response to IE Bulletin 79-09 re 
failures of QE Type AK-2 ticuit breaker Remains committed to 
implementation of jriaint program before fuel loading Plans 
completion -of program by Apr 1900 

PEOPLES, D L Commonwealth Edison Co 79/12/28 lp 


0001 100203 Forwards IF Info Notice 79~35. "Control of Maint & Essential 
Equipment w No action or response required 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/31 
if 


800 1 150105 Forwards IE Info Notice 80-0-1. “Fuel Handling Events " No 
specific action or response required 

KEPPLER, J G Region 3, Chicago. Office of tha Director 00/01/04 

iP 


8001180163 Responds to IE Bulletin 79-25, "Failures of WBstinghouse DFI) 
Relays In Safety-Related Sys '* No Meetinghouse BF0 Telays 
used or planned for use in s a p ety-rel a t * d applications at 
faci llty 

PEOPLES. D L Commonwealth Edison Co 00/01/04 lp 


8001290105 Forwards IE Circular 90-01* "Svc Advice for C£ Induction 
Disc Relays 11 No response required 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 00/01/17 
IP 


0001180035 forwards Revision 1 to branch technical position an 
radiological environ monitoring Revised requirements will be 
Implemented in licensing review t< radiological effluent 
Tech Spec update No suppi to license application required 
VARGA. S A Assistant Director for Light Water Reactors 79/J2/2I 

ip 

— 0001)00061 Revision 1 to branch technical position on rad i o 1 og i c a 1 
environ monitoring 

* Radiological Assessment Branch 79/tl/30 J7pp 

0001220335 Forwards FSAR Section 1 2 drawings, per NRC request N/o entl 
NAUQHTCN, W r Commonwealth Edison Co 00/01/15 ip 


000)230160 Forwards list of drawings re NRC request for add 1 info on 
FSAR Drawings constitute latest revision to FSAR, Sec t i on* 

1-7 List in FSAR will be revised w/next amend Drawings 
forwarded under seperate cuver 

NAUGHTGN. U F Commonwealth Edison Co 00/01/15 5pp 


0001310210 Forwards drawings re NRC request for add! info cm FSAR 
Drawings constitute latest revision to FBAR.Section 1-7 List 
in FSAR will be revised w/ne*t amend Drawing* available in 
Centra I Files Only 

NAU0HTON. W F Commonwealth Edison Co B0/01/15 5pp 


000)3 1 0290 Forwards add! response to Structural Engineering Dranrh 
790515 Ouestions 130 06 & i30 49 Contains response spectra 
for containment A au* i Mary/ fuel handling bldg Response will 
be included in Feb 19S0 FSAR amend 

NAUOHTON, U F Commonwealth Edison Co BO/01 /20 )50pp 


Q Inspection reports, IE Bulletins t< correspondence 


0OOH6OO2S Forwards IE Insp Rept* 50-456/79-14 t, 50-457/79-14 cm 
791115-16 No none omp 1) anc e noted 

FIORELLI, 0 Region 3. Chicago. Reactor Construction & Engineering 

Support Branch 79/12/05 2pp 


—0001160032 IE Insp Repts 50-456/79-14 *< 50-457/79-14 on 791115-16 No 
nottcomp liartce noted Major areas inspected status of site 
const shutdown, s borage of equipment h extended shutdown work 
ac tivit les 

HAYES, 0 U Region 3* Chicago, Reactor Construction &< 

Engineering Support Branch MAXWELL, Q F Region 3, Chicaqo* 

Office of the Director 79/12/04 4pp 


0001 170044 Forward's response to NRC 791)00 request for addl Info re lli 
Bulletin 79-02, Revi sion 2, Concerning use of concrete 
expansion anchors Includes responses to revised sections of 
rtem 2 tt add 1 Items 5 4 4 

PEOPLES , 0 L Commonwealth Edison Co 79/12/07 22pp 


000)100252 Forwards IE Info Notice 79-31* "Use of Incorrect Amplified 
Response Spectra (AR9) " No action or response required 
KEPPLER, J G Region □, Chicago, Office of the Director 79/12/12 
IP 
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B0D1Q7012G Ac k receipt of 791130 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50 --4 56/ 79- IS & 

50-457/79-12 

F I DRELL I j G Region 3. Chicago* Reactor Construction f< Engineering 

Support Qranch 79/12/17 Jp 


--B001070224 Responds to NRC 791024 Itr re violations noted in IE Insp 
Repts 50-456/79-12 S< 50-457/79-12 Corrective actions 
documents in question reau>dited & issued corrected inventory 
document ’< sealed record files 

PEOPLES. 0 L Commonwealth Fdison Co 79/11/30 2pp 


9001040447 Ack receipt of 791120 Itr informing NRC of steps taken to 
correct violation noted in IE Insp R-epts 50-454/79-15. 
50-455/79-15.50-456/79-13 *. 50-457/79-1 3 Vio lat i on noted in 
insp considered warranted 

FIDRELLI.G Region 3. Chicago. Reactor Construction It Engineering 

Support Qranch 79/12/19 2pp 


- -9001040465 Forwards response to NRC 791024 1 tr to violation noted in IE 
Insp Repts 50-454/79-15. 50-455/79-15/ 50-456/79-13 
50-457/79-13 Violation considered unwarranted Improvements 
to handling Region 3 correspondence to bo started 
PE0PLE5. D L Commonwealth Edison Co 79/11/20 4pp 


8001090309 Forwards IE Circular 79-25/ "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/12/20 

lp 


9001110063 Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Notches “ No specific action or 
response requested 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/12/36 

lp 


BO 0111 D 25 B Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI f< Automatic Depressurization Sys " No action 
or response requested 

KEPPLER.J G Region 3. Chicago. Of Tice of the Director 79/12/26 

tp 


8001100002 Forwards IE Into Notice 79-34. "Inadequate Design of Safety- 
Related Moat Exchangers " Ho action or response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/12/37 

IP 


0001090463 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/12/28 

lp 


0001160267 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Otresa Analysis of Piping Elbow 11 No specific action or 
response required 

KEFPLER. J Q Region 3. Chicago. Office of tho Director 79/12/23 

Ip 


0OO116O38B Submits supplemental response to IE Bulletin 79-09 re 
failures of GE Type AK-P cicuit broaker Remains committed to 
Implementation of malnt program bePoro fuel loading Plans 
completion of program by Apr 1 9B0 

PEOPLES. D L CommonujQa 1 th Edison Co 79/12/29 Ip 


BOOT 100203 Forwards IE Info Notice 79-35. "Control of Maint 1/ Essential 
Equipment " No action or response required 

KEPPLER.J G Region 3. Chicago. Office of the Director 79/12/31 

lp 


0001150109 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

KEPPLER.J G Reg i on 3. Chicago. Ofrico of the Director D0/0t/04 

lp 


8001160163 Responds to IE Bulletin 79-25/ "Failures of Wastinghouse Qri> 
Relays In Safety -Related Sya " No Wes t i ng house DFD relays 
used or planned for use in safety-related applications at 
f ac i 1 i ty 

PEOPLES. D L Commonwealth Edison Co 80/01/04 lp 


8001290105 Forwards IE Circular 80-01, "Bvc Advice for GE Induction 
Disc Relays No response required 

KEPPLER.J 0 Region 3. Chicago. Office Of the Director 80/01/1? 
IP 


S Reportable occurrences. LERs £ related correspondence 


6001040553 Deficiency rept re drop rod analysis Interim changes will be 
implemented ponding Wb st i ng h ouse topical rept containing 
plant-specific, long-term solutions 

PEOPLES. D L Commonwealth Edison Co 79/12/26 2pp 


9001240373 Ack receipt of 791226 final deficiency rept re rod drop 
analysis Review will be completed during future map 

FIORELLI/G Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 80/01/10 Ip 


DOCKET 50-457 DRAIDWQDD STATION. UNIT 2 


A Ap p 1 i cotion/c onstruct ion stage documents l< correspondence 


79121 10435 Notification of 791219 meeting w/util,lNEL £ Sargent tc Lundy 
in Byron Station. IL ra orientation of NRC personnel 6 INEL 
review personnel relative to facility structure 
MODN.C W Light Water Reactors Branch 4 79/12/04 2pp 


8001210107 Responds to NRC 791030 Itr. End 1, Section 2 2 1 a. "Lessons 
Learned Task Force Recommendations re Shift Supervisor 
Requirements " Forward* copy of mgt directive emphasiiing 
primary mgt responsibility of shift supervisor 
PALMER. F A Commonwealth Edison Co 79/12/14 2pp 


BOO 1 180035 Forwards Revision 1 to branch technical position on 
r ad i ol t>g lea 1 environ monitoring Revised requirements will be 
implemented in licensing review & radiological epfiuent 
Tech Spec update No suppl to license application required 
VARGA. S A Assistant Director for Liqht Water Reactors 79/12/21 

lR 


--□001190061 Revision 1 to branch technical position on radiological 
environ monitoring 

» Radiological Assessment Branch 79/11/30 1 7 p p 


0001220935 Forwards FSAR Section 1 2 drawings, per NRC request W/o end 
NAUGHTDN.N F Commonwealth Edison Co 90/01/15 lp 


8001230160 Forwards libt of drawings re NRC request for add I info on 
FGAR Drawings constitute Latest revision to F8AR. Sec t i Qns 
1—7 List in FSAR will be revised w/fioxt amend Drawings 
forwarded under seperate caver 

NAUGHTON, WF Commonwealth Ed l son Co S0/01/19 Spp 


BOO 13102 10 Forwards drawings re NRC request far add I info on FSAR 
Drawings constitute latest revision ba FEAR* Section 1-/ List 
in FSAR will bo revised ur/next amend Drawings available in 
Central Files only 

NAUGHTON. W F Commonuiea Uh Edison Co BO/Ol/ 15 5pp 


6001310298 Forwards addl response to Structural Engineering Branch 
790515 Questions 130 06 J»> 130 49 Contains response spectra 
for containment t auz 1 1 lary /f wel handling bldg Response will 
be included in Feb 19B0 FEAR amend 

NAUGHTON. W r Commonwealth Edison Co 00/01/28 I50pp 


Q Inspection reports, IE Bulletins t* correspondence 


8001160025 Forwards IE Insp Repts 30-456/79-14 * 90-457/79-14 an 
791 115-16 No noncompliance noted 

FIORELL 1 1 G Region. 3. Chicago. Reactor Construction f< Engineering 

Support Branch 79/12/05 2pp 


— 8001160032 IE Insp Repts 50-436/79-14 U 50-437/79-14 on 791113-16 No 
noncomp 1 j anc e noted M&joi areas inspected status of site 
const sh u tdovn, s tor ag e of equipment U extended shutdown work 
ac t ivi ties 

HAVES, D W Region 3, Chicago. Reactor Construction & 

Engineering Support Branch MAXWELL. G F Region 3, Chicago. 
Office of the Director 77/12/04 4pp 


6001170044 Forwards response to NRC 7911Q0 request for add 1 inf«j re IE 
Bulletin 79-02. Rev i % ion 2, concerning use of concrete 
expansion anchors Includes responses to revised suctions of 
Item 2 & add 1 Items 5 It 6 

PEOPLES. D L Commonwealth Edison Co 79/12/07 22pp 


600 1 100232 Forwards IE Info Notice 79-3K "Use of Incorrect Amplified 
Response Spectra (ARS) “ No action or response required 
KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/12/13 
lp 
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' ,»i07jl2G «r* reieigt » 1 1 1 * r inremir.g M?C of steps taken to 

cor'ect iDlati:r? noted ir IS Jnap Repts 50-456/79-12 6 
50-/57/77-12 

FlfPELLI G Region 3 riii-agc Reactor Construction t, Engineering 

-upjsrt Sri- c“ 77/12 P Ip 


i 010’CIZ4 Rescan^s to 5 7: ?1024 Itr re violations noted m IE Insp 
Repts 50-456 ^-IS 1 50 -45^/79-1 2 Corrective actions 
dscvnents m qLesticr redid i ted it issued corrected inventory 
document \ sealed record files 

FiiC-LES D L Cc-’&r-eal tn Eatson Co 79/11/30 2pp 


£0*104044'' a ■ receipt of 79ii2d Itr informing N4C of steps taken to 
con ert ✓ i3Ja' , ii,n ro^ej in IE Insp Repts 50- 154/79-15, 

50-455 ' 77- l 5 50-456/77-13 * 53-457/79-13 Violation noted in 
insp considered Lfsrrar»ed 

F I GRELL I C Region j Chtcajc- Reactor Construction fc Engineering 

Support Drancn ^?'12'19 2pp 


- -LU31040455 forwards response to tiiC 791024 Ur re violation noted in IE 
Insp Repts Zj -4*4/79-1 5 50-455 / 7 9-I 5 50-456/79-13 tr 
50-457/79-1 J Violation considered unwarranted Improvements 
to *iaMlmg Region J correspondence to be started 
REl/’LES D L Cc^dn-eal th Edison Co 79/11/20 4pp 


£^01QE0309 ForLards IE Circular 79-25 Shock Arrestor Strut Assembly 
Interferenre No written response required 

/ EFPCER J 0 Region 3 Cl-icajo Office of the Director 79/12/20 
IP 


aCOHlfldiO Forwards IE Info Notice 79-3J 'Improper Closure of Primary 
Con t<»i n~«n t Equipment Access Hatches 1 No specific action or 
response requested 

/EPFuER J G Rejlan 3 Chicago Office of the Director 79/J2/26 
lp 


tCOl 110^-0 Fcruarii IE Inf a Notice 79-32 'Separation of Electrical 
Cables for ft s Cl •< Autonatic Depressun iation Sys “ No action 
or response requested 

^EPPLER, J G Regior 3 Chicago Office of the Director 79/12/26 

Ip 


ruOt 100002 Forward « l£ Infc Notice ^9-34 "Inadequate Design of Safety- 
Related Heat tichangers No action or response required 
Y EPFLER J G Region 3, Chicago. Office of the Director 79/12/27 
lp 


COO 1 1 tC2o 7 Forwards IE Info NdMci 79-36 1 Conputer Code Defect in 

Stress Analyse of Piping Elbe,. ‘ No specific action or 
response required 

KEFPl.FR, J G Region 3 Chicago- Office of the Director 79/12/29 
1 P 


P0011603C3 Submits supplemental response to IE Bulletin 79-09 re 
failures of GE Type *K-2 circuit breaker Remains committed 
to implementation of mam* program before fuel loading Plans 
completion of program by Apr 1930 

FEDFLES D L Commonwealth Edison Co 79/12/28 lp 


B0 Ei^oment FQr NrL 5 r ie n InfD W ° tlCe 7<? ~ 35 Control of Mamt & Essential 
i pmen t No action or response required 

FEPPLER J G Re gi on 3, Chicago Office of the Director 79/12/31 


Forwards IE Info Notice 80-01, '"Fuel Handling Events » No 
action or response required 9 N0 

^ " Region 3 Chicago, Office of the Director 80/01/04 


KEPPlFfl, J G 
Ip 


9001240373 Act receipt of 791226 final deficiency rapt re rod dr«p 
analysis Review wi li be completed during future imip 
FlQRELL I , G Reqion 3. Chicago- Reactor Const! uctlon h filfllriosr 

Support Branch 80/01/10 lp 


DOCKET 50-459 RIVER BEND STATION, UNIT 1 

A Application /construction stage documents *« c or r a s p ond o nc o 


0001030140 Supplements 791106 Itr re stops pi anno t| to be takon prior 
resumption of placement of sa f a fcy-re 1 a t a d concrete Uutllfios 
addl conditions imposed by util 

5EVFRIT.K V Region 4, Dallas. Office of tho Director J9/UML* 

2pp 


9001020403 Responds to 791114 Itr to rovloy nf design t< location for 
intake strut ture , embaymen t ♦< barge slip Advises that Intake 
structure not safety-related 1 f»w level intake structure 
preferable to high lovol design 

WEIGAND.U 0 Gulf States Utilities Co 79/12/21 ipp 


0001090214 Responds to NRC 700300 Itr re NUREQ-Q3K? u cine er n i h fl unp nf 
austenitic stainless steel in DWfl facilities IGtiCC resistant 
matl will be provided for all austenitic stainless s toe I 
reactor coolant pressure boundary (tin 1 1 s «t util 
WEtQAND, J 0 Gulf States Utilities to 77/J2/J1 3|ip 


8001140348 Discusses 791129 request for comments on pinjvct Common! a 
will be forwarded upon receipt of NRC rosponiL 1 rtf compliance 
w/36CFR0OO Ack receipt of supplemental ranviron Info for 
Cajun Electric Power Cooperative 

CARRIERS D Louisiana, State Of QO/Ql/04 lp 


H General Correspondence 


0001300450 Informs of mgt i ear gani ifltl on offocfclvo GOO 101 |L Humphri* 
is executive president A DG Weigand is viro preoidont in 
charge of operations technical 4 1 j 0 

WEIGAND, J G Gulf States Utilities Co 00/01/21 Ip 


I Financial information 


B00124D329 Requests comments te Rural Electrification Atlmi ni s 1 1 A t i cm 
loan guarantee commitments for proposed c o — own er o Cdjnn 
Electric Power Cooperative, Inc h Ram Rayburn Gt/I/ Inc 
RUDENSTEIN/L S Light Water Reactors Branch 4 00/01/ 01) j^pp. 


M Antitrust correspondence 


0001160208 Ack receipt of application to amond CP Forwards KM notice 
re receipt of addl antitrust j n f o, t on c 0 r n i tiq limo for fillnn 
views on antitrust matters 

RUBINSTEIN* L S Light Water Roactors {lidnch 4 /V/127J6 


-ipp 


^ °f r0 “‘f >l 0,5 antitrust Info re U mtf for fill 

views un antitrust matters 

RUBENSTE IN* L S light Water Reactors Branch 4 79/12/^6 Jpp 


? Inspec fcson reports, IE Bullet, ns U correspondence 


8 °iiu“{°r.ncr" r No Irit;^“ l0r 7 ' ? ' ^S • " E " 011 ' rt " , ” t °r Strut A... m |,l u 
S5S.? ! .1 written response required 

btVFRIT.K V Region 4. Dallas, Office 0 f tha Director 79/ilfM 


^ 8001110245 Forwards IE Info Notice 79-32, “Separation of EUctrU* 


PEOPLES D L Commonwealth Edison Co fiO/Ot 


/04 


>P 


spons 
SEVFRIT.K V 
lp 


e quo s ted 

Region 4, Dallas, CJffico of the Director 7V/*II2/; > J 


0OOl^?DlO5 Fcr«Jdr^5 IP Circular cn-ru m c A , 

°„r *,U„ ■ K, J‘ S ' c Induction 

lp Rrgion 3 Chicago. Office n, the Director 80/D1/17 


a T?o?” B H«TB;cha^ei; f ° ^ t "; i 79 ' 34 ' «»»•»« 

3EYFRTT u Z c,tc ^n 9 ers No action or response required 

3EVFRIT.K V R Bgl0n 4 , Dallae, Dt p jc „ of th . Dlraclor 79 /|a/.i; 


?— -!!! r * >6Ie ottur renc«5. LCfle t, related c 


orrespondence 


tOFLESfOL Com, -onwealth Edison Co 79/12/26 2pp 


QOO1JOOO03 Forwards IE Info Notice 79-37, “Crackinn i 

" N“ res (> c nee reiu.red " ‘ n L “" 

egion 4, Dallas, Office o-f the Director 79/1S/UQ 


BEYFRIT, K V 
!p 


of Ma ‘"l *■ C»h.nt,al 

BEVFRIT.KV Region 4. Dallas, Off.ce of th. Director 79/l S/:il 
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8001150030 Forwards IE Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/12/31 

IP 


DOCKET 50-459 RiyER 8END STATION. UNIT 2 


A Ap p 1 1 cat lon/construc 1 1 on stage documents i< correspondence 


800 1020403 Responds to 791114 ltr re review of design & location for 
intake str uc fcure. ombayment h barge slip Advises that intake 
structure not safety-related f i low level intake structure 
preferable to high level design 

WEIGAND.J Q Gulf States Utilities Co 79/12/31 3pp 


800 1 09021 4 Responds to NRC 7S030B ltr re NUREG-0313 concerning use of 
austenitic stainless steel in BWR facilities 1GSCC resistant 
mat! will be provided for all austenitic stainless steel 
reactor coolant pressure boundary matls at util 
UEIGAND, J 0 Gulf States Utilities Co 79/12/31 2pp 


B001 140348 Discusses 791129 request far comments on project Comments 
will be forwarded upon receipt of NRC response re compliance 
W/36CFR0OO Ack receipt of supplemental environ info for 
Cajun Electric Power Cooperative 

CARRIER, E n Louisiana, Statu of 90/01/04 ip 


H General correspondence 


0001300450 Informs of mgt i eorgont tat iqn effective 80Q1GI IL Humphries 
is executive president >< DO Ueigand is vice president in 
charge of operations !< technical sys 

UEIGANt), J G Gulf Stales Utilities Co BO/Ol/21 lp 


0 Inspection reports. IE Bulletins & correspondence 


0001 100102 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

SEYFRIT.K 9 Region 4, Dallas, Office of the Director 79/12/20 
IP 


8001110245 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC 1 6 Automatic Dop res &ur i iofc ion lays " No action 
or response requested 

SEYrnir.K V RBqion 4, Dallas, Office of the Director 79/i2/2i 

tp 


9QOIQ8O550 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
SEYFRIT.K V Region 4. Dallas, Office Df the Director 79/12/27 

»P 


8001100003 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
TuTbina Discs " No response required 

SEYFRIT.K 9 Region 4, Dallas- Office of the Director 79/12/20 

IP 


8001100232 Forwards IE Info Notice 79-35, "Control of flaint fc» Essential 
Equipment " No action ov response required 

SEYFRIT.K V Region 4, Dellas, Office of the Director 79/12/31 

lp 


6001150030 Forwards IE Jnfo Notice 79-36. "Computer Code Defect in 
8brese Analysis of Piping Elbow " No specific action or 
response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 79/12/3! 

IP 


DOCKET 30-460 WPP0S NUCLEAR PROJECT, UNIT 1 


A Application/construction stage documents & correspondence 


800 i 030564 Advises of intention to curtail p r ea p erat iona 1 aquatic 
monitoring program Requests NRC comment by 800115 
RENDEROER, D L Washington Public Power Supply System 79/12/27 

IP 


8001310285 Forwards loss of main feedwater eval uation. including 
description of integrated reliability evaluation program 
Results of program will b« submitted to NRC by 800122 
Also forwards NRC 800122 memo re P&W facilities under censt 
RENDEROER, D L Washington Public Power Supply System 80/01/24 
4pp 


- — 8001310208 Discusses decision to allow R&U-de s i quod facilities to 
continue core t. pend i ng evaluation Halting const tit Unit l 
depends on anticipated design changes Forwards installation 
status summary 

DENTON, H R Office of Nuclear Proctor Regulation G0/0W22 4pp 


F Security, medical, emergency & fire piotection plans 


8001090409 Requests agreement on modified topical manual approach t tv 
emergency plan A Mar 1981 resubmittal approval 

RENDERGER, D L Washington Public Pouier Supply System 79/12/31 
3pp 


Q Inspection reports, IE Bulletins ** correspondence 


0001100333 Foruiai d s IE Insp Repts 50-460/79-09 ** 50-513/79-09 »n 
790830-0902 t< 10-25 No no nc amp I lane e noted 

SPENCER, G S Region 5. San Francisco, Rcactur Construction A 

Engineering Suppoit Branch 79/11/19 2pp 


—8001100538 IE Insp Repts 50-460/79-09 h 50-513/79-09 uii 790803* 0902 t 
10-25 No noncompliance noted Major areao inspected vessel 
installation A compliance w/ASME certification sys 

DODDS. R T Region 5, San Francisco, Reacto-r Operations Nuclear 

Support Branch BISHOP. T W Region 5, San Tranciaco Office of 
the Director 79/11/16 7pp 


0001 100498 Forwards IE Insp Repts 50-460/79-10 *« 50-513/79-10 on 
791015-18 No nancQmpltarce noted 

SPENCER, G S Region 5. San Franc iscu. Reactor Construction *> 

Engineering Support Branch 79/11/2J eipp 


— B001100504 IE Insp Flepts 50-460/79-10 r. 30-913/79-10 an 791015-10 No 
noncomp) i a nc a noted llajoi areas inspected const activities 
re safety-related components, safety related piping 
installation A welder qualification records 

DODDS. R T Region 5. San Francisco, Reactor Construction a 

Engineering Support Branch HUTSON, T W , HERNANDEZ, (5 Region 3, 
Ban Francisco, Office of the Director 79/11/23 7pp 


0001080302 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference 11 No written rosponse required 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

79/12/20 Ip 


8001080103 Forwards IE Info Notice 79-33. "Separation of Electriral 
Gables for HPC I A Automatic Depressuri lation Sy s " No 
specific action or response requested 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/12/21 lp 


6001 1 10030 ForuaTds IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/12/26 lp 


8001000617 Fnruiards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
ENG EL KEN, R H Reginn 5. Son Francisco, Office of the Director 
79/12/27 lp 


BQ01 100106 Forwards IE Info Notice 79-37. 'Tracking in Low Pressure 
Turbine Discs " No response required 

ENOELKEN. R H Region 5. Ban Francisco, Office of the Director 
79/12/28 lp 


BOO 1 150047 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response roquired 

ENOELKEN, R H Region 5, San Francisco, DFfiee of the Director 
79/12/31 lp 


0001150264 Forwards IE Info Notice 79-35. "Control of Maint & Essential 
Equipment " Nn response required 

ENOELKEN, R H Region 5. 8an Francisco, Office of the- Director 
79/12/31 lp 


8001150097 Forwards IE Info Notice 80-01. "Fuel Handling Events 11 No 
specific action nr response required 

ENGELKEN.R H Region 5. San Francisco, Office of the Director 
BO/01/04 Ip 


9001290092 Forwards IE Circular 80-01. "Svc Advice for GE Induction 
Disc Relays " No response required 

ENGELKEN, R H Region 5. San Francisco, Office of the Director 
80/0 i / 17 lp 
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S Reportable occurrences, LE#s S< related correspondence 


8001130463 Forwards interim deficiency rapt re cracks in internal 
pressure relief valve mfg by MK.M Valve Group 

KENfiERGEft, 0 L Washington Public Power Supply System 80/QI/07 
IP 


— 8001150471 Interim deficiency rept re cracks in internal pressure 
relief valve mfq by WKM Caused unknown 0NW £ WK.M Valve Group 
are preparing ropair/irup program Repairs & addl 
examinations performed under licensee direction 
* Washington Public Power Supply System QQ/Ol /07 3pP 


— -BO011SO4S3 Followup to 79131-4 verbal deficiency repfc re defects in core 
flood sys isolation valve % decay heat removal isolation 
valves Initiated program to determine cause & entent of 
defects 6 to determine acceptable remedies 

TAYLOR , J H 3M Co . Minnesota Mining i« Mfg Co 79/13/17 4pp- 


DOCKET SO-461 CLINTON POWER STATION, UNIT 1 


A App l icat lon/cons tTucfcion stage documents & correspondence 


8001150453 Forwards updated const schedule t revisions to const logic 
completion of 62JS expected 79133! & fuel loading expected in 
Apr 1982 Overjixed milestone schedule in Central Files only 
HOWARD. V C Illinois Fewer Co 80/01/11 3pp 


0 Inspection reports, J£ Bulletins h cor r espand enc e 


0001020129 Forwards IE In*p flept 50-461/79-10 on 791010-1! & 17-JB No 
nonconnp] iance noted 

DAVIS, A D Region 3. Chicago, Fuel Facility 4 Materials Safety 

Branch 79/11/13 2(x> 


—8001020133 IE Insp Rep t 50-461/79-10 on 791010-11 t 17-1G No 
noncQfliplianc e noted Major area inspected environ protection 
program 

ES3I0, T H , GRANT, W E Region 3. Chicago. Office of the 
Director 79/ U /08 5pp 


0001 1 70445 Forwards JE Insp Repts 50-461/79-11 b 50-462/79-01 on 
791030-1102 V- notice of violation 

FI DR ELL. If 0 Region 3i Chicago, Reactor Construction ?« Engineering 

Support Branch 79/11/27 2pp 


—0001170450 Notice of violation from insp on 791030-1102 

* Region 3, Chicago. Office of the Director 79/11/26 Ip 


8001170455 IE Insp Repts 50-461/79-11 6 50-462/79-01 on 7910J0-I10? 
Noncomp 1 i ance noted inadequate procedures & practices 
relative to qua) i f icaticn of testing personnel 

HAVES, D W , MAXWELL. G F * SUERMANN. J F Region 3. Chicago, Office 

of the Director 79/(1/26 8pp 


8001100270 Forwards IE Info Notice ’79-31, ‘'Use of Incorrect Amplified 
Response Spectra IARS1 " No action or response required 
KEF PL ER i J 0 Region 3, Chicago, Office of the Director 79/12/13 

Ip 


8001080349 Forwards IE Circular 79-29, "Shack Arrestor Strut Assembly 
Interference 41 No written response required 

KEPPLEfL J G Region 3, Chicago, Office of the Director 79/12/20 
!P 


8001110093 Forwards IE Info Notice 79-33, '‘Improper Closure af Primary 
Containment Equipment Access Hatches “ No specific action or 
response requested 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/36 

lp 


8001110201 Forwards IE Info Notice 79-32.. "Separation of Electrical 
Cables for HPCI L Automatic Deprys *uri ration 5y» M No action 
or response requested 

KEPPLER, J Q Region Or Chicago. Office of the Director 79/12/26 
lR 


6001100013 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action pr response required 
KEPPLERrJ 0 Region 3. Chicago, Office of the Director 79/12/27 
U> 


0001090486 Forwards IE Info Notice 79-37, "Cracking Jr low Pressure 

Turbin* Discs " No response required 

KEPPLER.J o Region 3. Chicago, Office of the Direct or 79/12/28 
lp 


0001160309 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow n No specific action or 
response required 

KEPPLER.J G Region J. Chicago. Office of the Director 79/J2/2Q 

lp 


0001100213 Forwards IE Info Notice 79-35- "Control of Maint i< Essentia] 
Equipment ,J No action or response required 

KEPPLER. J G Region 3, Chicago. Office of the Director 79/12/31 

lp 


0001180040 Responds to IE Bulletin 79-25, "Failures of Meetinghouse flFfl 
Relays in Saf etg-RelaUrf Sys " No such relays call he used 
at facility 

MULLER. G E Illinois Power Co 80/01/03 ip 


8001150138 Forwards IE Info Notice 80-01, "Fuel Handling Events 11 No 
specific action ot response required 

KEPPLER. J G Region 3, Chicago, Office of the Director 80/01/04 

J P 


8001220040 Responds to JE Bulletin 79-02, Rovi 5 1 on 2, "PipB Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts " Util 
procedure for installing wedge type anchor bolts approved 
approx two wks ago 

MULLER, 0 E Illinois Power Co 00/01/04 2pp 


0001390139 Forwards IE Circular 60-01, "8vc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/01/17 

IP 


DOCKET 30-462 CLINTON POWER STATION, UNIT 2 


O Inspection reports, IE Bulletins 6 correspondence 


8001170445 Forwards IE Insp Repts 50-461/79-11 b 50-462/79-01 on 
791030-1102 *< notice of violation 

FIORELLI.G Region 3, Chicago, Reactor Construction b Engineering 

{Support Branch 79/11/27 2pp 


— 8001 170450 Notice of violation from insp On 79IO30-HO2 

* Region 3, Chicago, Office of the Director 79/11/26 lp 


6001 1 70405 IE Insp flepts 50-461/79-11 *> 50-462/79-01 on 791030-1102 
Noncomp i ianc o noted inadequate procedures i practices 
relative to qualification of testing personnel 

HAVES, 0 W . MAXWELL , G F , SUERMANN, J F Region 3, Chicago, Office 
of the Director 79/1J/26 tJpp 


0001100270 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra (ARB) " No action or response required 
KEPPLER.J G Region 3. Chicago, Office of the Director 79/12/13 

IP 


BQ010B0349 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J 0 Region 3, Chicago. Office of the Director 79/12/20 
IP 


800 1 1 J 0093 Forwards IE info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action nr 
response requested 

KEPPLER-J 0 Region 3. Chicago. Offin* at the Director 79/13/36 

»P 


9001 i 10291 Forward* IE Info Notice 79-32, "Separation of Electrical 
Cables far HPCI tc Automatic Dopres sur 1 1 at i on 0ys " No action 
or response requested 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/12/26 
lp 


0O011OOO13 Forwards JE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLER.J G Region 3. Chicago, Office of the Director 79/12/27 
Ip 


BO01O9C406 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs “ No response required 

K.EPPLER, J 0 Region 3, Chicago, Office of the Diractor 79/12/28 

lp 


0001160309 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER.J Q Region 3, Chicago, Office of the Director 79/12/20 

i p 


L 
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800H00213 Forwards JE Info Notice 79-35* “Control of Mamt & Essential 
Equipment " No action or response required 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/12/31 

IP 


0001180040 Responds to IE Bulletin 79-25. "Failures of Wes t l ng house BFl) 
Relays in Safety-Related Sys “ No such relays will be used 
at facility 

WULLER, G E Illinois Power Co 80/01 /03 lp 


8001150138 Forwards !E Info Notice 90-01* "Fuel Handling Events " No 
specific action or response roquired 

KEPPLER. J G Rag ion 3, Chicago, Office of the Director 00/01/04 

If 


8001220040 Responds to IE Bulletin 79-02* Revi s l ar> 2, "Pipe Support Base 
Plata Designs Using Concrete Expansion Anchor Bolts " Util 
procedure for installing wedge type anchor bolts approved 
approx two wk s ago 

WULLER, G E Illinois Power Co 00/01/04 2pp 


8001290139 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No responso required 

KEPPLER, J G Reqion 3, Chicago* Office of the Director 80/01/1/ 

lp 


DOC WET 30-463 FULTON GENERATING STATION. UNIT l 


1J Congressional/Executive Correspondence 


G001150155 Forwards 791 130 response to T Spackman 791118 1 tr re util 
application for early sitB review at Fultpn Township Ex 
parte communication rule prevents substantive response 
GILIN5KY.V Commission 79/11/30 lp 


■800 1 150167 Responds to 791 118 llr re util application for early site 
review at Fulton Township Commission in process of 
reviewing application to determine suitability for 
docketing for hearing 

GILINSKV.V Commission 79/11/30 lp 


—QOO1 1 50173 Forwards T Spackman 791118 Itr re util application for early 
site review at Tulton Township Requests comments 
WALKER, R 5 House of Rep 79/1 1/27 Ip 


—0001150101 Requests that NRC cancel util application Foi early site 
review at Fulton Township Riant would infringe on rights of 
property owners in immediate vicinity Util should reapply 
when specific plans for plant have been made 
SPACKMAN, T Affiliation Unknown 79/H/18 3 P1 > 


DOCKET 50-464 FULTON GENERATING STATION, UNIT 2 


U Congrossi onal/Cxecuti vo Correspondence 


8001130195 Forwards 791130 response to T spackman 791118 Itr re util 
application for early site review at Fulton Iownship Ex 
parte communication rule prevents substantive response 
OILINSKY/V Commission 79/H/30 lp 


— 8001150167 Responds to 791110 Itr re util application for early site 
review at Fulton Township Commission in process of 
reviewing application to determine suitability for 
docketing for hearing 

GILINSKY/V Commission 79/11/30 lp 


— 8001130173 Forwards T Spackman 791118 Ur re util application Per early 
site review at Fulton Township Requests comments 
WALKER. R 8 House of Rep 79/11/27 Ip 


— 9001 150181 Requests that NRC cancel util application for early site 
review at Fulton Township Plant would infringe on rights of 
property owners in immediate vicinity Util should reapply 
when specific plans for plant have been made 
SPACKMAN* T Affiliation Unknown 79/11/10 3pp 


DOCKET 30-466 ALLENS CREEK NUCLEAR STATION, UNIT l 


G Adjudicatory correspondence 


0001040131 Contentions re financial assistance for intervenors 
MUELLER* E E Affiliation Unknown 79/12/12 Ip 


8001020038 Response to TX Plfii* motion to compel discovery responses 
Provides answers to Interrogatories 6. 7 *< 9 by producing 
O Davis 770121 memo to JG Rpose •* Dl> 5ykora 761220 internal 
memo to ^R Hinckley Certificate of S/c end 

QIDDLE.C T NEWHAM, J R Houston Ltqhtinq h Power Co BIDDLE, L T 
Baker ** Ootts *’9/12/11 tpp 


0001040536 Supplemental brief in form of pleading supporting Y Dtto.PL 
Stre lien * Dl> Weaver appeal of A9LD '91119 older Alleges 
that FR notice is insufficient to provide fair notice fc 
constitutes denial of due process Certificate of Svc enc 1 
DOGOETT, s A Doggett. S A 79/12/14 3pp 


8001100*150 Mdvises of intention to appeal 791109 denial of petition to 
intervene Clarifies need to intervene by statinq financial 
interest f > offering literary expertise that would assist in 
developing sound rotors Requests addl time to file brief 
ALEXANDER. R Affiliation Unknown 79/ 12/11 2pp 


8001000326 Withdraws 791203 motion to rompei NRC answers to 
interrogatories Oral agreement reached between NRC t 
iilteT venor 

DQHCRTY.J F [ntervenai J F Dohortu 79/12/15 lp 


BOQ1Q20010 Order clarifying ASLU 791119 order, per NRC 791130 request 
Doherty original * amended Contentions 19 J4 withdrawn 
Board accepted NRC, app 1 1 cant s - intervenor stipulation re 
admissibility of second part «f Contention 25 

WDLFE.5 J Atomic Safety and Licensing Board Panel 79/12/17 2pp 


8001090013 Response to ASl R 791205 order Contentions 3 it 9 withdrawn 
Contention J consolidated w/ 1 n t erv en or TX F1RG contention 
re barging reactor vessel Non-compliance w/order due lo 
unavailability of expert witness Cert of Svc enc 1 
HINDERSTEI N. C Affiliation Unknown 79/12M7 7pp 


0001110344 Response in opposition to Jl Doherty Contention 45 
Intervenin' failed to identify viablr basis Pur alleged 
insufficiency of reactor design to withstand lateral Force 
applied to core Petition untimely Certificate of Svc end 
COPELAND, U G . NEWMAN, J R Houston Liqbting h Power Co 
COPELAND. O G Baker •* Notts 79/12/18 6pp 


9001140156 Fourth sot of interrogatories ** roque&ts for production of 
documonts. d 1 1 ec ted to TX PIRG Includes request For info ?e 
Contention l alleging existence of natural gas fired 
generation as alternative to facility W/Cert i f icate of Svc 
COPELAND, U G , NEUMAN, J R Houston Liqhting » Power Co 
COPELAND* J G Baker 7* Potts 79/15/19 35 p p 


80D1160573 Response to Jf Doherty seventh request fur documents 
Produces Nr l>0 10329, NE 1)0 20566 Amend 1, Suppl i to technical 
repfc on dens 1 1 ication, 1 i terature re recirculation pump 
description t, other documents Certificate of Svr enc I 
BIDDLE, C T , NEWMAN, J R Houston Liqhting 7. Power Co BIDDLE, C T 
Baker fc Uotfcs 79/12/19 3pp 


□001160556 Response to JF Doherty eighth request for documents 
Possesses NE0E-2H75* P. Uf DC-21 I 75 Amend 1 t NEDF-21 1 75 -P 
Amend 2 Does not possess NLDC-24 145-p, NE0E-21021 * MEDE-21B21- 
Stipp 1 . NEDO-2D070 or NHin-21052 Certificote of Svc enc l 
BIDDLE. C T , NEWMAN. J R Houston Liqhting 6 Power Co DIDDLE. C f 
Bailor h Oottt. 79/12/21 Spp 


8001160565 Response to TX PlRG sixth sot of \ nterr o q a to r i o a Demand 
projection for 1985*0/ revised after FFS publication 
Includes info re Limestone lignite plant 6 peak load 
forecast for next ten yf5 Certificate of Svc enc 1 

MCGUR1E.W F * DIDDLE C T , NEWMAN. J R Houston Lighting It Power Co 
79/12/21 6pp 


6001040238 Order compelling applicant to respond to intervener TX PIRG 
Interrogatory 10 re fifth set of in terrogatonns. Info sought 
relevant to conservation issue 

WQLFC. S v* Atomic Safety and Licensing Coord Panel 79/12/*2l 2pp 


8001000072 Res-ponvo to eighth sot of into! rogatories Provides info ra 
control room recorder s* fuel rod operation, valve vendors !« 
stainless steel piping Certificate of Svc encl 

BIDDLE, c T Houston Lighting *» Power Co QlDDl-C.C X Dakar fc 
Dotfcs 79/12/27 lOpp 


0001100173 Informs ASLO *< parties fh&t no protective order will issue 
until applicant advises of accurate citing of NUHEG-0460 
WOLFE* S J Atomic Safety and Licensing Board Panel 79/12/37 ip 


□001070093 Consolidated response in opposition to Dec 1979 appeals re 
ASLD 791119 order granting limited appearances to E Mueller* 

K Otto* PL Streilen 7* DD Weaver Urges affirmation of order 
Certificate of Svc enr 1 

SOHINKI * S ft Hearing Branch 3 79/12/28 llpp 
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8001240240 Response to ASLB 791205 order Intends to remain as 
intervenor £< tompLy w/ASLO orders Later contentions will be 
withdrawn iF unable to locate expert witness Certificate of 
Svc end 

MCCORKLE, 3 A Affiliation Unknown 79/12/31 2pp 


S001I1008& Act receipt of 791203 ninth request For production of 
documents Documents will be available For insp t< copying at 
mutually convenient time 

SQHINKI.SH Hearing Branch 3 80/01/03 lp 


00012201 SO Forwards fourth set of interrogatories re TX PlRO new 
contentions admitted at Fall 1979 prehearing conference 
JOHNSON. C Texas Public Interest Research Group 00/01/03 Ip 


— 80012201 50 Fourth set of interrogatories directed tg State of TX 
Requests description of TX Railroad Commission evidence 
showing natural gas surplus currently existing »n Interstate 
market Certificate of Svc enc 1 

JOHNS DM# C Torus Public Interest Research Or-oup 00/01/03 3pp 


8001100021 Response to intervenor JF Doherty tenth request for 
production of documents Applicant does not possess NEDO-* 

25090. NEDE-2S057-P, NEDE-24 1 54-P, NODE -24 1 54, NEP0-21 031 . NEDD- 
24057, NED0-21059 (< NEDE-236B7 Certificate of five end 
BIDDLE, C T / NEWMAN, J ft Houston Lighting U Power Co BIDDLE, C T 
Baker & Potts 80/01/04 5pp 


0001170589 Order denying R Alexander 000103 request for ad d 1 time to 
file detailed supplementary brief in support of appeal Prom 
ASLB 791130 order -denying intervention Intervenes may reply 
to applicant 6 NRC brief If appeal is opposed 

BISHOP, C J Atomic Safety and Licensing Appeal Panel BG/01/Q8 
3pp 


8001180225 Order denying applicant 791109 motion to dismiss interveners 
McCorkle 8, Hinderstein Directs interveners to respond to 
applicant i nterroyatoi 1 es by 000201 Grants extension until 
60021? for applicant to follow up discovery 

WOLFE#S J Atomic Safety and Licensing Board Panel 00/01/03 3pp 


000 1220206 Response to JF Doherty eleventh request For documents NEDD- 
1OB02, Supp 1 | & documents identified in end list re fuel 
enthalpy, suppression pool uplift & other issues available 
for Insp & copying Certificate of Svc enq 1 

DIDDLE, C T , NEHMAN, J R Houston Lighting l< Power Co DIDDLE, C T 
Baker U Ootts 80/01/08 9pp 


0001290150 Contention 44, alleging that transient caused by control rod 
drop under high xenon conditions constitutes health b 
safety haxard due to loads plated on reactor sys Contains 
supporting statement on timeliness 

DOHERTY, J F Intervenor J F Doherty 60/01/08 3pp 


6001100092 Confirms 800100 telcon re NRC agreement to respond on 000201 
to ninth set of interrogatories 
60HINKI.5 H Hearing Branch 3 80/01/09 lp 


8001100055 Responds to intervenor 791206 request for production of 
documents Requested documents will be available for insp & 
copying at mutually convenient time 
SCH1NKI.S M Hearing Branch 3 80/01/09 lp 


8001160607 Response to JF Doherty eighth set of interrogatories 
Provides name Df ays relied on to mitigate consequences of 
ATWS events Affidavit & Certificate of Svc encl 
MOON, C W Light Water Reactors Branch 4 00/01/10 26pp 


8001170575 Decision affirming ASLB 791119 order rd denial of appellants 
Otto, Strei |e in. Weaver IW Mueller intervention petitions 
Petitioners 1 requests for intervention will h« treated as 
requests For limited appearance according to ASLB decision 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/01/10 
i4pp 


0001180029 Interrogatories directed to intervenor J Doherty Requests 
names 6 praF qua 1 i f i ca t i on* of persons relied upon to 
substantiate contentions Includes questions re bases for i 
alleged procedural errors Certificate of Svc end 
WOODKEAD,C P Hearing Branch 3 BO/Ot/IO 4pp 


8001280232 Response ta JF Doherty ninth set of interrogatories 
Discusses number of studbolta on facility reactor vessel ic 
technical info re emergency standby diesel engine JO White 
affidavit 4 Certificate of Svc end 

WHITE, J G Houston Lighting «< Power Co BIDDLE, C T , COPELAND, J G 
Baker U Botts 80 / 01/10 I2pp 


8001250022 Responds to 791227 info request re NUREG-0460 GE published 
Dec 197? supp l, "Assessment af BUR Mitigation or ATWS Vol JI 
<NUREQ~0460 Alternative Number 3) " Requests that ASLB 
791022 protective order he amended accordingly 
BIDDLE, C T Baker V Botts 00/01/11 4pp 


6001250071 Response to JF Doherty tenth set of interrogatories Include* 
statements re folium of facility safety relief valves 
during operation JO White affidavit Certificate of Svc 
enc 1 

WHITE, J 0 Houston Lighting 9 Fewer Co BIDDLE, C T . COPELAND. J 0 
Baker U Botts 80/01/11 J2pp 


8001280044 M-otlon for protective order preventing disclosure aF certain- 
info requested by JF Doherty Production of GE documents ui 1 1 
impair vendor relationship w/competi tors Draft protective 
order & Certificate of Svc encl 

BIDDLE, C T , NEWMAN, j R Houston Liqhting 6 Power Co BIDDLE. C T 
Baker U Botts 00/01/11 lOpp 


8001240503 Further answers to TX PIRG fifth interrogator xes Contains 
statements re applicant forecasting methodology, energy sales 
6 energy peak demands Affidavit !< Certificate of 9vc encl 
EDWARDS, J M Houston Lighting A Powur Co DIDDLE, C f * 

COPELAND. J G Baker L Botts B0/01/14 I2pp 


0OO129OO3O Response in opposition tp petitioner R Alexander 791120 
appeal tif ASLB denial of Intervention Grant of discretionary 
intervention is not warranted due to failure of petitioner 
to provide substantive info Certificate of Svc encl 
CULP, ft H , COPELAND. J G Houston Lighting U Power Co, CULP.R II 
Louienstein. Neuman, ftet s/^xeli ad *, full 00/01/10 12pp 


6001250413 Confirms 000117 telcon re intervenor Duherty tenth set of 
interrogatories NR(, will file responses 000200 
EDHINK1.5 11 Hearing Branch 3 00/01/22 lp 


DOCKET STN-50-470 CESSAR SYSTEM GO 


K Utility Final Safety Analysis Report ( TSAR > I< amends 


0001 170539 Forwards CESSAR FSAR '< affidavit W/P end 

SCHERER, A C lioUnt Machine Co , Inc (subs of Molins Overseas 
Holdings, Ltd > 79/12/21 Jpp 


— 0OD1 100009 CESSAR FSAR. Vo Is 1-6 

* Moljns Machine Co , Int (subs of Molins Gvprseos Holdings. 
Ltd > 80/01/09 3530pp 


0001 100015 CESSAR F5AR Chapter 1, “Introduction It General Plant 
Description " 

* Molins Machine Co < Inc (subs of Moline Overseas Holdings, 
Ltd > BO /O 1/09 96pp 


S0O1100OJ9 CESSAR FSAR Chapter 2, "Site Characteristics 11 

* Molins Machine Co , Inc (subs of Molins Overseas Holdings. 
Ltd ) 80/01/09 !2pp 


0001100020 CESSAR FSAR Chapter 3, "Design of 9truc t urea, Compon ent s , 
Equipment !< Sy* 11 

• Molins Machine Co < Inc (subs of Molins Overseas Holdings. 
Lfcd > 80/01/09 200pp 


B001 100030 CESSAR FSAR Chapter 4, "Reactor " 

* Molins Machine Co , Jnc (subs of Molins Overseas Holdings, 
Ltd ) B0/OI/09 300pp 


6001 100033 CESSAR. FBAR Chapter 5, "RCS L Connected Sys 11 

* Molins Machine Co , Inc (subs of Molins Overseas Holdings, 
Lfcd > 00/01/09 300pp 


0001100036 Cessar FSAR Chapter 6, "Engineered Safety Features " 

* Molins Machine Co , Inc (subs gf Molins Overseas Holdings, 
Ltd ) SD/01/0? 400pp 


8001 100042 CESSAR FSAR Chapter 7, ” I nxtrumen ta t i on k Controls " 

* Molins Machine Co , Inc (subs of Molins Overseas Holdings! 
Ltd ) 80/01/09 150pp 


8001100040 CESSAR FQAR Chapter 0, "Electric Power M 

* Molins Machine Co « Inc (sub* of Molins Overseas Holdings* 
Ltd ) 00/01/09 25pp 


8001100052 CESSAR FSAR Chapter 9, "Auxiliary 9ys ■ 

* Moling Machine Co , Inc (subs of Molins Overseas Holding*# 
Ltd ) 80/01/09 400 P# > 
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BQQ1 100055 CESSAR TSAR Chapter 10. "Steam & Power Conversion Sys " 
» MoLin* Machine Co , Inc (subs of Molins Overseas Holdings* 
Ltd ) 60/01/09 0 5pp. 


3001100059 CESSAR FSAR Chapter 11, "RadwastB Mgt “ 

« Molina Machine Co , Inc (subs of Molins Overseas Holdings. 
Ltd ) 00/01/09 70pp 


00011000*3 CESSAR FSAR Chapter 12. "Radiation Protection " 

» Molina Machine Co , Inc (subs of Molins Overseas Holdings. 
Ltd J 00/01/09 40pp 


0001100071 CESSAR FSAR Chapter 13. "Conduct of Operations 11 

* Molina Machine Co . Inc (subs of Molins Overseas Holdings. 
Ltd ) 00/01/09 2pp 


□001100076 CESSAR FSAR Chapter 14. "Initial Teat Program " 

e Molins Machine Co , Inc (subs of Molins Overseas Holdings. 
Ltd ) 00/01/09 SOOpp 


9001100008 CESSAR FSAR Chapter 15. "Accident Analysis " 

• Molins Machine Co . Inc (subs of Molins Overseas Holdings. 

Ltd > aO/Oi/O? 70 Qp p 


GOO l 1 00099 CESSAR TSAR Chapter 16. "Tech Specs " 

* Molins Machine Co . Inc (subs of Molins Overseas Holdings. 
Ltd 1 00/01/09 QOOpp 


GOQl 100105 CESSAR FSAR Chapter 17, "GA " App A end 

* Molins Machine Co . Inc (subs of Molins Overseas Holdings. 
Ltd ) 00/01/09 lOOpp 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION. UNIT 2 


A Application/construction stage documents «< correspondence 


0001030631 Torwaj ds design review & supplemental recommendations re 
exposed steel pro tec t ion. sd f-con tained breathing apparatus, 
generation seals.fire detector testing. cable combustibility 
b tic power ays hatard analysis 

HALL. R E Drookhaven National Laboratory 79/12/27 7pp 

0001300400 Forwards annotated version of 791129 document review St Itrs 
referenced in review 

MAC DOUG ALL. E A Drookhaven National Laboratory 00/01/23 Ip 

— 0001300492 Annotated version of 791129 ltr re documents needed Prom 
facilities Pur design review Rolf Jensen b As hoc late a. I nc 
790325 ltr re Girmc 9ER suppl end 

MACDDUOALLi E A Drookhaven National Laboratory 00/01/23 5pp 


0 Adjudicatory correspondence 


□001040611 Advises of MA Wildlife Federation Piling of exceptions in 
lieu of requests for findings of fact b conclusions of law 
NRC proposed findings on issues of App 1 of agreement will 
be submitted by 000 It 1 

MULKEY.ME Hearing Branch 2 79/12/2! Ip 


0001170537 Notice of withdrawal from proceeding. e Pf active B00114 
Certificate of Svc end 

MULKEY. M F Hearing Branch 2 00/01/11 3pp 


800 i 1 00094 Proposed finding* of fact on App 1 i as ues, sup p 1 emtnt ing NRC 
791120 proposed findings of fact & conclusions of law Adopt# 
w/ Paw muds applicant's findings rs gaseous radwaste sys U 
Amend 26 to PSAR Certificate of Sve end 
MULKEY. M E Hearing Branch 2 00/01/11 6pp 


GOO 1 22004 5 Notice* of appearance in proceeding Certificate of Svc enc 1 
GODDARD-. R J . LEWIS. 8 H Hearing Branch 2 BO/Ol/11 4pp 


GOO 1 200020 Motion to admit CD Sawyer & CV Hodge supplemental testimony 
re State of MA Contention 9 Add! studies have been completed 
fallowing CV Hodge b D J Kasun 770623 original testimony 
GODDARD, R J Hearing Granch 2 BO/01/17 Ip 

— 0OO12GOO22 Affidavit providing supplemental testimony re State of MA 
Contention 9 dealing w/*abot«ge of new b spent nuclear fuel 
Data re add! full scale cask testa inereaan confidence in 
NRC regulations Certificate of Svc end 

SAWYER, C D Regulatory Improvements Branch HODGE i C V 

Tranipor t« t Ion Branch 79/12/11 3pp 


8001300119 Order requesting statements from parties re emergency 
planning as proper issue in proceeding Statements should be 
submitted within 15 days 

ODODHOPE.A C Atomic Safety and Licensing Doard Panel 00/01/17 

2pp 


J Insurance b indemnity information 


0001070404 Forwards 700209 ltr to NRC re J b S Pires b R 6 D Fitts 
notice of claims against util Both claimants have filed 
suit 

ALTON. C 0 American Nuclear Insurers 00/01/02 tip 


— 0001070406 Notifies of receipt of R Fitts it J Pires notices of claim 
against uttl Claimants allege an x 1 e ty . appr eh ens i on b loss of 
wages due to exposure 

MCNAMARA. □ American Nuclear Insurers 7D/02/09 ip 


DOCKET 50-472 PILGRIM NUCLEAR POWER STATION, UNIT 3 


A App l ication/cunstruc t ion stage document* correspondence 


0001030631 Forwards design review b supplemental recommendations re 
exposed steel p ro tec 1 1 on, s e 1 f- c on ta ined breathing apparatus, 
generation seals.fire detector tos 1 1 ng. c ab 1 e combustibility 
& dc power sys hazard analysis 

HALL, R E Drookhaven National Laboratory 79/12/27 7pp 


DOCKET STN-90-477 ATLANTIC GENERATING STATION, UNIT 1 


A Application/construction stage documents >< corr e spondonc e 


0001210296 Notifies of balance due to NRC for roview of LR application 
Expenses Incurred prior *o util 701219 PSAR Amend 33. 
withdrawing application 

MILLER. W 0 License Fee Management Branch 60/01/08 lp 


DOCKET STN-50-47B ATLANTIC GENERATING STATION. UNIT 2 


A Appltcatton/consfcruction stage documents i> corr esp ond enc e 


□ 001210296 Notifies of balance due to NRC for review of CP application 
Expenses incurred prior to util 781219 PSAR Amend 33. 
withdrawing application 

MILLER. W 0 License Fpb Management Branch 00/01/08 Ip 


DOCKET STN-50— 482 WOLF CREEK GENERATING STATION 
A Application/construction stage documents b correspondence 


0001240061 Summary of 791127-30 meetings It site visits ui/util in MO b 
KS re status of const of facilities Projected fuel dates for 
Calloway Unit I V Wolf Croat unit be Dec 1962 b Oct 1903, 
respectively 

LICITRA.E A Light Water Reactors Branch 3 BO/Ol/07 Itpp 


9001170396 Discusses NRC delay in review Df FSAR b OL application 
Review schedule should be established promptly 
FETRICK.N A Standard 1 1 ecf Nuclear Unit Power Plant System 
00/01 / 1 4 2pp 


C Adjudicatory correspondence 


BOO 1030861 Advises of extension of time for Commission to determine 
whether to roview IE 790712 decision denying petitions to 
suspend or revoke CP WH Ward 790Q11 concerns re g-value* 
will be addressed in Jan 19B0 supplemental decision 
STELLOi V Office of Inspection b Enforcement, Office of the 
Director 79/11/27 2pp 


0001040629 Order granting extension to 791221 for response to ASLD 
791121 order directing PSC of MO to File further suhmtttal 
within IS days due to omission from svc list 

■GROSSMAN, H Atomic Safety and Licensing Board Panel 79/ 12/10 
3PP 

0001 160345 Forwards NRC 771127 ltr to WH Ward of Mid-America Coalition 
for Energy Alternatives Ltr was sent to petitioners under 
requirements of 10CFR2 206 l.trs notify that supplemental 
decision will be issued 

STELLO, V Office of Inspection ?c Enforcement. Office of the 
Director 79/12/10 3pp 
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r' i ju4;34? F-ar-irdl 
Facility C* LS-^i ■, 
a t J i r«ct(jr a en idi 
r«*rcatjor> ot 
STELlO v GM-iC* 

Directir 7 -»'l2't 


rfE , Jr «f t" ~9i9uA l tr re passible revocation 
,ri3n«rs Jill Jeterninr Oy 8U0‘3i propriety 
re requests rcr nod suspension or 

inspection • tnror-»“*nt Office of the 
.u ■’pp 


of 


--COG l I4Q049 Requests inra re p 
Deficiencies eiist in b^ie 
project has been I«* 

UHltfc. T Affiliation Hnknn 


cssible relocation 
-it const NRu super 

,r 79'09/0A lp 


of fat 1 1 1 1 1 / CP 
, i sor of 


6QGH5QQ34 Far wards IE Info Notice 
Stress Analysis of Piping Elbow 
response required 

SEVER IT, K V Region 4, Dallas, 

lp 


79-36, "Campufcpi Codo Defect in 
No specif ic ac l lcin nr 

Office of tho Director W/WiM 


8001240155 Responds to IE Bulletin 79-02, Revi *» 

satisfies requirements of Revision I Facility does " * ** 

concrete expansion anchoi bolts to support Bojsmic Coteaory 

PETRrCK^N A Standard lied Nut 1 ear Unit Power Plant Enjntfirp 
ao/oi/03 ip 


«C0I 160015 Sug ff est» 3 ns per «:l 2 791123 order in support of Public 
Sewice Cor-iissipr oh M3 petition to intervene TJ Heame 
affidavit r 3 1 1 c e of sppe^ranctf * Certificate of encl 

HfcA*»E T j , PHILLIPS P rJ MissOi*' " k ' k " 


l ate of 79/12/21 6PP 


S001250D3'5 Notifies that CD Public S.c Ca—iissmn has been placed on 
g.t list r s '912C1 petitijn to intervene as interested 
state Requests *rL'i iss-e uraer remnae ing CP anend 
bearing 

SlLCERG J £ -haw Pittman Prtts * Troubrnfqe EO/ul >03 ^PP 

c DO J 17(3504 Mdvises that fO Put lie 5,c Comnission 791221 suggestions 
indicate that hearing on proposed mclusior of K*j 
E lectric Pc.er Cuuperati e is na longer requested Hearing on 
proposed a-enj tc CF net required 
LEWIS- S H Hearing Branch 2 £0/01,10 «7pp 

605123:453 Order dismissing uF anerd prOLpeding Petitioner HO Public 
SvC CoirmssiDn 7/lEI?l st^te-ent of unwillingness to 
intervene retakes need for e identiary hearings 

GROSSMAN H Mtomc Safety ard Licensing Board Pane) 00/01/(5 
2pp 


H General corresp ondin e 


0001210147 Responds to IE Bulletin 79-25, "Fat lures of 
Relays in Safety-Related Sys " No such loloyd have l> 
Identified Will advise further in two wk s 
PETRICK.N A Standard i led Nuclear Unit Power Plant 
80/01/04 lp 


Weil i nnl'oum 
een 

6ij otem 


m M 


S Reportable occurrences, LERs & related correspondence 


BOO 1070333 Update to 790713 interim deficiency i op t rir flund tfamnp|«d 
equipment Damaged items being reworked ** replaced based on 
manufacturers' inspa Final rept or update of actions will no 
submitted B0D4O1 

KOESTER, G L Kansas Gas U Electric Co 79/12/2D lp 


8001290409 Forwards interim deficiency rept re const of conqri'ln hlutk 
walls Final rept completed fay 000501 

KOESTER, 0 L Kansas Gas U Electric Co 0O/OJ/24 1|> 


—0001290435 Interim deficiency ropfc re const of cuncrntr bios'* wa 11 m \w 
control bldg Caused by loch of propei i ntox pretat i cin of 
drawing details Engineering insp will bo imp 1 emon t oil by 
800229 

* Kansas Gas I, Electric Co B0/01/24 4pp o 


8 J012101 75 Respond* *o ,’9liZ3 Itr re status of facilities Callaway b 
Lfjlf Creek facilities will be delayed two yrs beyond 
predicted completion estimate Black To* plants will utiliie 
CE std N5 = S dpsign 

VARGA 5 A C),lsi:r <:► Project Manqge-ent 00/01/04 2pp 

— Su0I2l0lS0 Requests uurrent info re status o* five nuclear power plants 
having CPs 

TATAREH fl Affiliation Unknown 7?/ 1J/2J 2pp 


Q Inspeition reports IE Bullbtirs ’ c err espondenc e 


GO012&0271 Forwards IE Insp Rept 50-402/79-19 on 791022-25 No 
norcarp 1 ianc? noted 

SEIDLE W C fieg-icr 4 Dallas, Reactbr Construction & Engineering 

Support Dra^^h 79/12-12 2pp 


— GOOl 280274 IE Insp Rept 50-432/79-19 on 7?1022-25 No noncomp 1 lance 
noted Major areas insfected allegations re inpropr i e ti es in 
documentation py un a uthor l i e i persenne] of Cadweld location 
records I> preplacerent check list» 

CR05SMAM U A , 05ERG C R Region 4 Dallas, Office of the 

Director 79/12/J2 9pp 


DOCKET STN-30-403 CAl UQWAV PLANT, UNIT 1 


A App J icat i on/con » true ti on stage documents V ertf rospuntfern « 


0001 090364 Forwards “Impacts of Transmission Lino Rlvdr Lroflninfl ill) 
Bald Eagles U Waterfowl " 

SLATEN, N G Union Electric Co 00/01/03 Ip 


— 0001090370 ’‘Impacts of Transmission Lino Rwor Crottslrijj nn Brtld latilnq 
*. Waterfowl 11 

* Union Electric Co 00/01/03 6pp 


800124006] Summary of 791127-30 meetings site viaits lu/util in HO f, 
KS re status of const of facilities Projected fuel datum for 
Calloway Unit 1 V Wolf Creek will be Dec t‘?02 U Oc t I9FJX 
respec t ivoly 

LICITRA.E A Light Water Reactors Branch J PD/01 /07 Jlpp 


8001150356 Forwards const status rapt Milestone status date revised In 
B0010J Const Of Units I l< 2 gi e 9BX t* 0 7'/. complete, 
respectively 

BRVAN, J K Union Electric Co 00/01/10 6pp 


SDOUOO1C0 Fcrward* IE Circular 79 25 '‘Shock Arrestor Strut Assembly 
Interference Nc written response required 

SEfFRlTi K V Region A, Dallas, Office of the Director 79/12/20 
(P 


8001 1 10251 For jar j a IE Infc. l/rtice 79-32 “Separation of Electrical 
Cables for h c C! •< Automatic Depr essur i jat ion Sys ' No action 
or response requested 

SEiFRlT K v Region q, Dillas Office of the Director 79/12/21 
lp 


0001030597 Forvaras IE Infc Notjce T 9 -34 ‘Inadequate Design of Safety- 
Related Heat Eichangprs v Na action or response required 
SEVFRIT K V Region 4 Dallas, Office of the Director 79/12/37 
lb 


6001100036 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbirie Discs * No response required 

£EVFRIT,« V Region 4, Dallas, Office of tha Director 79/12/20 


0001 100236 Forwards JE Info Notice 79-35 “Control of Maint t« Essential 
Equipment No action or response required 

SEYFRIT.k V Region 4 Dallas, Office of the Director 79/12/31 


8001170396 Discusses NRC delay in review of FSAR -S, (JL apptirakton 
Review schedule should be established promptly 
PETRICK.N A Standard 1 1 ed Nuclear Unit Power Plant System 
80/01/14 2pp 


S00 123021 3 Forwards util 79J019 Itr amending license application, In 
response to NRC question re status of OL application for 
facility Amended application has been filed by Util, 
consisting of FtJAR & site addendum 
HEARNE, T U Missouri, Stake of 00/01/15 Ppp 


— 0001 230224 Submits amend to 740430 application For CPf t ULs Am<?n>ii«it 
application consists of general info, TSAR site addendum 
b environ rept W/o and 

BRYAN, U K Union Electric Co 79/10/19 4pp 


8001250494 Forwards util 791019 Itr re 740430 amend to OL & CP 
applications Distusses apparent confusion re filing for both 
units U/o end 

HEARNE, T J Missouri. State of 00/01/15 ppp 


H General correspondence 


0001210175 Responds to 791123 Itr re status of facilities Callaway t< 
Wolf Creek facilities will be delayed two yrs beyond 
predicted completion estimate Black Fox plants will utiliie 
GE std N53S design 

VARGA, S A Division of Project Management 80/01/04 2pp 
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— 8001210100 Requests current info re status of five nuclear power plants 
■having CPs 

TATAREK, R Affiliation Unknown 79/11/23 2pp 


h Antitrust correspondence 


900 1 300444 Forwards* “Info for Antitrust Review of OL Ap pi i ca ti on, " per 
Reg Guide 9 3 Also forwards util "FPC Electric Tariff W-3, " 
effective 780327. to be inserted into OL application 
BR/AN. JK Union Electric Co BO/Ol/21 39pp 


Q Inspection reports* IE Bulletins U correspondence 


80 0 1 1 002B5 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra <AR5> " No actiOTi or response required 
KEPPLER,J 0 Region 3, Chicago. Office of the Director 79/12/13 

IP 


B001QBG370 Forwards IE Circular 79-25. ’’Shod* Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER.J G Reqion 3, Chicago. Office of the Director 79/12/20 

lp 


SOOtilOlU Forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches "■ No specific action or 
response requested 

HEPPLER.J 0 Region 3. Chicago. CJffice of the Director 79/12/26 

lp 


8001110298 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI & Automatic Oepressur i lat ton Bya 11 No action 
or response requested 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/12/26 

lp 


8001100023 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
KEPPLEft.J G Reqion 3. Chicago, Office of the Director 79/12/27 

IP 


000 I 090 502 Forwards IE Ihfo Notice 79-37. "Cracking in Lou Pressure 
Turbine Discs " No response required 

KEPPLER.J 0 Region 3 . Chicago. Office of the Director 79/12/20 

lp 


9001 160325 Forwards IE Info Notice 79- J6. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLERiJ 0 Roqion 3. Chicago, Office of the Director 79/12/20 

lp 


0001100227 Forwards IE Info Notice 79-35. "Control of flaint It Essential 
Equipment " No action or response required 

KEPPLCR* J G Region 3. Chicago, Office of tho Director 79/12/31 
ip 


0001240155 Responds tu IE Bulletin 79-02, Revi sion 2 Initial response 
satisfies requirements of Revision 1 Facility does not use 
concrete expansion anchor bolts to support Seismic Category 
I piping 

PETRICK.N A Standard i icd Nuclear Unit Power Plant System 
00/01/03 lp 


BOO! 150157 Forwards IE Info Notice 00-01, “'Fuel Handling Events " No 
specific action or response roquired 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/01/04 
If 


BOO 1 2101 47 Responds to IE Bulletin 79-25, "Failure* oP We B tinghuus* J3FD 
Relays In 8a f e ty-Re 1 a tod Sys " No such relays have been 
identified Will advise further in two ube 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
00/01/04 tp 


B001290156 Forwards IE Circular 00-01, "6ve Advice for QE Induction 
Disc Relays " No response required 

KEPPLER. J 0 Region 3, Chicago, Office oP the Director 00/01/17 
IP 


S Reportable occurrence*. LCR* t* related correspondence 


0001200401 Atk receipt of 791227 interim deficiency rept re tolerance 
threads for NSSS lateral support anchor bolt nuts 

FIDRELLI.G Region 3, Chicago, Reactor Construction * Engineering 

Support Branch 80/01/00 lp 


DOCKET 5TN-50-4&3 STERLING POWER PROJECT NUCLEAR, UNIT 1 


A Application/construction stage documents L correspondence 


0001170396 Discusses NRC delay in review of FGAR t OL application 
Review schedule should be established promptly 
PETRICK.N A Standard! i frd Nuclear Unit Power Plant System 
80/01/14 2pp 


0 Adjudicatory correspondence 


0001030000 Order declining review uf issues in ALAB-562 h Ecology 
Action of Oswego petition for t euiew NEPA issue re 
appropriate territorial scope is pending in export licensing 
case 

CHILK, S J Office of the Secretary of the Commission 79/11/29 
2pp 


0001200355 Forwards BNUL 791115 Itr re tadon releases from underground 
U mines Document is relevant to current ASL AD proceeding re 
radon issues 

LOWENBERQ. H Assistant Director for Operations f< Technology 

79/12/21 2pp 


J Insurance f< indemnity information 


0001070337 Supplements 791212 Itr listing su suits against util 
Beventh.EU Garrett vs ut 1 1 , received 

ALTON, C G American Nuclear Insurers 00/01/03 lp 


0 Inspection reports, IE Bulletins h correspondence 


0OO1OBO2O7 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/12/20 lp 


9001070167 rorwards IF Info Notice /9-D3, "Separation of Electrical 
Cables for HPC l * Automatic Depressor i tat 1 on Sy* " No 
specific action or response requested 

GRIER, 0 M Region l. Philadelphia, Office of the Director 

79/12/31 ip 


8001110321 Forwards IE Info Notice 79-33, "Imprnper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIER, B to Region 1, Philadelphia. Office of the Director 
79/12/31 ip 


800 1 00067 1 r aruardi IE Info Notice 79-34, "Inadequate Design of Safety 
Related Heat Exchangers " No action or response required 
GRIER, B M Region 1. Ph 1 l a d e I ph 1 a, Office of the Director 
79/12/27 Ip 


8001140552 Forwards 1C Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " Nu response required 

QRIER.D H Region 1, Ph 1 l ad e 1 ph 1 a. Office of the Director 
77/12/20 l|i 


0001150110 Forwards IE Info Notice 79-36, "Computer Lode Defect in 
Stress Analysis of Piping Clbow " No Specific action or 
response) required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/12/31 lp 


0001 190330 Forward & !E Info Notice 79-35, '‘Control of Maint It Essential 
Equipment " No response required 

GRIER, 0 H Region 1, Ph i lade 1 ph 1 a, Office of the Director 
79/12/31 lp 


B001240155 Respond* to IE Rullotin 79-02, Rev i * i on 3 Initial response 
satisfies requirements of Revision 1 Facility doss not use 
concrete expansion anchor bolts to support Seismic Category 
I pip ing 

PETRICK.N A Standardised Nuclear Unit Power Plant System 
00/01/03 Ip 


0001210147 Responds to IE Bulletin 79-25, "'Failures of Westinghouse BTU 
Relays in Safety-Related Sys " No such relays have been 
identified Will advise further in two wks 

PETRICK.N A Standardiied Nuclear Unit Power Plant System 
80/01/04 lp 


000 12.9021 4 Forward* IE Circular 80-01, "Bvc Advice for GE Induction 
Disc Relays " Na response required 

DRIER, D H Region 1, Philadelphia. Office of the Director 

80/01/17 Ip 



258 


DOCKETED ITEMS 


fO^ET aTH-*3-4e6 CALLC.4.W FLh’JT L'llT 2 


-A Ap p 1 1 cat » cm/ c ;ni t rue *■ ip- staje dccu-ents * c Of respondent c 


rcr.i'-ii J-;ac*s "f Transmission Line River Crossing on 
GalJ Eajies W»terf;_il 

Cl AT Vl U C U-ion E 1 e l t r i f Cr BO/Ot '03 i P 


-6 I 40I0’03' , 0 'I-pact* cl Trarniiiun Lira River Crossing on Bald Eagles 
!. Waterfall 

* Uruan Electric 'a C0'Gl/'>3 6pp 


t* " jl24C0£l s-rmary of T?ttc7“2D meetings * site visits u/util in M3 & 
r-S re status sf const facilities Pt-pje'-ted fuel dates for 
CaJ l c-ay Unt 1 • Wslf Cree. liU b» Dec 1992 !» Oc t 1983. 
r *spec ti .el g 

LICJTRA E A Light Water Reactors Granch 3 60/01/07 ilpp 


ECOllfOjSt Forwards cons* status rept Milestone status date revised to 
eoojoi Cans* Or L'-iitS , • 2 di e 55 \ G 7 complete, 

respectively 

CWtAn J H U"mn Electric Ca 0u/Ol/iO 6pp 


Cu="0 1170396 Discusses NnC delay in review of FSAR & OL application 
Revieu schedule sroulj be established promptly 
FE7RICK fj A Standard i led fljclear Unit Power Plant System 
CO/ 01 / 1 4 SfiP 


aooiliom Forwards IE Info Notice 79-33. "improper Closure of 4 >rlm.»nj 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER. J 0 Region 3, Chicago* DffiC° of U u > Director’ 7*?/ \t2f.Hr 
ip 


0001110298 Forwards I£ Info Notice 79-32. "Separation of C l oc t r i f.i 1 
Cables for HPCI *< Automatic Deprossur l id t J on S<j a. “ Mo action 
or response requested 

KEPPLER, J Q Region 3, Chicago, OFfieo of Lhn Diroi toi* T 9/ 
ip 


BOOI 100023 Forwards IE info Notice 79-34, " Inad squat © Honjqn c f 
Related Heat E*changers " No action or response requii od 
KEPPLER, J G Req ion 3, Chicago, OPfico of thf> DirectOi ''9/ 12/»V 

lp 


BOOl 090502 Forwards IE Info Notice 79-3/, "Cracking in Lou Piootur* 
Turbine Discs " No response inquired 

KEPPLER, J 0 Region 3, Chicago. Qfficti of tho Rirat tm WliVL'H 

IP 


8001160325 Forwards IE Info Notice 79-36. "tomput or C«do Defect in 
Stress Analysis of Piping Elbow " No specific «jc tion or 
response required 

KEPPLER, J G Region 3. Chicago. Office of tho Directm 7V/l* , /* 1 4J 
lp 


0„Ot23O2l5 Farwarpj util 791019 Itr amending license app Heat ion* in 
response to guestion re status of 0, application for 
facility Amended appliratinr has been filed by util, 
consisting of FaA9 ' site addendum 
HEARr«E, T J Missouri Htate nr 53/Ol/iS Spp 


-£031230224 Submits amend tc ^40430 application for CP 5 1 OLs Amended 
Application corsists of general info FSAR site addendum 
1 environ rapt U/a end 

ERirAN J K Union Electric Co 79/IQ'l9 4 pp 


8001100227 Forwards IE Info Notice 79-35. "Control oP Maint P< L * sent t .i ] 
Equipment " No action or response required 

KEPPLER. J G Region 3, Chicago. OPfico of tho Director 7V/U*/JI 
IP 


0001240155 Responds to IE Bulletin 79-QS?. Rev i s 1 on Zi Initial rvoponee 
satisfies requirements of Revision 1 Facility dooc nut u<»v 
concrete expansion anchor bolts to support Seismic Cntoqotq 
J piping 

PETRICK. N A Standard! rod Nuclear Unit Power Plant Sijotem 
00/01/03 lp 


803IC50494 Forwards util 7?]0 i9 I tr re 740430 amend to OL i CP 
applications Discusses apparent confusion re filing for both 
um l* W 'o end 

HEARNE T J Misspi.r. State of 60/01/15 2pp 


8001190157 Forwards IE Info Notice 00-01, "Fuel 
specific action or response required 
KEPPLER. J G Region 3, Chicago. Office of 
IP 


HjnrflinU Events ” Nu 
tho Director 00/01/04 


C Ad jud i eatery c Orre sp pr dene e 


VfflrtX Li* J i IB#fi r " Currert 5tat0S projection of c on 

duct hinki r P ° rt ‘° n 5 or underground piping £« electrical 

^ t*”' Czntir ' u * t0 installed along w/subf D ondations 

of emergency s*c water Pl^p house 

DfiVAiy j K Union Electric Co 60/01/04 2pp 


H General c orrespondenc e 


Cs,u “ a 

sE2;r^ S s c ;:" s ‘,r nuntw 8iaci fci f] -" is -» 

VARCA , B A Division of Project Management 00/01/04 2pp 


0001210147 Responds to IE Bulletin 79-25, ‘Fn HurtMl 
Relays in Safety-Related Sijs " No such rolnya h.jvci 
identified Will advise further in two wks 
n ET ^!^‘* N A Standard i led Nuclear Unit Power P 1 i»n 
90/01/04 lp 


P FJps t tiiqhnou u 
b tr <» rv 

Sg o t em 


111 II 


8001290156 Forwards IE Circular 00-01, "Svc Advice 
Disc Relays " No response required 
KEPPLER, j 8 Region 3, Chicago. Office of tho 


Pnr (ji: I im j id tion 
director 80/01/17 


??^ T _ STN " 50 “ 4B8 penKIWS nuclear STATION, UNIT 1 
<3 Adjudicatory correspondence 


" '»■ "“dear pou . r plant9 

7ATAREK R A#fiiiab lDI1 Unknown 79/11723 


M Antitrust c 


or r espendanc e 


saflu ™ staff response to ASLD questions conccminq qoneric 
^Afety Conclusions in Perkins 0ER ro l 30uan cc of q ° nrriC 

const permits will not be affected by results of generic 

ulnTH c a nil'*** ; P ® VC Jwrt'ni documenls anrl rlC 

fice of the Executive Legal Director 77/01/10 4/|>p 


cor.e.fond.nca 

SOOUOOI05 Forward. IE lofo Not.c. 79-31 ■«.. „r , 

R«»pan ie Spectra <AR5 j .. Use Qf ^correct AmpUfjed 

KEPPLER, J C Reci^ i action 0P response required 
I» n*..oo 3 Chicago. 0 f„ C e of thr D.ractor 79/lam 


0001060370 

Intai-f «r 
KEPPLER. 
lp 


forwards IE Circular 79-25 "5h n 
t*ce ‘ No ur m<n respond r<fquir 
Rfgicn 3, Chicago. Office 


J G 


Arrestor Strut 
the Director 


Assembly 

79/13/20 



iarth-c a omc. of 


Sv. 

79/01/0' 12 


6pp 


0 


Inspection reports. 


I^E Dulletms h carrpspondortc e 


I," ! c .*,c Oepresayr . za 1 1 an sja ° No 

Wm/M 1 S„ R8S ‘° n Sl °fMc. of lh » Olracnor 


Hatchaao No action' 

79/ia/aT' J a P p ne9Ion 2 ' Atu " ta ' •>”»« of n, 


osura of Frunairy 
re aporvs v 

f oc tor 
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8QG1240474 Forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Hoat Exchangers " No action or response required 
□'REILLY. J P Region 2, Atlanta- Office of the Director 

79713/27 3pp 


80013’500B2 Forwards IE Info Notice 79-37* "Cracking in Low Pleasure 
Turbine Discs " No response required 

O'REILLY, J P Region 2 Atlanta* Office of the Director 

79/12/28 2pp 


8001160247 Forwards IE Info Notice 79-35, "Control of Haint L Essential 
Equipment " No action or response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 Ip 


Q0OL24CO42 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/12/31 2pp 


0001290268 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response requited 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

80/01/04 3pp 


U Congressionai/Executive Correspondence 


■3001140484 Responds to 791106 Iti re util application to build 
facilities Application has been sub j of public hearings due 
to questions re number of unite, location !< availability of 
coolant watei Final decision will bo forwarded 
QQSSICK.L V Office of the Executive Director for Operations 
79/11/20 2pp 


DOCKET STN-50-4B9 PERKINS NUCLEAR STATION* UNIT 2 


(1 Inspection reports. IE Bulletins t correspondence 


80(11070193 Forwards IE Info Notice 79-33, "Separation of Electrical 
Cables for HPCI *i Automatic Depressurization Sys 11 No 
specific action or response requested 

O'REILLY, J P Region 2* Atlanta, Office of the Director 

79/12/21 2pp 


8001240121 Forwards 1C Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment A. cess Hatches " No action or response 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/13/21 Up p 


8001240474 Forwards 1C Info Notice 79-34* "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region il, Atlanta. Office of the Director 

79/12/27 2pp 


0001250082 Forwards IE Info Notice 79-37* "Cracking in Low Pressure 
Turbine Discs " Nn response roquired 

O'REILLY, JP Region 2, Atlanta* Office of the Director 
79/12/28 2pp 


0001160247 Forwards 1C Info Notice 79-35* "Control of Maint t* Essential 
equipment " No action or response required 
O'REILLY* J P Region 2. Atlanta. Office of the Director 
79/12/31 Ip 


800-1240042 Forwards 1C Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/12/31 2p p 


8001290268 Forwards IE Info Notice 80-01, "Fuel Handling Events “ No 
specific attion or response required 

O'REILLY, J p Region 2, Atlanta, Office of the Director 
80/01/04 2pp 


U Congressi onal/Execut i vo Correspondence 


8001 140404 Responds to 791106 Hr re ulil application to build 
facilities Application has been subj of public hearings due 
to questions re number of uni ts, 1 ocat ion t availability of 
coolant water Final decision will be forwarded 
CQ39lCKiL V Office of the Executive Director far Operations 
79/11/28 2pp 


DOCKET BTN-30-49O PERKINS NUCLEAR STATION, UNIT 3 


0 Inspection reports IE Bulletins ** correspondence 


0001070193 Forwards IE Info Notice 79-32, "Separation Df Electrical 
Cables for HPC I 6 Automatic Depressun lation Sys “ Mo 
specific action or response requested 

O'REILLY. J P Region 2, Atlanta* Office of the Director 

79/12/21 2pp 


0001240121 Forwards IE Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
r equ lr ed 

O'REILLY, J P Region ?, Atlanta* Office of the Director 

79/12/21 2pp 


0001240474 Forwards IE Info Notice 79-34, "Inadequate Design Df Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/27 2pp 


8001250002 Forwards tE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY , J P Region 2. Atlanta, Office of the Director 
79/12/28 2pp 


0001160247 Forwards IE Info Notice 79-35. "Control of Maint I* Essential 
Equipment " No action or response required 
O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/12/31 lp 


BOO 1240042 Forwards IE Info Notice 79-36* "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 2pp 


0001290269 Forwards IE Into Notice 80-01, "Fuel Handling Events " No 
specific action or response required 

0 'REILLY* J P Region 2. Atlanta, Office of the Director 
00/01/04 2pp 


U Congress lonal /Execut we Correspondence 


BOO114O404 Responds to 791106 ltr re util application to build 
facilities Application has been subj of public hoarinqs due 
to questions re number of uni ts, location 6 availability of 
coolant water Final decision will be forwarded 
QOSSICK. L V Office ot- tho Executive Director for Operations 
79/11/20 2pp 


DOCKET BTN-50-491 CHEROKEE NUCLEAR STATION. UNIT 1 


A Application/construction stage documents ?< correspondence 


BOO I 290360 Updates 790412 h 0510 ltrs re recall of 4-inrh elbows 6 
2-inch tees from Lot W6719 Lists nuclear power plant* it 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 60/01/15 Jpp 


0 Inspection reports. IE Bulletins l* correspondence 


0001070193 Forwards IE Info Notice 79*32, "Separation of Electrical 
Cables for UPC! 6 Automatic Depressurization Sys " No 
specific action or response requested 

O'REILLY* J P Region 2, Atlanta, Office of the Director 

79/12/21 2pp 


8001240121 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'RETLLY.J P Region 2, Atlanta* Office of the Diroctor 

79/12/21 ip 


0001240474 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/12/27 2pp 


6001250082 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 2* Atlanta, Office of the Director 
79/12/20 2pp 
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ft Jli£C,24' T Forwards IE Inro Notice 79-35. “Control of Mamt if Essential 
Eqjlp-enT f*_ action or ruponse required 

□ FEILL/.J r Pejior 2, ntlanta Oft-ice of the Director 

“" 7 / 12,31 Ip 


<iC:i24Ca4t Forwards IE Info Notice 79-34. "Computer Code Defect in 
stress Analysis or Piping Elbow No specific action or 
reupcnse require* 

Q REILLV J l Region 2 Atlanta. Office of the Director 

79-13 31 2pp 


SG'Jl2rC,2fce Forwards IE Info Notice 80-01. Fuel Handling Events " No 
specific action or response required 

O'FElLLf.J P Region 2 Atlanta. Office of the Director 

GQ/0 l j 04 2vp 


6001240121 Forwards JE Into Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'ftElLLY, J P Region 2, Atlanta* Office of the Director 
79/J2/21 2pp 


8001240474 Forwards IE Info Notice 79-34. "Inadequate Design of Uafoty- 
ftelated Heat Exchangers " No action or response required 
O'REILLY. JP Region 2, Atlanta. Office of the Director 
79/12/27 2pp 


8001230002 Forwards IE Info Notice 79-37. "Cracking In Low Pressure 
Turbine Discs " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/28 2pp 


CGCKET 3TN-50-472 CHEROKEE NUCLEAR STATION UNIT 2 


A App 1 icatior/c on struct ion stage documents i. correspondence 


COUlSfCShQ Updates 790412 * 0510 Itrs re recall of 4-inch elbows 6 
2-meh tees frgn Lot w*>7i9 Lists nuclear power plants at 
<.hiO fittings ha.e been located Lists facilities from which 
fittings have been renewed 
HAvOEN L E Eon Corp 80/01/15 2pp 


B001160247 Forwards IE Info Notice 79-35. "Control of Maint t< Essential 
Equipment " No action ur response required 
O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/12/31 Ip 


8001240042 Forwards IE Info Notice 79-34, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, UP Region 2, Atlanta, Office of the Director 
79/ 1 2/31 2p p 


0 Inspection reports. IE Bulletins h correspondence 


BQ0I07O193 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI t Automatic De p r es sur i i a t i on 5ys " No 
specific action or response requested 

0 'RE ILL * J P Region 2, Atlanta. Office of the Director 
79/12/21 2pp 


E0D12401B1 Forwards IE Tnfo tlatice 79-33, "Improper Closure of Primary 
Contain-nent Equipnent Access Hatches 1 No action or response 
required 

J p Region 2 Atlanta. Office of the Director 
79/J2/21 Ip 


8001290268 Forwards IE Info Notice D0-01, ‘Tuol 
specific action or response required 
0 'REILLY, J P Region 3, Atlanta, Office of 

80/01/04 2pp 


Handling Events 
the Director 


No 


DOCKET 30-496 MONTAGUE NUCLEAR POWER STATION, UNIT 1 
J Insurance U indemnity information 


0001310186 Forwards Endorsments 61 6 62 to NEHA 
IFFLAND, R R Northeast Utilities 00/01/23 


Policy Nr-17 r i 
’bfi 


0001240174 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
elated Heat Exchangers ’ No action or response required 
O'RErLL/ J P Region 2 Atlanta Office of the Director 
7?M2,->7 2pp 


0COI25OBH2 Forwards 
Turbine Discs No 
O'REILL/ J P p 
/9/12/TG 2pp 


IE Info Notice 79-37. "Cracking in Lou Pressure 
response required 

egion 2 Atlanta. Office of the Director 


6001160247 

Equipment 

O'REILLY, 

77/11/31 


For-ard s IE Info Notice 79-35. Control of Maint 
No action or response required 
J p Region 2 Atlanta, Office of the Director 


L 


Essential 


□001310213 Forwards Endorsement 56 
IFFLAND, ft R Northeast Utilities 


to MAELU Policy MF-52 
00/01/25 2pp 


JACKET 50 ~ 497 ^ONTAQUC NUCLEAR POWER STATION, UNIT 2 
U Insurance A indemnity information 


8001310188 Forwards Endorsments 61 It 
IFFLAND, R R Northeast Utilities 


62 to WELIA Policy 
00/0 J/25 3p p 


NF--17J 


80013J0P13 Forwards Endorsement 56 
IFFLAND, R ft Northeast Utilities 


to MAELU Policy MF-52 
00/01/25 2pj> 


6301240042 Forwards IE Info Notice 79-36. "Computer Code Defect 

relDon/* 31 '' 5 * 4 J* Plp,ns Elbcu ’ No specific action or 
response required 

79/I2/3I J 2 pp Re910n 2 ' Office of the Director 


docket STN-50-490 SOUTH TEXAS PROJECT, UNIT 1 

* ta 9 e documents l> correspondence 


G0D129O26B Fnrw it j s IE Info 
specific action or respons 
0 HEILLf j p Region 2, 
□0/01/04 2pp 


Notice 80-01 "Fuel Handling Events 
e required 

Atlanta, Office of the Director 


No 


1 vo oranen technical position on 
imn i en T r0n ™ oni hor < Raised requirement, win bo 

T fl p 2 d in licensing review 6 radiological effluent 

S5m.V* up “IX,* 

l p Assistant Director for Light Water Reactors 79/lH/«l 


CHER0KEE NUCLEAR station, unit 3 


”8001180061 Revision 1 to branch 
environ monitoring 
* Radiological Assessment 


technical position on radiological 
Rranch 79/11/30 i7pp 


0001290360 Updates 79Q412 6 051 
5-mch tees from Lot W6719 Li 
which fittings have been luc* 
have b *«" r '"°ved 
HAYEEN, L E Eon Carp 80/01 


trs re recall of 4-mch elbows 6 
nuclear power plants at 
Lists facilities from which 

2pp 


0 


Inspection reports. 


IE Bulletins & correspondence 


^ ^ fire protection plan* 


0001090490 Forward* 780510 
during 791005 telcon w/D 
(ref 10CFR2 790) 

PARR,© D Light Water 


superceded security plan per 
Matthews Plan withheld 

Reactors Oranch 3 79/12/20 


request made 


2pp 




79/I2/S1 2 , p " at °" S ' Atla,>ta - Of, ic» of tbs Director 


TURNER, Ef, Hovtton LiihiToH Rous 


1 of physical security 
79/12/26 lp, 
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G Adjudicatory correspondent e 


SOQ I ld>0fi7’7 Answers to applicants first set of interrogatories & to NRC 
interrogatories A request for documents Presents concerns re 
TEU investigation ?, Commissioner Bradford remarks on 
intervention Supporting documents A Certificate of Svc end 
SINK I N, L A Citizens Concerned About Nuclear Pouier. Inc 79/12/26 
70pp 


8001140137 Answers to Citizens For Equitable Utils First set of 
interrogatories »< motion for jn-sp N production of documents 
Includes info re vibration ** stress analyses on steam lines 
belueen containment 8- turbine generator bldg W/affidavits 
SCHWARZ. M D . NEUMAN. J R Houston Lighting & Power Co SCHWARZ. h D 
□aker b Dotts 79/12/27 30pp 


— BOOl 1 401 40 Motice of appearance in proceeding Certificate of Svc end 
DIDDLE. C T Houston Lighting •< Power Co DIDDLE. C T Baker Sc 
Dotts 77/12/21 3pp 


8001190079 Hotion to compel intervenoi Cituens for Equitabl© Util-s to 
respond to applicants' 791105 intorr oga tor L es tc requests for 
production of documents Draft order *, Certificate of Svc 
end 

SCHWARZ. M D . NEWMAN. J R Houston Lighting !< Power Co SCHWARZ. M D 
DakeT ♦< Dotts 79/12/31 7pp 


8001090059 Motion for order compelling Citizens for Equitable Utils, Inc 
to respond to NRC 791105 interrogatories Certificate of five 
enc 1 

MCGURREM. H J Hearing Branch 1 QQ/01/03 2pp 


8001140052 Motion for order compelling Citizens Concerned About Nuclear 
Power to respond specifically to NRC interrogatories 
Intervener must respond to each interrogatory separately 
Certificate of Svc one 1 

MCQURREN.H J Hearing Branch 1 90/01/07 3pp 


0001160319 Forwards motion to compel Citirens Concerned About Nuclear 
Power answers to NRC interrogatories Intervenor 791226 
answers not responsive W/o and 
trCGURREN.H J Hearing Branch 1 90/01/07 lp 


(1001160326 Advises that NRC will submit no response to applicants 
791231 motion to compel Citizens for Equitable Utils answers 
to applicants 791105 interrogatories 
■MCOWRflEN, H J Hearing Branch l 80/01/07 Ip 


9001220064 Advises of agreement reached between applicants & parties re 
documents withheld by Citizens concerned About Nuclear 
Power Requests ASLD enter enc l order recognizing agreed 
extension for taking depositions Certificate of Svc end 
SCHWARZ, M D Baker A Dotts 00/01 /07 Bp p 


0001240528 lupp 1 k amend tn original answers to Citizens for Equitable 
Utils, Inc f it st ) interrogator 1 os i« motion for production of 
documents Addresses Interrogatory 49 re alleged boating 8« 
altercation W/APfidavlt f < Certificate of Svc 

WHITE, J 0 Houston Lighting A Power Co SCHWARZ. M D Baker 
Butts NEWMAN. J H Lowe ns te in. Newman, Reis. Axel rad if Toll 
B0/01/n 5pp 


0Q012BO344 Memorandum *, order granting applicants 000107 request For 
mod of dlscnvory schedule ASLD 790003 order is amended to 
provide that parties depositions may be taken within 30 days 
after receipt of responses to second round of discovery 
IJECHHDErER. C Atomic Safety and Licensing Board Panel B0/01/16 
App 


9001280034 Motion for extension until 900129 te file motion to compel 
Citizens for Equitable Util. Inc answers to interrogatories 
Intervenor 1300114 incomplete responses were received on 
900121 Certificate of Svc oncl 

MCOURREN, H J Hearing Branch 1 00/01/23 2pp 


H Qeneral correspondence 


Q0QI1504J7 Advises that JH Pepin no longer project general manager of 
facility Replacement is JR Geurts Requests change on mailing 
list 

DAMON, D 0 Drown fc Rpofc Corp (subs of Halliburton Corp 1 
90/01/04 lp 


DOOIJ50656 Notifies that JH Pepin has been replaced by JR Geurts as 
project general manager of util Requests change In mailing 

list 

DAMON. t> 0 Brawn & Root Corp (subs of Halliburton Corp > 
90/01/04 lp 


M Antitrust correspondence 


B0010406L6 Requests complete copy of document received from Central 
Power ft< Light discovery Technical copying error resulted in 
incomplete submlttol 

POIRIER. M R Taras State of 79/12/07 lp 


0001020079 Motion by Public Utils Heard of City of Browns vi 1 la. TX to 
compel Central *< South West Corp f , Central Power fc Light to 
produce SB Phillips for B00109 deposition m Dalla&.TX Urges 
shortened time Foi responses or abjections 

POIRIER. M R Tcisb. State of POIRIER M R Spiog&l & McDiamud 
79/12/13 5pp 


—*0001020004 Notice of AE Autry ML Borchclt.RW Hardy h SB Phillips 
depositions taken re transmission *> wheeling svcs.bulk power 
supply 9 * competition among T< electric utils Certificate of 
Svc end 

MCDIARMID.R C Texas, State of MCDI ARM I D. R C Spiegel S* 
HcDiarmid 79/11/23 6pp 


0001030945 Notifies that applicant will not send requested document', 
until DQJ pays outstanding copying bills Certificate of Svc 
end 

fLYNN. P Q Lowenate in, Newman, Re i s. Axelrad ft, Toll 79/12/13 6pp 


0001000317 Discovery rept for No. 1979 Participated in Bowers, Gambrel 1. 
Robertson. Butts ft. Phillips depositions Did not initiate 
any discovery requests Certificate of Svc end 
DURCHETTE. W H Te i as-Lou i s i ana Electrir Cooperat ive. Inc 
DURCHETTE, WH Nprthcutt Ely 79/12/13 4pp 


(1001090496 Discovery rept for Nov 1979 Participated in Dower s, Gamb re 1 1 , 
Robe r t son. But ts Phillips depositions Did not initiate any 
discovery requests Certificatn of Svc end 
DURCHETTE. W H Tt>xas~Loul s i <in c i Electric Co 0 p era 1 1 ve , I nc 

DURCHETTE. W H Northcutt Ely 79/12/13 4pp 


0001020035 Memorandum m opposition to applicant motion for directed 
certification *» ro* lew of A5L0 7911J3 order denying summary 
disposition Stds For interlocutory appeal are not met Board 
correctly applied collateral estoppel U/Cer t i f irate of Svc 
CYPHCRT. S 0 , PARMENTER F H , LUOUE N Just 1 co, Dep t of 79/12/14 

I6pp 


□001040357 Responds to 791213 tnJcon re ASLB acceptance of TX 
Utils Generating Co 791212 papers in support cf Houston 
Lighting Power Co request foi directed certification 
Papers filed in accordance w/ASjLD 791111 order 
KNOTTS, J B Debevoise Liberman 79/12/14 Jpp 


0001090070 Opposition to util 791109 request for directed 
certification Prerequisites fnr certification not shown It 
certification granted' ASLD 791005 decision must be 
affirmed Cert of 5vc end 

MILLER, M 8 Central foyer * Light Co MILLER. M 9 Icham. Lincoln !< 
Benle 8WAHL. D M Central A Southwest Services, Tne 79/12/14 
30pp 


1^001110359 Forwards TX Utils Oenei at inq Co motion for protective 
orders, answers to Central Po-wur ft Light third set of 
i n te r r oga t o i i es b discovery rept for N«v 1979 Certificate 
of Svc enc 1 

SLICKER. F K Worsham, Forsythe t Snmpels 77/12/14 4pp 


“■**0001110373 Motion for protective order preventing disclosure to City 
of Brownsvi 1 1 o. TX of fuel contracts Release of info would 
impair business negotiations w/fuei suppliers W/drafl 
orders 

SLICKER, F K . KNOTTS, J D Texas Utilities Co SLICKER, FK 
Worsham, Forsythe ft Gamp e 1 s 79/12/14 12pp 


— 0001 1 10304 Answer to Central Power *« Light third set of interrogatories 
t< requast for production of documents Provides repts 
indicating perrontage amount of energy sold by util 
Af f 1 davi t one 1 

SCARTH.E D , SLICKER, F K , KNOTTS, J B Texas Utilities Co 
79/12/04 4pp 


— 0001 li 0370 Discovery rept for No/ 1979 Participated in Bowers > Hart I ey , 
Woerner, Taylor. Phippips, Drad l ey. Mar guard l , Rob bp t son. Hot t, 

Filcar ft, Butts depositions Filed Jul 1979 written testimony 
before aEC 

SLICKER, F K , KNDTTG, J D Texas Util lfcios Co SLICKER, T K 
Worsham, Forsythe ?< Sampols 79/12/M 8pp 


6001090810 Opposition to util 791130 iequest to compel discovery to 
first set of interrogate i es Issue should be settled by 
informal action between parties Certificate of Svc end 
LESSY, R P , CM A NAN I A, F D Antitrust Division 79/12/17 6pp 
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600102007] Order accepting TX Utils Generating Co 7912)2 papers based 
or> util rni sund er * tand i ng of ASLA0 791113 order Parties 
opposing directed certification may file replies by 60010? 
to prevert tactical advantage Rosenthal concurrence enc 1 
D 1 SNQP i C J Atomic Safety and Licensing Appeal Panel 79/12/18 
3pp 


0001070323 Notice of D Cha]Ur deposition on S00109 in Corpus Chnsti, 
TX 

PDIRZER.HR Proujnsvi 1 ] e, TX POIRIER. M R 5plegel LHcDiarmid 
79/12/18 5p p 


6001080288 Clarifies possible confusion re due date of end applicant 
third set of interrogatories Answers -due on 000102 if 
documents should be produced on 800117 Passible extension of 
time open to discussion 

FRANKL IN. U J Louenstesri, Newman, Reis, Ax e ] rod ft Toll 79/12/18 lp 


--*0001 OS 0295 Third set of interrogatories it requests for production of 
documents Requests a] L info re alleged i nti asta tr -onl y 
restriction identified in facility advice ] tr 
FRANKLIN. W J Houston Lighting ft Power Co FRANKLIN. W J 
Lowenstrein, Newnan> Rei 9 . Axel rad ft Toll 79/12/18 £pp 


— 8001080290 Clarifies possible confusion re due date of end applicant 
third set of i n t e rroga t o r i ps Ansuers due on 800102 & 
documents should be produced on 000117 Passible eitdnsion of 
time open to d is cus-si on 

FRANKLIN. W J Lourenste i n. N*wman, Rei s. Ax elrad ft Toll 79/12/18 
IP 


--8QOIO0O306 Third set of interrogatories ft requests for production of 
documents. direc ted to MRC Requests all info re alleged 
l n fcras ta te-on I y restriction identified in facility advice 
1 tr Cei t i f i cate of Svc end 

FRANKLIN. M J Houston Lighting ft Power Co FRANKLIN.W J 
Lowonste in, Neuman, Rei s , Ax elrad ft Toll 79/12/S0 9pp 


000109003b Request for mod of ASLB 770323 protective order binding DDJ 
DOJ has no objection Draft order ft Certificate of SvC enc I 
STAHL. D Centra] ft Southwest Services. Inc STAHL. D Isham. 
Lincoln ft: Bealp 79/12/19 ]0p p 


000 J i 1O3S0 Response by Public Utils Board of City of Browns v i J 1 e. TX in 
opposition to TX Utils Generating Co modified protective 
order Joins TX Utils Generating Co plan to withdraw original 
proposed protective order Certificate of Svc end 
POIRIER. HR Temps, State of 77/12/19 7pp 


8001000333 Responds to NRC answer to Houston Lighting & Power motion to 
c Drop e I further discovery Objects to implication on Page 2 re 
deliberate late svc on NRC Certificate of Svc e»lc 1 
FLVNN.P 0 Lowonsfcein. Newman. Reis. Axdrad & Toll 79/12/20 6 pp 


000 1 030397 Opposition to DOJ 791214 request for protective order ft for 
extension until 000201 to respond to nonantltrust 
i r t errogat sr 1 ea Request unreasonable I. contradicts NRC rules 
of practice Certificate of Svc end 

FRANKLIN. W J Houston Lighting ft Power Co FRANKLIN. W J Baker ft 
Bode 79/12/20 1 2 pp 


80310306 l 9 Expresses concern over failure to adhere to S-day printing 
commitment No party should receive transcripts before other 
parties 

GLUME. JM 0 Antitrust Division 79/12/21 2p p 


0001070123 Responds to 791220 ttr re svc of applicant hand-delivered 
pleadings ft svc of applicant 791130 motion to compel 
discovery Suggests two procedures to improve delivery 
LESS V, ft P Antitrust Division 79/12/21 3pp 


6001250102 Expresses concerns re Inti Court Reporters, Inc failure to 
deliver Taylor ft Hartley depositions per signed contract 
Requests compliance w/5-day commitment contained in 
c ontrac t 

BLUJ1E. M D Antitrust Division 79/13/2i 2pp. 


0001080504 Corrects NRC 791204 mi s imp ress i o ns r« H Haodsan deposition 
Requests production ft mailing of end list of documents, 
along w/Uocrf son file. by 790713 Renews 791106 request for 
clarification re |967 svc area map status 
BLUME. M B Antitrust Division 79/12/27 4pp 


B-001 170291 Requests svc list amend to reflect WN Wo-olsey of Kleberg. 
Dyarr Red ford ft Nell as addl party representing Central ft 
Southwest Carp 

BTAHL.D M Isham. Lincoln ft Beale 79/12/27 lp 


6001100041 Responds to 79J212 ltr re Central Power ft Light decision not 
to participate in Brownsvi 1 1 e. TX Nov 1979 doposi t ions, due to 
previous commitments 

STAHL, D M Isham. Lincoln ft Deals 79/12/27 lp 


0001080389 Opposition to Central ft South Nest Corp 791221 request to 
quash notice of deposition City of Brownsville entitled to 
explore same set of facts w/each knowledgeable person 
Certificate of Rvt ft supporting documentation enc 1 
P0R1ER.M fi Brownsvi lie, TX POIRIER. MR Spiegel ftMcDiarmid 
79/12/28 1 5pp 


0001220039 Forwards Houston Lighting ft Power 790503 ltr to Baker ft 
Botts transmitting Invoice 106620 re payment due by DOJ for 
duplication pf documents Applicant record does not evidence 
receipt of 701027 check Certificate of Svc end 

FL/NN.P G Lowenste in. Newman. Re i s, Axe 1 rad ft Toll 79/12/20 7pp 


0001220550 Application for issuance of end supplemental subpoenas 
directing TX Electric Svc Co ft City of Garland. TX to produce 
documents per ASLB 771203 original subpoena Certificate of 
Svc end 

PARMENTER, F H Justice, Dept of 79/12/20 I4p p 


0001100366 Responds to 79)221 ltr re untimely svc of pleading on NRC 
Unti me i me* s due to clerical errors on both sides Disputes 
should be settled informal I y, not by involving ASLB 
Certified t<r of Svc end 

FLYNN, P Q Ldruons tein. Newman. Rei s. Axelrad ft Toll 79/12/31 6 pp 


800124010a Subpoena requiring 0 De L a Gasa attendance at 0OO1QB 
deposition in Dallas, TX, to testify on pehaif of Houston 
Lighting ft Power Co ft TX Utils Generating Co ft to produce 
all 700101-791231 documents re potential customers 
MILLER. M E Atomic Safety and Licensing Board Panel 79/12/31 

3pp 


--60012401:10 Application for issuance of subpoena to □ De La Case ttf 
produce all 700101-/91231 documents re TX electric util 
industry competition ft structure ft across to nuclear power 
plants Certificate of Svc encl 
LUQUE. N Justice. Dept Of 79/12/31 9 pp 


8001320145 Application For issuance of subpoenas dircrting Dallas Power 
ft Light, TX Electric Svc Co ft Brazos Electric Power 
Coop era 1 1 ve, Inc to produce documents as suppl to 791203 
original subpoenas I4/Cer 1 1 f i cate of Svc ft draft subpoenas 
LUGUE.N Justice, Dept of 00/01/02 18pp 


6001160434 Order granting extension until 600201 fnr DOJ to file 
supplemental responses ft responses to applicant's first 
ft third set of interrogatories ft requests for production of 
documents, respectively 

MILIER.11 E Atomic Safety and Licensing Board Panel 80/01/01 lp 


BOO121O064 Request for conference call re DOJ refusal to reveal basic 
antitrust contentions until after discovery Due process 
entitles applicant to notice of opportunity to take 
di scovery 

* Houston Lighting ft Power Co * Baker ft Butts * 

Lowenstem. Newman, Re is. Axelrad ft Toll 60/01/03 3pp 


— 600 f 2 10068 Respun so »n opposition to DOJ request for extension until 
800201 to answer applicant third set of interrogatories 
Date implied is too late to permit effective discovery 
WJ Franklin 791210 ] tr to DOJ ft Certificate of Svc end 
FRANXl IN, W J Houston Lighting ft Power Co FRANKLIN, W J 
Lowens t e i n, Newman, Rc i s . Axe 1 rad ft Toll * Dakar ft Ootts 
00/01/03 7pp 


0001240541 Discusses motions pending re SB Phillips deposition Requests 
rescheduling of deposition ft oral argument, due to other prof 
rospons ib I titles 

POIRIER, M R Spiegel ft McDiarmid BO/Oi/03 lp 


GO0125OQ20 Discovery Rept for Dec 1979 Intorvenor City of San Antonio 
neither initiated nor received discovery requests 
Certificate of Svc one! 

WOOD. J C Matthews, Nowlin, Macfarlane ft Barrett 00/01/03 4pp 


9001100009 Response to Houston Lighting ft Power Co 800103 request For 
conference call Does not object to conference call, but does 
object to util allegations in support of request Exhibits ft 
Certificate of Svt encl 

CYPHERTiS B , LUGJE, N Justice, Dept of, Attorney General's Office 
60/01/04 10pp 


9001140119 Opposition to TX Utils Generating Cp response to ft joinder 
in applicant 79J212 request far directed certification If 
certification gr anted, dm ia 1 of collateral estoppel ft 
summary disposition should be affirmed W/Certi f ieate of Svc 
CHANANIA, F D , H0DGDON, A Antitrust Division 00/01/07 4lpp 
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8001170593 Discovery ropt for Dec 1979 Took depositions of J Gambrell* 
JH Butts tt J Wilson Participated in DDJ depositions Served 
interrogatories It requests for production of documents on 
DOJ *< NfiC Certificate of Svc end 

FLYNN* P Q Houston Lighting A Power Co FLYNN* P 0 
Lower s ta i n * Neuman* Re i s* Ai e 1 rad 6 Toll BO/Oi/OS 6pp 


300)350036 Discovery Rept for Dec 1979 Intervener City of Austin 
neither initiated nor received discovery requests 
Certificate of Svc end 

DALOUGH* R C Austin. TX 00/01/08 5pp 


8001250049 Discovery Rept for Dec 1979 Utils did not initiate or 
receive any discovery i ©quests Certificate of Svc end 
JOHN* D F Akin* Gump, Hauer t* Feld BO/Ol/OG 4pp 


900124CQB1 Discovery rept for Doc 1979 Participated in Central l* South 
West Cd, Houston Lighting &> Power Cd f< TX Utils Generating Co 
depositions Filed applications for subpoenas duces tecum 
Certificate of Svc enc 1 

CVPHERT. S 2 , PARMENTER.F K , DOPSaVlC.DA Justice, Dept of 
80/01/09 6pp 


9001220143 Responds to 790619 itr re billing for copying Houston 
Lighting t< Fowpi documents Requests all invoices covering 
documents production sves f< rate review 
BLUME. M B Antitrust Division QO/01/14 Ip 


0001230339 Memorandum It order . AL AD-575, grant ing directed certification 
of A6LD 791009 order Affirms that TX Utils Generating Co 
response asserting failure of ASLB to properly apply Rules 
of Practice re summary disposition is insuhstant ial 
BISHOP. C J Atomic Safety and Licensing Appeal Panel B0/01/14 
3pp 


9001240136 Forwards subpoena directed to RH Hartley h served on counsel 
M Dlucne* re 000325 deposition in Wash in ton, DC First 
deposition transcript not received Rescheduling of followup 
deposition may be necessary 

LE5SY.R P Antitrust Division 80/01/13 ip 


— 8001240139 Subpoena requiring RH Hartley attendance at 800323 
deposition In Waahi ngton. DC, to testify on behalf of Houston 
Lighting N Power Co 6 TX Utils Generating Co 

MILLER - fl £ Atomic Safety and Licensing Hoard Panel BO/01/07 

□pp 


800 I 250 1 99 Forwards subpoena directed to NC Lorner fc served on counsel 
to M Blum*, re 800317 & 18 deposition in Wash ing ton* DC 
LESSYr R P Antitrust Division 80/01/15 Ip 


— 8001250J95 'Subpoena requiring NC Lerner attendance at 800317 & 18 
deposition in Wash ing ton, DC# to testify on behalf of Houston 
Lighting * Power Co •< TX Utils Generating Co 

M1LLFR, M E Atomic Safety and Licensing Board Panel 80/01/07 
3pp 


8001280283 Discovery rept for Doc 1979 Participated in Aus t i n< D erman 
Brittain & Campbell ot al depositions Opposed w/o success 
discovery intension requested by DOJ Responded to Central 
Power It Light third interrogatories Certificate of Svc end 
AHEARN, C D Texas Utilities Co 80/01/19 6pp 


0001290001 Order denying Contra! f< South West Carp <C9W> 791221 motion 
to quash notice of F3B Phillips deposition Directs CSW to 
comply w/ncticc U produce witness at mutually convenient 
time 

MILLER, M E Atomic Safety and Licensing Board Panel G0/01/13 lp 


8001200470 Application for issuance of subpoena directed to Diamond 
Shamrock Cor p < Clove land, OH for production of documents re 
electric compoti t ion, generation & transmission in State of 
TX Draft subpoena t* Certificate of Bve end 
CVPHERT, 9 B Justice* Dept of B0/0I/I8 9pp 


8001300088 Discovery rept by Public Utils Board of City of Brownsville, 
TX for Dec 1979 Inspected West TX Util* L PSC of OK 
documents Took notice of deposition of D Chalker of Central 
Power It Light Certificate of Svc one 1 
POIRIER, M R Spiegel l< McDiarmid 80/01/18 6pp 


800130058 1 Fourth set of interrogatories directed to DOJ Request* 
identification of witnesses who will provide engineering 
testimony r« SB Cyphert statement* contained in end 800115 
Itr to JO Copeland 

FRANKLIN, W J Houston Lighting & Power Co * Dakar & Botts 
Louentte 1 n« Newman, Re i », Axelrad it Toll 80/01/21 Dpp 


— 0OD13OO5B7 Motion to compel DOJ production of certain drafts of WE 
Scott testimony, per A5L0 791023 order DDJ asserted no 
justification for failure to comply w/ASLB order 8B Cyphert 
300115 Itr to JO Copeland it Certificate of Svc end 
FRANKLIN, H J Houston Lighting U Power Co * Baker it Botts » 
Lowenste i n, Newman* Reis, Axelrad & Toll 00/01/21 9pp 


0001280201 Response to Houston Lighting U Power Co third set of 
interrogatories << requests for production of documents 
Identifies persons w/whom NRC communicated during antitrust 
review Certificate of Svc end 

LEBSV, R P , CHANAN1A. F D , OLUNE, M D Antitrust Division 80/01/23 
BPP 


8001310154 Forwards NRC response to util third set of interrogatories 
Sc request For production of documents Memoranda mentioned 
during N Lerner deposition end W/o ends 

LESSY.R P , CHANANiA. F D , GLUME, M B Antitrust Division 00/01/23 

lp 


Q Inspection reports. IE Bulletins £, correspondence 


8OD12BO20Q Forwards IE Insp Repts 90-498/79-20 L 50-499/79-20 on 
791113-16 it notice of deviation 

SEIDLEiW C Region 4, Dallas* Reactor Construction it Engineering 

Support Branch 79/12/12 2pp 


--0001280289 Notice up deviation from imp on 791113-16 

» Region 4,' Dallas, Reactor Construction V Engineering Support 

Branch 79/12/11 lp 


—0001280291 IS Insp Repts 50-498/79-20 fe 50-499/79-20 pn 7911 13-16 
Non c omp 1 i a nc e noted failure to assure unrestricted vertical 
drop of concrete into form 

GROSSMAN, W A , HALL, R E . GILBERT, L D Region 4, Dallas, Offlcu 

of the Director 79/12/11 Bp p 


BOO l 100 1 04 Forwards IE Circular 79-29, "Shock Arrestor Strut Assembly 
Interference " No written response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/20 

lp 


80011 10247 Forwards IE Info Notice 79-32, -'Separation of Electrical 
Cables for HPC1 A Automatic Depressurization 8ys " No action 
or response requested 

BEYFR 1 T, K V Region 4. Dallas* QFPicc of the Director 79/12/21 
IP 


BOO1OBO503 forwards IE Info Notice 79-34* "Inadequate Design of Safety- 
Related Heat Exchangers 11 No action qr response required 
SEYFRIT.K V Region 4* Dallas, Office of the Director 79/12/27 
lp 


GOOU0OQB4 Forwards IE Info Notice 79~37, -'Cracking in Low Pressure 
Turbine Discs " No response required 

SEYFRIT.K V Region 4* Dallas, Office of the Director 79/12/2B 

IP 


BOO 1 1 00234 Forwards IE Info Notice 79-35, "Control of MaJnt it Essential 
Equipment " No action or response required 

9EYFR IT. K V Region 4, Dallas, Office of the Director 79/12/31 
IP 


0001150033 Forwards IE Info Notice 79-36, "Computer Coda Defect in 
Stress Analysis of Piping Elbow 11 No specific action or 
response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/12/31 

lp 


0001250306 Ack receipt of B00116 Itr informing NRC oP steps taker to 
correct violations noted in IE Insp Repts 30-490/79-14 6 
30-499/79-14 

9EIDLE* H C Region 4, Dallas, Reactor Construction L Engineering 

Support Branch 00/01/lt ip 


— BOO 125031 3 Responds to NRC 791116 Itr rc violations noted in IE Insp 
Repts 30-498/79-14 h 50-499/79-14 Corrective actions, test 
performed on anchor bolts, stop work notice modified h late 
entry date signed 790913 

TURNER, £ A Houston Lighting & Power Co 79/11/16 2pp 
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DOCKET SfN-50-499 SOUTH T£T;A<i PRCUE-CT UNIT 2 


A App 1 1 (.at i on/cons true 1 i on *s 4: a gi e- docu-nent* U corr e sp-ond enc e 


0001100035 Forwards Revision 1 to branch technical position on 
rad ioJoj ) cal environ monitoring Revised requirements will lie 
implemented In licensing re«ieiu l> radiological effluent 
Tech Spec update tfo suppl to license application required 
VARGA. S A Assistant Director for Light Hater Reactors 79/12/21 

4 • 


— B00113006J Revision 1 to branch technical position on radiological 
environ monitoring 

* Radiological Assessment Branch 79/I1/3& I7pp 


T Security, medical, emergency S- fire protection plans 


0001090490 Forwards 70Q51O superceded security plan per request made 
during 791005 tolcen u/D Matthews Plan withheld 
(ref IQCFfl? /90) 

PARR , 0 D Light Water lieattor! Branch J 79/12/20 2pp 


3001100393 Forwards pages omitted from Amend 1 of physical security 
plan Pages withheld (ref IOCFR2 790' 

TURNER E A Houston Lighting l Powei Co 79/12/26 Ip 


0 Adjudicatory correspondence 


G0OM6O677 Answer-s to applicants first set c+ interrogatories b to NRC. 
interrogatories A request For documents Presents concerns re 
EDI investigation •< Comru 5 s t onei Bradford remarks on 
intervention Supporting documents L Certificate 0P Svc enc 1 
SINHJN.L A Citizens Concerned About Nuclear Pouer,- Inc 79/I2/26 
70pp 


■0001140137 Answers to Citizens for Equitable Utils first set of 
interrogatories % motion fpT 1 nsp * production of documents 
Includes info rc vibration * stress analyses on steam J ines 
between containment f, turbine generator bldg L/af f 1 da v 1 1 9 
SCHWARZ, M D , NEWMAN, J R Houston Lighting U Power Ca SCHWARZ. M D 
Dater b Dotts 79/12/37 30pp 


'—00011401*10 Notice of appearance in proceeding Certificate of 2vc end 
OJDDLE.C T Houston Lighting < Power Co OlDDLE»-C T Baker It 
Botts 79/ 1 2/2 1 Jpp 


€001220550 Application lor issuance of one I s-upp lementa 1 subpoenas 
directing TX Electric Gvi Co b City of Garland, 7X to produce 
documents per A5LG 79120J original subpoena Certificate of 
Svc end 

PARM£NT£RpF H Justice, Dept of 79,J2/2Q Mpp 


000110(3079 Motion to compel intervennr Citizens fur Equitable Utils to 
respond to applicants' 791105 interrogatories t> requests for 
production of documents Draft order It Certificate of Svc 
enc 1 

SCHWART.M D , NEWMAN, J R Houston Lighting b Power Co SCHWARZ/ 11 D 
Dakar U Potts 79/12/31 7pp 


SO 010900 SQ Motion for order compelling Cituens foT Equitable Utils, Inc 
to respond to NRC 791 105 interrogatories Certificate c>f Svc 
an c I 

JlCGUftREN, H J Hearing Branch 1 B0/01/03 2pp 


GOO114O052 Motion for order compelling Citizens Concerned About Nuclear 
Power to respond s p e e 1 fa ra i ] y to NRC, interrogatories 
Inter/enor must respond to each interrogatory separately 
Certificate of Svc encl 

MCCURREN, H J Hearing Branch 1 €0/01/07 Upp 


8Q0M6O319 Forwards notion tP compel Citizens Concerned About Nuclear 
Power answers to NRC Interrogatories Intervonor 791226 
answers not responsive Vi/ a end 
MCGURREN-H J Hearing Branch 1 BO/01/07 Ip 


0001160326 Advises that NRC vill submit no response to applicants 
79J231 motion to compel Citizens for Equitable Utils answers 
to applicants 791105 interrogatoi ies 
MCGURREN, H J Hoofing Branch. I 00/01/07 Ip 


3001320064 Advises of a-qreement reached between applicants fa parties ra 
documents withheld by -Citizens conc#rned About Nuclear 
Power Requests ASLD enter enc 1 order recogni ring agreed 
extension for taking depositions Certificate of Svc enc! 

SCHWARZ, M O Baker t Botts 00/01/07 Spp 


GO0124052G Sup p 1 f< amend to original answers to Citizens for Equitable 
Utils, Inc first interrogatories *< motion for production of 
documents Addresses Interrogatory 49 re alleged boating b 
altercation W/Afffidavit 1/ Certificate of Svc 

WHITE, J G Houston Lighting fc Power Co SCHWARZ, H 0 Dakar & 
Dotts NE+JMAN, J R Lawens t e j n, Newman, Re 1 s , Ax 0 1 r ad l Toll 

gO/Ol/U Spp 


BOTH 330339 Memorandum ft order, ALAB~575 i granting directed certification 
of ASLU 791005 order Affirms that TX Utils Generating Co 
response asserting failure of ASLD to pioporly apply Rules 
of Practice re summary disposition is insubstantial 
DISHQP.C J Atomic Safety and Licensing Appeal Pa-ne-1 00/0.1/14 
□PP 


80012G0344 Memorandum f, order granting applicants 000107 request for 
mod of discovery schedule AS LB 790S03 order is amended to 
provide that parties depositions may be taken within 30 days 
after receipt of responses to second round of discovery 
BECHHOEFER.C Atomic Safety and Licensing Board Panel GO/Ot/16 
4 P P 


S0012B0Q34 Motion for extension until B0OI29 to file motion to compel 
Citizens For Equitable Util, Inc answers to interrogatories 
Intervenor 00011-4 incomplete responses were received on 
000121 Certificate of Svc end 

MCCURREN.H J Hearing Branch J 00/01/23 2pp 


H General c o-r re s p ond enc e 


0001 150437 Advises that JH Pepin- no longer project general manager of 
facility Replacement is JR Qeurts Requests change on mailing 
1 1st 

DAMON, D G Brown L Root Corp (subs of Halliburton Corp 1 
GO/OI/04 ip 


0001150656 Notifies that JH Pepin has been replaced by JR Geurts as 
project general manager of util Requests change in mailing 
list 

DAMON, D G Drown t Root Corp (subs of Halliburton Corp ) 

BO/Ol /04 Ip 


M Antitrust c arr e s p on d e nc e 


0001040616 Requests complete copy of document received from Central 
Powpr b Light discovery Technical copying error resulted in 
incomplete submittal 

POIRIER, M R Texas, state qf 79/12/07 Ip 


000 3 02 0079 Motion by -Public Utils Board of City of Brownsv i 1 1 e > T X to 
compel Central It South He«t Corp b Central Power & Light to 
produce SB Phillips For 000103 deposition in Dallas, TX Urges 
shortened time for respenp-es or objections 
POIRIEFI.M « Teias. State of 79/12/13 3pp 


—6001020004 Notice of AE Autry, ML Dorchelt,RW Hardy * SB Phillips 
depositions taken re transmission b wheeling svcs,buJk power 
supply L competition among TX electric utils Certificate df 
Svc enc 1 

MCDIARM fDi-f? C Teias, State of 79/11/23 6pp 


•0001030945 Notifies that applicant will not send requested documents 
until DOJ pays outstanding copying bills Certificate of Svc 
enc 1 

FLVNN, P G Lowenate in, Newman, Rol s, Ax el rad b Toll 79/62/13 6p p 


BOO10BO317 Discovery rept for Nov 1979 Participated in DowBfs.OambreM. 
Rob ertson. Out ts & Phillips depositions Did not initiate 
any discovery requests Certificate of Svc ertcl 

BCJUCN6TTE. W H Te x as-Louis i aria Electric Cooperat ive, Inc 79/12/13 

4pp 


G001090496 Discovery rept for Nov 1979 Participated in Dowers , Gambre 11 , 
Robertson, Butts fa Phillips depositions Did not initiate any 
discovery requests Certificate of Svc end 

DURCHETTE-W H Te*a s~Lou i siana Electric Coop era t ive, I nc 79/12/13 
4pp 


BOO 1 02003 5 Memorandum m opposition to applicant motion for directed 
certification It review of ASLQ 791113 order denying summary 
disposition Stds for interlocutory appeal ar* not met Board 
correctly applied collateral estoppel U/Cer 1 1 f i cate of Svc 
CYPHER!, S 3 Jus t i ce, De p t of 79/12/14 16pp 


6001040357 Responds to 791213 telcon re ASLD acceptance of TX 
Util* Generating Co 791212 papers in support of Houston 
Lighting !< Power Co request for directed certification 
PapeTs filed in accordance- w/ASLB 791113 order 
K NOTTS, J D Debevoise h Liberman 79/12/14 3pp 
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8081090070 Opposition to util 7911Q9 request for directed 
certification Prerequisites for certificatin' not shown If 
certification granted#ASLQ 791005 decision must bo 
affirmed Cert of Svc encl 

MILLER, M S Central Power •. Light Co STAHL. D M Isham, Lincoln & 
Oeale 79/12/M 30pp 


0001110359 Forwards TX Utils Cos motion for pintective order*. answers 
ta Central Power b Light third set of interrogatories b 
discovery rept for Nov 1979 Certificate of Svc encl 
SLICKER, F K Worsham, Forsythe b Sampels 79/12/14 4pp 


--9001110373 Motion for protective order preventing disclosure to City of 
QrownsvillB TX of fuel contracts Release of info would 
impair business negotiations w/fuel supplier* U/draft 
or d ers 

SLICKER, F K Texas Utilities Co 79/12/M 12pp 


— 3001 1 10304 Answei to Central Power \ Light third set of interrogatories 
b request for production of documents Provide* rept* 
indicating percentage amount of energy sold by util 
Affidavit Bncl 

3FARTH# E D Texas Utilities Co 79/12/04 4pp 


— 8001110390 Discovery rept for Nov 1979 Participated in Dowers# Hart 1 ey., 
Woerner. Taylor.Phillips.Gradley, Marquar t> Robertson, Holt, 

Fikar b Dutts depositions Filed Jul 1979 written testimony 
before SEC 

SLICKER. f K Texas Utilities Co 79/12/14 Upp 


0001090010 Opposition to utli 791130 request to compel discovery to 
first set of Interrogatories Issue should be settled by 
informal action betwoen parties Certificate of Svc end 
LCSSY.fl P Antitrust Division 79/12/17 6pp 


8001020071 Order accepting TX Utila Generating Co 791212 papers based 
on util misunderstanding of A3LAD 791113 order Parties 
opposing directed certification may file replies by 800107 
to prevent tactical advantage Rosenthal concurrence end 
DISHGP.C J Atomic Safety and Licensing Appeal Panel 79/12/10 
3pp 


8801070323 Notice of D Clwilker deposition on 80010? in Corpus Chrtsti# 
TX 

POIRIER, M R Qrownsvi lie, TX 79/12/10 9pp 


0081000200 Clarifies possible confusion re due date of applicant encl 
third set of Interrogatories Answers due on 000102 b 
document* should Mi produced on 000117 Extension of time is 
open to discussions 

FRANKLIN, W J Louens t o i n, Nowman, Re i s , Ax o 1 rad h Toll 79/I2/1B lp 


--0OO1O0O295 Third set of i nterroga tor i»a b requests for production of 
documents directed to DOJ Requests all info re alleged 
Intrastate only lesttictlon Identified in facility advice 
I tr 

FRANKLIN# W J Houston Lighting b Power Co 79/12/18 6pp 


— 0001000290 Clarifies possible confusion re due date of end applicant 
third set of Interr ogatur ieo Answers due on 800102 It 
documents should be produced on 000117 Possible extension of 
time open to discussion 

FRANKLIN# W J Lowonste in# Newman# Roi *# Axe Ired b Toll 79/12/10 
IP 


--□001000306 Third set of interrogatories b requests for production of 
documents, d iroc tod to NRC Requests all info re alleged 
i n tr a s t a t e" on l y restriction identified in facility advice 
Itr Certificate of Svc end 

FRANKLIN# W d Houston Lighting b Power Co 79/12/10 9pp 


0001090036 Request for mad af ASLtJ 790323 protective order binding DOJ 
OIJJ has no objection Draft order b Certificate of Svc end 
STAHL, D Central b Southwest Services, Inc 79/12/19 10pp 


0081110350 Response by Public Utils Hoard of City of Drowns vi 1 1 e# TX in 
opposition to TX Utils Generating Co modified protective 
order Joins TX Utils Generating Co plan to withdraw original 
proposed protective order Certificate of Svc encl 
POIRIER, M R Texas, State of 79/12/19 ?pp 


0081080333 Responds to NRC answer ta Houston Lighting & Power motion to 
compel further discovery Objects to implication on Page 2 re 
deliberate late svc on NRfc Certificate of Svc encl 
FLYNN, P G Lowonstein, Newman, Re i »# Axe lrad t, Toll 79/12/20 6pp 


8081000397 Opposition to DOJ 791214 request for protective order b for 
extension until 000201 to respond to non-anti trust matters 
Interrogatories Request unreasonable in contradicts NRC rules 
of practice Certificate of 8vc end 

FRANKLIN, W J Houston Lighting b Power Co 79/12/20 I2pp 


8001030019 Expresses concern over failure to adhere to 5-day printing 
commitment No party should recleve transcript* before other 
parties 

GLUME, M B Antitrust Division 79/12/21 2p p 


0001070123 Respond* to 791220 ltr re svc of applicant hand-delivered 
pleadings b svc of applicant 791130 motion to compel 
discovery Suggests two procedures to improve delivery 
LESSY.R P Antitrust Division 79/12/21 3p p 


8001250102 Expresses concerns re Inti Court Reporters. Inc failure to 
deliver Taylor ** Hartley depositions per signed contract 
Requests compliance w/5-cfay commitment contained in 
contrac t 

QLUME, M B Antitrust Division 79/12/21 2pp 


BOO 1080504 Corrects NRC 791204 m l s Impre s s ions re H Woodson deposition 
Requests production b mailing of end Ji*t of documents 
along w/Woadson file, by 770713 Renews 791106 request for 
clarification re 1967 svc area map status 
BLUME, M 13 Antitrust Division 79/12/27 4pp 


0001170291 Requests svc list amend to reflect WN Uoo 1 s ey of Kleberg# 
Dyer. Red ford t< Wei) as a d d 1 party representing Central *< 

Southwest Corp 

STAHL. D M Isham, Lincoln b Deale 79/12/27 Ip 


0001 1 0QO4 1 Respond* to 791212 ltr re Centra) Power 8. Light decision not 
to participate in Brduns vi S l e, TX Nov 197? depos 1 1 ions# due to 
previous commitments 

STAHL. D M Isham, Lincoln b Beale 79/12/27 lp 


0001000309 Opposition to Central b South West Carp 791221 request ta 
quash notice of deposition City of Brownsville entitled to 
explore same set of facts u/earh knowledgeable person 
Certificate of 8vc b supporting documentation encl 
PORIER.MR Brown 5vl lie, T X 79/12/2Q I5pp 


8001 220039 Forwards Houston Lighting ♦< Power 790503 ltr to Oaken & 
Dotts transmitting Invoice 106628 re payment due by DUJ for 
duplication of documents Applicant record does not evidence 
receipt of 7B1027 check Certificate of Svc encl 

FLYNN# P Q Lpujenc tern, Newman, Rm s# Aselrad b foil 79/12/20 7pp 


0081100366 Responds to 791221 ltr ro untimely Svc of pleading on NRC 
Untimellness due to clerical errors on both side-c Disputes 
should be settled infoi m-a l )y . not by involving ASLQ 
Certificate of Svc enr ) 

FLYNN, P G Loweestein, Neiurnsn, flciiiAxelratl & Toll 79/12/31 6pp 


8001240104 Subpoena requiring 0 Oe La Qa«a attendance at B00100 
deposition in Do 1 ) as, TX, to testify on behalf of Houston 
Lighting & Power CD b TX Utils Generating Co b to produce 
all 700101-79123) document* re potential customers 
MILLER# M E Atomic Safety and Licensing Doard Panel 79/12/31 
3pp 


— 0001240110 Application for issuance of subpoena to Q De La Oa*a to 
produce all 700101-791231 documents re TX electric util 
industry competition b structure b access to nuclear power 
plants Certificate of Svc encl 
LUQUE.N Justice, Dept of 79/12/31 5pp 


0001220145 Application for issuance of subpoenas directing Dallas Power 
b Light, TX Electnc Bvc Co b Draios Electric Power 
Cooperative, Inc to produce documents a* suppl to 79J203 
original subpoena* W/Cer ti f i c a te oP Svc U draft subpoenas 
LUQUE.N Justice# Dept of 00/01/02 Ippp 


0001160434 Order granting ectension until 000201 for DOJ to file 
supplemental responses h responses to applicant's first 
b third set of interrogatories b requests far production of 
documents# respectively 

MILLER#M E Atomic Safety and Licensing Hoard Panel 80/01/03 lp 


60012L0064 Request for conference call r« DOJ refusal to reveal basic 
antitrust contentions until after discovery Due process 
entitle* applicant to notice of % oppoitumty to take 
discovery 

* Houston Lighting b Power Co B0/Q1 /03 3pp 


— 0001210060 Response in opposition to DUJ request for extension until 
800201 to answer applicant third set of inter rogatories 
Date implied is too late to permit effective discovery 
WJ Franklin 791210 ltr to DOJ & Certificate of Bvc end 
FRANKLf N# W J Houston Lighting U Power Co 00/01/03 7pp 


0001240541 Discusses motions pending re SR Phillips deposition Requests 
rescheduling of deposition & oral argument, due to other prof 
responsibilities 

PDIRIERiM R Spiegel b McOtarmtd B0/01/03 Ip 



266 


DOCKETED ITEMS 


0001230020 Discovery Rept For Doc 1979 Inte-rvenor Lity of San Antonio 
neither initiated nor received discovery requests 
Certificate of Svc one 1 

WOOD* J C Matthews, Nowlin. Macfarlane fr Barnett 80/01/03 4pp 


0001100009 Response to Houston Lighting ft Power Co 800103 request foi 
conference call Does not object to conference call, but does 
object to util allegations in support of request Exhibits 
If Certificate of Svc end 

r YPHERT, S C Justice Pep t of, Attorney General's Office BO/01/04 

IQpp 


□001140119 Opposition to TK Utils Generating Co response to 6 joinder 
in applicant 791212 request for directed certification If 
certification gran t ed . den i a 1 of collateral estoppel i< 
sunmary disposition should be affirmed U/C er t i f l c ate of five 
CHANAN IA, F D Antitrust Division 80/01/07 4lpp 


9001170593 Discovery lepfc for Dec 1979 Took depositions of J GambreJlr 
JH Butts ft J Wilson Participated in LOJ -depositions 9arved 
interrogator iob \ requests for production of documents on 
DBJ t, l-IRL Certificate of Svc end 

FLYNN. P G Houston Lighting f, Power Ca PLVNN.P G 
Lowers t e i n . Newnan Re i s , A* <? i rad 6 Toll 00/01/08 6pp 


0001 250036 Disco. ery Rept for Dec 1979 Intervener City of Austin 
neither initialed nnT received discovery requests 
Certificate of Svc end 

□ALOUGH. W C Austin. TX BO/Ol/Oii 5pp 


80(31250049 Discovery Rept for Dpc 1979 Utils did not initiate or 
receive any discovery requests Certificate of &vc end 
JOHN. D F Akin. Gump Hauer ♦, Feld 80/01/08 4pp 


5001240081 Discovery rept fur Dec 1979 Participated in Central It South 
Host Cn, Houston Lighting * Power Co ?. TX Utils Generating Cd 
depositions Filed applications tor subpoenas duces tecum 
Certificate of S c end 

CYPHERT.S B Justice. Dept (if B0/GI/09 6 PP 


0001220143 Responds to 790619 lti re billing for copying Houston 
Lighting t Power documents Requests all inv-oiceo covering 
documents production s/cs ft rate review 
BLUME.M 0 Antitrust Division 00/01/14 Ip 


B001240136 Forwards subpoena directed to Rfl Hartley ?. served on counsel 
M Blume.re R00325 deposition In Wash i nton. DC First 
deposition transcript not received Rescheduling of followup 
deposition may be necessary 

LES5Y.fl P Antitrust Division 80/0J/15 Ip 


— 8001240139 Subpoena requiring RH Hartley attendance at S0032ti 
deposition in Washing ton. DC. to testify on behalf of Houston 
Lighting b Pouer Co 9 TV Utils Generating Co 

MILLER, M E Atomic Safety and Licensing Board Panel 80/01/07 
3jlp 


8001250189 Forwards subpoena directed to NC Lernsr & served on counsel 
to M Glume, re 600317 & 16 deposition in Hash ing t on. DC 
LESSY.R P Antitrust Division 00/01/15 Ip 


■-B00125D195 Subpoena requiring NC Lemur attendance at DOQ317 I# 18 
deposition in Washing ton. DC. to testify on behalf of -Houston 
Lighting & Power Ca t TX Utils Generating Co 

HILLER. It E Atomic Safety and Licensing Board Panel 80/01/07 
3pp 


8001280293 Discovery rept far Dec 1979 Participated in Aus tin* German 
Brittain ft Campbell efc al depositions Opposed u/o success 
discovery extension requested by DOJ Responded to Central 
Power ^ Light third interrogatories Certificate of 9vc encl 
AHEARN.C D Texas Utilities Co 80/01/15 6pp 


GOO 1270001 Order denying Central *t South West Corp (C8W) 791221 motion 
to quash notice of SD Phillips deposition Directs CSW to 
comply u/notice ft produce witness at mutually convenient 
t ime 

MILLER.M E Atomic Safety and Licensing Board Panel B0/01/I& Ip 


8001200470 Application for issuance of subpoena directed to Diamond 
Shornruck Ccrp, Cleve land, OH for production of documents re 
electric compe t i 1 1 an . g eriera t ion t< transmission tn State of 
TX Draft subpoena ft Certificate of Svc encl 
CYPHER!. S D Justice. Dept of 80/01/10 9pp 


BOO 1 300088 Discovery rept by Public Utils Board of City of Brownsville. 
TX for Dec 1979 Inspected West TX Utils << PEC of OK 
documents Took notice of deposition of D Chalker of Central 
Power If Light Certificate oF Svc end 
POIRIER, M R Spiegel f< McDiarmid 80/01/18 6pp 


8001300581 Fourth set of interrogator i cs directed to DOJ Requests 
identification of witnesses who will provide engineering 
testimony re SO Cyphcrt statement- ronta ined in encl 800113 
Itr to JG Copeland 

FRANKLIN. W J Houston Lighting f* Power Co 00/01/21 3pp 


— 8001300587 Motion to compel DOJ production of certain drafts o-f WE 
Scott testimony . per ASLB 791023 order DOJ asserted no 
justification for failure to comply w/ASLH order SO Cyphert 
BOO! 15 Itr t d JO Copeland t Certificate of Svc encl 
FRANKLIN. W J Houston Lighting S. Power Co 80/01/21 9pp 


8001280201 Response to Houston Lighting ** Power Co third set of 
interrogatories V requests for production of documents 
Identifies persons w/uhom NRC communicated during antitrust 
review Certificate of Svc encl 

LESSY, R P Antitrust Division 80/01/23 Spp 


8001310134 Forwards NRC response to util third sot of interrogator ics 
8. request for production of documents Memoranda mentioned 
during N Lerner deposition encl W/o ends 
LESSY.R P Antitrust Division 80/01/23 lp 


G Inspection reports. IE Bulletins l correspondence 


80012B0288 Forwards IE Insp Repts 50-490/79-20 t< 50-499/79-20 an 
791113-16 k notic-g of deviation 

SE1DLE.W C Region 4, Dallas. Reactor Construction Engineering 

Support Branch 79/12/12 2pp 


—8001280209 Notice af deviation from insp on 791113-16 

* Region 4. Dallas. Reactor Construction lr Engineering Support 
Branch 79/12/11 Ip 


— B0012Q0291 IE Insp Rept9 50-498/79-20 ?< 50-499/79-20 on 791113-16 
Nonccmp 1 l anc e noted failure to assure unrestricted vertical 
drop of concrete into form 

CRQ55MAN, W A . HALL. R t , GILBERT. L D Region 4, Dallas, Office 

■of the Director 79/12/11 Opp 


B001100104 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference ' No written response required 

8EYFR IT* K V Region 4, Dallas, Office of the Director 79/i2/20 
>P 


0001110247 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPC I ft Automatic Depres sur i za t ion Sy*i " No action 
or response requested 

SEYFRIT, K V Region 4 Dallas, Office of the Director 79/12/21 
IP 


8001080583 Forwards IE Info Notice 79-34, "Inadequate Design of Safely- 
Related Heat Exchangers " No action or response required 
SEYFRIT, K V Region 4. Dallas, Office of the Director 79/12/27 
lp 


GOO11OOQ04 Forwards IC Info Notice 79-37. "Cracking in Low Pressure 
Turbina Discs «• No response required 

SEYFRIT. K V Region 4- Dallas, Office of the Director 79/12/23 
IP 


8001 100234 Forwards TC Info Notice 79-35. "Control of Maint it Essential 
Equipment " No action or response required 

SEYFRIT. K V ■ Region 4, Dalles, Office of the Director 79/12/31 
lp 


8001150033 Forwards IE Info Notice 79-36, "Computer Code Defect tn 
Stress Analysio of Piping Elbow " No specific action or 
response required 

SEYFRIT. K V Region 4, Dallas. Office of the Director 79/12/31 

lp 


8001250306 Ack receipt of 800116 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-49B/79-14 U 
30-499/79-14 

SEIDLE.U C Region 4. Dallas, Reactor Construction 6 Engineering 

Support Branch 80/01/11 lp 


8001250315 Responds bo NRC 7911 J6 Itr re violations noted in IE Insp 
Ropts 50-498/79-14 F< 50-499/79-14 Corrective actions test 
performed on anchor bolts, stop work notice modified h late 
entry date signed 790913 

TURNER, C A Houston Lighting $ Powor Co 79/11/16 Spp 



DOCKETED ITEMS 


267 


DOCKET 50-500 DAVIS-DE5SE NUCLEAR POWER STATION, UNIT 2 


A Application /construction stage documents U correspondence 


0001090076 Forwards response to questions contained in 79-1221 J tr re 
evacuation & decommissioning plans 

DENTON. H R Office of Nuclear Reactor Regulation 79/ 12/ 2a Bpp- 


j Insurance *< indemnity information 


0001220353 Forwards Endorsement 3 to MAELU Policy XB-61 

CORREA. C Marsh f* McLennan, I nc * M fc M Nuclear Consul tants. Inc D-lv 
BO/GI/17 Spp 


3001290347 Forwards Endorsement 30 to NELIA Policy NF-236 

CDRREA.C Marsh \ McLonnan, Inc . N «* hi Nuclear Consultants* In: Div 
80/01/23 2PP 


M Antitrust correspondence 


0001230138 Order granting ei tens ion until B0013I for Commission to 
review ALAQ-S60 

CHlLK, 6 J Office of the Secretary of the Commission -00/01/14 

IP 


DOCKET 90-301 DAVIS-DESSC NUCLEAR POWER STATION. UNIT 3 


A App 1 ication/constructi on stage documents & correspondence 


SO0I0BCO76 Forwards response to questions contained In 791221 1 tr re 
evacuation & decommissioning plans 

DENTON* H R Office of Nuclear Reactor Regulation 77/12/28 Bpp 


J Insurance ?< indemnity information 


£001220393 Forwards Tntlor cement 3 to I1AELU Policy XU-61 

CORREA. C Marsh ?< McLennan. Inc > M U II Nuclear Consultants. Inc Div 
GO/OS/ 17 2pp 


M Antitrust correspondence 


B00123019Q Order granting extension until 1100131 for Commission to 
review ALAIJ-560 

CUILK.S J Office of the Gecretdry of the Commission 00/01/14 
t? 


DGCKET STN-90-502 HAVEN NUCLLAR PLANT, -UNIT 1 


J Financial information 


BOO 1 0QO493 Discusses monthly rept of expenditure!!. U < amml tmen t s 
Requests that r©pts be submitted quarterly 
D WASTE IN* 5 Wisconsin Electric Power Co 77/12/2G 3p p 


DOCKET STN- 50-303 HAVEN NUCLEAR PLANT* UNIT 2 


] Financial information 


GC0 l 090493 Discusses monthly rept of o »p end i tures It commitments 
Requests that repts be submitted quarterly 
BUR STEIN, 8 Wisconsin Electric Power Co 79/12/20 3pp 


DOCKET 8TN-5Q-904 KOSHKONON0 NUCLEAR PLANT, UNIT i 
I Financial information 


3001080473 Discusses monthly rept of expenditures t< commitments 
Requests that repts be submitted quarterly 
BUH8TEIN, 8 Wisconsin Electric Power Co 79/12/23 3pp 


DOCKET STN-30-5O3 KOSHKONONG NUCLEAR PLANT* UNIT 2 


] Financial information 


0001080473 Discusses monthly ropt of e ipand 1 turea it commitments 
Requests that ropts be submitted quarterly 
DURBTEIN* S Wisconsin Flectric power Co 79/12/23 3pp 


DOCKET STN- 50-506 KQSHKCNDMG NUCLEAR PLANT. UNIT 3 


1 Financial information 


QOOLO0O493 Discusses monthly rept of e x pend i k ures t, commitments 
Requests that rspts be submitted quarterly 
DURSTEIN.S Wisconsin Electric Power Co 79/12/29 3pp 


DOCKET STN-50-507 KOBHKONONG NUCLEAR PLANT * UNIT 4 


I Financial information 


0001000493 Discusses monthly rept of e up end 1 1 ur es f* commitments 
Requests that repts be submitted quarterly 
DURSTEIN.S Wisconsin Electric Powor C 0 79/12/29 Jpp 


DOCKET STN-bO-500 WPPES NUCL&Aft PROJECT* UNIT 3 


A App 1 i c at i on/Cuns t rue 1 1 on stage documents l< coi respondent e 


30011J039A Forwards drawings re analysis of groundwater drainage sys & 
*ys final design Plans tg establish adequacy of eg* design 
w/u&e of info & ongoing studies 

RENDERCER. D L Washington Public Power Supply System 79/12/26 
3pp 


--B001 L 10379 "Instrumentation Plan Gr sonctea ter t* Fr ec i p l tat i on Data 
Collected Through 791029* Fig uro 2 " Sheet 1 of 2 

* Cbaaco Services, Jnc isuba of Fnsflrch Corp 1 79/10729 lp 


— 8001 1 10401 "Instrumentation Plan Or o uhdwa tor & Precipitation, Data 
Collected Through 771 10 1 * Fi jure l “ Sheet 2 of 2 

•* Ebasco berviccs* In-c isubs of Enserch Corp ) /9/Jl/Ol ip 


0 rn-spection reports. IE Bulletins fc correspondence 


BC010BD302 Forwards J£ Cncular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

ENGEL KEN *fl H Region 5, Sam Francisco* Office af the Director 

79/12/20 ip 


S0010B0103 Forward* IE Info Notice 79-32, 'Separation of Electrical 
Cables foT UPC I G Automatic Depr e s sur l r«l t i on Bys " No 
specific action or response requested 

ENQELKEM>R H Region 5. San Francisco, Office of the Director 

77/12/21 lp 


6001 i 10030 Forwards IE Info Notice 79-33* "Improper Closure of Primary 
Containment Equipment Access Hatches ” Na specific action or 
Ttapensi! requested 

ENDELKEN, R I! Region 5, San Francisco, Office of the Director 

77/12/2 6 Ip. 


0001 0306 1 7 Forwards IE Info Notice 77-34* " Inadequat e Design of 9afety- 

Related Heat Exchangers " No action or response required 
CNOELKEN*R H Region 5, San Francisco* Office of the Directoi 

79/12/27 lp 


0OOUOO1O6 FDTwardt IE Info Notice 79-37, "Cracking in Lou Pressure 
Turbine Discs " No response required 

ENGELKEN* R H Region 3, San Francioco, Qfflco of the Director 

79/12/28 Ip 


900115D047 Forwards IE Info Notice 79-36* "Computer Code Defect in 
Stress Analysis of Piping Elbow ■' No specific action or 
response required 

ENOELKEN, R H Region 5. San Francisco* Office Of the Director 

79/J2/31 lp 


8001190264 Forwards IE Info Notice 79-35, “Control of tfaint * Essential 
Equipment " No response required 

ENGELKEtL R H Region 5. San Francisco* Office of the Director 

79/12/31 lp 


6001130037 Forwards IE Infc Notice 80-01, "FubI Handling Events " No 
specific action or response required 

ENQELKEN* 0 H Region 5, San Francisco* Office of the Director 

90/01/04 lp 


6001290092 Forwards IE Circular 80-0), "Eve Advice for GE Induction 
Disc Relays " No response required 

CNGELKEN.n H Region 5. San Francisco, Office of the Director 
60/01/17 ip 
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OCCFET STr.-SQ’SCi? WPFES NUCLEAR PROJECT UNIT 5 


A App 1 1 c a 1 1 on 'e 5 n$ tr uc t ion stage documents !« correspondence 


7? 1 2t335iA Forwards jtN-NF- 103 "Water Content of Solid Matl by 
Electrolysis procedure for testing moisture of 
lcj-hy drogen electrodes 

REN3ERCSR.D L Washington Public Power Supply System 79/12/20 
2PP 


~79l22i30S" , i Water Content of Solid Natl by Electrolysis.'* Revision 6 
to Procedure P*9?3I for testing moisture Of low-hydrogen 
elec trades 

« Snaklee Corp XN-Nr-103 79/01/10 »3pp 


DOCKET 50-513 WPPSS NUCLEAR PROJECT, UNIT A 


A App 1 ication/cons truct i on stage documents << correspondence 


7912280566 Forwards XN-NF-103, “Water Content of Solid Mat! by 
Electrolysis," procedure for testing moisture ut 
low-hydrogen electrodes 

RENBERGER. D L Washington Public Power Supply by stem 79/12/20 
2PP 


—79122805/1 “Water Content of Solid Matl by Electrolysis." Revision A 
to Procedure P69201 for testing moisture of lour-hydrogen 
electrodes 

» Shakleo Corp XN-NF-103 79/01/10 13pp 


C0GU1G394 Forwards drawings re analysis of groundwater drainage sys It 
sy * final design Flans to establish adequacy of sys design 
w/use of mfd *< ongoing studies 

RENBERGER. D L Washington Public Power Supply System 79/12/26 
3pp 


— 8001110399 ‘Instrumentation Plan Groundwater K Precipitation Data 
Collected Through 791029. Figure 2 ” Sheet 1 of 2 
» Ebasco Services Inc (subs of Enserch Corp 1 79/10/29 Ip 


—6001110401 'Instrumentat ion Plan Groundwater It Precipitation Data 
Collected Through 791 101 . Figure 1 " Sheet 2 of 2 
• Ebasco Services. Inc (subs of Enserch Corp 1 79/11/01 lp 


8001030564 Advisee of intention to curtail p r eop era t i nna 1 aquatic 
monitoring program Requests NRC comment by 800115 
RENBERGER, D l Washington Public Powei Supply System 79/12/27 
IP 


0001310285 Forwards loss of main feedwater evaluation, including 
description of integrated reliability evaluation program 
Results of program will be submitted to NR( by B00122 
Also forwards NRC 800122 memo ro B8.W facilities under const 
RENBERGER. D L Washington Public Power Supply System 80/01/24 
4pp 


F Security, medical, emergency l< fire protection plans 


j Inspection reports, IE Bulletins 6 correspondence 


S001OB0302 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference ’ No written response required 

ENGELFEN R H Region 5. San Francisco. Office of the Director 
79/12/20 Ip 


BOO 1090408 Requests agreement on modified topical manual approach t<» 
emergency plan ft Mar 1981 rcsubmittal approval 

RENBERGER. D L Washington Public Power Supply Uyotem 79/12/31 
3pp 


0 Inspection reports, IE Du 11 etuis 6 coi respondent© 


0CO1O8OIO3 Forwards IE Info Notice 79-32. "Separation of Electrical 
Cables for HPCI K Automatic Dep ressurl xat i on Sys " No 
specific action or response requested 

ENGELKEN, R H Region 5 San Francisco, Office of the Director 
79/12/21 Ip 


800 1 ] 00533 Forwards IE Insp Repts 50-460/79-09 50-513/79-09 on 

790830-0902 N 10-25 No noncompliance noted 

SPENCER, 0 9 Region 3. San Francisco, React ur Construction 

Engineering Support Branch 79/11/19 2pp 


3001110033 Forwards IE Info Notice 79-33. ’Improper Closure of Primary 
Containment Equipment Access Hatches ‘ No specific action or 
response requested 

ENGELFEN.fi H Region 3. San Francisco, Office of the Director 
79/12/26 lp 


■ • ■ - • wv , r-u7 mi /tutoj-utu*. e 

No noncump 1 1 anc e noted Majot areas inspected vemset 
installation I, compliance w/ASME certification sys 

I u 6af ‘ rrancifttD ' Reactor Operations Nuclear 

Support Branch BISHOP. T W Region 5, Ran Francisco. Office of 
the Director 79/11/16 7pp 


ie ”' f ° i ,c " ce 79 ' 34 ' «».g, 0, saf.tg- 

Related Heat Exchangers No action or response required 

" Region 5, San Francisco, Office of the Director 
fvf Id/ tL7 lp 


G001J00106 Forwards IE Info Notice 79-37 
Turbine Discs " No response required 
ENGELKEN, R H Region 5, San Francisc 
79/12/28 Ip 


"Cracking in Low Pressure 
0 . Office of the Director 


6001150047 Forwards IE lo.o Natict 79-36. 'Compotor Cod. DoFoct in 
Slras, 6oal vsl , 0 f P.p.n, E16o„ „ D actl(m „ ,n 


response required 
ENGELFEN, R H Region 5, San Francisco, 
79/ 12/31 lp 


Office of the Direttor 


0001150264 Forwards IE info Notice 79-35, "Contro 
Equipment ' No response required 
79/12/3?' * y p R * 9 ion 5, San Francisco, CJffic 


of Mamt It Essential 
of the Director 


8001150087 Forward 
specific action 
ENGELKEN, R H 
60/01/04 lp 


s IE Info Notice 80-01. ” 
or response required 
Region 5 San Francisco, 


’Fuel Handling Events 11 No 
Office of the Director 


0001290092 Forwards IE Circular 00-01. *’Svc 
ENCEl N ° r "* on, « required 

IS%t /T? 7p ,, ‘ 0 " 5l San 


for GE Induction 
of the Director 


B00110049B Forwards IE Insp 
791015-1B No noncomplianco 
SPENCER, Q S Region 5. 

Engineering Support Branch 


Ropto 50-460/79-10 6 30-513/79-10 on 
noted 

San Francisco, Reactor Construction 
79/11/23 2pp 


U 


nn „ rnm 1 IU F, -|U - ? 4 j , , l>n 791015-10 NO 

noncomplianco noted Majoi areas inspected const activities 
re safety-related components, safoty-ro lated piping 
i0n ** welder qualification rocordo 
EnSinl, ft I c Ro0ion 5 * San PFanc i sco, Reactor Construction U 
San P £~ t PCh HL,T9UN ' T U . HERNANDEZ, 0 Region 5. 

San Francisco, Office of the Director 79/11/2J 7pp 


80010B0302 Forwards IE Circu 
Interference " No written 
ENQELKEN, R H Region 5. 
79/12/20 ip 


lap 79-25, "Shock Arrestor Strut Assent 1 
response required 

Ban Francisco, Office of the Director 


9 


n Automatlc Oopressurliation Sys 


specific action or response requested 
R * s10 " 5 ' ^ 


Office of the Director 


Containment Equipmont Access Hatches 
response requested 

7o/?3 l 5iS ,H H «59ion 5, San Francis 

t T/12/26 |p 


Improper Closure oP Prlmar 
spocific action or 

Office of the Director 


9 


ENOFLKFM H p a i E * ch 2 n9er * " action or 
7V/^/37 ? p RBS ’ 0n 5 ' Sa " F ^nc. S 


Inadequate Design of Hafufciy- 
spouse required 
Office of the Director 


Turbine Discs 
ENQELKEN, R H 
79/12/20 jp 


No response require 
Region 5, San Fran 


"Cracking in Low Pressure 
0 , Office of the Director 
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BOOL 150047 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow ,l No specific action or 
response required 

ENGELKEN.R H Region 5, San Francisco. Office of the Director 
79/12/31 IP 


GQ01150087 Forwards IE Info Notice BO-01 . "Fuel Handling Events " No 
specific action or response required 

ENQELKEN, R H Region 5. San Francisco. Office of the Director 

0Q/O1/O4 lp 


6001290092 Foruards IE Circular EJQ-Q1, "Svc Advice for GE Induction 
Disc Relays " No response required 

ENCELKEN.fi H Region S. San Francisco. Office of the Director 
60/01/17 lp 


5 Reportable occurrences. LERs b related correspondence 


800115G46& Forwards interim deficiency rept re cracks in internal 
pressure relief valve mfg by WKM Valve Group 

KENQEROER, D L Washington Public Power Supply System BO/OJ/07 
If 


— 0001150471 Interim- deficiency rept ro cracks in internal pressure 
relief valve mfg by t-MM Caused unknown B8,W It WKM Valve -Group 
are preparing repair/insp program Repairs S« ad d 1 
e laminations performed under licensee direction 
» Washington Public Power Supply System 00/01/07 3pp 


--8001150403 rollowup to 791214 verbal deficiency rept re defects in core 
flood ays isolation valve & decay heat removal isolation 
valves Initiated program to determine cause 8. extent of 
d a pec t -s it to determine acceptable remedies 

TAYLOR. J H 3M Co . Minnesota Mining U Mfg Co 79/12/17 4pp 


BQ0102Q612 Notice of appearance of HD Paton an behalf of NflC 
Certificate of Svc encl 

PATON. W D Hearing Dranch 4 79/12/26 Ipp 


B001 l 10313 Responds to ASLB 791218 request during Portland conference 
NRC Mar J 979 response to 781213 memorandum re A6LB 
questions is forwarded as NflC proposed testimony originally 
served w/NRC 790307 Itr 

□ □RDEN1CK, 0 M Hearing Branch A 79/12/26 lp 


— 0001110318 Response to 701215 memorandum concerning ASLE questions 
Revised effluent release model is realistic r op r e s e nfca ti on 
of planned operation Previous conclusions re liquid 
pathways analysis remain uncharged 

GOTCHY. R L i WELLER, R Division of Site Safety & Environmental 
Analysis 79/03/31 9p p 


300110014-4 Submits followup to 791231 1 fcr Forwards USD A 791221 comments 
& FI Froelich memorandum re 791220 consultation w/US Fish L 
Wildlife Svc W/o end 

DORDENICK. D M Hearing Branch 4 60/01/03 ip 


000 i 1 5039 1 Forwards rept of President's Commission on Accident at TMI. 
NUREG-Q616 ?, NUREG-06Q0 N'a end 

DORDENICK. B M Hearing Branch 4 0G/QI/O4 Ip 


8001160431 Forwards RW Froelich 791231 memo re NRC 791220 consultation 
ui/US Fish it Wildlife Svc 

DORDENICK. D M Hearing Branch 4 00/01/08 Ip 


-“0001160433 Advises of 791.520 c-ansul ta fc i or w/U8 Fish 6 Wildlife Svc per 
1970 amends to End anger ed Species Act Rcqui reman ts -of 
Section 7<cl have been met by NRC 

FROELICH. R W Environmental Projects Dranch 1 79/S2/31 lp 


DOCKET 50-344 PEDDLE SPRINGS NUCLEAR PLANT, UNIT 1 


A App 1 i cati an/c onstruc t Ion stage documents t* correspondence 


BOO 1 1 40020 Discusses NRC 790914 re-quoot & 791012 response re US Fish 8, 
Wildlife Svc consultation 79L220 decision completes 
requirements fot consultation re threatened pr endangered 
species NRC should continue to monitor listed species 
FROELICH* R W Envi Tonmon ta 1 Projects Branch I 79/12/31 lp 


— BOOl 140034 Responds to NRC 790914 request for list of endangered 
species within area of proposed facility No listed or 
proposed threatened or endangered species within area of 
facility List of candidates encl 

HEYEtti 0 In ter lor. Dept of, Fish it Wildlife Service /9/1Q/I2 
Spp 


D NRG Draft/Final Environmental Statements, auppls ts correspondence 


0001230041 Notifies of extension until BQ012R to comment on hlHC draft 
supp] to FES 

DOR DENICK i 3 M Hearing Rjanch 4 00/01/15 ip 


H General correspondence 


6001030934 Advises that NRC is checking distribution of documents 
generated as result of Kemeny Commission activities Trial 
program in effect until 00030 1 . a l lowing participants in NRC 
proceedings to request copies of NUHEGs 
DORDENICK. n M Hearing Branch 4 79/ILV2B lp 


T Hearing transcripts on non-ant i trus t matters 


00O1Q3GT42 Transcript of 79J2T9 conference in Portland, OR Pp 1 —7 i 
DOWERS. E 6 Atomic Safety and Licensing Board PaneL HASTINGS. W 
Portland General Electric Co DORDENICK, D ft Office of the 
Executive Legal Director 79/12/19 74pp 


0001250410 Forwards State of OR comments rf NRC draft supp I to FEB 
W/o encl 

DORDENICK, D M Hearing Branch 4 79/01/18 Ip 


□001150422 Forwards Dept of Land Conservation h Development comments on 
draft suppl to DEB Comments should be addressed In 
preparation of FEB Site development would require 
consistency w/OR coastal mgt program 
WILCOX, F Oregon, State of Q0/01/DB 3pp 


0001170403 Responds to NRC 791121 Itr requesting comments re FES, draft 
Suppl i No comment* on NRC review- of alternative site*. 

BINDER , sj R Agriculture, Dept at 00/01/14 Ip 


0001250469 Comments on draft suppl to FES Expresses concern about 
impact on Columbia River if water withdrawal required for 
facility is initiated Water wi th drawa J is potentially part 
of cumulative withdrawals that may impact on fish 
RATHEL6BERGER, J Inter 1 or, Dep t of 00/01/18 2pp 


DOCKET 30-519 PEDDLE SPRINGS NUCLEAR PLANT, UNIT 2 


A App I i cat t on/corvstruc t ion stage documents *< correspondence 


G00114002Q piscusses NRC 790914 request f. 791012 response re US Fish t< 
Wildlife Svc consultation 791220 decision completes 
r equ i ramon ts for cons u 1 tat i on re threatened or endangered 
species NRC should continue to monitor listed species 
FROELICH, R W Environmental Projects Dranch 1 79/12/31 Ip 


— 800J 140034 Responds to NRC 790914 request for list of endangered 
species within area of proposed facility No listed or 
proposed threatened or endangered spocj.es within area of 
facility List of candidates encl 

ME VCR, D Interior. Dept of. Fish fc Wildlife Service 79/10/12 

2pp 


D NRC Draft/Final Environmental Statements, suppls & correspondence 


8001290560 Forwards USD A comments tb NRC draft 
DORDENICK, D M Hearing Branch 4 B0/0I/22 


suppl to FEB W/o encl 
lp 


0OO125O41O Forwards State of Oft comments re NRC draft suppl to FES 
W/o end 

DORDENICK. D li Hearing Branch 4 79/01/10 ip 


0 Adjudicatory correspondence 


6001110396 AI 1 ogns, before Energy Facility Siting Council of OR, 
insufficiency of std> regarding support or opposition to 
site certification app \ Jcatian, re 790912 proposed order. 

V p L l.need for power Question! financial ability 
* ForBiaus on Doard 79/10/12 15pp 


BOOT 150422 Forwards Dept of Land Conservation & Development comments on 
draft suppl to DES Comments should be addressed in 
preparation of FES Site development would require 
consistency w/OR coastal mgt program 
WILCOX. K Oregon,, State of 00/01/00 Jpp 


8001170403 Responds to NftC 791121 Itr requesting comments re f-ES, draft 
Suppl 1 No comments on NRC review op alternative sites 
BINDER, J R Agriculture, Dept of 80/01/14 Ip 



270 


DOCKETED ITEMS 


800125046 s ? Cansmer ts on draft suppl to FES Esprfsses concern about 
impact on Columbia RivfT if wfltpr ui i t hdraua 1 required for 
facility is initiated Water ur i t hdraua 1 ns potentially part 
of cumulative withdrawals that may impact on flbh 
RATHELSHERCERj J InteT l or, Dept of 60/01/18 2pp 


6001250560 Foruards USDA comments re NRC draft suppl to FES W/o end 
BQRDENICR, D M Hearing Branch 4 80/01/22 Ip 


O Adjudicatory torrespondencD 


8001110396 A 1 leges . before Energy Facility Siting Council of OR, 
insufficiency of stds regarding support or opposition to 
■site certification application, re 790912 proposed order* 

Vo 1 l, need for power Questions financial ability 
* For e J aw 5 on Board 79/10/13 I5pp 


800 10 206 1 2 Notice of appearance of ND Paton on behalf of NRC 
Certificate of Svc end 

PATON, W D Nearing Branch 4 79/13/26 3pp 


0001110313 Responds to ASI-D 7912L8 request during Portland conference 
NRC Mar 1979 response to 781215 memorandum re ASLB 
questions is forwarded as NRC proposed testimony originally 
served w/NRC 770307 Ur 

BORDEN I CK. D M Hearing Branch 4 79/12/26 Ip 


— 000 1 1 1 03 LG Response to 761215 memorandum concerning AtsLB questions 
Revised effluent release model is realistic representation 
of planned operation Previous conclusions r« liquid 
pathways analysis remain unchanged 

GDTCHV, R L - WELLER, r Division of 5l'te Safety & Environment* 1 
Analysis 79/03/31 ?pp 


B0OUOO144 Submits followup to 791231 Itr Forwards USDA 791221 comments 
It fl Frcelicrh memorandum re 791220 consultation w/LR Fish b 
Wildlife Svc W/d end 

BORDENIT-K, B M Hearing Branch 4 80/01/03 Ip 


8001130391 Forwards rapt of President's Commission on Accident at TMI, 
MUREO-0616 6 NUREG-0600 W/o end 
D0RDENICK*D M Hearing Branch 4 80/01/04 lp 


8001160431 Forwards RW Froelich 791231 memo rp NPT 791220 consultation 
w/US Fish t< Wildlife SvC 

BOROENICK, B H Hearing Branch 4 30/01/09 lp 


— BOOI16Q43E3 Advises cf 791220 consultation u/US Fish It Wildlife Svc per 
1978 amends to Endangei ed Species Act Requi raments of 
Section 7<c) have been met by NRC 

FRQELlCHiR W Environmental Projects Branch 1 79/12/31 tp 


0001250041 Notifies of extension until 0OO12Q to comment on NRC draft 
suppl to FES 

BORDEN I C H, D M Hearing Ilranch 4 00/01/15 Ip 


H General correspondence 


6001030934 Advises that NRC Is checking distribution of documents 
generated as result of Kemeny Commission activities Trial 
program in effect until 800301 , a 1 1 ows ng participants in NRC 
proceedings to request copies of NUREG-s 
BORDEN I CK, fl M Hiring Branch 4 79/12/20 lp 


T Hearing transcripts on non-anti trust matters 


8001030142 Transcript of 79J219 conference in Portland, UR Pp 1-71 
DflUERS,E 8 Atomic Safety and Licensing Board Panel HASTINGS, W 
Portland General Electric Co BORDENICP, B M Office u P the 
Executive Legal Director 79/12/19 74pp 


DOCKET STN-S0-5I6 JAMESPORT NUCLEAR STATION* UNIT 1 


0 Adjudicatory correspondence 


8001180006 Seventh status rept per ASLAB 790607 grant of Indefinite 
extension of time to respond to Suffolk County motion to 
file supplemental brief Proposed changes to regulations re 
response plans sent to utils Certificate of Svc one 1 
BORDENICKiO M Hearing Branch 4 80/01/10 4pp 


■‘-6001180011 Forwards request for evacuation time estimate* for areas 
near future nuclear power plants Mailed to all applicants 
for CPs U licensees of plants under const 

GRIMES, 0 K Assistant Director for Engineering & Projects 
79/12/26 4pp 


—8001180015 Submits change to current regulation on radiologic*] 
emergency response plans for nuclear production t< 
utlliratlon facilities Mailed fcg all power reactor licensees 
It to all CP holdeis *, applicants Workshop agenda end 
GRIMES, B k Assistant Director For Engineering Projects 
79/12/21 5pp 


Q Inspection reports, IE Bulletins 6 correspondence 


80010BQ166 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Diiectoi 

79/12/20 lp 


8QG1070126 Forwards IE Info Notice 79-32, “Separation of Electrical 
Cables for HPCJ ?< Automatic Depressur i xation Sys " No 
specific action or response requested 

DRIER, B H Region 1, Ph l l ad e 1 p h i a, Office of the Director 

79/12/21 lp 


8001110178 Forward 6 2E Infu Notice 79-33, "improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

GRIERiD H Region 1, Philadelphia, Office of the Director 
79/12/21 ip 


B0Q10B0443 Forwards IE Info Notice 79-34, "Inadequate Design of Safuty- 
Related Heat Exchangers " No action or response required 
0R1ER, B H Region 1, Ph i 1 ado 1 p h i .i , Office of the Director 
79/12/27 lp 


0001140212 T amiai'dg IE Info Notice 79-37, "Clicking in Low Pressure 
Turbine Discs “ No response required 

GRIER, B M Region 1, Philadelphia, Offire Of the Director 

79/12/31 Ip 


0001150081 Forward* IE Info Notice 79-36, "Lnmputer Code Defect in 
Stress Analysis of Piping Elboui " No specific action or 
response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/12/31 lp 


8001 1 30 1 94 Forwards IE Info Notice 79-35, "Control Of Maint 6 Essentjfl.1 
Equipment " No response required 

GRIER, B H Region 1, Phi 1 ade I ph l a , Office of the Director 

79/12/31 lp 


6001150106 Forwards IE Info Notice B0-01, "Fuel Handling Events M No 
specific action nr response required 

GRIER*D H Region i» Philadelphia, Office of the Director 
80/01/04 lp 


8001290182 Forwards IE Circular 00-01, "Svc Advice for GC Induction 
Disc Relays " No response required 

GRIER, B H Region i, Philadelphia, Office of tho Director 
80/01/17 lp 


DOCKET STN-50-517 JAME6P0RT NUCLEAR STATION, UNIT 2 


0 Adjudicatory correspondence 


0001180006 Seventh status rept per ASLAB 79060/ grant of indefinite 
extension of time to respond to Suffolk County motion to 
file supplemental brief Proposed changes to regulations re 
response plans sent to utils Certificate of Svc end 
BQRDENICK, D M Hearing Branch 4 80/01/10 4pp 


■8001180011 Forwards request for evacuation time estimates for areas 
near future nuclear power plants Mailed to all applicants 
for CPs 6 licensees of plants under const 

GRlMESiB II Assistant Du odor for Engineering 6 Projects 
79/12/26 4p p 


--QO0110OO19 Submits change to current regulation on radiological 
emergency response plans for nuclear production !< 
utilisation facilities Mailed to all power reactor licensees 
6 to all CP holders U applicants Workshop agenda end 
GRIMES, 0 K Assistant Director for Engineering !< Projects 
79/12/31 5pp 


G Inspection reports, IE Bulletins & correspondence 


8001000166 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference " No written, response required 

GRIER, D H Region 1, Philadelphia, Office of the Director 
79/12/20 Ip 
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800L070126 Forwards IE Info Notice 79-33 ‘ Sepji ation df Electrical 

Cables for HPC1 *< Automatic Depre ssun let ion Sys " No 
specific action or response requested 

GRIER. 0 H Region J, Philadelphia* Office of the Director 
79/12/21 IP 


8001110179 Forward* IE Info Notice 79-33* “Improper Closure of Primary 
Containment Equipment Access Hatches 1 No specific action ot 
response requested 

GftJERi B H Region 1. Philadelphia. Office of the Director 

79/12/21 lp 


6001090643 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
GJUER, B H Region 1, Philadelphia. Office of the Director 

79/12/27 Ip 


8001)40212 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs ’ No response required 

GRIER. D H Region 1. Philadelphia. Office of the Director 

79/12/31 lp 


8001)5003) Forwards IE Info Notice 79-36, "Computer Cod® Defect in 
Stress Analysis of Piping Elbow, " No specific action or 
response required 

GRIER, R H Region 1. Ph l lad el ph ia> Office of the Director 

79/ J 2/31 lp 


8001150199 Forwards IE Info Notice 79-35. "Control of Mennt |< Essential 
Equipment No response required 

QRIER. 8 H Region 1. Philadelphia, Office of the Director 

79/ 12/31 IP 


0001070218 Forwards IE Info Notice 79-32. “Separation of Electrical 
Cables for NPCI ht, Automatic Depre s sur J 2 a ti on Sys " No 
specific action or response requested 

0 'REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/21 3pp 


B001 240133 Forwards IE Info Notice 79-33- "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

0 'REILLY, J P Region 2, Atlanta. Office of the Director 

79/13/21 3pp 


8001240407 Forwards IE Info Notice 79-34. "Inadequate Design of Safety- 
Related Heat Exchangers 11 No action or response required 
O'REILLY. J P Region £, Atlanta. Office of the Director 

79/ i 2^27 2pp 


8001250126 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/2B 3pp 


0001160313 Forwards IE Info Notice 79*35. "Control of haunt 6 Essential 
Equipment " No action or response required 
O'REILLY.^ P Region 2. Atlanta, Office of the Director 

79/12/31 lp 


6001 340069 Forward* IE InfD Notice 79-36. "Computer Code Defect in 
3tr«ss Analysis of Piping Elbow " No specific action or 
response required 

0 'REILLY, *i P Riegion 2. Atlanta, Office of the Director 
79/13/31 3pp 


8001150186 Forwards IE Info Notice 00-01 "Fuel Hand lint) Events " No 
specific action or response required 

GRIER, D H Region 1, F’hi ladalphla, CJfficp of the Director 

80/D 1/04 lp 


0001290300 Forwards IE Info Notice 00-01. "Fuel Handling Event* " No 
specific action or response required 

O'REILLY. J P Region 2- Atlanta, Office of tl>B Director 

BO/Dl/04 lp 


■0OO129O1H2 Forwards IE Circular BO-Ql. "Bvc Advice for t#E Induction 
Disc Relays ” No response required 1 

GRIER. U H Region 1, Ph 1 1 ado ) ph 1 a. Office of the Director 
80/01/17 lp 


DUCKET S7N-r>O-5i0 HAHTfaVlLLE NUCLEAR PLANT, UNIT 1 


A Appl iea t* on/cons true t ion stag® documents correspondence 


□00)290360 Updates 7904U N 0510 Itrs re recall of 4-inch elbows 
2-inch toon from L Dt W6719 lists nuclear power plants at 
which fittings have bean located Lists facilities From which 
fittings hfsve been removed 
HAYDEN. L E Con Corp 80/01/13 2pp 


(1 In s poet io>n reports. IE Bulletins fc correspondence 


GOO 1030B07 Forwards IE Insp Repts 50-510/79-26.90-519/79-26, 
90-920/79-26 K 90-521/79-26 an 791029-31 No noncomp | iance 
noted 

MURPHY, F C Region P, Atlanta, Reactor Construction 4 Engineering 

Support Branch 79/11/21 2pp 


— 8001030902 IE Insp Repts 50-518/79-26,00-519/79-26,50-520-79-266 
30-321/79-26 on 791029-31 No none omp 1 1 ance noted Major 
er«o inspected electrical 6 instrumentation GA implementing 
procedures for Class IE components *a sys 

CONLON. T E Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch HALTfcRB, D K Region 2, Atlanta* 
Office of the Director 79/11/21 6pp 


800 1 0406 99 Forwards IE Insp Repts SO -31 B/79-25, 50-519/79-25, 
50-520/79-25 & 50-521/79-25 on 791029-31 No none omp I ianc o 
noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction U Engineering 

Support Branch 79/11/21 2pp 


S Reportable occurrences, LER* k related correspondence 


8001030532 Forwards final deficiency rept re fuel pool coolinq *< 
cleanup lines pressure tested above AC T -310-71 limits on 
791 109 

MILLS, L M Tennessee Valley Authority 79/12/06 Ip 


— 0001030542 Final rept re pressure testing of fuel pool cooling ?< 
cleanup sys piping for all units above ACI 310-71 limits 
Portions of tun 2-inch pipes tested above limit* Caused by 
designer failure to specify alternate testing 
* Tennessee Valley Authority 79/12/06 2pp 


8001030590 Forwards final deficiency re use of incorrect weld 
acceptance criteria on reactor pi assure vessel pedestal 
weld s 

MILLS, L M Tenne sae* Valley Authority 79/12/06 lp 


— 8001030955 Final deficiency rept on 791 1 1 1. nofci fled region re use af 
incorrect weld acceptance criteria on reactor pressure 
vessel pedestal welds Radiographs of weld* re-evaluat*d 
w/proper AWS criteria 

* Tennessee Valley Authority 79/12/06 3pp 


0001030750 Forwaxds second interim deficiency rept re use of incorrect 
concrete mi* in shield bldg wall 

MILLS* L M Tennessee Valley Authority 79/12/12 lp 


— G0010307A2 Second interim deficiency rept re use of incorrect concrete 
mix in shield bjdg wall Final rept will be forwarded by 
B00314 

* T ernes see Valley Authority 79/12/12 2pp 


0001090441 Forward* final deficiency rept re condensate header vortex 
breaker* omitted f-rorn piping arrangement drawing* 

HILLS, L M Tennessee Valley Authority 79/12/31 ip 


- -8001 0407 09 IE Insp Rept* 90-518/79-25,50-319/79-25,50-520/79-25 
S0-521/79-25 on /91029-31 No npneomp 1 1 anc e noted Major areas 
inspected previously identified i toms, atruq tur al concrete & 
spray pond* 

HARRIS, J R Region 2, Atlanta, Office of the Director 
CQNLON, T E Region 2, Atlanta. Reactor Conutrwction 6 

Engineering Support Branch 79/11/19 4pp 


6001020657 Forwards response to IE Bulletin 79-02, Revi s i on 2# 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolt# " Nn expansion anchor bolts used in concrete block 
wall# to attach piping supports in safety-related ays 
MILLS, L M Tennessee Valley Authority 79/12/06 4pp 


"Pi pa 


— 60010B0449 Final deficiency rapt re condensate header vortex breaker* 
omitted from piping arrangement drawing* Caused by failure 
to transfer vortex breakers as shown on CF Braun L Co 
drawing Hartsville Unit 1 will have breakers installed 
* Tennessee Valley Authority 79/12/31 2pp 


8001210221 Forward* second interim deficiency rept re containment 
anchor bolt chair wild 

MILLS, L M Tennessee Valley Authority 00/01/11 lp 
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--6001210226 Sec-ontf jmtef im deficiency rept re containment anchor bolt 
chair weld Evaluation revealed that deficiencies were 
isolated condition V that overall welcf map program is 
adequate Will submit final rapt t>y 800319 
fULLS-L M Tennessee Galley Authority 00/01/11 lp 


0001240069 Forwards IE Info Notice 79-36. "Computer Cade Defect ji 
Stress Analysis of Piping Elbow ” No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/12/31 3pp 


000123030? Forwards final deficiency rept re inadequate mat! 
traceability on D e rg en-Pa terson component support 
at tachments 

MILLS. L H Tennessee Valley Authority 00/01/18 Ip 


8001290300 Forwards IE Info Notice 00-01. "Fuel Handling tvervts |J No 
specific action or response required 

□ 'REILLY. J P Region 2. Atlanta. Office of the Director 
80/01/04 lp 


— 0001230222 Final deficiency rept re inadequate mat! traceability on 
DOTgen-Pat erson component support attachments Lapsed by 
vendor failure to specify heat t rac eab i I l fcy requirements on 
detailed drawings Vendor will replace attachments 
« Tennessee Valley Authority 00/01/16 2p p 


DOCKET 5TN-50-519 HARTSVJ LLE NUCLEAR PLANT. UNIT 2 


A Ap p 1 ica 1 1 on/cons tructi pn stage documents 4< correspondence 


Q00129036Q Updates 790412 f, 0510 Itrs re recall of 4-»nch elbows U 
2-mtb tees from Lot W6719 List* nuclear poutpr plants at 
which Fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Enn Cnrp BO/01'15 2 pp 


0 Inspection reports, IE Bulletins f« correspondence 


0O01O3OB0? Forwards IE Insp Repts 50-51B/79-26. 50- 51 9/79-2A, 
50-520/79-26 1< 50-321/79-26 on 791039-31 No none omp 1 lance 
noted 

MURFHY-.C E Region 2 , Atlanta. Reactor Construction t< Engineering 

Support Branch 79/11/21 2pp 


—8001030902 I£ In« P R#pts 50-51 B/?9-26, 50-5 19/79-26. 50-520-79-P6 & 
50-521/79-26 on 79J029-3I No noncompl lance noted Major 
area inspected elect! ical t instrumentation QA implementing 
procedures for Claes !£ components ft sys 

CONLDN, T E Region 2. Atlanta. Reactor Construction tr 

Engineering Support Branch WALTERS, D K Rug ion 2, Atlanta, 

Office of the Director 79/11/21 6pp 


6001040699 Forward* IE Insp Repts 30-510/79-25,90-519/79-25. 
50-520/79-25 l 50-52! /*»9-25 on 791029-31 No none amp 1 iancs 
noted 

MURPHY.C £ Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch 79/11/21 2pp 


— B0010A0709 IE Insp Repts 50-5 1 B/79-25. 50-5 1 9/79-25, 50-520/79-29 ?. 
30-521/79-25 DO 791029-31 No noncomp 1 lane e noted Major areas 
Inspected previously identified j teifis, structure 1 concrete 2, 
spray ponds 

HARRIS., J R Region 2 , Atlanta* Office of the Director 

CONLQN. T E Region 2, Atlanta, .Reactor Construction It 

Engineering Support Branch 79/li/l? 4pp 


000102065? Forwards response to IE Bulletin 79-02, Rev i s ion 2, 'Pipe 
Support Rase Plate Designs Using Concrete Expansion Anchor 
□ alts “ No expansion anchor bolts used In concrete block 
walls to attach piping supports in safe tyre I a t ed sys 
MILLS. L fi Tennessee Valley Authority 79/12/06 4pp 


8001070219 Forwards IE Info Notice 79-32. "Sepai ati an of Electrical 
Cables for HPC I Automatic D cpres s ur t la 1 1 an &ys lf No 
specific action or response requested 

O'REILLY, JP Region 2, Atjanta. Office of the Director 
79/12/21 3pp 


6001240133 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches ■' No action or response 
r eouired 

O'REILLY, j p Region 2, Atlanta, Office of the Director 
79/1 2/2 S 3 pp 


6001240487 Forwards IE Info Notice 79-34, "Inadequate Design of 8 afoiy- 
Related Heat Exchangers “ No action or response required 
O'REILLY, jp Region 2, Atlanta, Office Df the Director 

79/12/27 2pp 


0001250126 Forwards IE Info Notice 79-37, "Cracking in Ldw Pressure 
Turbine Discs 11 No response required 

O'REILLY, j p Region 2. Atlanta, Office of the Director 
79/12/26 3p p 


8001160313 Forward-* IE Info Notice 79~35, "Control of Maint tt Essential 
Equipment " No action or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/31 ip 


S Reportable occurrences, LEFts *, related cot x esppttdenc e 


B001030532 forwar ds final deficiency rept re fuel pool cooling A 
cleanup lines pressure tested above ACJ-318-71 limits an 
791 109 

MILLS, L M Tennessee Valley Authority 79/12/06 Ip 


— 0001030542 Final rept re pressure testing of fuel pool cooling t 
cleanup sys piping for all units above AC 1 310-71 limits 
Portions of two 2 -inch pipes tested above limits Caused by 
designer failure to specify alternate testing 
* Tennessee Valley Authority 79/12/06 2pp 


0001080441 Forwards final deficiency rept re condensate header vortex 
breaker* omitted from piping arrangement drawings 
MILLS, L M Tennessee Valley authority 79/12/31 lp 


— 6001090449 Final deficiency rept re condensate header vortex breaker* 
omitted from piping arrangement drawings Caused by failure 
to transfer vortex breaker s as shown on CF Braun t Co 
drawing Hartsville Unit 1 will have breakers installed 
* Tennessee Valley Authority 79/12/31 2pp 


8001210221 Forwards second interim deficiency rept re conLiinnen fc 
anchor bolt chair weld 

MILLS. L M Tennessee Valley Authority 00/01/11 lp 


--6001210226 Second interim deficiency rept re containment anchor bolt 
chair weld Evaluation revealed that deficiencies weri? 
isolated condition t> that overall wold insp program is 
adequate Will submit final rept by 800319 
MILLS, L M Tennessee Valley Authority GQ/01/11 lp 


000)23020/ Forwards final deficiency rept rp inadequate mat) 
traceability on Dergon-Patoi sun component support 
attachments 

MILLS, L 11 Tennessee Valley Authority 00 / 01 /ttl Ip 


— 6001230222 F inal deficiency rept re inadequate matl traceability on 
Dertjen -Fa t er son component support attachments Caused by 
vendor far lure to specify heat traceability requirements on 
detailed drawings Vendor will replace attachments 
* Tenneas-ee Valley Authority 80/01/18 ?pp 


DOCKET STN-50-520 HARTSVILLE NUCl EAR PLANT , UNIT 3 


A App 1 veat lon/construc ti mi stage documents l< correspondence 


0001290360 Updates 790412 A 0510 Itrs re recall of 4-inch elbows !c 
2— inch teos from Lot W67I9 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings S>avo been removed 
HAYDEN, L E Eon Ccrp 80/01/15 ?pp 

fl Inspection reports. IE Bulletins It correspondence 


8001030087 Fprwa/ds IE Insp Repts 50-51 B/79-26, 50-5 1 9/79-26, 
50-520/79-26 h 30-521/79-26 on 791029-31 No noncomp 1 i ah to 
noted 

MURPHY. C E Region 2, Atlanta, Reactor Construction h Engineering 

Support Branch 79/11/21 2 pp 


—8001030902 IE Insp Repts 50-510/79-26.50-519/79-26.50-520-79-26 & 
SO-521/79-26 on 791029-31 No none o/np 1 i anc e noted Major 
area inspected electrical 6 instrumentation GA implementing 
procedures for Class IE components & sys 

CONLDN, T E Region 2, Atlanta. Reactor Cons tr uc 1 1 on Z, 

Engineering Support Branch WALTERS, D K Region 2. Atlanta, 

Office of the Director 79/it/gi 6 pp 


BOO 1 040699 Torwords IE Insp Repts 50-510/79-25.50-519/79-25, 
30-520/79-25 U 50-521/79-25 on 791029-31 No noncomp 1 lane© 
noted 

MURPHY. C E Region 2, Atlanta. Reactor Construction & Engineering 

Support Branch 79/11/21 2 pp 


E 
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--3001040709 IE lnsp Ropts 50-510/79-25. SO- 1 * 19/79-25, 50-520/79-25 ft 
50-921/79-25 on 791029-31 No iioncomplloncB noted Major ar»as 
Inspected previously identified Uema, structural concrete ft 
spray ponds 

HARRIS, J R Region 2. Atlanta. Office of the Director 
C0NLDN, T E Region 2, Atlanta, Reactor Construction ft 

Engineering Support Branch 79/11/19 4pp 


8001 020657 Forwards response to IE Bulletin 79-02, Re vi t 1 on 2, ’’Pipe 
Support Base Plato Designs Using Concrete Expansion Anchor 
Dolts " No expansion anchor halts used in concrete block 
walls to attach piping supports in safety-rolafc ed sys 
MILUS, L M Tonnesseo Valley Authority 79/12/06 4pp 


0001070218 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPE 1 ft Automatic Depres sun r all on By s " No 
specific action or response requested 

O'REILLY, J P Region 2, Atlanta. Office of the Director 

79/12/21 3pp 


8001240133 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY, J P Region 2* Atlanta. Office of the Director 
79/12/21 3pp 


COO 1 240487 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/12/27 2pp 


0001250126 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turfcine Discs ” No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/13/20 ipp 


QOOII603I3 Forwardo IE Info Notice 79-35, "Control of Maint & Essential 
Equipment " No action or response required 
O'RCIILV.J P Region 2, Atlanta, Office of the Director 
79/13/31 Ip 


8QQE24Q069 forwards IE Info Notice 77-36, "Computer Lode Defect in 
Stress Analysis of Piping Elbow " No specific artion or 
response required 

O'REILLY, J P Region ?> Atlanta. Office of the ’ Di roc tor 
79/13/31 3pp 


0001290300 forwards IE Info Notice UQ-OJ , "Fuel Handling Events " No 
specific action nr response required 

O'REILLY, J P Region 2, Atlanta. Ufficn of the Director 
00/01/04 Ip 


fi Reportable occurrences, 1 LRs ft related correspondence 


BO-01030532 Forwards final deFinency ?ept re fuel pool cooling * 
cleanup lines pi assure tested above AC J -3 111 - / I limits on 
7911D9 

NlLLfl.L M Tennessee Valley Authority 79/12/06 Ip 


--8001030542 Final rapt re pressure tooting of fuel pool cooling ft 
cleanup tys piping for all units above AC I 318-71 limits 
Portions of two 2-inch pipes tested above limits Caused by 
designer failure to sporify alternate testing 
» Tennessee Valley Authority 79/12/06 2pp 


600 108044 1 Forwards final deficiency repl re condomate header vortex 
breakers omitted from piping arrangement drawings 
MILLS, L M Tennessee Valley Authority /9/12/31 Ip r 


— COOJDQ0449 Final deficiency rapt re condensate header vortex breakers 
omitted from piping arrangement drawings Caused by failure 
to transfer vortox breakers as shown on CF Drawn & Co 
drawing HartttVille Unit 1 will have breakers installed 
* Tennessee Valley Authority 79/12/31 2pp 


0001230207 Forwards Final Deficiency Hopt 1 re inadequate matl 
traceability on Bergon-Faterson component support 
attachments 

MILLS, L M Tennessee Valley Authority 00/01/10 Ip 


--8001230333 Final deficiency rept re inadequate matl traceability of 
Qar g Bn-Pats r son component support attachments Caused by 
vendor failure to specify heat traceability requirements on 
detailed drawings Vendor will replace attachments 
* Tennessee Valley Authority 80/01/13 2pp 


DOCKET STN-50-531 HARTSVlLLE NUCLEAR PLANT, UNIT *1 


A Ap p 1 1 cati on/cons true 1 1 on, stage documents 6 correspondence 


8001290360 Updates 790413 ft 0510 Itrs re recall of 4-incb elbows ft 
2-lnch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN. L E Eon Carp 00/01/15 2pp 


G Inspection reports, IE Bulletins ft correspondence 


0001030607 Forwards IE lnsp Repts 50-510/79-26,30-519/79-26, 
50-520/79-26 ft 50-521/79-26 on 791029-31 No non c omp 1 l a n c o 
noted 

MUFIPHV.C E Region 2, Atlanta, Reactor Construction ft Engineering 

Support Branch 79/11/21 2pp 


—0001030902 IE lnsp Repts 50-518/79-26,50-519/79-26.50-530/79-26 & 
50-521/79-26 on 791029-31 No n one emp 1 l anc e noted Major 
area inspected electrical 6 instrumentation QA implementing 
procedures for Class IE c omp on o-nts ft ays 

CONLONi T E Region P, Atlanta. Reactor Con-s t rue 1 1 on ft 

Engineering Support Branch 79/IJ/2J 6pp 


0001040699 Forwards IE lnsp Rept* 50-518/79-25,50-519/79-25, 
50-520/79-25 ft 50-921/79-E3 on 791029-31 No none omp Uanc e 
noted 

MURPHY, C E rtoQion 2, Atlanta, Reactor Construction ft Eng ine or l nq 

Support Branch 79/11/21 2pp 


— 0001040709 IE lnsp Repts 50-518/ /9-25, 50-519/79-25, 50-520/79-25 ft 
50-521/79-25 on 791029-31 No noncompliance noted Major areas 
inspected previously identified i terns, struc tural concrete ft 
ipmy ponds 

HARRIS, J R Region 2, Atlanta, Office of the Dimeter 

79/11/19 4pp 


6001020657 Forward* response to IE Bulletin 79-02, Rev i » i on 2, "Ripe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts " No expansion anchor bnlts used in concrete block 
walls to attach piping supports in safety-related sy * 

MILLS. L M Tcnnposee Valley Authority 79/13/06 4pp 


0001070218 Forwards IE Info Notice 79-32. " Ropara t i on of Electrical 

Cables For UPC I ft Automata Dop res s ur i i a 1 1 on Bys " No 
■specific action or respume requested 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/21 3pp * 


G00124O133 Forwards IE Info- Notice 79-33, -Improper Closure of Primary 
Containment Equipment Access Hatchos " No action or response 
required 

Q 'RE ILL Y, J P Region 3, Atlanta. Office of the Director 

79/12/21 3pp 


8O0124Q4B7 Forwards IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Heflt Exchangers " No action or response required 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/12/27 2pp 


8001230126 Forwards IE Info Notice 79-3 7. "Cracking in Low Pressure 
Turbine Discs " Nd response required 

D 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/28 Clpp 


BOOl 1603 13 Forwards IE Info Notice 79-35. "Control of Maint ft Essential 
Equipment ° No action or response required 
O’REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 lp 


0001240069 Forwards IE Info Notice 79-36, ’‘Computer Code Defect in 
Stress Analysis of Piping Elbow ” No specific action or 
response required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/12/31 3pp 


0001290300 Forwards l£ InfD Notice HO-OI- "FubI Handling Events 11 No 
specific action or response required 

0 'REILLY. J P Region 2. Atlanta, Office of the Director 

00/01/04 lp 


S Reportable occurrences, LER« ft related correspondence 


8001030532 Forward s final rept re fuel pool cooling ft cleanup lines 
pressure tested above ACI 319-71 limits on 791109 
MILLS, L ft Tennessee Valley Authority 79/12/06 lp 
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* — S001030542 Final rept le pressure testing of Fuel pool cooling 
cleanup sys piping for all units above ACI 310-71 limits 
Portions of tuo 2-inch pipes tested above limits Caused by 
designer failure to specify alternate testing 

* Tennessee Valley Authority 79/12/06 2pp 

6001000441 Toriuaid-s Final deficiency rept re condensate header vortex 
breakers omitted from piping arrangement drawings 
MlLLSi L M Tennessee Valley Authority 79/12/31 lp 

--0001030449 final deficiency rept re condensate header vortex breakers 
omitted from piping arrangement drawings Caused by failure 
to transfer vortex breakers as shaun on CF Braun f < Co 
drawing HartsviUp Unit 1 will have breakers installed 

* Tennessee Valley Authority 79/12/31 2pp 


6001230207 Forwards Final Deficiency Rept 1 re inadequate mat l 
traceability an Rot g e n-Pa te i son component support 
attachments 

MTLLSj L H Tennessee Valley Authority 80/01/10 lp 


— 0OO123Q222 final deficiency rept re inadequate mot! traceability of 
Bergon-Patflr son component support attachment? Caused by 
vendor Failure to specify boat traceability requirements oil 
detailed drawings Vendor will replace attachments 
* Tennessee Valley Authority BO/O 1 /S 0 2pp 


DOCKET STN-r>0-52? SKAOJT NUCLEAR POWER PROJECT. UNIT 1 


A App 1 ica t i on/construc t i on stage documents A correspondence 


(300123(1235 forwards request For addl info re geological Sc sa i smu L og 1 cal 
aspects 

STOLZc J F Light Water Reactors branch 1 BO/Oi /0& 7pp 


— 0001330290 Requests clarification of Overall intent of USttS questions It 
solicits view cm likelihood of geological investigations 
JACHBCFLR £ Geosciences Branch 30/01/04 L’pp 


8001180)41 Notification of 000110 meeting u/util to discuss NRC 
Staffing for site review 

PELTIER. I A Light Water Reactors Branch 1 80/01/09 3pp 


3001290547 Responds to NRC 6001,04 request For clarification oF intent 
oP questions in 791210 Itr Possibility of capable Faulting 
that could generate ground motion U deformation in excess 
of amounts proposed in facility design not precluded 
MENARD, MW 1 nteri or . Dept of. Geological Survey BO/O1/10 J?pp 


0 Adjudicatory correspondence 


8-001040054 Objection to intervenor Stag lton ions Concerned About Nuclear 
Power interrogatories re seismic profiles of Ban' Juan 
Islands Western Geophysical seismic profiles not discovered 
by util until i 779 No false statements made 

THOMSEN, F T , L I TTLE, D S Puget Sound Power * Light C o THOMSEN 

F T Perkins, Coie. Stone. OHen t< Williams 79/13/12 5p p 


3001040129 Reply to intervenor Skag i ton i an* Concerned About Nuclear 
Power 791012 proposed findings of fact Endorses !< adopts 
applicant 79)203 response to intervenor w/certain mod re 
Findings 26,105 h 113 Certificate of Svc encl 
BLACK, R L Hearing Branch 1 79/12/21 3pp 


8001000366 Conference schedule l< agenda for 800122 meeting w/NRC & USDS 
In Seattle, WA to evaluate proceedings L plan course of 
action 

DEALC.V D Atom i c Safety and Licensing Board Pane) 79/12/31 3pp 


9001220068 Foruard* followup Jtrs to NRC 791026 motion to postpone 
hearings due to new policy requiring addl info from CP 
applicants re emergency planning Encloses latest results of 
radon release research, measurements from LP mines 
BLACK, ft L Hearing Branch 1 80/01/14 lp 


— 0001220102 Forwards BNWL 79MI5 latest results of radon release 
research measurements from U mines Info relevant to ASLAB 
randon issue hearings BNWL draft i ept on new research 
measurements will be submitted in Jan 1980 

LDWEM0ERG, H Division of Fuel Cycle h Material Safety 79/12/21 

2 pp 


0001220113 Submits latest results of radon releases Prom underground U 
mines Contains research measurements indicating that radon 
emission seems to be i ndepe rt d ant of activity within U mines 
BCHWEN DIMAN, L Battalia Memorial Institute, Pacific Northwest 
Laboratory 79/11/15 2 pp 


— 0001220120 Notice of proposed rule change providing interim upgrade of 
NRC emergency planning regulations Identifies two 
alternatives for change Agenda for emergency preparedness 
workshops encl 

CHILK, S J Office or the Secretary of the Commi s s i o n 79/12/13 
38pp 


— 0001220127 Foi wards ton requests for addl info based on UBGS 7910-J0 
study ro geological t seism ological aspects of northern 
Puget Sound area W/« eru.1 

JACKSON, R E Geosciences Branch 80/01/04 Jpp 


— 0001220132 Forwafds questions * requests for addl infn resulting from 
applicant repts * 791026 discussions Info re migrated 
profiles riot received to date 

DEVINE. J F Interior Dept flt- 79 / 12 /iO 6 pp 


8001230164 Order for review of one issue of ALAB-559 re whether 
American Indian Tribes late filing is based on good cause 
Denies petitions far revipw of remaining issues Briefs 
should be filed within 30 days of ordei 001 may file views 
CHILK.S J Office of the Secretary of the Commission 00/01/16 
3pp 


0001310320 Objection to Skagitonlans Concerned About Nuclear Power 
791030 Intel roqatoi id 1 * re Western Geophysical to 1971 
seismic profiles Question of whether applicant made mat) 
false statement re soismie profile is irrelevant 
BLACK. F? L Hearing Branch 1 00/01/18 2pp 


— ECO 1310323 Affidavit attesting that NRC became aware of Western 
Geophysical Co |97i seismic profiles in Jul-Aug 19/9 
Profiles submitted to NRC on 790914 w/request to withhold 
into fi om public disclosure Certificate of Svc encl 
LEFEVRE, H C Geosciences Branch 00/01/15 4pp 


0001300012 Invites DUJ to expiess views as amicus curiae on petitLan 
filed by Indian Tribes to intervene in NRC licencing 
proceedings re proposed facilities llrlufs due by 800215 
TREDY. S A Office of thu Executive Legal Director 00/01/22 2pp 


U Congr o s s i onol /Executi ve Correspondence 


BOO1130199 Responds to 790925 I ti re qealoglr t, seismnlogic review for 
proposed facility Review includes consideration of 
scientific h engineering design criteria NRC requested delay 
in licensing hearing to evaluate new seismic info 
CQSS1CK. L V Office of the Executive Director for Operations 
77/U/OQ Spp 


DOCKET 8TN-5Q 52J SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A App t icati on/construc t ion stage documents &t correspond tine e 


8001230285 Forwards request for addl info re geological *< s e i smn l og i c a 1 
a spec ts 

ST0LZ,J F Light Water Reactors Branch 1 SO/OJ/O0 7pp 


— 8001230290 Requests clarification of overall intent of USDS question! L 
■solicits view on likelihood of geological investigations 
JACKSON, R £ Geosciences Branch 80/01/04 3pp 


6001180141 Notification of 800110 meeting w/util to discuss NRC 
staffing for site review 

PELTIER, I A Light Water Reactors Branch 1 00/01/09 3pp 


S00I29O547 Responds tD NRC 000104 request tor clarification of intent 
of questions in 791210 Itr Possibility ot capable faulting 
that could generate ground motion ^ deformation in excess 
of amounts proposed in facility design not precluded 
MENARD, H W I r>t er i or , Dep t of, Geological Survey 00/01/18 2pp 

0 Adjudicatory correspondence 


B0O1O4DQ34 Objection to intervenor Skagttonians Concerned About Nuclear 
Power i ntnrrogetoT ics re seismic profiles of San Juan 
Islands Western Geophysical seismic profiles not discovered 
by util until 1979 No false statements made 

THOMSEN, F T , LITTLE, D S Puget Sound Power 6 Light Co TMOM0EN 

T T Perkins, Coie, Stone, Olsen 6 Williams 79/12/12 5pp 


8001040129 Reply- to intervenor Sk ag i ton i ans Concerned About Nuclear 
Power 791012 proposed findings of fact Endorses 6 adopts 
applicant 791203 response to intervenor w/certain (nod re 
Findings 26,105 *, il3 Certificate of Bvc end 
BLACK, R L Hearing Branch 1 79/12/21 5pp 



DOCKETED ITEMS 


275 


S0010B0366 Conference schedule * agenda for 000122 meeting w/NRC & U5GS 
in Seattle, WA to evaluate proceedings *< plan course of 
action 

DEALE- V B Atomic Safety and Licensing Hoard Panel 79/12/21 3pp 


0001220060 Forwards followup Jtrs to NRC 791026 motion to postpone 
hearings due to now policy requiring addl info fTom CP 
applicants re emergency planning Encloses latest results of 
radon release research mcaturements from U mines 
□LACK- R L Hearing Branch 1 BO/Ol/14 Ip 


--00Q 122Q102 Forwards BNWL 791115 latest results of radon release 
research measurements from U mines Info relevant to ASLA0 
randan issue hearings 11NWL draft repfc on new research 
measurements will be submitted in Jan 1900 

LCWEtf BER G, h Division of Fuel Cycle t Material Safety 79/12/21 

2pp 


— B001220L13 Submits latest results of radon releases from underground U 
mines Contains research measurements indicating that radon 
emission seems to be independent of activity within U mines 
SCHWENIDIflAN- L Dattelle Memorial Institute. Pacific Northwest 
Laboratory 79/H/15 2pp 


—0001090291 Environ rept For 
* Arizona Public Service 


— 0001090294 Environ rept for 
# Arizona Public Service 


— 0001090295 Environ rept for 
* Arizona Public bervicc 


— BOO 1 090297 Environ rBpt for 
» Ar i zona Pub l ic Service 


Fac l 

llty, 

Val l 


Co 

79/ j 

12/05 

400pp 

fac i 

1 ifcy, 

Vo l 2 


Co 

79/ 1 

2/05 

4D0pp 

fac l 

1 1 by . 

Veil 3 


Co 

79 ' 1 

2/05 

300pp 

far l 

1 i ty , 

Vol 4 


Co 

79/ 12/05 

300pp 


D NRC Draft/Final Environmental Statements- suppls V correspondence 


8001290-535 Notifies that Bureau has selected preferred route foT 
proposed Palo Verde-De ver-s SOOkV transmission line after 
analyzing info in FfcS Oversize map ere l 

COLLINS, 0 E I nter ior- Dept of. Dureau of Land Management 00/01/02 
3pp 


H Gone ra 1 correspondence 


— 8001220120 Notice of proposed rule change providing interim Upgrade Df 
NRC emergency planning regulations Identifies two 
alternatives for change Agenda for emergency preparedness 
workshops one l 

CHILK/S J Office of the Sorrotary of the Commission 79/12/13 
30PP 


0001220236 Responds to allegations re const of forced - draft cooling 
towers at facilities Components are not safety-related A/E 
instituted formal UA program Erectmn activities were 
covered by GL engineers 

STELLO, V Office of Inspection », Enforcement- Office of the 
Director 00/01/09 2pp 


— 0001220127 Forwards ton requests for addl info baaed on USGS 791010 
study re geological •, sei smo I og ica 1 aspects of northern 
Puget Sound area U/o pnt l 

JACKSON, fl E Geosciences Branch 00/01/04 2pp 


■0001220112 Forwards questions f requests for addl info resulting from 
applicant ropts ** 791026 discussions Info re migrated 
profiles not received to date 

DEVINE, J F Interior, Dep t of 79/12/10 6pp 


000123016*1 Older for review of one issue of ALAQ-559 re whether 
American Indian Tribes late filing is based on goad cause 
Oeniei petitions for review of remaining issues Diiefs 
should be filed within 30 dayi of order DO I may file views 
CHILK.0 J OPfice of the decretory of the Commission B0/01/16 

Jpp 


0001310 i20 Objection to Bkag i toniann lanterned About Nuclear Power 
791030 lnfcerroq.itut i os rq Western QBophysiral Co 19/1 
seismic profiles Question of whether applicant made mat! 
false statement re seismic profile is Irrelevant 
DLACKi R L Hearing Dromh l 00/01/10 2pp 


—0001310322 Affidavit attesting that NRC became aware of Western 
Geophysical Co 1971 seismic profiles in Jul“Aug 1979 
Prof ilea submitted to NRr on 790914 w/request ta withhold 
info from public disclosure Certificate of Svc end 
LEFEVRE, M C Geosciences Dt onch 00/01/15 4pp 


0OO13OCOJ2 Invites D01 to express views an amicus curiae on petition 
Filed by Indian Tribes to intervene in NRC licensing 
proceedings re proposed facilities Dnofs due by 8002)5 
TREOY, S A Office of the Ciecutlve Legal Director B0/01/22 2pp 


U CongTO ssl ono 1/Execut ive Correspondence 


0001130199 Responds to 790929 itr re geologic h sei&mtilogic review for 
proposed Facility Review Includes consideration of 
scientific *< engineering design criteria NRC requested delay 
in licensing hearing to evaluate new seismic info 
GD99ICK, L V Office of tho Executive Director for Operations 
79/11/00 2pp 


DHCKET BTN-gO-520 PALO VERDE NUCLEAR STATION, UNIT 1 


A App l i ca t i on /c ons l rue 1 1 on stage documents !< correspondence 


M Antitrust correspondence 


000 1 03034 l Forwards 791207 FR notice re 791001 submittal of 01 
application, h antitrust info 

PARR , O D Light Water Reactors Uranch 3 79/12/17 2pp 


*—0001030347 Notice of receipt of OL application t, antitrust info 
PARR, 0 D Light Water Reactors Branch 3 79/12/07 Jpp 


Q Inspection reports. IE Bulletins V curreipandenre 


0001000240 Torurards IE Circular 79-25. “Shock Arrestor Strut Assembly 
Interference ” No written response required 

ENGELKFN. R H Region 5. San Francisco, Office of the Director 
79/12/20 Ip 


000100-0089 Forwards IE InFo Notice 79-32. “Separation of Electrical 
Cables for HPC1 U Automatic Dopr eisuri i at i on Sys " No 
specific action or response requested 

EN0CLH.EN, R H Region 5. San Francisco, Office of tho Director 
79/12/21 ip 


BOO ) 1 1-0024 Forwards IE Info Not id 79-33, "Improper Closure of Primary 
Containment Equipment Arcess Hatcher. " No specific action or 
response requested 

ENGCLKEN, R H Region 5 San f-rancUCO, Office of the Director 

79/12/26 Ip 


0001000590 Forwards IE Info Notice 79-34, ’ Inadequate Design of tSafoty- 
Rfflatfrd Heat Exchangers “ No action pr response required 
ENGELKEN, R H Region 5. San Francisco, Office of the Director 

79/12/27 Ip 


8001200473 Forwards IE Insp Repts 50-528/79-08, 50- 530/79-00 «. 
90-530/79-04 on 791001-31 Na non c omp J i a nc e noted 

BPENBCR- Q S Region 4. Dallas, Reactor Construction & Engineering 

Support Branch 79/12/27 2pp 


— 8001230477 IF Insp Rept* S50 52Q/79-00. 50-529/79-08 V 50-529/79-04 un 
791001-31 Ne none omp H ant e noted Major areas inspected 
diesel generator Insta) lat ion, spray pond s true ture, tend on 
gallery reinforcing steel b foTmwork h reactor pit liner 
VORDERDRUGGEN, L Region 4, Dallas- Office of the Director 
DODDS, R T Region 4. Dallas, Reactor Construction l< Engineering 

Support Branch 79/12/21 5pp 


0001290360 Updates 790412 ^ 0510 Itr* re recall of 4-inch elbows 
2-inch tee* from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Con Corp 80/01/15 2pp 


C Utility Environmental Repqi t IER), amends & correspondence 


0OO1D7O2B9 Forwards Vols 1-4 of environ ropt for facility 
VAN BRUNT, E C Arizona Public Service Co 79/12/05 2pp 


80-0 1 100Q93 Forwards IC tnfo Notice 79-37, "Crarkinq in Low Pressure 
Turbine Discs " No response required 

ENOELKEN, R H Region 5. San Fiancisco, Office of the Director 
79/12/20 ip 


000115-0040 Forwards IE Info Notice 79-36, “Computer Code Defect in 
Stress- Analysis of Piping Elbow " No specific action or 
response required 

ENGCLKENi R H Region 5. San Franciscq, Office of the Director 
79/12/31 ip 
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8001150253 Forwards IE Info Notice 79-35, "Control of tfaint & Essential 
Equipment ' No response required 

ENGELKEN. R H Region 5, San Francisco, Office of the Director 
79/12/31 Ip 

0001150065 Forwards l£ Info Notice 00-01. "Fuel Handling Events 11 No 
specific action or response required 

ENGELKEN. R H Region 5. San Francisco, Office of the Director 

80/0 1/0*1 ip 


6001290073 Forwards IE Circular 80-01, “Svc Advice for OE Induction 
Oise Relays " No response required 

CNQELKEW, fl H Region- 5, San Franc i sec. Office of the Director 

80/01/17 Ip 


DOCKET SIN- 50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


A Application /construction stage documents correspondence 


8001290360 Updates 790412 I* 05S0 itr* re recall of 4-inch elbows «. 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fitting* have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/ 15 2 


C Utility Envi ronrrtental Report (ER>, amends «, correspondence 


0001090289 Forwards Vais 1-4 of environ rept for facility 
VAN BRUNT,F E Ariiona Public Service Co 79/12/05 2pp 


--Q00109029I Environ ropt for facility. Vo) 1 

* Artiona Public Service Co 79/12/05 4D0pp 


— 8001090294 Environ repfc for fac » I t ty, Vol 2 

a Ariiona Public Service Co 79/12/05 400pp 


— BOOt 090295 EnviTon rgpt for facility, Vol 3 

* Ariiona Public Service Co 79/12/05 300pp 


—BOO) 09029 7 Environ rept for facility, Vol 4 

» Ariiona Public Service Co 79/12/05 30Qpp 


D NRC Draft/Fmal Environmental Statements, *uppl* 4 correspondence 


0001290935 Notifies that Bureau has selected preferred route for 
proposed Palo Verde-Devers 30QkV transmi s sion line after 
analyiing info in FEB Oveisire map end 

COLLINS, 0 E 1 nter i or, Dep t of, Bureau of Land Management E3Q/01/03 
3pp 


H General correspondence 


800 L 2202-3 i Responds to allegation* re const af forced draft Cooling 
towers at facilities Components are not safety-related A/E 
instituted formal BA program Erection activities were 
covered by QC engineers 

STELLCLV Office of Inspection L Enforcement. Office of the 
Director 80/01/09 2pp 


M Antitrust correspondence 


8001030341 Forwards 791307 HI notice re 791001 submittal of OL 
application L antitrust info 

PARR , D 0 Light Water Reactors Branch 3 79/12/17 2pp 


--0QO1Q3O347 Notice of receipt of OL application & antitrust info 
PARR, 00 Light Water Reactor* Branch 3 79/12/07 3pp 


1 Inspection reports, IE Bulletins 4 correspondence 


3001 0BO24O Forward* IE Circular 79-35. "Shock Arrest-or Strut Assembly 
Interference ” No written response required 

ENGELKEN, R H Region 5. San Francisco, Office af the Director 
79/12/20 Ip 


1001080069 Forward s IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC I A Automatic Dep re* *ur i i ation Sys '* No 
Specific action or response requested 

ENGELKEN, R H Region 3, San Francisco, Office of the Director 
79/12/21 Ip 


0001110024 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/12/26 Ip 


0QO1O8O59B Fo-rwaids IE Info Notice 79-34, "Inadequate Design of Safety- 
Related Moat Exchange! s " No action or response required 
EN6ELKEN. R H Region 5, San Francisco, Office of the Director 
79/12/27 IP 


8001280473 Forwards IE Insp Repts 50-528/79-08,50-530/79-08* 
30-530/79-04 on 791001-31 No noncamp 1 lenee noted 

SPENCER, 0 S Region 4, Dallas, Reactor Construction It Engineering 

Support Dranch 79/12/27 2pp 


— 3001200477 IE Insp Repts 50-520/79-00,50-529/79-08 * 50-529/79-04 on 
791001-31 No none omp 1 i one o noted Major areas inspected 
diesel generator instal lat ion, spray pond s true tur e< tend on 
gallery reinforcing steel ?, formwork * reactor pit liner 
VORDERDRUGDENi L Region 4, Dallas, Office of the Director 
DDDDS,R T Region 4, Dallas, Reactor Construction * Engineering 

Suppoi t Dranch 79/12/21 5pp 


80OUOOO93 Forwards TE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response! required 

ENQELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/12/28 ip 


8001150040 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping EJfcow " No specific action Or 
response required 

ENQELKEN, R H Region 5, San Francisco, Office of the Director 
79/12/31 ip 


BOOI 130253 Forwards IE Info Notice 79-39, '’Control of Mainl * Essential 
Equipment " No response requtrod 

ENQELKEN. R M Region 3- San Francisco, Office of the Director 
79/12/31 Ip 


0OOI19OO65 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

ENQELKEN, R H Region 5. San Francisco, Office of the Director 
B0/01 /04 ip 


0001290073 Forwards IE Circular 80-01, "Svc Advice for OE Induction 
Disc Relays " No response required 

ENQELKEN, R H Region 5, San Francisco, Office Df the Director 

80/01/17 lp 


DOCKET 8TN-50-530 PALO VFRDE NUCLEAR STATION, UNIT 3 


A Application/construction stage documents * correspondence 


BOO 1290360 Updates 790412 * 0510 1 trs ro recall of 4-inch elbows h 
2-inch tees from Lot W6719 Limits nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 00/01/15 2pp 


C Utility Environmental Report (ER)> amends U correspondence 


□001090289 Forwards Vols 1-4 of environ rept for facility 
VAN BRUNT, E E Ariiona Public Service Co 79/12/05 2pp 


— 6001090291 Enviion rept for facility, Vol 1 

* Arltone Public Service Co 79/12/05 400pp 


— 8001090294 Environ rept for facility, Vol 2 

* Ariiona Public Service Co 79/12/05 400pp 


— 8001090295 Environ rept for Pacility.Vol 3 

* Ariiona Public Service Co 79/12/05 300pp 


— 6001090297 Environ rept for facility,Vol 4 

a Ariiona Public Service Co 79/12/05 300pp 


D NRC Draft/Final Environmental Statements, vuppls & torn spondenc e 


6001290533 Notifies that Bureau has selected preferred route for 
proposed Palo Verde-Dever* SOOliV transmission line after 
analyiing info in FES Oversite map end 

COLLINS, 0 E Interior, Dept of. Bureau af Land Management 80/01/02 
3pp 
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H General correspondence 


90012-20236 Responds to allegation* ie const of forced draft cooling 
towers at facilities Components are not sa f e ty -r e 1 a ted A/E 
instituted formal (1 m program Erection activities were 
covered bij QC engineers 

3TELL0, V Office of Inspection * Enforcement- Office of the 
Director 00/01/09 2pp 


M Antitrust cor t esp ondonc p 


8001030341 forwards 791207 PR notice ro 791001 submittal of OL 
application * antitrust info 

PARR- 0 D Light Uatei Reartors Dranth 1 79/12/17 2pp 


-"9001030347 Notice of receipt oh OL application 6 antitrust info 
PAIRP. 0 D Light Water Reactors Branch 3 79/12/07 3pp 


0 Inspection reports, IE Bulletins correspondenco 


8Q-010B0240 forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
1 nfcerf oronce ,r No written response required 

CNGELKEN. R M Region 5, San Francisco. Office of the Directoi 

79/12/20 ip 


0001000099 forwards IE Info Notice 79-32, 'Separation of Electrical 
Cables for UPC I *< Automatic Dop rossur i lotion £*ys " No 
specific action oi response requested 

ENOELKEN. R M Region 6. San Francisco, (Jffico of the Director 

79/12/21 IP 


6001110024 Forwards IE Info Notice 79 33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

ENQCLkCN.tt H Region 5, San Fmucisco, Office of the Director 
79/12/26 ip 


0001000599 Forwards IE Info Notice 79-34, "Inadequate Design of Bafoty- 
Related lfe.it Exchangers ,J Mo action or response required 
ENGR-KEN, R H Region 5. S.ifi Tranrisco, □fflco of tho Director 
79/12/2/ Jp 


BQ0128G4/3 f-firwards IE I nap Rtfpts 00 -52E3/79-O0, 50 -530/79-OfJ f. 

SO 530/79 04 on 791001 31 Hu none amp 1 lance noted 

SPENCER, G 9 Region 4. Dallao, Firactor Construction f, Eng ineoriny 

Suppoi t Branch /9/12/27 Ppp 


--H0Q1 2(10477 IT I nsp Ropts 00-520/ ?9-O0, 50-529/79-00 U 90-529/79-04 on 
791001-11 No none omp 1 1 rinco nntpd Major areas inspected 
diesel generator inn tallat i no. opray pemd str uc ture, tendon 
gallery reinforcing steel formwork 6 reactor pit liner 
VDF? DEftDRUGOCH, L Region 4, Dallas, Office of the Director 
DODDS, ft T Region 4, Dalian- Reactor Construction Engineering 

Sup poi t Dr .inch 79/12/21 r >pp 


□001300093 formal ds IE Info Notice 79-37. "Crack inq in tow Pressure 
Turbine Discs " Nu response mquiiod 

ENGELKEN, R it Region 5, San Francisco, Office of the Director 
79/ja/aei ip 


0001 1 90040 Forwards IE Info Motive 79-36, "Computer Code Defect in 
Stress Analysis of Piping t Ibnw " No specific action or 
response required 

ENGELKFN, R it Region •>, Ran Trane isco- Office of the Dlrectoi 
79/12/31 lp 


0001 J 50253 Forwards IE Infn Notice 79-3 1 !-. "Control of Maint 6 Essential 
Equipment " No response rrnuirnd 

ENGELkFN.n M Region 3, ban. Fiancisco, Office of the Director 

79/12/31 IP 


0001130065 Torwnrds IE Infn Notire OO-OJ, "Fuel Handling Events " No 
specific action or response required 

EN0ELKCN, Ft H Region % 9an Francisco. Office of the Dirocfcor 

CO/tU/04 tp 


000 l 290073 Tm wards JC Citrular 80-01, "Cvc Advice for GC Induction 
Disc Relays " No response required 

ENGELKEN.R if Region 5, Dan Francisco. Office of the Director 

80/01/17 ip 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


0 Utility Preliminary Safety Analysis Report, amends 


8001310225 Forwards Amend 53 to PSAR , amend i ng application for CP f« 
Class 104 < b > OL Certificate of Svc end 

COPELAND, R L Energy, Dept of Clinch River Orerder Reactor Plant 
80/01/31 4p p 


— 8001310230 Amend 53 to PSAR Seventeen oversiie drawings ere 1 

» Energy, Dept of, Clinch River Dreader Reactor Plant 80/01/31 
40Qpp 


DOCKET 50-541 UNIV OF ISTANBUL RESEARCH RCACTDH 


J Insurance V indemnity in format! on 


8001290347 Forwards Endorsement 30 to NELtA Policy NF-236 

CORREA, C HaTsh t McLennan, Inc , N ?. tt Nuclear Consultants, Inc Div 
80 / 01/23 2pp 


DOCKET STN-50-545 FIESAR -3S 


A Ap plication /con st ructiun stage doruments S« correspondence 


B0010B-0059 Forwards Amend I to pro J i/ninar y desiqn approval reflecting 
new expiration date G11230 FFt notice end 

VAS6ALLQ. D B Division of Project Management 79/12/21 2pp 


--0001080060 Amend l to Preliminary Design Approval PDA-7 for 
Wn^tinghouse SAR-35 -NS3$ 9td design 

VASSALLO, D Fl Division of Project flanagoment 79/12/21 Jpp 


— 800IOB0065 Notice of issuance of Amend 1 to Preliminary Dosiqn Approval 
PDA- 7 

KANE. W f Standardisation Or anch 79/12/J1 2pp 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


A Ap p 1 icafc ion/ c ons li net ion stage documents % correspondence 


Q0013101B4 Conf u ms that "Evaluation of In-Place Concrete" far facility 
was given to NRC on 791219 

SHIELDS. S W Pub 1 jc Service Co of Indiana, Ini 79/12/20 ip 


DOOt 100433 Confirms £00102 telcon re 0001 16 meeting to discuss ABME 
reviaw of QA manual for util Investigation shows suppliers 
of mat! Tr piping oubassemb 1 i os qualified under A9ML code 
SHIELDS, S W Public Service Co Of Indiana, Inr 80/01/04 Jpp 


BOO! 170394 Requests NRC approval of surface water intake far 
radiological monitoring program Louisville Water Co 791204 
1 tr identifies BE Payne water treatment plant on OH F^iver 
as location to conduct preoperat tonal monitoring 

SHIELDS. S W Public Service Co of Indiana, Ini BO/Ol/07 3pp 


0001300013 -Confirms 800121 meeting in Glen Ellyn, ]L to discuss 
corrective actions 

KEPPLER.J G Region 3, Chicago, Office of the Director 00/01/21 

lp 


G Adjudicatory cor rosp on done e 


8001100381 Requests status of intervener Sassafras Audubon Society 
791220- appeal for Commission review of director's decision 
under 10CFR2 206 Cade requires. Cornnussiiin to reject request l 
VOIGT , H H LoDoeuf, Lamb, leihy ?. MacHao 79/12/21 Ip 


0001240317 Forwards resolution from representatives of Saluda Township, 
Joffersan County, IN requesting dialogue U'/NRC re direct 
access to health f, safety monitoring programs 6 independent 
evacuation control in ovant of Class 9 accident 
GRAV, R Affiliotiob Unknown 79/12/27 2pp 


P Operating license stage documents & correspondence 


8001290359 Forwards Natl Register nomination forms for inclusion of 
portion of proposed site into Natl Register of Histone 
Places Util evaluating alternative touar locations 
SHIELDS, S W Public Service Co of Indiana, Inc 80/01/18 15pp 
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n Inspection reports IE Bulletins !< correspondence 


500U4QQ49 Forwards IE Imp Pepts 50-546/77-21 h 54-547/79-21 on 
791032-35. 6 HOt No nnnconpl lance noted 

FIORELLI G Region 3 , Chicago Reactor Construction & Engineering 

Support Branch 79/11/27 2pp 


—000116005? IE Ins p Repts 50'546/79-2l 4 50- 547/79-21 on 791030-31 4 
liOJ No noncenp I ianrt noted Major areas inspected 
*ur isi i lance of euilltanj bldg, Unit 1 6 2 containments & 
miscellaneous areas to enfy compliance w/stop work order 
WILLIAMS, C C Region 3 Chicago/ Office of the Director 

HARR I SqM j j Region 3 Chicago* Fuel Facility 6 Materials 

Safety Branch 79/11/21 Jpp 


BG01Q90494 Forwards IE Info Notice /9-37. "trarkmg in i mu PioMi.re 
Turbine Discs " No rasponsu required 

KEPPLER, J G Region 3, Chicago, Office of the Director /9/lJ/,'tI 

IP 

8001 160320 Forwards IE Info Notice 79-J6. 'LnmpotiM Cod* Bofei* in 
Stress Analysis of Piping Elbow " No specific action cir 
response required 

KEPPLER, J 0 Region 3, Chicago, Uffi^o d f the DUe<toi ?'M 1 V/JEI 

IP 


0001100223 Forwards IE Info Notice /9-35< "Contiol of 4 

Equipment ” No action or response requiied 

KEPPLER, J 0 Region 3/ Chicago, Office of the DircctriT f'M lJ/"U 
IP 


600117029? Forwards IE Jnsp Repts 3D-S46/79-93 X< 50-547/79-33 on 
791J05-O7 fc notice of violation 

FIORELLI G Region 3 , Chicago Reactor Construction U Engineering 

Support Branch 7«/]J/27 2pp 


— QQQH7Q3Q4 Notice of violation from msp on 79U05-07 

♦ Region 3, Chicago, Office of the Director 79/11/32 Ip 


— B00U70210 t£ Insp Kept* 50-546/79-23 ft 50-547/79-23 on 791105-07 
None drip 1 lane e noted lad of adequate procedures for control 
of IE bulletins ft IE circulars not requiring written 
response 

WILLIAMS C C SCHWEI0IM2,E R Region 3, Chicago, Office of the 
Director 79/11/22 4pp 


6001180026 Forwards IE Jdsp Repts 80-544/79-24 4 50-547/79-24 on 
791iOQ Mo nomcaTrp) l^nce noted 

KEPpLER J 0 Region 3 Chicago. Office of the Director 79/11/28 

2 p p 


— BQdLie002a IE Imp flepts 50-546/79-24 ft 50 547/79-24 on 791108 Mo 
nonccflpl lance noted Major areas inspected special meeting to 
discuss development of licensee responses to 790B15 order 
Confirming suspension of const 

PjORELLI, G Region 3, Chicago. Reactor Construction & 

Engineering Support Drench HAVES- 0 W . WILLIAMS. C C Region 3, 

Chicago Office of the Director 79/H/23 2 pp 


PorL, ards IE Insp Repts 50-546/79-22 6 50-347/79-22’ 0 n 
791030 31 6 1 101 No none omp J i ante noted 

F1DRELL1/G Region J, Chicago. Reactor Construction 6 Engineering 

Support Branch ? 9 / 12/()4 2 pp 


— 8001160Q43 IE Insp Repts 50-546/79-22 ft 50 547 / 79-22 on 791030-31 4 
U01 Mo noncompl janc» noted Major areas inspected 
Surveillance of auxiliary bldg. Unit 1 It 2 containments 6 
storage 6 Mi see I lanegus areas 

WILLIAMS, C C > HARRISON. J j Region 3, Chicago, Office of the 
Uireetor 79/13/04 3pp 


6 s«?°o« £ J r 'L.'"' 0 , "obito 79-31 »u,. of Intorrotb Aapliflo, 

, a ‘ ra = RS " M “ ic, ‘ on ° r r.qu.r.J 

KEPPLER. JO B. jion 3 , CMcfScj, Officr of the O.r.cbor 79/13/0 


80 ?nto?/?r.n/. r “« r l 5 Jf fi ,CU '* , ‘ ”- 25 - ' Sh0 'P Arrestor Strut Ao.oobly 
interference No written response required V 

KEPPLER, JO Reg loti 3. Chicago, Office of the Director 79/12/20 


8GQ124Q520 Submits revised response to IE Bulletin 79 5*3, "I'olsnUfll 
Failure of Emerqency Qencrator Field Cicitor Trono f tnrmor " 

Subsequent review of response determined that diesel 
generators employ brushless ore i tation syn 

SHIELDS, 6 W Public Sorvicp Co of Indiana, liu flO/Ol/UJ Ip 


8001150150 Forwards IE Info Notice 00-01, "Fuel Handling Lventu Ni> 
specific action or response required 

KEPPLER, J 0 Region 3, Chicago, Office oA the Dirac tor ilO/LH/O* 
1 ft 


8001150370 Responds to IE Bullatin 79-02, Rev i s i on ro pipe avippvTt 
base plate designs Concrete expansion anchor base plafcu 
assemblies have been designed for mm safety factor op 4 1 / 
against mfg re c ommendod loads 

SHIELDS, S W Public Service Co of Indiana, lm 8O/DW04 t Ipp 


6001240134 Act receipt of 791226 ltr informing NHL of oiqpa t.ikou t<» 
correct violation noted in IE In$p flepts 50 ■346//9V3 6 
50-547/79-23 

FIORELLI , 0 Region 3. Chicago, Reactor Construe t inn 7/ ft n fl j n v mi i nig 

Support Branch SD/01/09 Ip 


000124(3138 Responds to NflC 791J27 lt> to violations noted In Inop HopIi 
50-546/79-23 A 50-547/79-23 Corrective dettons nuc Itidir 
safety ft licensing group has sent pernoiinoX all It bunutins 
ft circulars received to dato 

SHIELDS, S W Public Service Co of Indiana, Inr /V/lJ/IVi ;\i p 


60(31220295 Acfc receipt of 791212 ltr informing NRC of ytep* 
correct violations noted in IE Inop rtepts 30-546/79- HI ft 
30-5 47/79-1Q 

FIORELLI, 0 Region 3, Chicago. Reactor Construction 6 

Support Branch QO/Ol/ll lp 


Uhfiit 1 o 


t r >0 l nioo-l i h ) 


■0001220300 Responds to NRC 791002 ltr re violations notui) in H 
Repts 50-346/79-18 ft 50'547/79-lQ Corrective actionfl load 
rate verification performed twice daily h OA proprom 
revised w 

SHIELDS, 9 W Public Service Co of Indiana, Inc tf/lpSiV 


Vnup 


•irp 


Disc Delays 
KEPPLER, J 0 


No responee required 

Region 3, Chicago, Office 


of the Director frO/Ol/l/ 


0 Oongreesi ena l/Emcuti ve Correspondence 


SSr;? VH*‘ Y !»• ssn^'ay: 

SHIELDS, sw Public Service Co of Indiana, Inc 79 / 12/20 ip 
KEPPEEB.J C R,,,on 3, Cbtc« 9 o. Of„„ th, D,r«tor 79/12/SA 


or response requested 
PEPPtEB.J « 3 , ch,c 45 „. of Dlri( . t „ 


79/12/26 


order ,„ !na , j It. , conpc prtlDloms NRL 

r,dorf =^ onst, pending reasonable assurance that (M 

U Wl1 bo rT16t poru,af,<(3 ordor conPirming const 
suspension w 

79/l!/O0 L V i p Dffic * op * h0 E ",,PHv, Dirsctor for Oporatlons 

roopans, bo 79(009 lb, ro cono.rn, oboub r.,otl,«(, 
MAZZOLI , R L House of Rop 79/ iO/24 lp 

80 ?i l ?i«??!nC’J.^ <ri2,tV ,n rooponoe bo /VllOi 

of TW l*5mm L.2™iI“T! r r£ l "' 11 "‘' ,,1<l8r l",Pl*o.»ntot,on 
operobor^qool i f leoM on I'jLlKS r " I0n,n "' dJ > e “’'' 8 ‘ 

75m5,7 L V app 0ff,C ' ” f U ' E,etu “ v ' n.rotbor for UporAl lano 


8001100020 Forwards IE 
Related Heat Eichano 
HBPPLER, q/ Q ff B n * 
'P 


fo Notice 79-34, "Inadequate Design 
Mo action or response required 
3, Chicago, Office of the Director 


of Safety- 
79/12/27 


population ctrs Facility should be included^iJ^h.^.iii ^ 
e s »t««-.u mb « v . t . pro,im,by bo Lottt<vl*l*‘ky h d " 

Ftmo.u s.nato. Comfort,, Be i.nc, «, Troopportob, on 79Vll/Ot 


ui»rgy 5, 


IP 
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0001300002 Concurs ui/ recommenda t ion of Congressman Moffett re const 
problems *■> Q A program at site Commissioners should have 
final decision in such matters 
HAMILTON- L H House of Rep 79/12/20 Ip 


DOCKET STN-SO-947 MARBLE HILL NUCLEAR STATION, UNIT 2 


A Ap p l icati on /construct ion stage documents t , correspondence 


00012101S4 Confirms that 'Evaluation of Jn-Plac® Concrete" for facility 
was given to NR£ Oh 7 1 ? 121*7 

SHIELDS- S W Public Service Co of Indiana, Inc 79/12/20 ip 


0001100433 Confirms 000102 tolcon re 000116 meeting to discuss ASME 
review of BA manual for util Investigation shows suppliers 
of matl ** piping sub a s semb 1 1 es qualified under A&ME code 
SHIELDS- E W Puhllc Service To of Indiana, Inc 90/01/04 2pp 


BQQH70394 Requests NRO approval of surface water intake far 
radiological monitoring program Louisville Water Co 791204 
Itr identifies HE Payno water treatment plant on OH River 
as location to conduct preopera t i onal monitoring 

SHIELDS- 5 w Public Service Co of Indiana, Inc 80/01/07 3pp 


0001300013 Confirms 000121 meeting in Olen Ellyn, IL to discuss 
corrective actions 

KEPPLER*'/ 0 Region 3- Chicago, Office of the Director BQ/01/21 

lp 


O Adjudicatory coi respondent e 


B0011003Q1 Requests status of intervenor Sassafras Audubon Society 
79S220 appeal for Comm l bb> ion review of director's decision 
under 10CFR2 206 Code requuos Commission to reject request 
VQIGT. H H Lellneuf, Lamb, Leiby 6 MacRae 79/12/21 lp 


£3001240317 Forwards resolution from representatives of Baluda Township, 
Jefferson County- IN requesting dialogue u/NRC re direct 
access to health f < safety monitoring programs & independent 
evacuation control in event of Class 9 accident 
GRATER Affiliation Unknown 79/12/27 2pp 


P Operating license stage documents 6 correspondence 


00012903*19 Forwaids Natl Register nomination forms for Inclusion of 
portion of proposed site into Notl Register of Historic 
Places Util evaluating alternative tquor locations 
SHIELDS- D W Public Her/lte Co of Indiana, Inc BO/Oi/jB 15pp 


0 Inspection repot ts, IE Bulletins It correspondence 


0001 160049 Torwarils IE Insp Repts 50-946/79-21 8, 54 '347/79-81 on 
791030-31 6 1101 Nu noncomp 1 lanes noted 

FJORELlItG Region J, Chicago, Reactor Construction It Engineering 

Support Branch /9/11/27 2pp 


—0001160039 IT Insp RepU 30-146/79*21 50-347/79-21 on 791030-31 & 

1101 No noncomp 1 1 anc o noted Major areos inspected 
surveillance of auxiliary bldg, Unit 1 fc 2 containments b 
miscellaneous areas to verify compliance w/»top work order 
WILLIAMS, f f Region 3- Chicago, Office of the Director 

HAmiI&0N,J J Region 3- Chicago, Fuel Facility l Materials 

Safety Branch 79/1 l/2i 3pp 


0001170299 Forwards IE Insp Ropls 90-346/79-23 8, 50-547/79-23 on 
791103-07 h notice of violation 

FIORFLLLO Region 3. Chicago, Reactor Construction 8, engineering 

Support Branch 79/11/27 3pp 


— R003 170304 Notice of violation from insp on 79 1105-07 

• Region 3, Chicago, Office of the Director 77/11/22 lp 


--B0Q1 170310 IE Insp Repts 50-546/79-23 «< 50-547/79-23 on 791103-07 
Non-compliance noted lack of adequate procedures for control 
of IE bulletins 6 IF circulars not requiring written 
response 

WILLIAMS, C C . 15CHWCIDINZ, r II Region 3, Chicago, Office of the 
Director /9/11/22 4pp 


8001100026 Foi wards IE Insp Rupts 50-546/79-24 8c 50-547/79-24 on 
/7liO0 No none ompl lane e noted 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/11/29 

?pp 


— 0OO11BQO2S IE Insp Repfcs 50-546/79-24 It 50-547/79-24 on 791 108 No 
non comp 1 ianc e noted Major areas inspected special meeting to 
discuss development of licensee responses to 790815 order 
confirming suspension -of const 

F10RELLI , 0 Region 3, Chicago, Reactor Construction & 

Engineering Support Branch HAVES, D W . WILLIAMS, C C Region 3, 

Chicago, Office of the Director 79/11/23 2pp 


0001 160036 Forward s IE Insp Repts 50-546/79-22 & 50-547/79-22 on 
791030-31 h 1101 No none amp J i an c e noted 

riORELLI.G Region, 3. Chicago. Reactor Construction 8, Engineering 

Support Branch 79/12/06 2pp 


— BOOH60O43 Ifc Insp Repts 50-546/79-22 ** 50-547/79-22 on 791030-31 & 

1 1 0 1 No nonenmp 1 lane e noted Major areas inspected 
surveillance of auxiliary bldg, Unit 1 L 2 containments 8, 
storage 6 miscellaneous areas 

WILLIAMS, C c , HARRISON, J J Region 3, Chicago, Office of the 

DLrectur 79/12/04 3pp 

8001100200 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra (AR5> “ No action or response required 
KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/12/13 
ip 


BOO1O0O367 Forwards IE Circular 79-25, “Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/20 

lp 


B001210313 Responds to IE Bulletin 79-25, "Failures of Westinghouse 
BFD Relays in Safety-Related Sy s " Relays not in use in 
safety-related sys Util awaiting response from Class It 
suppliers re future use Requests extension until 800301 
SHIELDS, G H Public Service Co of Indiana, Inc 79/12/20 Ip 


8001110103 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J 0 Roqion 3, Chicago, Office of the Director 79/12/26 

lp 


BOOJ I 10293 Forwards IE Info Notice 79-32. "Separation of electrical 
Cables foT HPCI L Automatic Pep r essur i i a 1 1 on Dys " No action 
or response requested 

KEPF’LER, J Q Rogion 3, Chicago, Office of the Director 79/12/26 

tfi 


8001100020 Forwards IE Info Notice 79-34, "fnadequa to Design of Bafoty- 
ftelated Heat Exchangers " No action or response required 
KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/12/27 
lp 


□001090494 Forwards IE Info Notice 79-37, "(racking in Low Pressure 
Turbine Discs " No response required 

KEPPLER, J G Region 3, Chicago, Office or the Director 79/I2/2D 
IP 


8001160320 Forwards 1C Info Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

KEPPLER, J g Region 3, Chicago, Office uf the Director 79/12/20 
IP 


0001100223 Forwards IE Info Notice 79-35, "Control of Maint l Essential 
Equipment " No action ot response required 

KEPPLER, U 0 Region 3, Chicago, Office of the Director 79/12/31 
ip 


8001240520 Submits revised rospnnso to IF Bulletin 79-23, "Potential 
Failure of Emergency Generator Field Exciter Transformer ” 
Subsequent review of response -determined that diesel 
generators employ brushless- excitation sys 

SHIELDS, 9 W Public Service Co of Indiana, Inc 80/01/02 ip 


6001150150 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER, J 0 Reqion 3, Chicago, Office of the Director 00/01/04 
IP 


8001150370 Responds to IE Bulletin 79-02, Revision 2, re pipe support 
base plate designs Concrete expansion anchor base plate 
assemblies have been designed far min safety factor of 4 0 
against mfy recommended loads 

SHIELDS, 8 U Public Service Co of Indiana, Inc 00/01/04 I3pp 


6001240134 Ac k receipt of 791226 ltr informing NRC of steps taken to 
correct violation noted In IE Insp Refts 50-546/79-23 & 

50-547/79-23 

FI0RSLLI,Q Region 3, Chicago, Reactor Construction 8, Engineering 

Support Branch 00/01/09 Ip 
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--0QQ124O13B Responds to NRC 791127 1 tr re violations noted in Insp Repts 
90-346/79-23 U 50-547/79-23 Corrective actions nuclear 
safety A licensing group has sent personnel all IE bulletins 
& circulars received to date 

SHIELDS, S W Public Service Co of Indiana, Tnc 79/12/26 2pp 


BOG 1230295 Act receipt of 791212 I tr informing NRC of Steps taken to 
correct violation's noted in |£ Insp Repts 50-546/79-1 B h * 

50-547/79- l& 

PTORELLT.O Region 3. Chicago. Reactor Construction It Engineering 

Support Branch 00/01/11 Ip 


--BOO 12203 00 Responds to MRC 791002 ltr re violations noted in IE Insp 
Repts 50-346/79-10 t< 50-547/79-18 Corrective actions load 
rate verification performed twice daily *< QA program 
revised 

SHIELDS. S W Public Service Co of Indiana, Inc 79/12/12 5pp 


8001290152 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

KEFPLER, J 0 Region 3, Chicago. Office off the Olrector 80/01/17 

lp 


U Congr e s s- iona 1 /Er ecu t j ve Cor r espond ence 


8001130236 Responds to 79090B Ifer ro onsite const problems /IRC 790815 
order suspended const, pending reasonable assurance that GA 
requirements. will be met Forwards order confirming const 
su-sp rnsion 

OOSSICK, L V Office of the Executive Director for Operations 
79/ J 1/00 Ip 


— 0001130238 Requests respunsc to 791009 jfcr re concerns about facility 
const problems 

MAZ2CL I , R L House of Rep 79/10/24 Jp 


800 1 J 60470 Discusses facility licensing, in response tn 791106 comments 
re plant dosing Review group will consider implementation 
of TMI Lessons Learned Task Force recammendatl ons t improved 
operator qualification St training 

QOSSICK.L v Office of the Executive Director for Operations 
79/12/17 Sp p 


--0QOI J 60400 Comments on Hendne 791105 appearance before House Energy 6 
Power Subcommittee re possibility of closing plants near 
population ctn Facility should be included in shutdown 
C Ofisl d eration, due to proximity to Lou i s v i 1 J e, KY 

FORD, W Senate, Corajnercp, St 1 one e J, Tran s p or tat i on 79/H/06 1 p 


0OO13QOOO2 Concurs w/recomavendat i on of Congressman Moffett re const 
problems & GA program at site Commissioners should have 
final decision in such matters 
HAMILTON, L H House of Rep 79/12/20 lp 


DOCKET STN-50-S53 PHIPPS QEND NUCLEAR PLANT, UNIT 1 


A App 1 j ca 1 1 on/cons true t i on stage documents & torre s p andence 


8001290360 Updates 7904J2 h 0510 l fcrs re recall of 4-inch elbows fc 
B-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have boon located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp 80/01/15 2pp 


0 Inspection reports, IE Bulletins h correspondence 


8001020657 rprwaTd* response to IE Bulletin 79-02, Re vi eion 2, "'Pipe 
Support Da$e Plate Designs Using Concrete Expansion Anchor 
Dolts " No expansion anchor baits used in concrete block 
wells to attach piping supports in safety-related sys 
M1LLB, L M Tennessee Valley Authority 79/12/06 4pp 


800)070218 Forwards IE rnfo Notice 79-32, ‘’Separation of Electrical 
Gables for HPCT & Automatic Depressor! t a fc i on Sy» " No 
specific action or response requested 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 3p p 


8001240133 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches ” No action or response 
required 

O-'KEILLY, J P Region 2, Atlanta, Office Of the Director 
79/12/21 3pp 


80012404B7 Forwards IE rnfo Notice 79-34, "Inadequate Design of Safety- 
Related Heat Exchangers M No action- or response required 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/12/27 2p p 


8001250126 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbine Discs " No response required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/28 3pp 


BO0116O313 Forwards IE Info Notice 79-35, "Control of Maint 6 Essential 
Equipment " No action or response required 

0 'RE ILLY, J P Region 2, Atlanta, Office of the Director 
7 9/12/31 lp 


B001240069 Forwards IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 3p p 


0001160160 Acfc receipt of 791217 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt* 50-55.3/79-1 6 & 

30-554/79-15 

BRYANT, J C Region 2, Atlanta, Reactoi Construction & Engineering 

Support Branch 00/01/02 Jp 


— 8001160176 Responds to NRC 791121 ltr re violations noted ii> IE tnsp 
Rep ts 50-553/79-16 h 50-554/79-15 Corrective actions test 
cylinders covorpd w/burlap V made wet Compressive test 
machine reset 

MILLS, L M Tennessee Valley Authority 79/12/17 3pp 


—8001160100 Forwards IE Insp Repts 50-553/79-16 it 50-554/79-15 on 
791105-08 & notice of violation 

MURPHY, C £ Region 2, Atlanta, Reactor Construction & 

Engineering Support Jlranch 79/11/21 2pp 


— 80-01160183 Notice of violation Pram insp on 791105-08 

* Region 2, Atlanta, Office of the Director 79/U/J.9 ip 


— 900 1 160189 IE Insp Repts 50-553/79-16 << 50-554/79-15 on 791105-011 
Noncompliance noted improper curing %i testing of concrete 
cylinder 

LENAHAN. J J Region 2. Atlanta, Office of the Director 

CGNL0N, T E Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch 79/11/19 5pp 


0001290300 Forwards IE Info Notice 80-01, "Fuel Handling Events “ No 
specific action or response required 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 

B0/CH/04 lp 


S Reportable oc current e s, LERs it related correspondence 


9001030605 Notifies that investigation of deficiency re high pressure 
core spray diesel generator switch gear wiring discrepancies 
is incomplete Final rept will be complete by 800325 
MILLS, L M Tennessee Valley Authority 79/12/12 lp 


8001080441 Forwards final deficiency rept tb condensate header vortex 
breakers omitted from piping arrangement drawings 
MILLS, L M ‘ Tennessee Valley Authority 79/12/31 lp 


— BOOl 030449 Final deficiency rept re condensate header vortex breakers 
emitted from piping arrangement drawings Caused by failure 
to transfer vortex breakers as shown on CF Braun & Co 
drawing Hartsvll Je Unit 1 will have breakers installed 
* Tennessee Valley Authority 79/12/31 2pp 


8001230207 Forwards final deficiency rept re inadequate mat! 
traceability on Bergen-Faterson component support 
attachments 

MILL8, L Ml Tennessee Valley Authority BO/Ol/18 lp 


— S001230222 Final deficiency rept re inadequate matl traceability on 
Bergon-Paterson component support attachments Caused by 
vendor failure to specify heat traceability requirements on 
detailed drawings Vendor will replace attachments 
* Tennessee Valley Authority BO/Ol/ia 2pp 


DOCKET GTN-50-554 PHIPPS REND NUCLEAR PLANT, UNIT 2 


A App 1 i ca ti on/c ons true t i on stage documents ic correspondence 


8001290360 Updates 790412 ti 0910 ltr* re recall Qf 4-inch elbows St 
2-inch tees from Lot W67J9 Lists nuclear power plants at 
which Fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E, Eon Corp (30/01/15 2pp 
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0 Inspection reports, IE Bulletins correspondence 


6001020697 Forward 6 response to IE Bulletin 79-02- Rev i s i on 2, "Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Bolts “ No expansion anchor bolts used in concrete block 
walla to attach piping supports in saf e ty-related sgs 
KILLS, L M Tennessee Valley Authority 79/12/06 4pp 


8001070218 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCl A Automatic Deprecsur l tat ion Sys. " No 
specific action or response requested 

O ' REILLY, J P Region 2, Atlanta. Office of the Director 

79/12/21 3PP 


8001240133 Forwaida IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches “ No action or response 
required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/21 3pp 


0001240407 Forwards IE Info Notice 79-34, "Inadequate Design of Safety— 
Related Heat Exchangers " No action or response required 
O’REILLY, J P Region 2, Atlanta. Office of the Director 

79/12/27 2pp 


0001250126 Forwards IE Info Notice 79-37, "Cracking in Lou Pressure 
TuTbine Discs " Nfi response required 

n'RElLLY.J P Region 2, Atlanta. Office of the Director 

79/ 12/20 3pp 


£3001160313 Forwards IC Info Nntice 79-39, "Control of Maint & Essential 
Equipment " No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/31 ip 


£1001240069 Forwards 1C Info Notice 79-36, "Computer Cade Defect in 
Stress Analysio of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/12/31 3pp 


0001160160 Ack receipt of 79121/ 1 tr informing NFH) of steps taken to 
correct violations noted in IT inftp Ropts 90-553/79—16 (< 

90-394/79-19 

BRYANT, J f Region 2- Atlanta, Reactor Construction & Engineering 

Support Branch 00/01/02 Ip 


— 0001160176 Re ftp ond o to NRC 791121 itr re violations noted in IE Inop 
Rep t» 30-993/79-16 6 90-954/79-15 Corrective actions test 
cylinders covered w/burlap *• m«do wet Compressive test 
machine reset 

Mil LB< L M Tennessee Valley Authority 79712/17 3pp 


--H0GI 160100 Forwards 1L Inap Ropts 50-993/79-16 6 50-594/79-13 on 
79IJ05-0Q ?, notice of violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction L 

Engineering Support Diar»c h 79/11/21 2pp 


- “0001 1 60103 Notice of violation from map on 791105-00 

* Region 2, Atlanta, Office of the Dirocfcoi 79/11/19 ip 


— GOOII6O10B IE lP«p Rapt* 30-553/79-16 6 90-594/79-15 on 791105-00 
Noncomp l i ancp noted improper curing ?< testing of concrete 
cylinder 

LENAHAN, J J Rogjon 2, Atlanta, Office of the Director 

CONLONp T C Region 2, Atlanta, Reactor Copa true t i an h 

Engineering Support Brunch 79/U/J9 5pp 


0001290300 Forwards IC Info Notice 00-OS, 'Tuel Handling Events " No 
specific action or response ruquiietl 

O'REILLY, JR Rogion 2. Atlanta, Office nf the Director 

00/01/04 Ip 


5 Reportable occurrences, LFRs 6 related correspondence 


0001030609 Notifieft that investigation of deficiency re high pressure 
core spray diesel generator switch gear wiring d i strepenc tes 
is incomplete Final rept will be complete by 000225 
MILLS, L M Tennoftsoo VaUoy Authority 79/12/12 Ip 


□{101000441 Forward* final deficiency rept re condensate hoadBr vortex 
breaker# omitted from piping ariangemont drawing* 

MILLS, L M Tennefttee Volley Authority 79/12/31 tp 

— 0001000449 Finn! deficiency rept re condensate header vortex breakers 
omitted Prom piping arrangement drawings Caused by failure 
to transfer vortex breakers as shown on CF Broun t Co 
drawing Harlsville Unit 1 will have breaker* installed 
* Tennessee valley Authority 79/12/31 2pp 


0001230207 Forwards Final Deficiency Rept J re inadequate mat! 
traceability on Hergon-Pa ter son component support 
attachments 

KILLS. L M Tennessee Valley Authority GO/Oi/JD Ip 


— 6001230222 Final deficiency rept re inadequate mat] traceability n# 
Derg en-Pa ter son component support attachments Caused by 
vendor failure to specify heat traceability requirements on 
detailed drawings Vendor will replace attachments 
* Tennessee Valley Authority BO/Ol/lB 2pp 


DOCKET STN-50-556 BLACK FQK STATION, UNIT 1 


G Adjudicatory correspondence 


B001020068 Erratum. to ALAQ-373 "Offshore" must bB added before first 
ward on Rage 31 

BISHOP, C J Atomic Safety and Licencing Appeal Panel 79/12/IB 
IP 


BQOl 25OQ0J Requests info re depth of siltstnne f orma t i on. i nc l ud ing 
method nf determining depth , c ore drilling for possible 
second siltstone layer U effect of acfdl concrete fill on 
calculated load 

FARR TS< J R Feldman, Mall, Frand«n, Re ed tt Woodward 79/12/27 
2pp 


□001220136 Forwards applicant analysis of need to overexcavat-e Unit 2: 
foundation Activity raises no significant relationship to 
ALAB-573 mu>os of site suitability In environ matters 
GALLQ, J Isham, Lincoln U Deals 00/01/02 2pp 


0001220292 Forwards applicant analysis of need to over® tcava te Unit 2 
foundation area Activity raises no significant safety matter 
re Contentions 3 f< 16 or other aspect of station safety 
evaluation 

GALLQ, J Isham. Lincoln 8* Deals 80/01/02 2pp 


— 0001220303 Submits analyses of Unit 2 eicavatlon seal involving 
assessment of mass Pill strength of Wan concrete as 
foundation matl Fulfill* util 791019 commitment Requests 
prompt review & authol l ( a t i on tp proceed under LUA 
CUING, T M Public Service Co of Oklahoma 79/12/12 Jpp 


— 8001220300 Updated t< confirms conversations re Unit 2 excavation 
authorized under Amend 2 of LWA Moss fill nP lean concrete 
will be required in order to comply w/design base foundation 
elevation Analyses will be submitted upon completion 
EWING, T N Public Sorvice Co of Oklahoma 79/10/19 7pp 


BOO | 1 50205 Motion to file brief if Commission accepts review of 
certified issue re litigation of radioactive effects 
Significant interest by TX Utils Generating Co justifies 
filing as amicus curiae N/Certi f i cate of Svc 

REYNOLDS, N S T*#a* Utilities Generating Co BO/01/04 5pp 


GOO 1 1 90025 Statement of position re need to consider Class 9 events per 
At AD -973 No special consideration should be given to issue 
duo to failure of interveners to demonstrate that event has 
sufficiently high probability 

DAVIS, L D , 0LM3TEAD.W J Nearing Branch 4 80/01/07 6pp 


— 8001150027 Affidavit on consideration qf Class 9 accidents 
Consideration not warranted under present policy duo to 
absence of c i r c umstanc es that may distinguish plant design 
from other LWRs 

THOMAS, C 0 Light Water Reactors Branch J 00/01/07 2pp 


— 8001 1 5003] Affidavit on consideration of Class 9 accidents 
Consideration not warranted on basis of NRC evaluation of 
population U site charac tor i stic * No circumstances 
distinguish design from other LWRs W/Cer t i Pi cate of Svc 
NORRIS, J A Division of Site Safety it Environmental Analysis 
□0/01/07 3pp 


9001230156 Order granting extension until 600815 for Commission to 
elect whether to review ALAB-573 

CHILK»a J Office of the Secretary of the Commission 80/0i/l6 
If 


H General correspondence 


9001210179 Respond* to 791123 Itr re status Of facilities Callaway L 
Wolf Cree-lc facilities will be delayed two yrs beyond 
predicted completion estimate Black Foi plants will utilize 
GE fttd NSS8 design 

VARGA, 8 A Division of Project Management 00/01/04 2pp 



282 


DOCKETED ITEMS 


— 0001210180 Requests current info re status of five nuclear power plants 
having CP& 

T/TAREKift Affiliation Unirown 77/11/23 2pp 


DQCKCT STN-50-557 PLACK FOX STATION, UNIT 2 


G Adjudicatory correspondence 


0002 020 065 Erratum to ALAB-573 "OFfshoTe" must be added before firtft 
ward on Page 31 

BISHOP, 0 J Atomic Safety and Licensing Appeal Panel 77/12/18 
!p 


S 00 12500 01 Requests info re depth of siltstone f anna t Ion, me lud ing 
method af determining depth, core drilling for possible 
second siltstone lager *< effect of add] concrete fill on 
calculated load 

FARR IS, J R Feldman. Hal], Franden,, Reed U Woodward 79/12/27 
2pp 


0001220136 Forwards applicant analysis of need to overeurcavate Unit 2 
foundation Activity r-aises no significant relationship to 
AlAB-573 issues of site suitability ♦< environ natters 
CALLQ. J Tsham, Lincoln r* Eeale 00/01/02 3pp 


000122027/ Forwards applicant analysis of need to overeicava fce Unit 2 
foundation area Activity rashes no significant safety matter 
re Contentions 3 f* 16 or other aspec t off station safety 
Aval uat Ion 

GALLO, J I stiam, Lincoln K Deale 80/01/02 2pp 


- -0001 220303 Submits analyses of Unit 2 excavation sea! involving 
assessment of mass fill strength of lean concrete as 
foundation natl Fulfills otil 791017 commitment Requests 
prompt review A author i lation to proceed unde’' LWA 
EHIMD.TN Public Service Co of Oklahoma 79/12/12 3pp 


— 800122030B l/pdate-s i> confirms conversations re Unit 2 excavation 
authoTiied under Amend 3 of LWA Moss fill of lean ■concrete 
will tie required in order to comply u/design base foundation 
elevation Analyses will be submitted upon com-pletion 
ENINS, T N Public Service Co of Oklahoma 79/10/17 7pp 


800100205 Motion td file brief if Commission accepts review of 
certified issue re ) It Lgatidn of radioactive effects 
Significant interest by TK Utils Generating Co justifies 
filing as amicus curiae W/Cer tif ic ate of Svc 

REYNOLDS. N S Texas Utilities Generating Co 80/01/04 Sp p 


G00tL5002& Statement of position re need to consider Class 9 events per 
ALAQ-573 No special consideration should be given to issue 
due to failure of interveners to d cjihortstrate mat event has 
sufficiently high probability 

■DAVIS. L D , OLM STEAD. W J Hearing Branch 4 50/01/07 hpp 


■0001150027 Affidavit on consideration of Class 7 accidents 
Consideration not warranted under present policy due to 
absence of circumstances that may distinguish plant design 
from other LWRs 

THDMABpC G Light Ifater Reactors Branch I 80/01/07 2pp 


— SOOl 1 5003 1 Affidavit on consideration of Class 9 accidents 
Consideration rot warranted on basis of NRC evaluation of 
population U site charac ten s 1 1 c a No circumstances 
distinguish design from other LWRs W/Cert i f i cate of Sv-c 
NPFIR IS, U A Division of Site Safety t< Environmental Analysis 
80/QL/O7 3pp 


0001230156 d-rder granting extension until B002J5 for Commission to 
elect whether to review ALA0-573 

CHILK, S J Office of the ’Secretary of the Commission B0/OI/16 
Ip 


■M General correspondence 


6001210175 Responds to 771123 Itr re status of facilities Callaway tr 
No 1 f Creek facilities will be delayed two yrs beyond 
predicted completion estimate Black Fo* plants will utiliie 
GE std NSSS design 

VARGA. S A Division of Project Management 00/01/04 2pp 


--80QI2101 03 Requests current info re status of five nuclear pouier plants 
having CPs 

TATAREK.R Af f i ] latipn Unknown 79/11/23 2pp 


DOCKET STN-50-566 YELLOW CREEK NUCLEAR PLANT, UNIT 1 


A App 1 jcatior /construct ion stage documents h correspondence 


300 J 290360 Updates 790412 fr 0510 ltrs re recall of 4-inch elbows & 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN. t_ E Eon Corp 00/01/13 2pp 


0 Inspection reports. IE Bulletins & correspondence 


BOO! 020657 Forwards response to IE Bulletin 79-02, Rev i s i on 2, "Pip* 
Support Das o Plate Designs Using Concrete Expansion Anchor 
Bolts " No expansion anchor bolts used in concrete block 
walls to attach piping supports in safety-related sys 
MILLS, L fl Tennessee Valley Authority 79/12/06 4pp 


0O01O7O21G Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables far HPC I !< Automatic Depressurization Sys " No 
specific action or response requested 

0 'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/21 3pp 


Q001240133 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action or response 
required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/21 3p p 


SD01240467 Forwards IE Info Notice 79-34, "Inadequate Design Of Safety 
Related Heat Exchangers " No action or response required 
□ 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/12/27 2 P p 


0001250126 Forwards IE Info Notice 79-37, "Cracking in Low Pressure 
Turbin® Discs " No response required 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/20 3pp 


8001160313 Forwards IC Info Notice 79-35, "Control of Matnt t Essential 
Equipment M No action or icsponse required 
O'RCILLY. J F Region 2, Atlanta, Office of the Director 

79/12/31 Ip 


B001240069 Forwards IE Infg Notice 79-36. "Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

□ 'REILLY. J P Region 2, Atlanta, Office of the Director 

79/12/31 3pp 


B001290300 Forwards IC Infq Notice BO-01, "Fuel Handling Events " No 
specific action or response required 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

80/01/04 Ip 


DOCKET STN-50-567 VELLOW CREEK NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents l< correspondence 


B001290360 Updates 790412 T . 0510 ltrs re recall of 4-inch elbows l 
2-inch tees from Lot W6719 Lists nuclear power plants at 
which fittings have been located Lists facilities from which 
fittings have been removed 
HAYDEN, L E Eon Corp BO/01/ 15 2pp 


0 Inspection reports, IE Bulletins h correspondence 


0001020657 Forwards response to IE Bulletin 79-02, Revision 2i '"Pipe 
Support Base Plate Designs Using Concrete Expansion Anchor 
Dolts u No expansion anchor bolts used in concrete block 
walls to attach piping supports in safety-related sys 
MILLS, L M Tennessee Valley Authority 79/12/06 4pp 


80010702(0 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPC 1 & Automatic Depressurization Sys " No 
specific action or response requested 

O'REILLY.U P Region 2, Atlanta, Office of the Director 

79/12/21 3pp 


8001240133 Forwards IE Info Notice 79-33, "Improper Closure of Primary 
Containment Equipment Access Hatches " No action nr response 
r equi r ed 

O'flEILLYiJ P Region 2, Atlanta, Office of the Director 

79/12/21 3pp 
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80012404B7 Forwards IE Info Notice- 79-34, "Inadequate Design dF Safety- 
Related Heat Erchangers “ No action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/13/27 2pp 


BOOI25'0126 Forwards IE Info Notice 79-37. "Cracking in Low Pressure 
Turbine Discs " No response required 

O’REILLY. J P Region 2. Atlanta, Office of the Director 

79/12/28 3pp 


DOC KET BTN-50-974 flAGNAC NUCLEAR POWER PROJECT 


A Ap p 1 ica tion/cons true t ion stage documents correspondence 


B0010B03R4 Philippines Commission on Nuclear Reactor Plants, "Rept of 
Commission Re Inquiry on Safety to Public of Bataan Nuclear 
Plant " 

* Philippines 79/11/2S I33pp 


8001160313 forwards IE Info Notice 79-35, "Control of Maint & Essential 
Equipment ” No action or response required 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/12/31 lp 


B001240069 Forwards IE Info Notice 79-36. “Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action or 
response required 

O'REILLY, J P Region 2, Atlanta, Office of tho Director 
79/12/31 3pp 


8001090001 Forwards "IAEA Technical Assistance in Nuclear Reactm 
Safety Philippines," prepared by Philippine AEC 
LAFLEUFf. J D Office of Internationa] Progiams 79/12/21 Ip 


—BOO 1 090009 "IAEA technical Assistance in Nueleai Reactor Safety 
Philippines." prepared by Philippine ACC 

WILLIS, C A Philippines TA/PHI/9D/05 79/07/31 47pp 


6 Adjudicatory correspondence 


0001290300 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

0 ' FIE ILLY, J P Region 2. Atlanta, Office of the Dilector 

00/01/04 Ip 


6001030330 Answer in opposition to Friends of the Filipino People ?, 
Coalition Against Reactor Exports ?9HQ6 *< IS briefs 
Petitioners failed to demonstrate standing h raised 
questions outside NttC jurisdiction Certificate of bvc encl 
CD WAN, D Z , DAUGHFRTY, T M Ed low International Co COWAN. B Z 
Eckert- Seamans. Cherin L Hellott 79/05/33 


DOCKET 8TN-M0-56B NEP NUCLEAR, UNIT l 

D NRC Draft/Final Environmental Statements, suppls 6 correspondence 


7906050L54 Forwards DEB re CP application (NUREG~0529> 6 FR notice of 
availability Also forwards Beabrook alternate site study 
(NUflCG-0501 ) fi Pilgrim TEQ. final suppl (NUREG-0549) , f or use 
in review of Dtfi 

BALLARD, R L Environmental Projects Branch 1 79/03/31 3pp 


8001040306 Submits correction for Page 2 af testimony re license 
Certificate of Svr encl 

CLARK, C Affiliation Un f noun 79/12/04 3pp 


0001080202 Reply to applicant response to petitioner motion to 
intervene Urges Commission to grant intervention Affidavit 
Df support \ Certificate of Svc encl 

SELQEY, E N Coalition Again** Reactor Exports (Coalition CAflO 
79/12/18 1 Op p 


0 Adjudicatory ror rospondonco 


0001 100013 Notice of withdrawal of appearance by AD Kenyan 8* RD Gatos 
entry as counsel in proceeding Certificate of Svc piirl 
KENYON, A D , GATE'S, R D South Kingstown, RI 79/12/14 4pp 


8001080497 Requests withdrawal of CP application due to board of 
directors 79121/ vote lo cancel units 
R ITfiNER, J A New England Power Co 79/12/17 4pp 


0001040133 NO objection to Applicant 791220 motion to withdraw 
appllcotlon Certificate of five and 
CU 7 CII IN, J M Hearing Branch 3 79/1272 1 4pp 


8001090312 Older granting applicant 791217 motion to withdraw 
application Util Board nf Directors voted to cancel units 
LUF0KE. E A , PARIES. 0 If , Mil LER, M E Atomic Safely and Licensing 
Board Panel 79/12/26 3pji 


8001250260 Forwards ASL D 791227 order re util motion to withdraw 
application to construct facilities NRC plans no further 
environ review of application 

BALLARD. R L Environmental Projects Branch l 80/01/10 lp 


DOCKET STN-90-569 NEP NUCLEAR, UNIT 2 


<J Adjudicatory correspondence 


BOO l 1 00013 Notire of withdrawal of appearance by AD Kenyon h RD Gate* 
entry a* counsel in proceeding Certificate of Gvc encl 
KENYON, A 0 > GATES' R D South Kingstown, RI 79/12/14 4pp 


8001040046 Response to Wostinghouse abjection ta Friends of tho 
Filipino People request to intervene No delay or prejudice 
will arise from gi anting of request No other qmup can 
represent interests t)f petitioners 

DREW, J C Friends of the Filipino Ppoplo 79/12/19 3p[> 


8001070123 Response in opposition to Wes t i nghouso answer objecting to 
Friends of the Flipping People request t« l nter vene, Adop ts 
Ctr Far Development Pol icy . Movement far Environ Protection 6 
UN PorlAs 790604 t onao 1 i d«) t od reply W/C e r t 1 f i ca to nf Svc 
DREW, J E I ricnds of the Filipino People 79/12/19 4pf> 


8001140126 Comment* on NRC 791U9 position per Commission 791019 order 
Urges compliance w/l9*>4 Atomic Energy Act re limitation of 
NRC jurisdiction to common defense *< security of US 
ITOICIN, G Y National Power Cnrp (Philippines! 79/13/J7 bpp 


900 1 30-G244 Urges NRC deny export license to Wo s t i nghou s e Suggests 
pub 1 i c hearing 

0K1LLIN.E S Affiliation Unknown 60/01/04 lp 


*«~GOO 1 300254 Urges NRC deny export license ta Wes tlnqhnuse 
ORJENINGER.R n Af f t l Lation, Unknown 80/01/08 ip 


GOQl 140069 Submits National Fewer Corp of Philippines comments on NHC 
791119 submittal in response to Commission 791019 order 
OELI&ARIO.MC Philippines 00/01/08 4pp 


--0001 140072 Comment* by National Powor Corp of Philippines Dn NRC 791119 
submittal in response to Commission 791019 order Urges 
compliance w/US 1934 Atomic Energy Act limiting NRC 
jurisdiction to common defense & security of US 
ITCHON, 0 Y Philippines 79/12/2/ 3pp 


090 1000497 Request* withdrawal of CP application due to board of 
director* 791217 vote to cancel units 
RIT8HGR*U A Nyw England Power Co 79/12/17 4pp 


8001040133 No abjection to applicant 791220 motion to withdraw 
application Certificate of Svc encl 
CUTC H I M, J M Hearing Branch 3 79/12/21 4pp 


0001090312 Order granting applicant 791217 motion to withdraw 
application Util Hoard of Director* voted to cancel unite 
LUEDKK.E A » PARIS* 8 H . MILLER, M E Atomic Safety and Licensing 
Board Panel 79/12/26 3pp 


0001250260 Forward* ASL D 791227 order r# util motion to withdraw 
application to condtruct facilities NRC plan* no further 
environ review of application 

BALLARD* R, L Environmental Project* Branch 1 00/0 i/10 Ip 


DOCKET 3TN-5O-500 ERIE NUCLEAR PLANT. UNIT 1 


H General correspondence 


8001 140409 Discusses recent util reorganization CU Froder lc V son is 
authorized officer responsible for receipt & transmittal of 
Nf?C official correspondence re facility BM Miller authoriied 
to review tt approve documents to licensing application 
MCWHORTER. R J Ohio Edison Co 80/01 /OQ Ip 


G Inspection reports, IE Bulletins t< correspondence 


800 1 100069 Forward* IE Info Notice 79-31. "Use of incorrect Amplified 
Response Spectra “ No specific action or response requested 
KEPFLFR, J 0 Region 3 Chicago, Office of tho Director 79/12/13 
lp 
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8001 10027? F-o rwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra <ARS> , Na action or response required 
KEPPLER.J G Region 3, Chicago- Office of the Director 79/12/13 

IP 


BOQ1G0O363 Forwards IE Circular 79-25, ‘‘Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER.J Q Region 3, Chicago, Office of the Director 79/12/20 

ip 


BOOt 1 1 0 10 1 Forwards IE Info Notice 79-33, “Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER, J G Region 3- Chicago* Office of the Director 79/12/26 

IP 


00011 10290 Forwards IE Info Notice 79-32, “Separation of Electrical 
Cables for HPCZ & Automatic Depr bssut j i ation Bys " No action 
or response requested 

KEPPLER, J G Region 3- Chicago, Office of the Director 79/12/36 

lp 


8001100019 Forwards IE Info Notice 79-34, 'Inadequate Design of Safety- 
Related Heat Exchangers 41 No action or response required 
KEPPLER.J G Region 3, Chicago, Office of the Director 79/13/27 

IP 


3001090493 Forwards IE Info Notice 79-37. ’Cracking in Low Pressure 
Turbine Discs " No response required 

KEPPLER.J G Region 3> Chicago, Office of the Director 79/12/28 
IP 


8001 1 603 IS Forwards. IE Info Notice 79-36, “Computer Code Defect in 
Stress Analysis of Piping Elbow " No specific action ot 
response required 

KEPPLER., J G Region 3, Chicago. Office of the Director 79/12/39 
IP 


8001JJ0290 Forwards IE Info Notice 79-32, "Separation of Electrical 
Cables for HPCI V Automatic Depressurization Sys “ No action 
or response requested 

KEPPLER.J G Region 3- Chicago, Office of the Director 79/13/76 

lp 


8001 1000 18 Forwards IE Info Notice 79-34- "Inadequate Design of Hafcty- 
Related Moat Exchangers “ No action or response required 
KEPPLER.J G Region 3- Chicago, Office of the Director 79/12/27 
1|> 


8001090493 Forwards IE Info Notice 79-37 "Cracking in Lou Pressure 
Turbine Discs " No response required 

KEPPLER.J G Region 3. Chicago, Office of the Director 79/12/28 
*P 


8001 1603] 9 Forwards !E Info Notice 79-36, "Computer Code Defect In 
Stress Analysis of Piping Elbow " No specific action, or 
response required 

KEPPLER.J G Region 3, Chicago. Office of the Director 79/12/2B 
lp 


B001 100221 Formal d s IE Info Notice 79-35, "Control of Maint «c Essential 
Equipment " No action or response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/12/7] 
lp 


8001150149 Forwards IE Info Notice 00-01, "Fuel Handling Events " No 
specific action or response required 

KEPPLER.J Q Region 3, Chicago, Office of the Director 00/01/04 

lp 


80012901 49 Forwards IE Circular 00-01, "Svc Advice for GE Induction 
Disc Relays " No response required 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 00/01/]? 

Ip 


8001 10023 J Forward * J£ Info Notice /9-35, "Control of Maint &< Essential 
Equipment '* No action OT response required 

KEPPLER.J 0 Req ion 3- Chicago, Office of the Director 79/15/31 

»P 


8001190149 Forwards IE Info Notice 80-01, “Fuel Handling Events " No 
specific action or response required 

KEPPLER, J G Region 3, Chicago, Office of the Director 80/0 i /04 

lp 


G001290149 Forwards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relays ’ No response required 

KEPPLER, J G Region 3, Chicago. Office of thtf Director 80/Oi/i7 

tp 


DOCKET 50-506 PERRYMAN, UNIT i 


0 Inspection reports, IE Bulletins t* correspondence 


0001230329 Forwards NRC enforcement action against CPC, no t i f y i ng 
licensees that enforcement authority limits will be 
exercised to obtain safer operation of licensed facilities 
Enforcement program is preventive safety force 
STELtOi V Office of Inspection & Enforcement, Office of tho 
Director 79/11/16 lp 


DOCKET STN-50-592 PALO VERDE NUCLEAR STATION, UNIT 4 


A Application/construction stage documents & correspondence 


DOCKET S7N-5O-501 ERIE (NUCLEAR PLANT. UNIT 2 


H General correspondence 


0O0I14O4O7 Discusses recent util reoryam tali on CW Fr ed pr i c k son is 
author i i ed officer responsible for receipt 6 transmittal of 
NRC official correspondence re facility DM Miller authoriied 
to review I, approve documents re licensing application 
MCWHPHTER.R J Ohio Edison Co 80/01/00 Ip 


Q Inspection reports, IE Bulletins tt correspondence 


GOO 1 i 00067 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra “ No specific action or response requested 
KEPPLER, J G Region 3, Chicago, Office of the Director 79/J2/J3 

lp 


G001 100277 Forwards IE Info Notice 79-31, “ifse of Incorrect Amplified 
Response Bpettra (ARS) ” No action or response required 
KEPPLER, JO Region 3. Chicago, Office of the Director 79/12/13 
lp 


8001090004 Returns util 790309 Financial schedules & forecasts 
ir 10CFRS 790 request re util share in facilities W/o end 
NRC will investigate potential harm from third party action 
in determining proprietary status 

PARR, 0 D Light Water Reactors Branch 3 79/12/21 3pp 


BOO 11101 43 Discusses request for withholding financial info from public 
disclosure per J0CFR2 790 SEC feels public disclosure of 
projections presents no liability 

PARR, 0 D Light Water Reactors Branch 3 79/13/21 3pp 


H General correspondence 


BOOI230236 Responds to allegations re const of forced draft cooling 
towers at facilities Components are not safety-related A/E 
Instituted formal OA program Erection activities were 
covered by aC engineers 

STELLOiV Office of Inspection & Enforcement# Office of the 
Director B0/O1/O9 2pp 


I Financial information 


8001080363 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference " No written response required 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/12/20 

lp 


0OOIOBO60O Returns util 790403 financial schedules & forecasts 4, 
J0CFR2 790 request re utli shsT e in facilities W/o end NRC 
will investigate potential harm from third parties in 
determining proprietary status 

PARR, G D Light Water Reactors Ilranch 3 79/12/21 3pp 


0OO11IO1O1 forwards IE Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " No specific action or 
response requested 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/13/26 

ip 


BOO1OBO605 Returns util 790409 financial schedules & forecasts l< 
10CFR2 790 request re util share in facilities W/o end NRC 
will investigate potential harm from third parties in 
determining proprietary status 

PARR, a D Light Water Reactors Branch 3 79/12/21 3pp 
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0001080695 Returns util 790503 Financial schedules & forecasts !e 
10CFR2 790 request re util share in facilities W/o end NRC 
will investigate potential harm From third parties in 
determining proprietary status 

PARR.O D Light Water Reactors Branch 3 79/13/21 3pp 


DOCKET STN-30-593 PALD VERDE NUCLEAR STATION. UNIT 5 


A Application/construction stage documents $. cot responderice 


8001090004 Returns util 790309 Financial schedules L forecasts 
& 10CFR2 790 request re util share in facilities W/o one! 

NRC will investigate potential harm from third party action 
in determining proprietory status 

PARR. 0 0 Light Water Reactors Branch 3 79/12/21 3pp 


6001110143 Discusses request for withholding financial info from public 
■disclosure per 10CFR2 790 SEC feels public disclosure of 
projections presents no liability 

PARR* 0 D Light Water Reactors Branch 3 79/12/21 Jp p 


H General correspondence 


6001220236 Responds to allegations re const af forced draft cooling 
towers at facilities Components are not safety-related A/E 
instituted formal BA program Erection activities were 
covered by QC engineers 

STELLO-V Office of Inspection & Enforcement. Office of the 
Director 80/01/09 2pp 


[ Financial information 


6001080600- Returns util 790403 financial schedules t< forecasts It 
IQCFR2 790 icquest re util share in facilities W/o cncl NRC 
will investigate potential harm From third parties in 
determining proprietary status 

PARR. 0 D Light Water Reactors Branch 3 79/12/21 3p p 


GOOIO0O6D5 Returns util 790409 financial schedules t< forecasts tt 
10CFR2 790 requast re util share in facilities W/o end NRC 
wilt investigate potential harm from third partios in 
determining proprietary status 

PARR. 0 D Light Water Realtors Branch 3 79/12/21 3p-p 


6 001080695 Returns util 790503 Financial schedules h Forecasts l 
J0CFFI2 790 request re util share in facilities W/o end NRC 
will investigate potential harm from third parties in 
determining proprietary status 

PARR. 0 D Light Water Reactors Branch 3 79/12/21 Llpp 


DOCKET 8TN *50-596 NEW HAVEN. UNIT 1 


A App 1 icat ion/consl» uc t ion stage documents '•* c on a apondenc e 


8001100409 Advises that NRC » eview of CP application is suspended, 
in response to 791102 ltr 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/31 4pp 


5 Adjudicatory con Dependence 


0001170526 Notice of w i fch d t aua l from pr oc eed ing > e f F ec t i ve 800114 
Certificate oF Gvc end 

HULKEYiM E Hearing Branch 2 60/01 /l l 9pp 


DOCKET 8TN-3Q-S97 NEW HAVEN. UNIT 2 


A Application/construction stage documents correspondence 


BOOt 1Q040E3 Advises that NRC review of CP application is suspended, 
in response to 791102 ltr 

DENTON* H R Office of Nuclear Reactor Regulation 79/12/31 4pp 


G Adjudicatory correspondence 


B001170526 Notice of withdrawal Prom pr oc coding . e f f ec t i ve 000114 
Certificate of 8vc end 

HULKEY.M E Hearing Branch 2 80/01/11 5p p 


DOCKET 50-599 CARROLL FACILITY l 


A Appiication/constructio-ri stage documents t correspondence 


8001030663 Requests add! info re total length h average width of new 
transmission lire r i g h t-o f-wa g for Cairoll County Info 
required to complete t'n/n on statement fact sheet needed for 
cost/benefit analysis 

OPELKA. J H Ar-gonne National Laboratory 79/12/26 2pp 


QQ0111O166 Requests formal assistance in analysis of reliability & 
casts of transmission sys per util /91210 CP application 
requesting early site review 

REGAN. W H A'j.sivtint Dire-ctoi for i nv i r onmen ta 1 Projects 

79/12/20 2pp 


0001040669 Responds to NRC 791 i'4 It? requesting info on endangered 
species that might be affected by plant const No designated 
critical habitat in piaj-nct area IN bat. bald eagle I. higqina 
eye pearly mussel within project range 

HUGHLETTeC A I n ter i or, Dep t uf Fish * Wildlife Service BO/Ql/04 

2pp 


0001100523 Responds to NRC 791228 request re reliability issues 
associated w/ facility Submits questions to be used in 
evaluating bulk payer transmission Facilities tr in 
supplementing Chapter 9 of facility environ review 
DROWN. J M Energy, Dept o# 00/01/10 2pp 

8001300436 Submits addl info requested at 791206 Site visit by SA 
Curtis re Plum Grove a re haen 1 og i c 1 1 site survey conducted in 
1974 Updated site map *• Carroll County litoratuio forwarded 
under separate cover 

NAUGHTON. W f -Cammanuieal fch Edison Co 60/01/22 2pp 

t 

G Adjudicatory correspondence 


G001 100044 Draws attention to 791207 ALAB-573 re author position that 
Jo Da vines County amended Contention JlJ<q> constitutes 
challenge to tOCFRSO.App I 

0 1ELAW5K I . A P I sham, Lincoln * Bed If 79/12/20 1 1> 


DOCKET 50-600 CAR-ROLL FACILITY l l 


A App J icat icn/cnn s true t mn it>gns documents *. correspondence 


0001030663 Requests addl info re total lenqth f < average width of new 
transmission line r l gh l-*n f -way foi Carroll County Info 
required to complete environ statemrnt Fact sheet needed for 
cos t/benc f 1 1 analysts 

0PELKA. J If Argonno National Lobe rotary 79/12/28 2pp 


0001110166 Requests formal assistance in analysis of reliability 3. 
costs of transmission sys peT util 791210 CP application 
requesting early site review 

REGAM. W JH Assistant Dlrt'ctoi fnr En/ironmBn tal Projects 

79/12/20 2pp 


0001040669 Responds to NRC 791114 ltr requesting infD an endangered 
species that might be affected by plant const No designated 
critical habitat in pi ujet t arra IN bat, bald eagle & higgins 
Dye pearly mussel within prcjerl range 

HUGH LETT. -C A Interior, I/ept of. Fish f . Wildlife Service 80/01/04 

2pp 


□001100523 Responds to NRC 791220 request re reliability issues 
associated w/facility Submits questions to be used in 
evaluating bulk power transmi on facilities b in 
supplementing Chapter 9 of facility en/iron review 
BROWN. J M Eneigy.Dept nt 00/01/10 2pp 


6001300436 Submits addl info l ©quested at /9I206 site visit by SA 
Curtis re Plum Grove archa-eulng ica-1 site survey conducted in 
1974 Updated site map fc CftTrolI County literature forwarded 
under separate caver 

NAUGHTON, W F Commonweal th bdison Co 00/01/22 2pp 


G Adjudicatory correspondence 


BOO 1 100044 Draws attention to 791207 AIAD-57J re author position that 
Ja Daviess County amended Contention IlltgJ constitutes 
challenge to lO-CFRSO.App i 

D IEL AWSK I > A P I&ham, Lincoln h Beale 79/12/20 lp 
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DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-QO25 ROCKWELL r INTERNATIONAL CORP 


SOOIGB0342 Advises af action taken to refund part of fee paid for NRC 
review & approval of 790001 guard training f< qualification 
plan Actual review of amend to Section 9 O of MPP-1 to 
License fciNM-2t require* <410 

MILLER, W 0 License Fee Management Branch 79/13/20 Ip 


B0012200Q2 FoTvaris IE Tnsp fiept 70-0025/79-09 on 791105-16 No 
none omp 1 tone e noted Major areas inspected program for 
controlling it accounting Fot SNM Details withheld 
< ref 10CFH2 7901 

NQRQER.HAUG, L R Region 5. San Francisco., Safeguards Branch 

79/12/21 2pp 


DOCKET 70-0027 DA0CCCK f< WILCOX CO 


B001 160430 Forwards NRC 760226 ElA, vendor environ rept. Sect! on 5/ 
"Environ Effect* of Accidents, ' Ft NRC 770309 ElA 
CHQW.W T Uranium Fuel Licensing Branch 79/12/11 ip 


"•-8001160436 Negative declaration re environ impact created by proposed 
renewal of License SNM-J16B 

CHITWOOD, R B Division of Fuel Cycle It Material Safety 
76/02/20 Ip 


— 0001160443 ElA supporting renewal of License SNM^ ! 160 Vendor environ 
rep t, Section 5, 'Environ Effects of Accidents" end 
» Division of Fuel Cycle A Material Safety 76/02/26 74pp 

V 

—•0001160449 ElA supporting renewal of License SNM-42 

* Division of Fuel Cycle & Material Safety 77/03/09 2O0pp 

QOOHM&tOS Forwards Waste Packaging Insp Rep-t 79-03A on 791017-1B No 
nontompl ian< e noted 

SUTHERLAND- J T Region 2* Atlanta, Fuel Facility 8, Materials 

Safety branch 79/11/15 5pp 


--&001040224 Waste Packaging Insp Rapt 79-D3A on 791017-10 No 

noncomp 1 1 ance noted Major areas inspected compliance w/DDT 6 

NRC regulations re shipping paper r e qi/irem t n fcs. DOT placard 

requirements, rad let ion level* ** removable contamination 

POTTER, J P Region 2, Atlanta> Fuel Facility & Materials Safety 

Drench 79/11/13 4pp 


8001100152 Forwards comments based on review of D*W LE1D Model 
Systematic error variance should be square of uncertainty 
associated w/par ameter Request* explanation of method for 
determining systematic errors 

PARTLOW^O 0 Material Control ft Accountability Development 

Branch 79/S2/BR 6pp 


0001310354 Responds to 791214 Itr requesting 6-day delay in starting 
physical inventory for Nnv-Dec matl balance period 
Safeguards Amend MFP-i to License SNM-42, revl sed fcd extend 
physical inventory to 000104 

PARTLOW, J 0 Material Control Licensing Branch 30/01/04 Ip 


DOCKET 70-0040 WESTlNGHOUSE ELECTRIC CDRP 


ROD 131 0230 Discusses IE insp of Licenses SNM-47 U 5NM-146D on 791114 
No jionccmp l unco noted Major areas inspected examination of 
prec eiJuras t, representative rsc or d *, roea-fl uremBn t s L 
Interviews w/p ersonno 1 

MCCLIN T0CK/ R O Region 1, Philadelphia, Office of the Director 

79/12/05 Ip 


DOCKET 70-0 1 35 BABCOCK St WILCOX CO 


0001240314 Forwards 1£ I nsp Rept 70-0135/79-19 on 791002-04, Na 
non pomp l lane e noted Details withheld Iref 10CFR2 790) 

HARTIW, W 0 Region U Philadelphia* Safeguards Branch 79/11/19 

2pp 


- -0001240325 IE Insp Rept 70-0135/79-19 on 791002-04 No n oncomp Hanes 
noted Major areas inspected sampling t< mea s urgme pt s from A, 

D it Beta tanks Details withheld (ref (OCFfl? 790} 

JOVNER.-J H Region 1, Philadelphia, Safeguards Branch 

79/11/15 lp 


BOO1IO0354 Discusses 791116 personnel exposure Gasket surface b rC'* 
temp vulcani fail on caulking compound f a 1 1 ed , c a u s i rig release 
of matl Into fab-1 room Twelve personnel indicated elevated 
nasal smear activity Caused by personnel error 
AUSTIN, M A Abe* Corp 79/12/14 3pp 


B001040090 Notifies of partial refund of amend fee r» Amend Hl’J’-l, 
incorporating nuclear matls Div PA operations security 
training 6 qualification plan 

MILLER, W Q License Fee Management flianch 79/12/10 Ip 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC 


9001040181 F01A request for documents considered or approved by 
Commission during Inventory consideration at NSF, Erwin , IN 
KRAN16H,A Trends Pub 1 J sh ing, Inc 79/11/06 lp 


8001070279 Ac* receipt of 791120 Itr informing NRC of steps te!>r> Id 
correct violation noted in IE Inap Rept 70-0143/79-42 
KENNA, W B Region 2. Atlanta, Safeguards Branch 79/12/10 Ip 


— B001070282 Responds to NRC 791024 Itr re violations noted in lh Imp 
Rept 70-0143/79-42 Details withheld (ref J0CFR2 790) 

MANSER, W C Attus.Inc 79/11/20 Ip 


—8001070287 Forwards IE Insp Rept 70-0143/79-42 on 790000-0914 t fa lice 
of violation Notice of violation withheld iref I0CFR2 790)' 

KENNA, U B Region 2, Atlanta, Safeguards Branch 79/10/2+ 

2pp 


—8001070292 IE Insp Rept 70-0143/79-42 on 790808-0914 Noncomp } I an cd 
noted failure to report Immediately loss of SNM through 
ventilation stack of V hexafluoride conversion operation 
Details withheld (ref I0CFR2 790) 

LEE, T D Region 2, Atlanta, Office of the Director 

GILLESP IE, F P Region 2, Atlanta, Safeguards Branch /9/J0/2I 


BOO J 1 00034 Confirms authorization given in telcon to ship 29 highly 
enriched U waste boxes to burial Basis for author i ja 1 1 on 
ail 29 boxes opened searched, repac kaged & resealed under 
NRC surveillance Average value under 25 q U-235 

PARTLCW, J 0 Material Control Licensing Branch 79/12/20 lp 


8001020024 Responds to FOIA request for nonpropr letary version of 
security plan For nuclear fuel site at Erwin, TN Forwards 
requested info 

CARR, J C Division of Rules and Records 79/12/21 )p 


—8001020027 Forwards "Evaluation Rept " Requests Commission approval of 
end proposed itrs for transmitting Itrs to Congress 
SMITH, C V Office nf Nuclear Material Safety t< Safeguards 
VOLGENAU, E Office of Inspection V Enforcement, Office of lh? 
'Director SECV-7B-202 70/04/10 5pp 


— 8001020030 Forwards "Fvaluation Rept." reanalyzing safeguards at fual 
cycle facilities Physical security safeguards at NFS, Erwin* 

TN, are protected against sabotage !, theft 
HENDR1E. J M Commission 70/06/01 2pp 


— BOO 1020032 Nonpropn otary version of "Evaluation Rept " 

* Office of Nuclear Material Safety It Safeguards * Office nf 
Inspection 8c Enforcement, Office of the Director 70/04/10 06pp 


SOQ104019P Responds to FOIA request for documents considered or 
approved by Commission during inventory consideration at 
NBF, Eruii n, TN Forwards documents listed in App A 
CARR.J C Division of Rules and Records 79/12/21 2pp 


— 0001040203 Forwards V Cochran 790927 Itr re NF9 facility in Erwin, Nl 
Requests provision of options for action including 
continuation of current efforts !, withdrawal of license 
AHEARNE.J Commission 79/08/31 Ip 


— 0001040216 Discusses NRC findings re NSP roatl accounting It control ft 
clarifies NRC policy concerning findings NRC license for 
facility should be revoked due to inadequate matl accounting 
8, control & physical security 

COCHRAN, T B Natural Resources Defense Council 79/00/27 4pp 


— S0010402J9 Requests Ofc of Policy Evaluation comments S, r ec ornmend # 6 J (in • 
r# issues in S Moglewer memorandum expressing concern w/NRC 
nuclear metis accounting program Response requested by 
791010 

THOMPSON, HL Commission 79/09/28 lp 
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— 9001040222 Discusses 5 Moglewor concerns re status of mail accounting 
approach Recommends that briefing be held by Commission to 
present overview of current statistical hypothesis testing 
approach for evaluating inventory difference data 
HENDR I E, J M Commission 79/11/04 Ip 


— 0001040227 Forwards M flessinger 790924 memo re application of inner 
diameter regression equation to Aug 1979 NFS inventory 
SHEHfl , T S Material Control Licensing Branch 79/10/02 Ip 


— 8001040231 Submits resulting J egression equation ob tainedi u/parameter 
of equation Analysis of regression variance indicated 907 
of total variations bj p lamed Std error of estimate is 
t. 342 g 

MESS1NGER.M Material Control & Accountability Development 

Branch 79/09/26 3pp 


BOO 1 220020 Requests registration as user of Model Super Tiger 
MICHEL, CJ Actus, Inr 60/01/03 Ip 


B0Q1930315 Responds to 791227 request for extension to complete 
activities re 791206 low enriched U physical inventory 
Licensee given until 600121 to complete ac t i v i t i e 3 . provi d ed 
U !« U-233 Inner diameter valurs reported by 0001 11 
PARTLQW , J 0 Material Control Licensing Branch 80/01/03 Ip 


DOCKET 70-0303 CARNEGIE MELLON UNIV 


BOO 1 02031 1 Foruaids response to IE Bulletin 79-19, "Packaging nP Low 
Level Radwasto for Transport *< Burial 11 Si* shipments nf low 
level rad waste made Jan i97B~June 1979 
SCMATZ.E R Cornog lo-Mel) on Univ 79/11/26 22pp 


DOCKET 70-0364 PARKE) TOWNSHIP BITE, BABCOCK k WILCOX CD 


B001110007 PNC1-I-/9-21 on 7911 16, 1 icensee found airborne Pu 
contamination in Fabrication Area i Rubber glove on glnve 
bo* failed allowing release of DB3 times specified limit 
Fifteen exposed persons taking hioassay «, in vivo counting 
KINNEY, W . SMITH. G Office of Inspection L Enforcement, Office of 
the Director 79/11/16 Ip 


6001110013 PN0-I-79-21A on 791120, aildl info from licensee Indicated 
person working in gloveboi on 791116 inhaled sufficient 
Pu-239 to have 2 '3 lung burdens based on 791116 lung count 
No appreciable decrease in 791120 lung count 
KINNEY, U » SMITH, G Region 1. Philadelphia, Office of the 
Director 79/11/20 Ip 


B001040316 Discusses air sampling program per 791203 telcon Facility 
Indicated air monitoring device was installed for early 
warning to personnel of unexpected radioactive releasee in 
Pu facility More devices will bo installed 

ORJER,D M Region 1* Ph i 1 ad e 1 ph i a, Office of the Director 

79/12/03 Ip 


5001100334 Discusses 791116 personnel aiposure Gasket surface & room 
temp vulcani labion caulking compound fai led, cau* lng release 
of m a 1 1 into fab-l room Twelve personnel indicated elevated 
nasal smear activity Caused by personnel erroi 
AUSTIN, M A Abex Carp '79/IP/14 2pp 


9001040090 Notifies of partial refund of amend fee re Amend MPP— 1, 
Incorporating nuclear matls Oiv PA operations security 
training & qualification plan 

MILLER, W O License Fee Management Branch 79/12/19 ip 


500I2203D2 Forwards Amend 6 to License SNM-414, incorporating exemption 
from criticality monitoring requirements for out-gido U 
hexafluoride cylinder storage area op Apollo site License 
amend V safety evaluation end 

RQUSE, L C Advanced Fuel tc Spent Fuel Licensing Branch 77/12/20 


BQ01B202S4 Amend 6 to License SNM-414, incorporating exemption from 
criticality monitoring requirements for outside U 
hexafluoride cylinder storage area of Apollo site 
ROUSE, L C Advanced Fuel ^ Spent Fuel Licensing Branch 79/12/20 
9pp 


-- 800 12202 56 Safety evaluation re 790027 license amend application re 
exemption from criticality alarm requirement for U 
fiox-afiuor ide storage areas 

BURKHARDT, U , ROUSE, L C Advanced Fuel * Spent Fuel Licensing 
Branch 79/12/20 2pp 


6001160125 Amends Conditions 12 it 37 of License SNM-414 extending 
completion date to 800331 for instrumentation & ventilation 
mods Completion Includes preoperatipnal testing Requests 
monthly status r e p t 

ROUSE, L C Advanced Fuel L Spent Fuel Ucanainq Branch 79/12/26 
2PP 


—8001160131 Amend 7 to Conditions 12 L 37 of License SNM-414, e x tend i ng 
completion date to 000331 for instrumentation b ventilation 
mods Completion includes preopera t i nna 1 testing Monthly 
status ropt required 

ROUSE, L C Office of International Programs 79/12/20 Ip 


— 8001160130 Discusses Bf,W 791210 request fur extension of completion 
date ra Conditions 12 R 37 -of License SNM-414 Action 
considered administrative amend & will not affect license 
r onowa l 

QURKHARDT , VJ Fuel Reprocess & Recycle Branch (Pro 790727k 

79/12/28 ip 


DOCKET 70-0371 UNITED NUCLEAR CORP 


BOO 10301 1 9 Forwards IE Insp Rep t 70-0371/79-19 on 791015-17 No 
fi07i comp 1 i an: e noted 

MARTIN, W 0 Region i, Philadelphia, Safeguards Branch 79/11/14 


— 6001030131 IE Insp Rept 70-0371/79-19 on 791015-17 No none omp 1 i anc e 
■noted Major areas inspected shipping & receiving 

SUMMERS, R . DELLA RATTA, A Region I, Philadelphia, Office of the 

Director JOYNER, J H Regiion 1, Philadelphia, Safeguards 

Drench 79/11/14 lp 


0001310075 Ack receipt of 791117 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0371/79-13 
MARTIN. W G Region i, Philadelphia, Safeguards Branch 00/01/03 


— GOO 1310102 Forwards IE Insp Kept 70-0371/79-13 on 790712-10 6 notice 
of violation, Apps A H App A withheld <t*P 10CFR 2 790) 

MARTIN, WO Region 1, Philadelphia. Safeguards Branch 

79/10/17 2 pp 


— 8001310109 Notice of violation , App B, from insp on 790712-10 

* Region 1, Ph 1 1 ade Ip h la. Office of the Director 79/10/12 
IP 


—Q001310130 IE Insp Rept 70-0371/79-13 on 790712-10 Noncompliance noted 
items on hand were nat tamp or -*a fed or measured for 
inventory & posted SNM tens limits For fuel crib storage 
area work lane were exceeded 

COHEN, I Region 1, Philadelphia, Office of the Director 

SMITH, 0 , JOYNER, JH Region i, Philadelphia. Safeguards 

Branch 79/10/J2 3pp 


DOCKET 70-0475 CARNEGIE MELLON UN IV 


0001020311 Forwards response to IE Bulletin 79-19, "Packaging of Low 
Level Radwaste for Transport b Burial “ Six shipments of low 
level radwaste made Jan 1975-Jun.e 19/9 
QCHATZ, £ R Carneg i e-Me 11 on Univ 79/11/28 22pp 


DOCKET 70-0521 ROOSEVELT UNIV 


0001050266 Responds to IE Bulletin 79-19 re packaging law levol 
radwaste for transport t, burial No ra-duastos generated 
GREEN, J Roosevelt Univ 79/12/10 lp 


DOCKET 70-0734 GENERAL ATOMIC CO 


BOOT 100290 Advises of withdrawal a-F Item 2 In 790706 notice of 
violation Vendor interpretation of Fundamental Nuclear Mall 
Control Plan Pound valid 

NDRDEHHAUOrL R Region 3, San Francisco, Safeguards Branch 

79/12/12 Ip 


DOCKET 70-0736 LOWELL, UNTV OF 


BOO 104 0736 Forwards IE Insp Repts 50-223/79-02 70-0738/79-01 on 

790905 No noncompliance noted 

MARTIN, 14 0 Region L. Philadelphia, Safeguards Branch 79/11/15 

2pj> 
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-•'6001040737 IE Insp Repts 50-223/79-02 ft 70-0736/79-01 on 790903 No 
noncomp 1 i anc e noted Major areas inspected matl contra! 6 
accounting 

SUMMERS, P J flsgicn j, Phi ladelphia, Office of the Director 

JOYftER. J H Region 1, Philadelphia. Safeguards Dranch 

79/10/25 2?p 


DOCKET 70-0754 VALLEC I T03 NUCLEAR CENTER. GENERAL ELECTRIC CO 


6001030862 Responds to 79001/ request to withhold Investigation Hopl 
70-0020/78-22 ft Insp Rept 7O-0B20/7EJ-2J per 10CFH2 790 Wo 
basis for withholding ropts from public distribution 
DRIER. R H Region 1. Philadelphia; Office of tho Director 
79/12/12 lp 

8001310070 Forwards IC lnsp Rept 70-0020/79-13 on 79)0211-26 Nil 
noncomp 1 lance noted 

MARTIN. WO Region 1. Philadelphia, So f aqua ids Rrrtnth /9/lil/ll 

2pp 


6001 t8Q2Bl Forwards GE 791211 request to DDT for issuance Df IAEA 
certificate of competent author! ty. based on 1973 revised 
editjan of IAEA transport regulations Requests NRC technical 
review ft eyaluat ion 

PAWL, R P Transportation, Dept of /9/I2/17 lBpp 


— 0001160290 Forwards proposed mod to amend Section b of license. re 
irradiated fuel container sys for Model 100 Proposed changes 
will enhance package integrity ft bring packaging design into 
conformance w/other vendor packaging* U/d end 
KING, W H Antibodies, Inc 69/06/13 lp 


— 0OOJ 180296 amends application for authorization to deliver ENtL to 
carrier for transport under License SNM-960 Page 17 of 
application is revised u/neui Section b i S re type of lock 
ft seal 

KING, W H Antibodies, Inc 69/12/19 ip 


■8001100306 Submits matl properties table, physical model of container, 
results of coastup analysis t statement exploring choice of 
radial direction for heat analysis in response to telcon 
KING, W H Antibodies Inc 69/1J/13 7pp 


6001 180315 Amends 6SQ9I0 application for authorization to deliver &NM 
to carrier for transport re Model IOD Paqes 6,9 ft 17 of 
application revised * new Exhibits Q,C ft 0 submitted W/o 
ends 

KING, W H Antibodies Inc 48/10/25 ip 


8001 160324 Forwards revised App D, Section 5 1 re irradiated fuel 
container sys for Model 100 Anticipates replacing or 
modifying most Section 5 info Exhibits U U end 
KING, M H Antibodies- Inc 6B/09/1B 85pp 


DOCKET 70-0020 UNITED NUCLEAR CORP 


8001040103 Forwards Waste Packaging Insp flept 
nunc omp l i ante noted 

SUTHERLAND, J T Region 2, Atlanta Fuel 

Safety Branch 79/11/15 5pp 


79-03A an ^910I7-1B No 
Facil i ty ft Materials 


— 0001310072 IE Insp Rept 70-0020/79- 1 5 on 791033-36 No none ump I tanr « 
ndted Major areas inspected inventory verification ft mg l »f 
matls control sys Details withheld (ref lOCnil? 790) 

COHENd Region 1, Philadelphia, Office of the DiriHCtor 

SHAUfl.T . JOYNER, J H Region l, Philadelphia, lia f OQ ear tJ * 

Dranch 79/12/06 Ip 


8001240268 Responds to 791217 request foT r ecom i d e rot l on fp f pUi fininl 
of Insp Rep t s 70-820/78-23 ft 70-020/70-22 in PMt Insp r»pl« 
placed in PDR after utij leceipt of NRC respunstt to 79091V 
ltr 

GRIER, 0 H Region 1, Philadelphia. Office of the Director 
79/12/27 lp 


6001220311 Documents NRC position that book lucoid means both total 
plant ft subsidiary matl control area records Roquosto nod nf 
appropriate sections of Chapters *> ft 6 of fund onion l a 1 
nuclear matl control plan 

PARTLOW, J 0 Material Control Licensing Dranch OU/Ol/O I lp 


DOCKET 70-0925 C JMMARQN FACILITY. KEHR-MfGEt CC1RP 


GOO 1070326 Discusses 7912U telcon w/NRC Dock up power Supplied tu 
emergency telephones at Cimarron facility by natural 
g onerator 

KEPPLER, J Q Region 3, Chicago, Office of the Dlrei tor /?/ 

IP 


8001110310 Ac V receipt of 791116 ltr informing NRC of steps totem tn 
correct violations noted in NRC 791030 1 tt ft notice of 
violation 

DAVIS, A D Region 3. Chicago, FuM Fat l 1 1 ty ft Material* "Jafolu 

Dranch 79/12/17 lp 


6001110216 Responds to NRC 791030 I tr ft notice uf violation tdi ricti ,i> 
actions personnel preparing exposuie ropts far terminated 
employees r e i no true ted re procedure to accomplish tfiftk In 
timely manner 

SHELLEY, W J Sherwin-Williams Co 79/ 1 1 / J 6 lp 


—6001040224 Waste Packaging Insp Rept 79-03A on 791017-18 No 
noncompl xanc e noted Major areas inspected Compliance u/DOT ft 
NNC regulations re shipping paper requirements. DOT placard 
requirements radiation levels ft removable contamination 

ar,JS 7„ 1 „l3"”;pp 2 Fu ' 1 FaC ““'' 1 Ma ‘ er,al5 Saf ettl 

80 al 2 ^?nf?^ 0ruard5 1E ,nsp Rept 7 0-0820/79-i3 on 790625-26 ft notice 

Or YkPIdClOn 

MART!N.W G Region Philadelphia, Safeguards Dranch 79/11/16 


-6001240361 Notice of violation from imp on 790625-26 
^ Region l. Philadelphia. Office of the Director 


79/11/07 


SNM shipment Vendor 790622 ltr end y 

SStlS^Vo WOLmroVi Safeguard, Branch 

D.reiter fk/U/J? fp£ p h ‘ l«"‘leh ia. Off.ce «f the 

—00012403*9 Conf.ras nencone 1 lanca U/I0CFR70 54 re failure of licensee 

79061 2^when 6NH mal t ^ Sa ction rept DOE/NRC-741 on 

ntrfiTi! u ?* shipped Future shipments will be 

BOWERS C F V Al 0tjU > Car ? w/Com P r « r,Bn *^e shipping checklist 

!?? iS/L/aS* °s; ’ Gen€ral Cflrp ‘ «■*“■ peering 

6001040392 Forwards Nflc 1 * _ . , 

Kiss, ft 1 

«r»se Fee Management Branch 79/12/U 2pp 


DOCKET 70-0997 WCSTINGHOUSE EIECTRIC CQRP 


0001310120 Discusses IE Insp Rept 70-0997/79-01 on 791116 No 
noncompUance noted Mojoi areas inspected radiation safety 
ft license regulation 

Philadelphia! Office of the DireLtnr 


regulation 
MCCLINTOCK.R O Region 1, 
79/12/06 ip 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC 


8001310076 Forwards 1C Insp Rept 70-1100 /79-08 on 790924-2(1 tlu 
noncomp 1 iance noted 

Region 1, Philadelphia, Safeguards Branch /V/ITJ/O'l 


noncomp 1 
MARTIN,W 0 

2pp 


““SitJluX.Jr ^tL Re|,t 70 :''°? '' 77 - 08 * 7*0W4-aa NO 

I, inspected facility organiiation ft 

operation, storage ft internal control ft physical Inventoi u 
Details withhold (ref 10CFR2 7901 P J inventoi y 

J™;;,' z iS v \ H H n r l ?" 11 = o,nc. or lh * 

nia^lS 1. Phi ladelphia. H af.« U .rO„ 


a0 5 1 o«?dI i h« V irrH“' a ‘ f °" eor “ m “" d red '' c ‘"9 »4« enrichment „f 
J as not 1 b ” n Requeots payment 

License fee Management Branch BO/Ol /04 lp 


WEISS, J D 


DOCKET 70-1113 GENERAL ELECTRIC CO 


6001220170 Notifies of part 
amend re repla 
required major 


WEISS, D 


l™[ sr^rlne^?:; JeJutMJ'r 1 ' 0 " Po * ,o 

or safety ft environ fee only t 


License Fee Management Branch 80/01/04 


ip 



DOCKETED ITEMS 


289 


0001250103 Notifies of partial refund concerning 791231 application for 
amend of License SNM-1097 re expansion of plant conversion 
capacity Application Involved safety 6 environ fee 
WEISS. D License Fee Management Branch 00/01/ii Ip 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP 


0001230332 Forwards IE Insp Rept 70-1143/79-12 on 790716 No 
noncompliance noted 

MARTIN, W 0 Region i. Philadelphia. Safeguards Dranch 79/11/26 

3pp 

— 8001220324 IE Insp Rept 70-1143/79-12 on 790716 No noncamplante noted 
Major areas inspected licensee plans for coping w/strike 
KUSHNER. W L * JOYNER » J H Region 1* Philadelphia. Office of the 
Director 79/11/13 Ip 


8001150051 Summary of 791206 meeting w/vendor in Silver Spring, HD re 
investigation of FL-lO-l inner container problems 

DRPWNE.W 0 Advanced Fuel l< Spent Fuel Licensing Branch 79/12/19 

2pp 

Q0011B027S Advises of completion of environ assessment re operations at 
lab & analysis of natural phenomena effects EPA 791114 memo 
end 

AYER, J E Advanced Fuel 6 Bpent Fuel Licensing Dranch 79/12/30 

2pp 


DOCKET 70-1151 WEST I NGHDU&E ELECTRIC CORP 


B001040721 Forwards revised Pages 2, 5 * 6 per revision of License 
Condition 366 addition of Condition 6 6 Condition 3 6 
amended re applicability to uranyl nitrate solution 
Condition 6 0 exempts same day requn re DDE/NflC-741 

PARTLDW.J G Material Control Licensing Dranth 79/12/20 4pp 


—0001040729 Amend MPP-1 to License SNM-1 107, revis mg Pages 2*5 & 6, 
Clarifying Condition 3 6 r« applicability to uranyl nitrate 
solution 6 adding Condition 6 B to exempt same day 
requirement re Form DGE/NRC-74 1 

« Material Control Licensing Branch 79/12/19 3pp 


0001220304 Notifies of partial refund following NRC review of manpqun 
expenditures required for review of 790802 application for 
safeguards amend > i nc or p or a t 1 ng Conditions 2 6 & 3 9 
MILLER, W □ License Ft*fl Management Branch 80/01/04 ip 


DOCKET 70-1193 CIMARRON FACILITY, KERR-MCGCE CORP 


□001040100 Forwards Waste Packaging Insp Rapt 79-03A an 7910I7-IB No 
noncamp llanc o noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility L Materials 

Safety Dranch 79/11/15 5pp 


— BOO 1040224 Waste Packaging Insp Rept 79-03A on 791017-10 No 

noncamp 1 iance noted Major areas inspected compliance w/DOf U 

NRC regulations re shipping paper regu Irementa, DOT placard 

requirements, rad iation levels f< removable contamination 

POTTER, J P Region 2, Atlanta, Fuel Facility U Material* Safety 

Dranth 79/11/13 4pp 


0001070326 Discusses 791313 telcon w/NRC Back up power supplied to 
emergency telephones at Cimarron facility by natural gas 
generator 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/12/05 
l{i 

80011 10210 Ack receipt of 791116 ltr informing NRC of steps taken to 
correct violations noted in NRC 791030 ltr it notice of 
violation 

OAUI&.A 0 Region 3, Chicago. Fuel Facility It Materials Safety 

Dranch 79/12/17 ip 

— 80011 102IB Responds to NRC 791030 ltr 6 notice of violation Corrective 
actions personnel prepai ing exposure repts for terminated 
employees reinstructed re procedure to accomplish task in 
timely manner 

SHELLEY, W J Sherwin-Williams Co 79/11/16 Ip 


DOCKET 70-1201 UF 6 CONVERSION FACILITY.* BADCQCK 6 WILCOX CO 


BOO! 160430 r oruiards NRC 760226 El A. vender environ rept* Section 5, 
"Environ Effects of Accidents," it NRC 770309 El A 
CROW, W T Uranium Fuel Licensing Dranch 79/12/11 ip 


--8001 160436 Negative declaration re environ impart created by proposed 
renewal of License SNM-1160 

CHITWOOD, R D Division of Fuel Cycle *< Material Safely 
76/02/20 lp 


— 0001 160443 EIA supporting renewal of License SNM-1168 Vendor environ 
re P t , Sec 1 1 on 5, “Environ Effects of Accidents" anc 1 
* Division of Fuel Cycle 6 Material Safety 76/02/26 74pp 

Book 100297 Forwards IE Insp Rept 70-1201/79-14 on 791106-09 Nu 
noncompliance noted 

KENNA, W D Region 2. Atlanta. Safeguards Branch 79/11/23 2pp 

— 0QOUBO3O] IE Insp Rapt 70-1201/79-14 on 791106-09 No none omp 1 i an < e 
noted Major areas inspected facility changes 6 mods, 
procedure c ontro 1 * nuc 1 car criticality safety, operati otis 
review, safety committees % previous enforcement matters 
GILLESP t E< F P . CORYELL, G P Reqlon 2, Atlanta- Office of the 

Director 79/U/21 5pp 


DOCKET 70-1220 GENERAL ELECTRIC CO 


0001240257 Forwards Amend 1 to License SNM-1 270 

MACDONALD, C E Transportation Dranch 79/12/12 lp 


— 9001240264 Amend 1 to License SNH-1270, revi sing license in entirety 
Authorises irradiation $* transpm t of 8NM contained in fuel 
pe 1 lots, rods, rod segments or bundles 

MACDONALD, C E Transportation Branch 79/12/12 2pp 


DOCKET 70- 1 22B JACKSON COMMUNITY COLLEGE JACKSON, MI 


0001100073 Responds to IE Bulletin 79-19 re packaging of low level 
radwaste for transport 6 burial No radwaste shipped 
R I GQ3, R D Jackson Community College, MI 79/09/19 Ip 


--0001 1B0078 Advises that no response recoveiverf to lE HuUotin 79-19, 
"Packaging of Low Level Radwaste for Transport t Burial " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 

79/11/27 lp 


DOCKET 70-1297 MIXED OXIDE FABRICATION PLANT. EXXON NUCLEAR CO , INC 


8001030063 Discusses 791127-30 visit to facility to discuss pending 
application for renewal of License SNM-1227 Mojor areas 
reviewed outstanding questions on license renewal 
app 1 Ication, plant equipment 7, operation 6 NRC inop 

SOB NO* A L , STEVENSON, R L Uranium Fuel Licensing Branch 79/12/07 
3pp 


0001070136 Forwards fee which accompanied vendor 79110B ltr Review oP 
791109 request will be combined w/791114 request which 
submitted! changes to physical protection plan Fee far levtoui 
of plan should bo forwarded W/o encl 

WEISS, J D License Fee Management Branch 79/12/11 ip 


DOCKET 70-1300 M3RR IS OPERATIONS GENERAL ELECTRIC CO 


0001 1005B9 Request* addl info re annual operating eipetioes for 
1973-197B t< availability of funds for d ec iwnmi ss i on i n g 
ROUSE, L C Advanced Fuel f . Spent Fuel Licensing Branch 79/11/20 

lp 

8001300116 Order setting B00229 prehearing conference in Morns, Ik. re 
intervenors' contentions U discovery schedule 

GDDDHOPE, A C Atomic Safety and Licensing Board Panel 80/01/17 

2pp 


DOCKET 70-1352 SACRAMENTO MUNICIPAL UTILITY DISTRICT 


E00 l 160507 Forwards response to CD Calsoya* 790B31 6 1012 Ikrs re 
seismic design calculations, insui ante protection l 
radioactive emissions 

GOBSICK.L V Office of the Executive Director for Operations 
79/12/06 Ip 


— B001 160597 Responds to 790031 1031 ltrs re seismic design 

calculations, insurance protection it radioactive emissions 
Corresp ondenc e, i ndcmni ty ogre e-monts , nut 1 oar liability 
insurance policies b info ro 1977 plant releases one 1 
KNIGHT, J P Assistant Director for Engineering 79/11/30 
300pp 



290 


DOCKETED ITEMS 


DOCKET 70-1503 WEST JNGHOUSE RftD CENTER, WEST1NGHQUSE ELECTRIC CORP 

8001310228 Discusses IE insp of Licenses SNH-47 ft SNM-1460 oti 791114 
No noncomp ! iance noted Ma jior areas inspected examination of 
procedure? ft representative rec ords, measurements It 
interview? w/pers onne I 

MCCLKlTOCK.ff O Region 1. Philadelphia, Office of the Director 

79/12/05 lp 


DOCKET 70-1621 CONOVER ft ASSOCIATES, INC 


0001290343 Forwards Endorsement 3 to NELlA Excess Binder EH-5B ft MAELU 
binder XB-59 

BARNETT, J E Conover ft Associates, l rtc Insurance 00/01/24 5pp 


8001290352 Forwards Endorsement 37 to NELIA Policy NF-226 ft Endorsement 
32 to MAELU Policy MF-87 

BARNETT, J E C-onover ft Associates* Ir>c Insurance 00/01/24 3pp 


DOCKET 70-1710 ST MARY'S HOSP WA, CONNECTICUT 


8001300535 Ack receipt af 791029 Itr informing NR(, of intent not to 
renew expired License SNM-1481 Advises of understanding re 
791119 telcon, that licensee now wishes to renew license 
Application eac I W/o enc 1 

KCCL1NT0CK.RQ Region J, Philadelphia, Fue 1 Fae 1 1 i ty ft Ma ter 1 a 1 u 

Safety Branch 79/12/17 lp 


— BOOI3OO530 Responds to NRC 791024 notice of expired Licence SNM-14R1 
Advises that licensee does not wish to reoew 

SISTER MARGUERf St Mary's Hasp Waterbor y, CT 79/10/29 lp 


•— B0Q13OO547 Notifies of expired License SNM-I48t ft discusses renewal 
actions to be taken by licensee 

MCCL INTOCK. R 0 Region 1, Philadelphia, Fuel Facility ft 

Materials Safety Branch 79/10/24 2pp 


DOCKET 70-2*23 MCGUIRE SPENT FUEL POOL. DUKE POWER CO 


8001020085 Requests that Zudans. Lanti ft Donahew perform integrated 
analysis of postulated cask drop accident at McGuire pool 
Analysis required t>y ASLB 791107 order 

CUNNINGHAM, R E Division of Fuel Cycle ft Material Safety 
79/11/2* 2pp 


8001040*30 Forwards NRC 791213 order transmitting amended Certificate 
of Compliance 6698 for Modal NFS-4 casks A permitting 
renewed use of certain casks under appropriate conditions 
H8EFL ING, R K Hearing Branch 4 ?9/t2'10 lp 


— *6001040634 Order permitting renewed use of casks w/Sorial Numbers 
NAC-1 D , NAC-1D ft NAC-1E, under restrictions incorporated in 
Revision 9 to Certificate of Compliance 6699 
DIRCKSjW J Office of Nuclear Material Safety & Safeguaids 
79/12/12 4pp 


0001040106 Motions on security issues Requests further specificity from 
NRDC re transportation security area. Content i on 6 Urges 
issuance of protective order instituting In camera 
proceedings to resolve issues W/o end 
HORELIN3, R K Hearing Branch 4 79/12/27 j2pp 


--8001040113 Affidavit attesting review of Duke Power Co proposed 
transportation security plan re spent fuel shipments from 
Oconee to McGuire Plan contains info ldonti fy i n g procedures 
for safeguarding licensed matl Certificate pf Bvc one! 

KASUN, 0 J Physical Security Licensing Branch 79/t2/27 5pp 


8001220160 Comments on proposed rule 10CFE73 firm embargoing of area 
creates problems for t r anspor tati an of spent fuel Great 
portion of major roadways traverse Category C cities 
PORTER, W L Duke Power Co 79/12/31 2pp 


— BO 01 230 169 Seeks mgfc review of NRC 79CB03 denial of util 790713 & 30 
requests for approval of transportation routes Eight miles 
of route through Charlotte cannot he classified as 
traversing heavily populated area 
PARKER. W 0 Duke Pquier Cq 79/08/30 4pp 


8001180032 Responds tD 791301 Itr re intervener 791201 brief Brief 
should be treated per intervener affidavit of nondisclosure 
Contains protected info in discussion of specific routes of 
spent Fgel transportation 

MALLORY, R 8 Office of the General Counsel 80/01/07 tp 


— 0001180036 Requests that nond I cc lo?uro agreement not apply to 
intervener 791201 brief 

R 1 LEV, J L Carolina Environmental Study Group 79/12/01 jp 


--8001 1B003Q Forwards intervonor brief protected under Corruni ss ion 7?J K 
order W/o enrJ 

RILEY, J L Carolina Ftw 1 runmen fca 1 Study Group /9/12/QL lp 


8001280210 Response to NRC motions re security issues Rcseives judgment 
re practicability of fuel rerouting Will not contest 
applicant compliance w/provl * l ons in DJ Kosun affidavit 
Certificate of Svc enc l 

FLEI SC MAKER, D Natural Resources Defense Council FL F IftCHAKEfl , 0 
riel schaker. D 5 00/01/08 5pp 

0001170510 Forwards NURFG-0396 in response to RP Wilson 000101 Hr W'a 
one 1 

HOEFLING, R K Healing Branch 4 00/01/10 ip 


DOCKET 70-2909 IJCfiTlHGHOUSE CLCCTRli CGRP POWER SYSTEMS 


8001300057 Forwards opplic.it inn for 5NM license for AL Nuclear Fuel 
fabrication Plant Also forwards environ rrpt Demonstration 
section of license application will be sent in 19GO Filing 
fee unci 

DIPIAZZA, R P Ed l mu Internationa] Co 79/12/11 lp 


- -800 1 300060 Application foi SNM license author wing AL Nuclear Fuel 
Fabrication Plant to rpeuivu title to own, acqui r e , da 1 1 ver, 
rec eivc. possess, use *• tranofer MNM 
« Edlow International Co 79/12/31 lOOpp 


— 00013000*0 Fnvi rim ropt for facility 

* Cdlow Intornation.il Co 79/12/31 hOOpp 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER 
CERTAIN CONDITIONS 


DOCKET 71-0018 NUCI FAR AOSURANCF CHRP 


800(210021 Forwards request for add] info in completu review of OA 
program 

MACDONALD, C E Tr anspoi tati on IJranch 00/01/03 2pp 


DOCKET 71-0027 HAnC0rK ft WUtOX CO 


8001040167 forwards HA pi ogram approval fnr radioactive mall (Wickaqe 
MACDONALD, C r Transpoi tat 1 on Dr, me h 79/12/1/ lp 


~ 800 l 040 170 OA program approval for radioactive matl package 0027, 
fluv i s i oxi 0 

MACDONALD, C E Trrthaportal i on Drench /9/12/17 lp 


DOCKET 71-0035 WUKWFLl 1NTLRNATIQNAL 


00011 101 Jl Forwards (1A program, Rovie ion A for packaging licensed 
radioactive matl for shipment 

MCDERMOTT, R J Terra Chemicals tnter nat l on J > Im. /9/I2/12 ip 


—8001110135 OA program fen packaging licensed radioactive mat! for 
sh i pmont, Rovi s 1 on A 

tJASCPH. ft L Terra Chemicals Interaction I < Inc 79/12/05 3Jpp 


DOCKET *71-0046 TELEDYNE ENERGY SYSTEMS 


8001070506 Forwards OA prngram for Protective Packaging Div products 
itCGREW* J H Newport News Industrial Carp (subs of Newport Mews 
Bhipbui Iding ft DryDock Co ) 79/12/12 lp 


•*■”8001070500 GA program for Protective Packaging Div products 

* Newport Nows Industrial Carp (subs af Newport Nows Sh i p but tdi A® 
ft DnjDoe* Co ) 7 9/12/10 95pp 


DOCKET 71 “0054 OKLAHOMA TESTING LABORATORIES 


B0O11IO123 Forwards GA program for radioactive matl shipping containers 
ft enpasutB devices 

WITTE, M A Oklahoma Testing Labs 79/12/10 Ip 
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— BOO-S 1 1012B QA program for radioactive matl shipping containers •< — QQ01290Q39 GA program approval for radioactive mat] package 0122. 

exposure devices Revision 0 

* Oklahoma Testing Labs 79/12/10 3pp MACDONALD, C E Ti ansp o r t a 1 1 on Branch 60/01/17 Ip 


BO01Q7O142 Forwards request far addl info to complete review of CIA 

program DOCKET 71-0135 BAOCOCK ?< WILCOX CO 

MAC DONALD r C E Transportation Branch 79/12/21 2pp — 


B001310263 Forwards requested supplemental info re QA program for 
shipping t< receiving radioactive matls 
WITTE- M A Oklahoma Testing Labs 00/01 /04 2pp 

— BOOS 310265 Suppl to QA program for shipping & receiving radioactive 
mat I a 

* Oklahoma Testing Lobs 00/01/04 Ip 


GOQ1290044 Forwards QA progi am approval for radioactive matl package 
HA C DONALD. C C Transportation Branch 00/01/17 Ip 


■0001290049 QA program approval for radioactive matl package 0054. 
Revision 0 

MACDONALD. C C Transportation Branch 30/01/17 lp 


DOCKET 71-0060 MORR I 50N-KNUDDEN CO . INC 


G001110235 Forwards QA piugtdfh approval for radioactive matl package 
MAC DONALD. C E Tronsportati on Branch 79/12/21 Ip 


--8001 1 10237 QA program approval for radioactive matl package 0060, 
Revision 0 

MACDONALD. C E Transport.! ti on Branch 79/12/21 Lp 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CD 


0001040319 Forwards tpqquost fox addl info to complete review of QA 
p r og ram 

MACDONALD. C C Transpm tat i on Branch 79/00/13 lp 


— BOO 1 040326 Revised QA program for use.maint i< repair of shipping 
containers fox radioactive matl 
* Rodeo Science. Jnc 7O/O0/2J ilpp 


000-1250321 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 80/01/15 Ip 


— 0001250327 QA program approval for radioactive matl package 0062. 
Revision Q 

MACDONALD. C E Transportation Branch 00 / 01/15 ip 


DOCKET 71-0096 PAN AMERICAN WORLD AIRWAYS 


0OQJ-O3O576 Requests addl info needed to approve QA program re 
transportation packages for normal fc special radioactive 
matl Acceptance criteria enc 1 

MACDONALD. C C Transportation Branch 79/12/17 12pp 


DOCKET 71-0114 Ct]LB> -THI ELME IER 1FSTING CO 


0001040149 Forwai ds OA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 79/12/17 lp 


— 0001040163 QA program approval for radioactive matl package 0114. 
Revt sion Q 

MACDONALD. C E Transportation Branch 79/12/17 lp 


DOCKET 71-0122 J L SHEPHERD U ASSOCIATES 


BOOI11-027G Forwards revised "QA Procedures for De a i gti. Tabr i ca ti on l< Use 
of Shipping Containers t Overpacka Used for Transporting 
Radioactive Metis 11 

SHEPARD. J L Originals. Inc 79/11/19 lp 


— 0001110209 Revised "QA Procedures for Des ign, Fabr icatton b Use of 
Shipping Containers * < Overpacka Used for Transporting 
Radioactive Matls " 

* Or igina lo. Inc 79/11/19 5lpp 


0001290036 Forwards QA program approval for radioactive matl package 
MACDONALD. C E Transportation Branch 00/01/17 lp 


00010703 52 Submits "IAEA Certificate of Competent Authority , 11 re 
special form radloacti/e matl enrapiulation for Certificate 
of Comp 1 tanc e 0135 

RAWL.R R Tr ansp or t.ition, De p t of 79/ 1 l / 1 4 2pp 


DOCKET 71-0159 LOCKHEED MISSILES «< SPACE 


0001040270 Forwards QA program approval for radioactive mat] package 
MACDONALD, C E Transportation Branch 79/12/17 Ip 


—0001040206 QA program approval for radioactive matl packaqe 0159. 
Revision 0 

MACDONALD, C C 1 ransp or t a t i on [Iranch 79/12/17 lp 


DOCKET 71-0160 OMAHA TESTING LABS . INC 


BCD 1110032 Forwards revised QA submanual for receipt, hand ling t< 
shipment of radioactive matls. par NRC 791030 request 
MERTZ, L R Omaha Nondestructive % Metallurgical Tasting, tnc 
79/12/07 lp 


— 00011100-36 Revised QA submanual for receipt handling A shipment of 
radioactive matls 

* Omaha Nondestructive h Metallurgical Testing. Inc 79/12/07 
14pp 


□001110240 Toruards QA program apprnvsl for radioactive matl package 
MACDONALD C E Transportation Branch /9/12/21 Ip 


--S00111G243 QA program approval fur xadioactive matl package 0160. 
Revision 0 

MACDONALD. C E Transportation Brunch 79/12/21 lp 


DOCKET 71-0177 FEDERAL AVIATION ADMIN 


0001110431 Forwards addl info re reporting relationship in QA program 
as requested by N0C 790705 l tr 

BABIAK.F Federal Aviation Administration 79/12/14 2pp 


0001250339 Forwards QA program approval for radioactive matl package 
MACDONALD, C E Tr anspor tat x on Branch 00/01/15 lp 


— 0001250345 OA program approval for radioactive matl pnckaqe 01//. 
Rovi sion 0 

MACDGWALD, C E TraniportatlPb Branch 00/01/15 Ip 


DOCKET 71-0179 NUCLEAR CONTAINERS, INC 


8001240224 Responds to 79100-9 request foi addl info re requirements 
of Append!* E. 10CFR71 Vendor vn process of updating QA 
program .Requests 90-dag extension to respond to NRC request 
HOUSEHOLDER, W R Bui oit Corp 80/01/07 lp 


DOCKET 71-0206 PRYOR FOUNDRY. JNC 


B001040270 Forwards GA program approval for radioactive matl package 
MACDONALD, C E Transp o r tat i on Branch 79/12/17 Ip 


— 0001040274 OA program approval for radioactive matl package 0206. 
Revision 0 

MACDONALD. C E Transportation Branch 79/12/17 lp 


DOCKET 71-0210 GULF OIL CARP 


8001140133 Forwards NRC 791002 1 tr, spe e 1 fy in q grounds for denial of 
Non-Des true live Testing Mg t Associates 700310 request for 
removal of App E requirements Recommends that DOT add same 
requirements far shipping packages 

MI HOGUE. R B Office of Standards Development 79/09/24 6 pp 
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— 0001140341 Forwards 0A program Comments on Petition for Rulemaking — 8001220482 GA program approval for radioactive matl package 025G. 

71-7 placs& agreement state licensee* i nr direct conflict Revision O 

tu/code requirements W/o end MACDONALD, C E Ti ansportation Branch 00/01/14 Ip 

PEEPLES, t-J P Numec 70/12/15 Ppp 


— 0001140347 Act receipt of 731215 1 tr A OA program Comment* will be 
considered in connection u»/NRC action on petition to revoke 
App E requirement* 

MACED WALD* C £ Tran s p o r ta 1 1 on Branch 79/01/09 Ip 


DOCKET 71-0230 DAD COCK t WILCOX CO 


8001310415 Requests 30-dag Pitensian to ramment an NRC 791101 
evaluation of Lynchburg Research Ctr OA program Internal 
reviews will be conducted to provide adequate responses to 
ev-dluat) on 

OLSEN, A F 3M Co , Minnesota Mining 6 M-fy Co 00/01/10 Ip 


DOCKET 71-0339 WAVY* DEPT QF 


GOO 10*?0 ] 47 Forwards proposed revision to OA program und«T License 
04- 17976-01 , in response to NRC 791109 requast 
VOOT-J F Navy, Dept of 79/11/13 Jp 


--3001090149 Forwards revised QA prog ran, cons > sting uf Amend 3 tn License 
04-17976-01 W/o enil 

AMOROSO. A P Navy, Dept of 79/06/05 Ip 


— 8001090161 Forwards revised OA p rogr an«, cons i 5 1 1 nq of Amend 3 to License 
04-17976-01 W/i> one 1 

POWELL. WL Navy, Dept of 79/05/21 Ip 


— BC0109QS65 Forwards, revised QA p rog i am- c c ras i s 1 1 ng of Amend 3 to License 
04-17976-01 Proposed operating V emergency proredui es, Change 
2. encl for consideration 5 implementation into proposed 
revision 

HARSCHEID.DG Navy. Dept of 79/05/10 2pp 


DOCKET 71-0244 NL INDUSTRIES, INC 


8001030083 Ack receipt of NRC 790029 Itr re -OA program approval Wilt 
respond appro* 00021 5. fol lowing receipt of addl NRC- 
generated matl discussed in 791211 telcnn 
DIXDN.G N Sybron Corp 79/12/1 l I p, 


DOCKET 7 1 -0249 NUC! CAR FUEL SERVICES. INC 


DOCKET 71-0352 NILES STEEL TANK fQ 


8001040482 Forwards QA program approval for radioactive matl p.*ci*9i 
MACDONALD. C E Transportation Branch 79/12/10 lp 

--8QO1O4O406 GA program approval for radioactive matl package 0352- 
Rev is. ion 0 

MACDONALD, C E Transportation Branch 79/12/18 Ip 


DOCKET 71-0357 NAVY, DEPT OF, USS VULCAN 


0001240106 Forwards revised OA program for industrial radiooropftv H/6 
end 

SPENCER, H A Navy, Dept of 00/01/22 lp 


DOCKET 71-0359 PICK INSTRUMENT PRODUCTS CO , INC 


8001040374 Requests addl info re 791122 request foi approval of 3* 
program for transportation packages for radioactive mat! 

Acceptance criteria end 

MACDONALD, C E Transportation Branrli 79/12/17 I3p,p 


DOCKET 71-0360 NAVY, DEPT OF, USS Y05EMITE 


0001040416 Forwaids QA program approval for radioactive matl packigi 
MACDONALD, C E Transportation Branch 79/12/17 lp 


-•'0001040419 QA program approval for radioactive matl pac kag e ' 0360, 
Revision 0 

MACDONALD, C E Transpor t a 1 1 on Branch 79/12/17 ip 


DUCKET 71-0362 WISCONSIN PUBLIC SERVICE CORP 


8001040240 Forwards OA program approval for radioactive matl pac tag# 
MAC DONALD, C E Transportation Branch 79/12/17 Ip 


--G00 1 04025 l QA program appioval for radioactive matl p ac ka g u ' OUtSS , 
Revision 0 

MACDONALD. C E Transportation Branch 79/12/17 lp 


0OOIG3OBQ4 Forwards "QA Program for Shipping Packages for 
Radioactive Mat],' Revision I. per N»C 79H109 request 
MICHEL, C J Actus, Inc /9/I2/14 Ip 


--BOO 103 0007 "OA Program for Shipping Packaqes for Radioactive Matl. 
Re/ision 1 

* Actus, Inc /7/12/S1 I7pp 


0001250590 Forwards request for addl info to complete review of OA 
program 

MACDONALD. C E 1 r <* nepoi ta 1 1 on nranch 00/01/16 E 1 p p 


DDCKET 71-0250 TRAN5NUCL EAR. INC 


8001290031 Forwards request for addl Info to complete review of QA 
program 

MACDONALD, C E Transportation Branch 00/01/17 lp 


DDCKET 71-0259 NUCLEAR ENGINEER ING CO , INC 


8001110434 Forwards revised QA assurance manual in response to WRC 
791120 Itr 

BAER. 7 S P K Sweeney Mfg Co 79/12/21 ip 


— 8001110439 GA assurance manual 

« 0 K Sweeney Mfg Co 79/12/21 36p p 


6001220222 Forwards GA program approval for radioactive matl package 
MACDONALD, C E Tran sporta 1 1 on Branch 80/01/ 14 ip 


DQCKET 71-0363 DRIOGS ENGINEERING t, TESTING CD , INC 


8001030095 Torward* revised oi gan 1 igtlonel chart for QA program, MAC 

791211 request 

9K0RGHDD , P M Briggs Engineering 6 Testing 79/12/11 2pp 


— 8001030901 Revised or gan 1 1 a t i ona 1 chart for QA program 
* Briggs Engineering L Testing /9/12/il lp 


0001110224 Forwards OA piogiam approval for radioactive mall package 
MACDONALD, C E Transportation Branch 79/12/21 Ip 


* — GOBI 110230 OA program approval for radioative matl package r>36-3-.. 
Revis ion 0 

MACDONALD, C E Transportation Branch 79/12/21 lp 


DOCKET 71-0364 NAVAL NUCLEAR POWER UNIT PORT HUENEME, CA 


3001250350 Forwards request for addl info to complete review of OA 
prog ram 

MACDONALD, C E Transportation Branch 80/01/15 2pp 


DOCKET 71-0365 ARNOLD GREENE TESTING LABORATORIES, INC 


0001080263 QA program far shipping radioactive sealed sources 

GREENE, A Arnold Greene Testing Laborator i es, Inc 79/11/13 4-pp- 


8001 1 10112 Forwards QA program for shipping of radioactive source* 
Request* registration as user of GE Model 1500 shipping 
cask 

CUTHBERTSQN, fl Army. Dept of 79/12/04 lp 
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IOO11I0116 GA program far shipping of radioactive sourres 
* Army. Dept of 79/L2/04 4pp 

> l 100039 Forwards request for addl info to complete review of QA 
r* a g ram 

IACDONALD.C E Transportation Branch 79/12/21 2pp 


HET 7l-036a ARMY, DEPT OF. mRMY NATICK RES t DEV COMMAND 


DOCKET 71-502* MODEL BC-4tl-22u ATCCR.INu 


80012201*3 F orweir d s Revision * to Certificate of Compliance 502* for 
Model CNS 14-190 

MACDONALD. C E Tran spor lotion Branch 80/01/00 2pp 


— 0001220173 Certificate af tpnplian-e 5026 Revision 6. for Model CNS 
14-190 

MACDONALD. C E 1 i ansp a r tat l on Drouth 80/01/00 Jpp 


11250295 Forwards (3A program approval for radioactive matl package 

1A.CDQNALB, C fc Transportation Branch ©0/01/10 ip DOCKET 71-5071 MODEL URIFW 1. NAV> .DIPT Gf 


3001250299 QA program appi&val for radioactive mail package 03**. 
Revision 0 

MACDONALD. C E Transportation Branch 00/01/10 ip 


0001090436 flequ 
0367 tr 5071 * 
designated as 
WESTBROOK, 0 E 


ps ts r eg i sti at i cm 
that (ipirdtnm 
B8QJ31 forwards 
Nd.ij Dept of 


as user at Certificates of 
date chi certificates ho 
uA program for approval 
79/11/26 2pp 


Comp 1 1 arc e 


:KET 71-0367 NAVY. DEFT OF 


— 8001090440 CIA p tog-ram description 
* Navy. Dept of /9/ll r « , r 3pp 


y 1 090436 Requ 
>367 * 5071 *' 
lest grated as 
-JESTBRCCK, D E 


ests registration as 
that expiration date 
880331 Forwards QA p 
Navy* Dept of 79/ 


user of 
on c t?r 
rocjram 
1 1/2* 


Certificates 
tl f icates be 
for approval 

2 pp 


of 


Comp i i anc e 


DOCKET 71-5086 MODEL IJNC- 2600. GENERAL ATOMIC CO 


3001090440 OA program de 
* Navij. Dep t of 79/ 1 


sci ip tton 
l /?6 3 p P 


G001090170 Informs of minor differences between existing containers & 
Drawing C-2-0354. Re vl s ion 1 Recommends disuse of Model 2*00 

container. until drawings revised *t approved by NHL 
KIRK.U F Proctor 9 Gambly Cn 79 /LW 12 Ip 


>1300519 Forwards request For add) info to complete review of DA 
y Togram 

MACDONALD. C C Transportation Branch BO/01/15 2pp 


3KET 71-03*0 BRANCH RADIOGRAPHIC LABORATORIES 


□11100*9 Forwards GA program 

□ RANCH . P J Blanch Radiographic Labor afcoi i es< Inc 79/12/13 lp 


8001250212 Forwards Revision 3 drawings fftr Model 2600 Revision 
establishes differences between ns-builf * description/ 
design Drawing C 2QD54 Sheets 1-5 of Jan 1967 five oversiio 
drawings For Cenlial Files only 

NEUMANN. J . 1'IRKiW F Proctor T, ramble Crt 79/12/20 6pp 


— 0001250216 Forwards fpe F&r review of Revision 3 drawings for Model 
2600. Cer 1 1 f t c a fce cl C u.np l i a iil a 5006 
KIRK. W T Proctor '> Gamble Co 80/01 /OB lp 


□ 0011100/4 QA program for Industrial Radiography License 29-03405-02 
« Branch Radiographic Laboratories. Inc 79/12/13 Jpp 


CKET 71-0369 MARYLAND UN IV QF 


01300629 Submits explanation far not filing GA plan for shipping 
package Although presently registered under Certificate of 
Compliance 5957. no radwaste has been shipped since 1974 
MUNNO. F J Maryland. Unlv of 79/12/19 lp 


CKET 71-4G8B MODEL SENT [NEL-25A. D. C, C3, D, E. F, TfcLEDYNE ENGERY 


OLO0O335 Requests registration as user of Models 5071, 5030. *706. *703 
JU 4B88 Forwards QA program 

WESTDRDQK.DE Navy. Dept of 79/11/26 2pp 


80010803*2 OA program for Naval Support Force Antarctica to transport 
or deliver radioisotope t h erraae \ cc Lr l c generators 
* Navy. Dept of 79/11/26 3pp 


ICKET 71-4949 MODEL UNC-14Q4, COMBUSTION ENGINEERING CO .INC 


>01310054 Forwards Revision 2 tD Certificate of Compliance 4949 for 
Model UNL-1464 W/o enc i 

MACDONALD, C C Transportation Branch ©0/01/23 (p 


DOCKET 71-5149 flDUEL Q 1 4A riAOCDCF *• U It l OX CO 


0001 1 10090 Forwai ds Revision ? to terliflcate nf Compliance 5149 for 
Mode) G14A 

MACDONALD, C E Transportation Branch 79/12/28 2pp 

— 0001110314 Cer l i F ic ate ot Conpl lance 514*7 Revision 2, fen Mmlol 01 4A 
MACDONALD. C 1. Transposition B< .inch 79/12/20 2pp 


DOCKET 71-5320 KQDH AtiTC, MAW PFP T IIP 


Q0012400D7 Notifies of eipnitiun of Certificate of Compliance 5J20 
for Models A h D To coMtlhue UOing p AC k.ng e, Shpu Id request 
toneual of eustini) certificate of compliance 
MACDONALD. L E Tr.itl * p cn t a 1 1 on Brunch 79/12/31 ip 


DOCKET 71-9450 MODEL RCC-l 2.-3. WESUNGHO’ISE ELECTRIC CQRP 


□QO 131034 1 Requests revision to (ertifitfite af Compliance 5450 to add 
CE Type 14x14 fuel under contents listed in Paragraph 
5(b)<l)Ui> Supporting calculations enr) 

DIPIAZZA, f! F Teledyne Last Product* 79/10/2? 4pp 


DOCKET 71-5517 MODEL D U -r‘SO- 1 . fJUCLEAfl FUEL SERVICES. INC 


ICKET 71-490* MODEL RA-2. EXXON NUCLEAR CO INC 


i O 1 1 1 0099 Request s renewal of Certificate of Compliance 49B* for 
Models RA-1. RA-2. RA-3 t* RA-J 

KAPLAN, A L Sherwi n-Wi 1 1 1 aws Co 79/12/05 Ip 


101220037 Notifies of expiration of Certificate of Compliance 4986 
For Models R A-l, Ra-2. |ta-3 % RA-J To continue using package, 
should submit consolidated application N drawings 
MACDONALD, C E Transportation Branch 79/12/28 Ip 


800124009! Notifies of rxpirattnri of Certificate of Compliance 5517 for 
Mode) DD-25Q-1 To continue vsing package, should request 
renewal of existing certif it ltc af c on ft 1 1 an c e 
MACDONALD. C E Transportation Branch 7?/k2/2& Ip 


SOCKET 71-5753 MODEl QRNL LOOP TRANSPORT CASK, ENERGY. DFPT Dr 


8001160355 Forwards odd) info to ORML/tNa/TM- U, SAR for paclaglng of 
OflNL loop transport, per NRC request 
TRAVIS. W H Energy, Dept oF 79/11/14 7pp 
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DOCKET 'M-5796 MODEL 181361. PICKER CORPORATION 


80Q1070GB7 Discusses May 1979 request for amend to Certif icafcfl of 
Compliance 5796, adding alternate radioactive source Cs-137 
Requests correction of certi Ficate, chang mg special form for 
Cs-137 to normal farm 

PEN5DV.C A Cook Inlet X-Ray inc 79/10/02 2pp 


8001310400 Submits data re const of cesium source capsule using normal 
Form cesium to amend Certificate of Compliance 5796 All 
cesium sources were fabricated by OHNL Source matl was. 
encapsulated in tuo stamlesi steel shells 
PENGQV C A Cook Inlet X-Ray. Inc 80/01/04 3pp 


DOCKET 71-5926 MO DEL 100 GENERAL ELECTRIC CO 


8001180261 Forwards GE 791211 request to DOT for issuance of IAEA 
certificate of competent author i ty, based on 19/J revised 
edition oF IAEA transport regulations Requests NRC technical 
review 6 evaluation 

RAUL, R R Transportation Dept of 79/12/17 10pp 


— >8001100290 Forwards proposed mod to amend Section 5 of license. re 
irradiated fuel container sys for Model 100 Proposed changes 
will enhance package integrity A bring packaging design into 
conformance w/cther vendor packagings W/o encl 
KING. W H Antibodies. Inc 69/06/13 Ip 


— 0001100296 Amends application for aufchornation to deliver SNM to 
tamer for transport under License SNK-960 Page 17 of 
application is revised w/new Section 5 1 5 re type of lock 
A seal 

KING. H H Antibodies. Inc 68/12/19 Ip 


— 0001180306 Submits matl properties tab 1 e. phys i ca l model of container, 
results oF coastup analysis t statement exploring choice of 
radial direction for heat analysis. in response to telcon 
KING. W H Antibodies. Inc 60/11/13 7pp 


-0001100315 Amends 680910 application for authori tat i on to deliver SNM 
to carrier for transport re Model 100 Pages 8.9 6 17 of 
application revised It new Exhibits B. C It D submitted W/n 
ends 

KING. WW Antibodies. Inc 69/10/25 ip 


— 0OO11BO324 Forwards revised App D. Section 5 |,re irradiated Fuel 
container sys for Model 10Q Anticipates replacing or 
modifying most Section 5 info Exhibits A. B 6 C end 
KINO, W H Antibodies. Inc 60/09/18 05pp 


0001210022 Notifies of expiration of Certificate of Compliance 5926 
for Model GE-100 To continue using pac kage, shoul d submit 
consolidated application for renewal 

MACDONALD. C E Transportation Branch 79/12/28 ip 


DOCKET 71-5942 MODEL QE-700, GENERAL ELECTRIC CD 


0001040035 Advises that drawing list in Certificate of Compliance 394J 
should be revised for Model 700 Forwards oversi is new 
drawing !. oversue modified drawi ng . ava 1 1 ab 1 e in Central 
Files only Fee & summary of drawing changes encl 
CUNNINGHAM. G E Sherwin-Williams Co 79/12/03 2pp 


DOCKET 7I-594B MODEL ATMX-600. J L SHEPHERD h ASSOCIATES 


8001210095 Forward OA program for d 0 s i gn. fabr 1 c a t i on & usd of shipping 
containers for transportation of radioactive mails 
SHEPARD, J L J L Shepard tt Associates 79/11/15 lp 


— BOO 121 0096 OA program fot design, fabrl catl on 1* vso 0 # shipping 
containers for transportation of radioactive matls 
* J L Shepard 6 Associates 79/11/15 


DOCKET 71-5957 MODEL DMI-1, ENERGY, DEPT OF 


G001110467 Notifies that response to 10CKR71 51 request re filing OA 
plan for shipping package unnecessary No lunger uses cask 
to ship reactor fuel Does not intend ta ship fuel in future 
MUNNQ, F J Mary land, Univ of 79/12/19 lp 


DOCKET 71-3971 MODEL Ot-POO, GENERAL ELECTRIC CD 


8001 220030 Notifi es of eipiiation of Certificate of Compliance 59/1 
for Model GF-200 To continue using poc kage, s hiiu I d submit 
consolidated application A drawings 

MACDONALD, C E Transportation Branch 79/12/20 Ip 


DOCKET 71-3900 MODEL GE-600, GENERAL ELECTRIC CO 


8001180237 Forwards Revision 4 to Certificate of Compliance 59fJ0 f or 
Model GE-600 

MACDONALD, C E Transportation Branch 79/12/31 L'pp 


— BOO 11 8024 5 Certificate of Compliance 59B0. Re v 1 * i on 4, for Model GE 
MACDONALD, C E „ Transp ur tfl t i on Branch 79/12/31 3pp 


DOCKET 71-3984 MODEL 5984. J L SHEPHFRD It AS30CIATCB 


0001220031 Notifies of expiration of Certificate of Compliance 59114. fur 
Model 5984 To continue using pac kage. shoul d raquest renewal 
of oiisitng certificate of rompliame 

MACDONALD. C E Transportation Oranch 79/12/31 lp 


DOCKET 71-5939 MODEL GE-ISOO. GENERAL ELECTRIC CO 


DOCKET 71-6078 MODEL 927 A1 4, Cl, COMBUSTION ENGINEERING. INC 


8001090207 Application far amend ta Certificate of Compliance 5939 to 
include Sr-90 !< Cs-137 as authorised contents It DDE 
Richland Operations Oft 6 Roc kuell-Hanf or.d Operations as 
authorized users 

BLALOCK. L Energy, Dept of 79/11/21 !p 


--J02U Forwards Certificate of Compliance 5939, Rev! 5 ion 3 for Model 
MACDONALD, C E Transportation Branch 70/09/06 lp 


B001 090107 Requests renewal of Certi Ficate af Compliance 60/0 fur 
5-yr period Containers cufrentiy approved Far shipping fuel 
assemblies enriched to 3 5/ U-233 Requests containers he 
approved for fuel assemblies enriched to 4 17, 0-235 
L 1 CHTENDERGER Molina Machine Co , Inc (subs of Molins Uvprseat 
Holdings, Ltd ) 79/12/10 73pp 


DOCKET 71-6144 MODEL 6144, NUCLEAR ENGINEER I NIG CO 


" 80 Si?nSSiPn C y tlflCat * of Cort J 3li * nc » 5939, Revision 3, for Model CE- 
MACDONALD. C E Transportation Branch 78/09/06 7pp 


0001250379 Requests registration as user of Model 15-16011 
ANDOCNINI, 0 C 0 os ton Edison Co 79/10/2^ lp 


ei P* ratlQn Certificate of Compliance 
for Model CE-150Q To continue using pac kage, should submit 
«««« ldflta<1 a PP*»c*tion for renewal 30 days prior to 
000331 eiptratien of certificate 

MACDONALD. C E Transportation Branch 79/12/21 lp 


8001 1 00085 Forwards documents & drawing referenced In 79112/ 1 tr 
Requests renewal of Certificate of Compliance &144 Drawings 
available in Central Files only 

BAER, T 5 B K Sweeney Mfg Co 79/12/21 4pp 


f ‘P ira,;iQ " Df Certificate of Compliance 3939 
ontni id ^ 0 |i To continue using pac kag e, shoul d submit 
ansol idated application for renewal 

1 AC DONALD, C E Transportation Branch 79/12/26 lp 

fS^Mod^E-^SS eJ,p !r atlDn of Certificate of Compliance 5939 
consolidated !—?/ o continue using package, should submit 
consolidated application for renewal 


MACDONALD, C E 


For renewal 
Transportation Branch 


79/12/26 lp 


•0001100099 "Engineering Evaluation of Structural Ability of Kenatcn 
Corp Raduasfce Container, Drawing 6-901-002D USA DOT 7A, Typ# D, 
to Meet Special Tests of DOT Rules U Regu 1 at i one, Paragraph 
173 398 " r 

SUSDIN, S , HAELSIC,R T Mechanics Research, Inc 69/09/23 40pp 
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DOCKET 71-&206 MODEL D. OABCQCK * WILCOX CO 


S00103Q69Q Requests renewal of Certificate of Compliance 6206 for Model 
C fresh fuel shipping c oritainer , uih ich expiree 800131 No 
changes affecting design or application are requested 
Application uric 1 

2EFF, D W 3M Co , Minnesota Mining t, Mfg Co 79/11/21 lp 


—8001030704 Application for leneual of Certificate of Compliance 4206 
Three oversito drawings available in Central Files 
* DM Co , Minnesota Mining *♦ Mfg Co 79/11/21 10pp 


8001220079 Notifies of expiration of Certificate of Compliance 6206 
for Model 0 To continue using package should submit 
consolidated application for renewal 

MACDONALD, C E Tt an s pot ta e t on Dranch 79/12/26 lp 


800)210024 Requests add! info to 791121 consolidated application for 
renewal of Certificate of Compliance 6206 Supporting 
calculations *« packaging tests required to complete 
application 

MACDDNALD. C E Transportation Dranch 00/01/03 Lp 


0001 240346 Notifies of expiration of Certificate of Compliance 6206 
for Model B To continue using pa c kaq o . sh ou 1 d submit 
consolidated application for renewal 

MACDONALD, C E Transportation Branch 00/ 01/21 lp 


DOCKET 71 6272 MODEL MQl V PANTHER, TELEDYNC ENERGY SYSTEMS 


8001220050 Notifies of oipltation of Certificate of Compliance 6272 
for Model Poly Panther To continue using package, should 
request renewal of existing certificate of compliance 
MACDONALD, C E Transportation Branch 79/12/28 lp 


DOCKET 71-6275 MODEL LL-28-4 C HEM-NUCLEAR SYSTEMS* INC 


G00122Q156 Requests add) info re consolidated application for renewal 
of Certificate of Compliance 6273 for Model CN3 0-4 
1LL-20-4) Ad cl I info should be submitted as revised pages to 
consolidated 5AR 

MACDONALD, C E Transpnrtati on Branch 0O/O1/OH 2pp 


DOCKET 71-6200 MDDfcL A-01O9 


B0Q1210095 Forward OA progtam for desi gn* f abr icat ion ?-< use of shipping 
containers For transpoi tat i on of radioactive mat)* 

SHEPARD, J L J L Shopard U Associates 79/1 1/J5 lp 


— 8001210096 QA program fur dos i gn, f abr i cation & use of shipping 
containers for transportation of radioacti/e matls 
p JL Shepard f< Associates 79/1 1/15 5ipp 


DOCKET 71-6294 MODEL UNO "2901. COMBUSTION ENGINEERING. INC 


0001110361 Notifies of expiration of Certificate of Compliance 6294 
For Model UNC-2901 To continue using p a c ka g e, sh ou 1 d submit 
consolidated application for renewal 

MACDONALD. C E Transportation Dranch 79/12/26 lp 


8001110363 Notifies of expiration of Certificate of Compliance 6294 
far Model UNC-2901 To continue usinq p ac kag e, s ho u 1 d submit 
consolidated application for renewal 

MACDONALD. C E Transportation Dranch 79/12/26 lp 


B00111036B Notifies of expiration of Certificate of Compliance 6294 
far Model UNC-2901 To continue using pac kage. should submit 
consolidated application for renewal 

MACDONALD. C E Tranep or tat I on Branch 79/12/26 ip 


800L220Q41 Notifies of expiration nf Certificate of Compliance 6294 
for Model UNC-2901 To continue using pac kag e, shou 1 d submit 
consolidated application for renewal 

MACDONALD. C E Transportation Branch 79/12/20 lp 


DOCKET 71-6346 MODEL FSV-1. GENFRAL ATOMIC CO 


8001180234 Requests registration as user of Model F9V-1* for E**un 
Nuc 1 ear ID Co. Inc 

DARRY, J H Energy.Dept of, Idaho Operations Office 79/12/21 Ip 


DOCKET 71-6375 MODEL PD- 1 CHEM-NUCLFAR SYSTEMS, INC 


800IQB0079 Requests renewal of Certificate of Compliance 6375 SAR 6 
end 

CDRBETT, J S Croun Zellerbath 79/11/24 lp 


— 0001000006 "Procedures, License U SAR foT CNS 4-45 Type D fladwaste 
Shipping Cask ” 

» Croiwn Zellerbach 79/11/30 177pp 


60012201 54 Forwards Revision 7 to Certificate of Compliance 6J75 for 
Model CNS 4-45 

MACDONALD, C E Transportation Branch 00/01/08 2pp 


— 0001220163 Certl fxcatc of Compliance 6375, Revision 7, for Model CNS 
4-45 

MACDONALD, C E T ranspor ta t i o n Dranch 90/01/QD 3p p 


DOCKET 71-6306 MODEL 235R00 1 - ENERGY, DEPT GF 


8001110040 Notifies that DOE Certificate of Compliance 6386 has been 
revised to include unirrad lated D2U foal cells as authomed 
contents of Model 235R001 Forwards revised certificate 
□OSTCHMAN.C H Energy, Dept of 79/12/13 9pp 


DOCKET 71-6400 MODEL SUPER T10ER, NEST1 NOHOUSE ELECTRIC CGRP 


0001110325 Notifies of expiration of Certificate af Compliance 6400 
for Model Super Txgei To continue using packago, should 
submit consolidated application for renewal 
MACDONALD , C E Transportation Branch 79/12/26 lp 


0001110322 Notifies of expiration of Certificate of Compliance 6400 
for Model Super Tiger To continue using pac kaqo, bhoufcd 
submit consolidated application for renewal 
MACDONALD. C E Transportation Branch 79/S2/26 lp 


8001110334 Notifies of expiration of Certificate of Compliance 6400 
for Model Super Tiger To continue using p ac kag e, ch ou I d 
submit consolidated application far renewal 
MACDONALD. C E Tran spor tat l 0 0 Branch 79/12/26 lp 


0001 1 10347 Notifies of expiration of Certificate of Compliance 64UG 
for Model Super Tiger Ta continue using pac kaqe, should 
submit c onsol irfafced application for renewal 
MACDONALD. C E Transportation Branch /9/I2/26 Ip 


8001110376 Notifies of expiration of Certificate nf Compliance 64110 
for Model Super Tiger To continue using pac kage, s h ou I d 
submit c onsol ldalnd application for renewal 
MACDONALD, C E Transportation Dranch 79/12/26 Ip 


9001 1 1 03B? Notifies of expiration of Certificate of Compliance 6400 
for Model Super Tiger To continue using pac kaqo. should 
submit consolidated application for renewal 
MACDONALD, C E Trans p 0 r tot l on Dranch 79/12/26 Ip 


BOoi l 103B7 Notifies of expiration of Certificate of Compliance 6400 
for Mode! Super Tiger To continue using pa f kag e. s hou 1 d 
submit consolidated application for renewal 
MACDONALD, C E Trans p ortat i on Branch 79/12/26 lp 


0001110431 Notifies af expiration of Certificate of Compliance 6400 
far Model Super Tiger To continue using pa c k age. o houl d 
submit consolidated application for renewal 
MACDONALD, C E Transportation Dranch 79/12/26 lp 


BOGli.10453 Notifies of expiration of Certificate of Compliance 6400 
for Model Supor Tiger To continue using pac kage, s-hou 1 d 
submit consolidated application for renewal 
MACDONALD, C E Transportation Branch 79/12/26 lp 


0001 140074 Notifies of expiration of Certificate of Compliance 6400 
far Model Supor Tiger To continue using pac kage. shoui d 
submit consolidated application for renewal 
MACDQNALD.Ce Transportation Dranch 79/12/26 Ip 


0001220098 Notifies of expiration of Certificate of Compliance 6400 
for Model Super Tjger To continue using pac kag e, sfiou 1 d 
request renewal of existing certificate of compliance 
MACDONALD, C E Transportation Branch 79/12/26 )p 


f BP 
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G0Q122CO63 Notifies of expiration af Certificate of Compliance 6400 
for Model Super Tiger To continue using pae k aq o, sh o u 1 d 
request renewal of existing certificate of compliance 
MACDONALD* C E Transportation Drancb 79/12/26 Ip 


0001220065 Notifies, af expiration of Certificate of Compliance 6400 
for Model Supei Tiger To continue using pa c k «i je . sh du 1 d 
request renewal of existing certificate of compliance 
MACDONALOt C F Transportation 0T«in.r h 79/12/2.0 ip 


0001220070 Notifies oh expiration of Certificate of Compliance 6400 
for Model Super Tiger To continue using pac k a g e. oti ou 1 d 
request renewal of existing certificate of compliance 
MACDONALD. C E Transportation Branch 79/12/26 Ip 


0001220074 Notifies of expiration of Certificate of Compliance 6400 
for Model ^uper Tiger To continue using pac kwge, show Id 
re-quest renewal of existing certificate of compliance 
MACDONALD. C E Transportation Branch 79/12/26 Ip 


8001220079 Notifies of expiration of Certificate of Compliance 6400 
foe Model Sopor Tiger To continue using p ackaflO. stiou 1 d 
request renewal of existing certificate of compliance 
MACDONALD. C E Transportation Oran-ch 79/12/26 Ip 


2001220005 Notifies of expiration of Certificate of Compliance 6400 
for Model Super Tige-i To continue using package, should 
Toquest renewal of existing certificate of compliance 
MACDONALD. C E Transportation Branch 79/12/26 Ip 


0001220090 riotiM.es of x*ip ir*t l on of Certificate of Compliance 6400 
for Mode] Super Tiger To continue using pac kHqe, should 
request renewal o-f existing certificate of compliance 
MACDONALD. C E Tr anspor t *t»on Branch 79/ 12/26 lp 


0001220094 Notifies of expirut ion of Certificate of Compliance 6400 
for Model Super Tiqer To continue using package should 
request renewal or existing certificate of compliance 
MAODOMALDi C E Transportation Branch 79/12/26 Ip 


□001220099 Notifies of expiration of certificate of Compliance 6400 
foT Model Super Tiger To continue using par kage, shoul d 
request renewal of existing cntificote of compliance 
MAC DONALD. C £ Transportation Branch 79/i2'26 lp 


0001220101 Notifies of cipiratjon of Certificate of Compliance 6400 
for Model Super Tlqer To continue using pai k.ig9> should 
request renewal of existing certificate of compliance 
MACDONALD. C E Transportation Branch 79/U/26 Ip 


BQ01220103 Notifies Df expiration of Certificate of Compliance 6400 
for Model Super Tiger T u continue using pac k age, chou l d 
request renewal of existing certificate of compliance 
MALDDNmLD, C E Transportation Branch 79/12/26 lp 


0001220107 Notifies of eipiration of Certificate of Compliance 6400 
for Made! Super Tiqpr To continue ue»inq poe. ka g e. shou 1 d 
request renewal Of existing certificate of compliance 
MACDONALD. C E Transportation Dranch 79/12/26 ip 


0001220112 Notifies of expiration of Certificate of Compliance 6400 
for Model Super Tiger To continue using package, show l d 
request renewal -of existing certificate of compliance 
MACDONALD. C E Transportation Grant h 79/12/26 ip 


0001220126 Notifies of expiration or Certificate of Compliance 6400 
for Model Super Tiger To continue using package, shou l tf 
request renewal of existing certificate of compliance 
MACDONALD. C E Tr onspor tat lor Branch 79/12/26 Ip 


800 1 220020 Dequests registration as user of Model Super Tiger 
MICHEL. C .1 Arhus, Inc QO/OJ /03 lp 


8001220033 Requests renewal of registration as user of Model 6400 
Type Q 

TAYLQfl. R R Monsanto Research Corp 00/01 /07 ip 


0001240266 Requests reg i s-trat i urv as user of Model Super Tiger 
OLSEN. A F DM Co , Minnesota Mining 9 Mfg Co 00/01/09 Ip 


8001300553 Requests continued registration as user of Mods! Super 
Tiger 

CORBETT. J S Crown ZeUerbach 00/01/09 Ip 


8001310067 Requests registration as user of Model Super Tiger 

REMLEY. M E Tri-State Motor Transit Co (subs of Georgia Pacific 
Corp ) 80/01/ l 4 Tp 


DOCKET 71-6574 MODEL HN-200, HITTMAN NUCLEAR 6 DEVELOPMENT CQRP 


0001090096 Forwards "EAR fot HN-200 Radwaste Shipping Cask," Revision 2 
C Drawing -C 00 1 -5-9200 Revision 1. requesting renewal of 
Certificate of Compliance 6574 

KQH.B Buckeye International. Inc . Steel Castings Div 79/12/SO 
9pp 


0001090096 "SAf? for HN-200 Radwaste Shipping Cask." Revision 2 

*■ Buckeye Internationa]. Inc . Steel Castings Div 79/12/03 93pp 


0001110312 Forwards Revision 4 to Certificate of Compliance 6574 for 
Model HN-200 

MACDONALD, C E Transportation Branch 79/12/21 2pp 


— 8001110317 Certificate Df Compliance 6574, Rev i s i on 4. for Model HN-200 
MACDONALD, C E Transportation Branch 79/12/21 4pp 


GOO 1 310048 Requests registration as user of Models HN-100 Series l, 
MN-100 Series 2. HN-I0O- 5. HN-200 !< HN-600 
UHRIQ.fl E Florida Power N Light Co 00/01/15 lp 


DOCKET 71-6581 MODEL 51032-1 6 1A, EXXON NUCLEAR CD , INC 


BOO l 310078 Requests 6-mcnth extension of Certificate of Compliance 
6531 Extension should b-e issued by 791221 to permit similar 
extension- V reva l idat i on of IAEA Certificate of Competent 
Authority prior to 800131 expiration date 
HANSEN. L E ShaHae Corp 79/12/19 2pp 


8001220199 Forward? Revision )l to Certificate of Compliance 65B1 for 
Models 51032-1 t 31032-la 

MACDONALD, C E Transportation Branch 80/01/04 Ip 


*6001220200 Certificate of Compliance 6501 . Revision 11. for Models 
91 032-1 h 51032-la 

MACDONALD. C E Transportation Branch 60/01/04 6pp 


DOCKET 71-6601 MODEL LL-5O-10O, CHEM-NUCLEAR SYSTEMS, INC 


3001220193 Requests registration as user of Model LL-50-100 
WEflLINQtJ A Duque-ane Light Co 80/01/04 Lp 


DOCKET 7 1 “6679 MODEL 1/2 SUPER TIGER, NUCLEAR ENGINEERING CO 


SCO 1210029 Notifies of expiration of Certificate of Compliance 66 79 for 
Model Half Super Tiger To continue using package. should 
request renewal of existing certificate of compliance 
MACDONALD, C E Transportation Branch 79/12/20 ip 


DOCKET 71-6697 MODEL 0900 PKG, GENERAL ELECTRIC CO 


8001030064 Requests renewal of Certificate of Compliance 6697 for Model 
0500 Consolidated application for certi f ication, f ee h 10 
oversize drawings er>cl 

CUNNINOHAK, 0 E She run n-Wj 1 Hams Co 79/11/29 i4pp 


DOCKET 71-6690 MODEL NFS-4, NUCLEAR FUEL SCRVICE5, INC 


8001040630 Forwards NRC 791212 nrder transmitting amended Certificate 
of Compliance 6690 for Model NFS-4 casks 8t permitting 
renewed use of certain casks under appropriate conditions 
HOEFLIHG.R K Hearing 0 ranch 4 79/ 1 2/ IB lp 


— UQ01040634 Order permitting renewed use of casks w/Serial Numbers 
NAC-l B. NAC-1D & NAC— IE > unxf er restrictions incorporated in 
Revision 9 to Certificate of Compliance 6698 
D1RCKS.W J Office pf Nuclear Material Safety 6 Safeguards 
79/12/12 4pp 


3001250392 Requests registration as user of Model tuper Tiger 
TRIflQLE, D C Arkansas Fower A Light Co 00/01/11 ip 
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DOCKET 71-6703 MODEL RG-1, GENERAL ATOMIC CO 


600IOB0335 Requests registration as user of Models S07 1 < 5830. 6786, 6703 
4OB0 Forwards GA program 
WESTBROOK. D E Navy. Dept of 79VU/36 2pp 


—8001080362 OA program for No /a l Support Force Antarctica to transport 
or deliver radioisotope thermoelectric generators 
* Navy. Dept of 79/11/26 3p p 


8001210103 Notifies of expiration of Certificate of Compliance 6703 for 
Model RG-1 To continue using pac k age. shou Id request renewal 
of existing certificate of compliance 

MACDONALD. C E Transportation Drench 79/12/26 ip 


DOCKET 71-6745 MDDEL F5V-2, GENERAL ATOMIC CO 


G001230337 Notifies of expiration of Certificate of Complianco 6745 
for Model FSV-2 To continue using pack age. should request 
renewal of existing certificate of compliance 
MACDONALD. C E Transp ortati on Branch 79/12/28 lp 


DOCKET 71-6786 MODEL URIPS-0B. NAVY, DEPT OF 


6001080305 Requests registration as user of Models 5071,3030,6706.6/03 
& 4EG9 Forwards QA program 

WESTBROOK, DC Navy, Dept of 79/11/26 2pp 


--9001090362 QA program for Naval Support Force Antarctica to transport 
or deliver radioisotope thermoelectric generators 
» Navy. Dept of 79/11/26 3pp 


DOCKET 71-9001 MODEL 1F-300, GENERAL ELECTRIC CQ 


80G13G0552 Requests registration as user of Model IF-30O future 
correspondence should be addressed t(J Director of Nuclear 
Licensing rather than LD Butterfield 

PEOPLES. D L Commonweal th Edison Co 80/01/09 lp 


DOCKET 71-9006 MODEL 500 SU, AROONNE NATIONAL LABORATORY 


0001220204 Forwards Revision ? to Certificate of Compliance 9006 for 
Mode] 500-SU 

MACDONALD, C E Transportation Branch QO/Oi/ll 3pp 


-•*8001220208 Certificate of Compliance 9006. Rev i 5 i on 2, for Model 500-SU 
MACDONALD, C E Transportation Branch 00/01/11 2pp 


DOCKET 71-9009 MODEL FL 10-1, GENERAL ELECTRIC CD 


0001070497 Forwards 791P05 "Wes t i ngh ous« Nuclear Fuel Div, Pu Fuels 
Development Lab, Pit Oxide Shipment Ropt per 10CFR/1 61 “ 

Action requested 

MOORE, J 9 Edlow International Co 79/12/07 Ip 


— CGD1070500 11 Westing house Nuclear Fuel Div. Pu Fuels Development Lab/Pu 
Oxide Shipment Rept per !0CrR7i 61 " 

* Edlow International Co 79/12/05 45pp 


8001040471 Forwards Revision 4 tq Certificate of Compliance 9009 far 
Model FL 10-1 

MACDONALD, C E Ti anspor tat i on Branch 79/12/18 3pp 


— 8001040475 Certificate of Compliance 9009, Revision 4, for Model FL 10-1 
MACDONALD, C E Transportation Branch 79/12/16 4pp 


□001110107 Confirm* 791027 telcon re preliminary rept on shipment of 
Pu oxide to DuPont Savannah River Plant on 791010 
MOORE, J S Ed low International Co 79/12/31 !5pp 


DOCKET 71-9010 MDDEL NLI-1/2, ML INDUSTRIES. INC 


8001110136 Notifies of expiration of Certificate of Compliance 9010 
for Model NLl-i/2 To continue using pac kage, shou 1 d submit 
consolidated application fur renewal 

MACDONALD, C E Transportation Oranch 79/12/26 ip 


0001110173 Notifies of expiration of Certificate of Compliance 9010 
for Model NLI-1/2 Td continue using pa c k age* shoul d submit 
consolidated application for renewal 

MACDONALD. C E Transp o r ta t s on llranch 79/12/26 lp 


0001110179 Notifies of expiration of Certificate of Compliance 9010 
For Model NLI-1/2 To continue using pa c It age, sh ou 1 d submit 
consolidated application for renewal 

MACDONALD, C E Transportation Branch 79/12/26 lp 


8001 1 1 CM 69 Notifies of expiration of Certificate of Compliance 9010 
for Model NLI-1/2 To continue using p at k ag e« shoul d submit 
consolidated application for renewal 

MACDONALD, C E Transportation Branch 79/12/26 Ip 


8001110351 Notifies of expiration of Certificate of Compliance 9010 
for Model NLI-1/2 To continue using pac k ag e, shoui d submit 
consolidated application for renewal 

MACDONALD. «C E Transportation llranch 79/12/26 lp 


8001110355 Notifies af expiration of Certificate of Compliance 9010 
for Model NLI-1/2 To continue using pac iago should submit 
consolidated application for renewal 

MACDDNALD, C E Tran sp or ta t i on Branch 79/12/26 ip 


B001 1 00430 Notifies of expiration of Certificate of Compliance 9010 
far Model INLI-I/2 To continue using pac I ag e, shou 1 d submit 
consolidated application for renewal 

MACDONALD. C C Transportation Branch 79/12/26 lp 


8001220075 Notifies of eipiration of Certificate of Compliance 9010 
for Model NLI-t/2 To continue using pac tag e. shoul d submit 
consolidated application for renewal 

MACDONALD, C E Transp ox ta 1 1 an Branch 79/12/26 Ip 


0001220076 Notifies of equation nf Certificate of Compliance 9010 
for Model NLI-1/2 To continue using packag e, shoul d submit 
consolidated application for renewal 

MACDONALD, C E Transportation Branch 79/12/26 Ip 


8001240342 Notifies of expiration of Certificate of Compliance 9010 
for Model NLI-1/2 Tq continue using poc kag e , shou 1 d submit 
consolidated application for renewal 

MACDONALD, C E Tra'nsportat i on Branch 79/12/26 lp 


0001240349 Notifies of eipiration oP Certificate of Compliance 9010 
for Modal NLI-1/2 To continue using pa c kayo , s h ou 1 d submit 
consolidated application for renewal 

MACDDNALD. C E Transp or tat i on Dranc h 79/12/26 Ip 


8001240353 Notifies of expiration of Certificate of Compliance 9010 
for Model MLJ-l/2 To continue using pac fcage, should submit 
consolidated application for renewal 

MACDONALD, C E Transportation Branch 79/12/26 Ip 


□00122Q028 Notifies of expiration of Certificate of Compliance 9010 
for Model NLI-1/2 To continue using pac kage, should submit 
consolidated application 

MACDONALD, C E Transportation Branch 79/12/28 Ip 


8001220033 Requests renewal of reg i s fcra t i on as user of Model NLI-i/2 
SHEPARD, N c Stepan Chemical Co B0/0i/03 lp 


BOQ1320179 Requests renewal of registration as user of Model NLI-1/2 
EM9WILER. T R flatten* Memorial Institute* Columbus Laboratories 
8p/0i/03 Ip 


8001220024 Requests renewal of registration as user of Model NLI-1/2 
CORBETT. J S Crown Zellerbach 80/01/04 lp 


DOCKET 71-9022 MODEL CE-2S0-2, COMBUSTION ENGINEERING CO . INC 


8001090107 Requests renewal of Certificate pf Compliance 6078 for 
5-yr period Containers currently approved for shipping fuel 
assemblies enriched to 3 57, U-235 Requests containers be 
approved for fuel assemblies enriched to 4 17 U-B35 
LICHTENDERGCR Mol ins Machine Co , Inc (subs of Molina Overseas 
Moldings, Ltd ) 79/J2/1G 73pp 


8001310075 Requests extension of Certificate of Compliance 9022 
pending receipt, review ?< approval of consolidated license 
renawal application Forwards administrative license renewal 
fee 

HANSEN, L L SKpklee Corp 79/12/1"? lp 
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8001 1G0054 Forwards Revision 3 to Certificate of Compliance 9022 for 
Model CE- 250-2 

MACDONALO.C E Transportation Branch 80/01703 2pp 

--8001100058 Certificate of Compliance 9032- R e vi 5 i on 3, for Model 
CC-25Q-2 

MACDONALD i C E Transportation Branch 80/01/03 3pp 

0001380084 Forwards Revision 3 to Certificate of Compliance 9022 for 
Model CE-250-2 

MACDDNALD, C E Transportation Dranch 80/QI/16 2pp 


DOCKET 71-9024 MODEL STL- 201. ST LOUIS TESTING LABORATORIES 


G001240175 Notifies of expiration of Certificate of Compliance 9034 for 
Model STL-201 To continue using pac lege, should request 
renewal of existing certificate oF compliance 
MACDONALD. C E Transportation Branch 79/12/20 Ip 


DOCKET 71-9037 MODEL 741, TECHNICAL OPERATIONS, INC 


0031220001 Notifies of expiration of Certificate of Compliance 9027 
for Models 741 t, 74LE To continue using package, should 
submit consolidated application fo-r renewal 
MACDONALD, C E Transportation Branch 79/12/26 Ip 

8001200090 Forwards Revision 2 to Certificate of Compliance 9027 for 
Models 741 t< 74 JE 

MACDONALD, C E Transportation Branch 30/01/16 2pp 

— 8001200094 Certificate of Compliance 9027, Revision 2, for Models 741 t* 
741E 

MACDONALD, C E Transportation Branch 00/01/16 2pp 


DOCKET 71-9028 MODEL 604, TECHNICAL OPERATIONS, INC 


0001230007 Forwards Revision 3 to Certificate of Compliance 902B for 
Models *04 684E 

MACDONALD, C E Transportation Branch 79/12/11 2pp 

— B0012300H Certificate of Compliance 902G. Rev i 4 ion 3, for Models 634 «< 
694E 

MACDONALD, C E Transportation Branch 79/12/1 1 2pp 

8Q01 180360 Requests registration as user of Model 6G4 
HARRIS. D C Nuclear Fewer Products Co 79/13/23 ip 


0001310053 References Technicnl Operations, Inc 790927 application for 
renewal of Certificate of Compliance 9028 S, request for IAEA 
Certificate of Competent Authority as Type Ulkii package* 

Packages For Models *84 6 6S4E meet IAEA requirement 
MACDONALD, C E Transportation Dranch 80/01/25 ip 


DOCKET 71-9039 MODEL *76. TECHNICAL OPERATIONS. INC 


8001 1 1 03 GO Forwards Revision 3 tq Certificate of Compliance 9029 for 
Models 676 (• *7*E 

MACDONALD, C C Tran sp o r t a t i on Branch 79/12/81 2pp 

— 0001 1 1038 5 Certificate of Compliance 9029. Rev i s i on 3, for Models 676 6 
MACDONALD. C E Transportation Dranch 79/13/21 3p p 


DOCKET 71-9032 MODEL *50, TECHNICAL OPERATIONS, INC 


8001110125 Submits IAEA certificate of competent authority re 
Certificate of Compliance 9032, Type B fissile radioactive 
matl package design far Technical Operation! Modal 650 
RAWL.R R Transports ion, Dep t of /9/11/13 2pp 

8001100425 Forwards corrected IAEA certificat# of competent authority 
for Model 650 

BAWL.R R Transportat i on, Dap t of 79/11/30 lp 


DOCKET 71-9034 MODEL TR IGA- 1 , GENERAL ATDMIC CD 


9001100425 Notifies of eipirabion of Certificate of Compliance 9034 
for Model TR IGA- 1 To continue using p a c ka ye, sh on 1 d request 
renewal of existing certificate of compliance 
MACDONALD. C E Transp ortat ion Branch 79/J2/2B lp 


DOCKET 71-9033 MODEL *60, TECHNICAL OPERATIONS, INC 


□001070176 Requests renewal of Certificate of Compliance 9035 issued 
for Models 680 60OE Type B packages Forwards consolidated 
application for package per NRC 790723 ltr Renewal fee !c ltr 
to DOT end ' 

MUNRO.J J Tech/Dps (Technical Operations, Inc > 79/11/20 2pp 


— 8001070170 Consolidated application for renewal of Certificate of 
Compliance 9035 far Models 680 l> 698E Typo H packages 
Supporting documentation end 

MARZILLl.D Toch/Ops (Technical Operations, Inc > 79/U/SO 

6ipp 


8001180334 Notifies of nplration of Certificate of Compliance 9035 for 
Models 6GG h 660E To continue using package, should submit 
consolidated application for renewal 

MACDONALD, C E Transportation Branch 79/18/26 ip 


C001210Q25 Notifies ot eipuation of Certificate of Compliance 9035 
for Models 600 ?< 4Q0E To continue using pac kag c, sh ou 1 d 
submit consolidated application for renewal 
MACDONALD, C E Transportation Branch 79/12/26 lp 


8001220034 Notifies of expiration of Certificate of Compliance 9035 
for MDdeLs 680 t< 630E To continue using p ac k ag o, s hou 1 d 
submit consolidated application for renewal 
MACDONALD, C C Transportation Drench 79/12/26 Ip 


8001220089 Notifies of oipiratlon of Certificate of Compliance 9035 
for Models AQO L 680E To continue using pac kaqe, should 
submit Consolidated application for renewal 
MACDONALD, C E Transportation Branch 79/12/26 lp 


8001220096 Notifies of expiration of Certificate of Compliance 9035 
for Models 680 t* 6G0C To continue using package, should 
submit consolidated application for renewal 
MACDONALD, C E Transportation Branch 79/12/26 ip 


8001220097 Notifios of expiration of Certificate of Compliance 9035 
for Model* 680 t< 6B0E To continue using pa c kag e . sh ou 1 d 
submit consolidated application for renewal 
MACDONALD, C E transportation Dranch 79/12/26 Ip 


800 l 240333 Notifies of expiration of Certificate of Compliance 9035 
for Models 600 & 60OE To continue using pac k ag e, shou 1 d 
submit consolidated application for renewal 
MACDONALD, C E Transp or ta t i on Branch 79/12/26 lp 


BOO 124033* Notifies of cipiration of Certificate of Compliance 90J5 
for Models 680 ** 680E Tn continue using pac kage, should 
5 ubmi t consolidated application for renewal 
MACDONALD, C E Transportation Branch 79/12/26 lp 


B00124033B Notifies of eipiration of Certificate of Compliance 9035 
for Models 600 6 6G0E To continue using package, should 
submit consolidated application for renewal 
MACDONALD, C E Transporta ti on Branch 79/12/26 ip 


B00122Q018 Requests registration as user of Model 600 
MCCORMACK, C E El Paso Natural Qae 00/01/08 lp 


8001220025 Requests renewal of registration as user of Model NLI-l/2 
YEOMAN, W G Huntington Testing 80/01/00 ip 


8001230021 Forwards Revision 3 to Certificate of Compliance 9035 for 
Models 660 h 6BOE 

MACDONALD. C £ Transportation Branch 60/01/ 14 2pp 


— 3001230024 Certificate of Compliance 9033, Rev i s 1 on 3, for Models 600 U 
60 OE 

MACDONALD. C E Transportation Branch 80/01/14 2pp 


6001310436 Informs that Technical Operations, Inc application requesting 
renewal of Certificate of Compliance 9033 for Models 600 b 
600a meets IAEA requirements for Type B(U) packages 
MACDONALDi C E Transportation Branch 80/01/14, ip 
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DOCKET 71-9037 MODEL TR IGA-2. GENERAL ATOMIC CO 


B001220046 Notifies of expiration of Certificate of Compliance 9037 
for Model TRIGA-2 To continue using pac k ag e , sh ou 1 4 request 
renewal of existing certificate of compliance 
MACDONALD, C E Transportat i on Branch 79/12/31 Ip 


DOCKET 71-9044 MODEL GE-1600. GENERAL ELECTRIC CO 


6001080*91 Requests that Certificate of Compliance 9044 for Model 1600, 
Sections b (a)(3) 6 5 (b)(l><>) he amended Forwards updated 
drawings & list of revisions Twelve oversize drawings In 
Central Files only 

CUNNINGHAM. G E Sherwin-Wi 11 jams Co 79/12/04 56pp 


DOCKET 7 1 —90*9 MODEL MO-1. WESTINGHOUSE ELECTRIC CORE 


8001090499 Application for amend to Certificate of Compliance 90*9. 
deleting limitation on number of loose rods per box U 
increasing fuel length to $44 inches 

DIP I AZ 7 A. R P Edlow International Co 79/12/04 2pp 


--G001090503 Forwards Certificate of Compliance 5450. ftevi sian * for 
yodels RCC. RCC-1. RCC-2 ♦< RCC-3 

MACDONALD. C E Transportation Branch 70/09/10 2pp 


— 0001090508 Certificate of Compliance 5054. Rovi s ion 5 for Models RCC. 
RCC-1. RCC-2 !< RCC-3 

MACDONALD. C E Transportation Branch 79/09/19 5pp 


— 0001090911 Forwards application for amend of License SNM-1107 
SCHENDEL, K R Ctllow International Co 73/07/13 Ip 


-“0001090913 Application for amend of Mat 1 /Byproduct License SNM-1107. 
transferring license approvals issued under License BNM-330 
» American Atomics Corp 73/07/13 Iflpp 


—0001090519 Forwards fee for amend request re Certificate of Compliance 
9069 

DIPIAZZA. R P Edlow Intel nat ional Co 79/12/11 lp 


--6001090319 Notifies of partial refund of Certificate of Compliance 
9069 amend application fee 

JACKBON.G License Fee Management Branch 79/12/17 Ip 


DOCKET 71-9071 MODEL AP-101. CHEM-NUCLEAR SYS. INC 


3001240404 Forwards amend to F6AR for Modal AP-1G1 cask Amend supports 
petition to include spent nuclear fuel assemblies from LURe 
Fee one l 

MURPHY. U D Mallinkrodt Chemical Works 00/01/02 lp 


--BC012404B8 Amend to TSAR for Modal AP-101 cask. supporting petition to 
Include spent nuclear fuel assemblies from LWRs 
* Malllnkradt Chemical Works 79/12/20 133pp 


DOCKET 71-9073 MODEL OH-142. NUCLEAR PACKAGING. INC 


©Q01070069 Forwards Revision 10 bo OH-142 CAR. Certi P 1 cate of Compliance 
9073. incorporating addl analytic data re use of Mark II 
configuration in Canada 

HAN5EN.L J Airuick Industries (subs of C I BA-QE 1 04 Ltd ) 

79/09/04 lp 


BOO l 090072 Revision 10 to Nuclear Pac kag i ng . I nc OH-142 9AR. Certi f icate 
of Compliance 9073 

ft Atrwick Industries (subs of CIQA-QEIQ4 Ltd l 79/09/29, BOpp 


DOCKET 71-9079 MODEL HN-100 SERIES 2. HITTMAN NUCLEAR & DEVELOPMENT 


£001(10506 Forwards Drawings COO 1 -4-9 1 19. R ev i s 1 on D, seven sheets. which 
supercede previously issued Drawing C001 -4-91 19. Re vi s i on C» 
six sheets Drawings available in Central Files only 
TRIO I LI Q* 0 J Stepan Chemical Co 79/12/19 Ip 

6001160343 Notification of registration as user of Model HN-100 Series 
2 in response to request 

MACDONALD. C E Transportation Branch 00/01/02 lp 


0001310040 Requests registration as user of Models HN-100 Genes 1. 
HN-fOO Series 2.HN-1O0 S, HN-20O f< HN-600 
UHRIG. R E Florida Power ft Light Co 00/01/15 lp 


DOCKET 71-9006 MODEL HN-100 SERIES 1. HITTMAN NUCLEAR 8, DEVELOPMENT 


8001110254 Notification of registration as user of Model HN-100. 
Scries 1 in response to ruquost 

MACDONALD. C E Transportation Branch 79/12/20 Ip 


DGLKET 71-9009 MODEL NH-100 S. HITTMAN NUCLEAR & DEVELOPMENT CORP 


8001330308 Requests registration as user of Model NH-100S 
TRIMBLE, D C Arkansas Power A Lkqht Co 00/01/00 lp 


DOCKET 71-9111 MODEL CN6-80A, CHEM-NUC LEAR . INC 


9001110248 Requests registration as user of Modal ('N6-80A 

Ml DURA, H J Public Service Electric 6 Gas Co of New Jersey 
79/12/06 ip 


9001240276 Forwards Revision- 3 to Certificate of Compliance 9111 for 
Model CN6-80A 

MACDONALD. C E Transportation Branch 80/01/03 2pp 


— 8001240201 Certificate of Comp! lance 9 1 i 1 , R e vi 5 i -on 3. fur Model CN6-0QA 
MACDONALD. C E Tran s p ot ta 1 1 on Branch 00/01/03 Jpp 


DOCKET 71-9113 MODEL 7-100. CHEM-NUCLEAR SYSTEMS. INC 


6001220213 Forwards Revision J to Certificate of Compliance 9113 for 
Model 7-100 

MACDONALD. C E Transportation flranch 80/01/14 3pp 


--BOO 1 2202 1 4 Certificate of Compliance 9$ 13, R evi a i on 3. for Model 7-100 
MACDONALD. C E Transportation Branch 00/01/14 Jpp 


DOCKET 71-9116 MODEL CN6-80D, NUCLEAR PACKAGING, INC 


0001230227 Requests response to 791101 Itr re clarification of matls 
question Will submit 9AR revisions within 30 days 
HANSEN, L J Aitwick Industries (subs of CIDA-GEIG4 Ltd > 

80/01/09 lp 


— BOO 1230233 Requests clarification re evaluation of package fur Impact 
conditions at cold temps 

HANSEN, L J Aii wick Industries leubl of CtQA-GCI04 Ltd ) 

79/11/01 2pp 


DOCKET 71-9130 MODEL NP-bQ-XXL, NUCLEAR PACKAGING, INC 


0OO12SO324 Submits Revision 2 amends to Model NP-50XXL 791221 
application per 790731 request 

8IMCHUK, J D Airuick Industries (subs of CIDA-GE1G4 Ltd > 
79/12/20 lp 


--B0012S0329 Certificate of Compliance 9 1 30, Revi s i on 2, for Model 
NP-50-XXL 

ft Atruick Industries (subs of CIDA-0EIG4 Ltd > 79/12/20 66 pp 


DOCKET 71-9134 MODEL CTR FUEL ELEMENT SHIPPING CONTAINER, 


©001 100347 Discusses EGM* ID. Inc 790007 Rapt PR-T-79-012, l, ETR Fuel 
Element Shipping Containers 11 Authorises removal of 
statement restricting distribution oP Tept to public 
BEERS. R J Energy, Dept of. Idaho Operations Office 79/12/01 lp 


DOCKET 71-9136 GENERAL ELECTRIC 


8001310073 Discusses deactivation of SNM-960 fuels lab Requests 
exemption from 10CFR71 7(al N app 1 teat ion. instead of 
10CFR71 0(6), for packaging I. transport of cf ©contaminated 
glove boxes 

CUNNINGHAM, G E Antibodies. Inc 79/12/14 7pp 
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DOCKET 71-9130 MODEL 78-D-1459, NAVY. DEPT OF 


DOCKET 71-9653 MODEL DR NL - DNL - NBS UN FUEL. CONTAINER, FNEROY, 


000)100429 Requests NRC approval Tor container to be used for shipping 
\ storage of assembly containing 30 Cs Cs-13/ Design info & 
test results 

MCKNIGHT, T F Navq.Dept of 79/12/31 48pp 


8001040414 Notification of registration as user of Model ORNL DNI.-N1JU 
unirradiated fuel shipping containers in response to 
request 

MACDONALD^ C E Transportation Branch 79/12/16 Ip 


6001040420 Notification of registration as 
unirradiated fuel shipping containers in 
request 

MACDONALD, C E Transportation Branch 


user uf Model UHML-BNI -NB'i 
response to 


i|> 


79/12/ in 
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IOC FR COMMISSION MEETING RECORDS 


3001020704 Transcript of 791219 public meeting m Nash i n g ton* DC re 
action plan Pp 1-79 
* Commission 79/12/19 SOpp 


BOO L 020709 Transcript of 791210 public meeting in Wash Ington* OC re 
policy, planninq *■* program guide Pp i“78 
* Commission 79/12/18 79pp 


0001000403 Transcript of 791220 public briefing in Wash i ng ton, DC re 
Task Force an Const During Adjudication Pp 1-70 
* Cammis a i an 79/12/20 71pp 


— EQ010B0403 Submits final rept of Advisory Committee on Const During 
Ad judiea tion 

MILHDLLIN, G Advisory Committee on Construction During 
Adjudication 79/12/12 20p p 


— BOO 1 000407 Forwards statement of separate views for Incorporation in 
committee final rept re immediate effectiveness rule Little 
attempt woo made to analyte public perception Kept analysis 
of advantages of options is confusing 

FfJYE.J M Advisory Committee on Construction During Adjudication 
79/12/10 2Bpp 


0OOIUOO42 F urwards marked-up transcript of 790927 discussion in 
Washington, DC on Nuclear Fuel Svc Erw i n# TN, foe i 1 J ty 
CHILK, S J Office of the Secretary of the Commission 79/09/26 
J P 


— 8001110045 Marked-up transcript nf 790927 discussion in Nash ington, Dt 
on Nuclear Tucl Svc Erw i n* TN. foe 11 i ty Pp 1*10 
• Commission 79/09/27 19pp 


&OOJ11Q07O Forwards marked-up transcript of 790920 briefing in 
Washington, DC on Nuclear Fuel Svc , Erwin, TN facility 
CHILK, S vf Office of the Secretary of the Commission 79/12/26 

l ? 


--OGQ1110075 MorkBd-up transcript af 790920 briefing in Nash l ng ton t DP on 
Nuclear Fuel bvc* Erwin, TN facility Pp 1-20 
•GILlN9KY,9 Commission 79/09/20 29pp 


8C0J 110097 Forwards marked-up transcript of 790919 briefing in 
Washington, DC on Nuclear Fuel Svc* Erwin, TN facility 
CHILK, 3 J Office of the Secretary of the Commission 79/12/26 
2*>[» 


--3001110102 Marked-up transcript of 790919 briefing in Nash inf) ton , DC on 
Nuclear Fuol Svc , E rwin* TN facility Pp 1-41 
* Commission 79/09/19 42pp 


BOOl 150099 Revised summery of NRC 790927 open briefing in Wash ington* U(‘ 
re 3ECY-79-473 

CHILK, F> J Office of the Secretary of the Commission 79/10/2J 

Ip 


--9001150106 Summary of 79092B open discussion in Naoh ington* DC re 
r^d i oac t i vs 1 y contaminated water at TMl 

CHILK, B J Office of the Secretary of the Commission 79/JO/Ol 
1-P 


— 0001150125 Summary open NRC Affirmation Session 79-29 on 791004 in 
Washing ton* DC re SECY-79-430 concerning Connor TOIA Appeal 
79-A-15 >< SECY 79-558 

CHILK, 8 J Office of the Secretary of the Commission 79/10/12 

2pp 


--8001150127 Summary of NRC 791004 open discussion in Nash ington, DC re 
SECY-79-479 

CHILK, S J Office of the Secretary of the Commission 79/lO/U 

If 


— B00115012B Summary of NRC 791004 open discussion in Na sh i nq ton, DC re 
procedures for Commission review of license applications & 
interim statement on licensing 

CHILK, & J Office of the Secretary of the Commission 79/10/05 

2pp 


— GOO 1 1 50 J 4 1 Revised summary of 791010 opon discussion in Wash i ng ton, IX 
re petitions to intervene in hearing nn Philippine 
applications Commission denied request for oral argument 
CHILK, S J Office of the Secretary of the Commission 79/10/13 
2pp 


— BOO 1 1 50 J 46 Bummary of NRC 791010 open discussion in Na ah ing ton* DC re 
r odi oac t Ive 1 y contaminated water at TMI 6 rotated subjects 
CHILK, 3 J Office of the Secretary of the Commission 79/10/24 
IP 


--"0001130152 Summary of NRC 791011 continuation of 791010 discussion rr> 
procedures far Commission review of license applications 
Commission requests revision of policy statement re 
Commission participation in licensing action 

CHILK* 3 J Office of the Secretary of the Commission 79/10/16 

lp 


— GOO LI 50163 Summary open NRC Affirmation Session 79-12 on 791019 in 
Nash i ng ton* DC ro order In response to Center for Development 
Policy 790419 petition to intervene in proceedings on 
Philipp Lno dppl i c atlon Order enci 

CHILK. 3 J Office of the Secretary of the Commission 79/10/19 
7(» P 


--800115016B Summary of NRC 791015 open briefing in Wash inqlon* DL io 
S iting Policy Task Force ropt 

CHILK, S J Office of the Secretary of the Commission 79/10/16 

Ip 


—8001150103 Summary nf NRC 791016 open briefing in Nash ington* DC ru 
TMI Lesson* Learned Task Fotcb rept Commission deferred 
substantive discussion pending receipt K review of Pinal 
rept 

CHILK, S J Office of the Secretary of the Commission 79/10/13 

Ip 


— 8001150139 Bummary of NRC 791016 Dpen discussion in Na ah l ng lorn UL re 
Commission decisionmaking role in emergency response 
Chairman requested NRC views on proposed prodedures 
C HILK* 3 J Office of the Secretary of the Commission 79/11/07 
1 1 ' 


— (1001130196 Summary of NRC 791022 open discussion in Wash inqton, UL re 
“full access" provision of Commission procedures Commission 
requests Qfc of General Counsel draft amendatory language 
to Commission open door policy 

CHILK* fl J Office of the Secretary of the Commission 79/10/35 
If 


— 0001130202 Summary of NRC 791022 open discussion in Wash inqton, DL re 
SCCY-79-303 concerning proposed agreement between Statu of 
R I 5* NflC 

CHILK, S J Office of the Secretary of the Commission 79710/26 
IP 


— 8001130208 Summary of NRC 791022 open discussion in Ha &h inq ton* DC re 
approval of extension of pat-down search 

CHILK* B J Office of the Secretary of the Commission 79/10/23 
IP 
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-'£031150216 a* nRC 791023 open briefing in Wash i ng ton* DC re NRC 

(JFc of Equal Erplojnent Opportunity program NRC encourages 
participation at nettings conducted by l« f^male- 

o-nflO technical organizations 

£Vllu *,5 J Qf^ici of the Secretary of the Cormsiioh 79/J0/29 
IP 


'OOGU5Q22S ^LT-iary of open NRC Affimation Session 79-33 on 791023 m 
Washington DC re SEC <-7?~3Bl b 79’ 59B 

CHIlK>S J Office of the Secretary of the Doirm.ssion 79/1Q/24 
IP 


— SOOUS0281 Summary af NhC 79U28 upon h-rlefing in Wjoh ing ton > IH ru 
Peach Bottom Unit 1 status 8 steam generator tube 
degradation situation 

CHlLR. 5 J Office of thfe Secr<*tar<i of the Ou/rnni a y l on /V/ 1 J / n"f 
IP 


'-8001150391 Summary of NRC 791129 open d l stuenlotN \n tioah lnqtpn Ij( »# 
S£CY-79-59t-As U b C, concern ing plans Foi coping u*/ 
emergencies at production *t utilization facilities 
CHILK. S J Office of the Secretary of tl»e Comm i a a l on 79/1 1/ N* 
ip 


— 8001150232 Su*na"y of open NRC Affirmation Session 79-34 m» 79102b in 
tngton, DC re SECY-79-393 concerning approval for accost 
to rat] security info *, restricted data Cornission approved 
recommendation to grant access author i zatian 

CUlL* S J Office of the Secretary of the Commission 79/10/25 
lp 


- -803 1 7 5J235 ffurmary of NRC TVitOJ open briefing m Wash ing ton, J)C re 
swelling of fuel cladding b results of research t actions 
taker 

CHlUf >5 J Office Of the Secretary of the Commission 79 / 11/05 


-0001150302 Summary of NRC 791 1?9 op on brinFlng in UahhUUltih) til rn 
proposed alternatives fpr docqntdminat \vn ** cleanup OF 
TMI-2 

CHILRi S U Office of the Secretary of the C^nvui an ton 79/11/10 
IP 


0001 1 50307 Summaty of NRC 791203 dmrussiofi In Wfl lM n t| ton , UL ii 
SECY-79- 591 0 & C. concerning plana Fur coping u*/ 

emergencies at production N utilization facilities 
HQVLE.JC Office of the Secretary of the Commission ?9/i<’/lJ* 

2pp 


--0OQI 1502<0 Summary af open NRC Affirmation Session 79-35 on 791 102 in 
Wa< h i hg tom OC re SEC /-A-79-72A public disclosure of route 
info K S?ECY-fW9-68 intervenor motion for remand in Shearon 
Warns 

CHILK S J Office of fche Secretary of the Commission 79/11/06 


'0001150314 Summary of NRC 791203 discussion in Wash i nn tun. pr i u 
SECV-79- 591 -A i R N C, proposed amends for coping la/etrn vjcnc i o * 
at production t utilization facilities 

HQYLE, J c Office of the Secretary of the Commission / J .Vli>\ 

lp 


—eooi 150244 Summary of open NfiC Affirmation Session 79-38 on 791102 m 
Washington, DC re suspension of rule of practice on issuance 
of licenses after adjudicator^ decision s 

CHILK, S J Office of the Secretary of the Commission 79/11/05 


0001 190319 Summary of NRC 791208 open discussion in Wauhl r.pVoi*. IK to 
Commission deci si omrtaK ing role In emergency reupons-u 
Commission delegated authority to l&oup orders to Uc?ns»ps 
\n emergency situations 

CHUK t S J Office of the Sjpciptaiy of the Commiuaiun 1 

1 P 


— 6001150849 Sun«ir v of .w NRC Brit, In, i„ M»slun s ton. DC on 7R1JJ4 ,, 

I I Ta, ‘ "•4*”" clarification 

r* legal liabilities of Individual required to certify 
operations personnel 

of *** Secretary of the Commission 79 / 11/16 


CHILKiS U 
IP 


—8001150356 Summary of open NRC Affirmation Session 79-37 Q n 791114 
Washington,*; r 9 SECY-79-432B. r*vi Bu of unc^Uued ZtteZ 
bfcCV-A'79-24A rV duy *9g OL proceedings t, 

CHILK.S j Office of the Secretary of the Commission mtWlf, 


' 90 ^c'-79-Jra", a a'' V "? C ?9U ''’ br >« f >'>9 •" H-h .aj tan, DC r, 

r . »f »lSPB4al Of m,R level 

i ’ geological repositories 

1() ‘ J le * ef S»tTBVaty of the ComiTHs^i^ 79/U/21 


'' 80 SK?“^,|?;n v .» f «» diecvs.ion m loo. DC ro 

CHtLK.S J Office of th, s.cratar, of th, Co.-n„„oo 7?/|l, B1 


m.„. aavlt.eo co»m'r?ti Co "’"' 5 ‘">" 4" T«l 

Ip* K ’ S J 0f,lc * of 4 h * Secretary of the Cociml eel on Vf/ilSJJ 


CoaAiesionrr Aheanno EP^cTra* *" '” ,t 

Of u ore bodies r no«ited EPA study on health effects 

CH,U<.S D 0 „,c, o, t „ „ th . Cooioiosion 79/„7 2J 


--0OOI19O32Q Nummary of NRC 791206 open briefing in WatiJu ng t on* Ul n< 
ruffu f i rQ2 " 66 pul icy, planning U program guidance 

CHILES J Office of the Secretary of the Commi »u i on /?/l£ v /J-' 


-BOOH 90333 Summary of NRC Ofc cf IE 791212 open biiafing 
DC re lessons learned at TMI 

CHILK, S J Office of the Becretajy of fcho Cummismon 


1 D Wa<ih l ii |j l ii 
) Ul.VH 


B0OH30342 Sugary of WR^ 791212 Qp en brief ina 
linpleFiehtat ion of shdrt-term recommendations 
Cearneo Task Forte 

CHICK, $ j Office of the Secretary of the C 
l P 


in Naahtngt 
(if Laa&ona 

ommi aq i on 


Dn. HD i u 

7 ft Uir 1 ,1 


u r 


draft affii: : ; aueunq in was h 1 np ton, Di ni 

draft action plan for implementing recommend* ti om of 
LH/CH.SU Office of the Secretary of fcf.p Communion 




‘wjoi summary „ KW1 , Mnw „ 

ciJLK n s fc j ,l * D SaI* SErv ^^-^ V 2U h SGCV-79^6ijr 

CHILK . S J Office of the Secretary of the Cemmission 


□ pen rjhu Affirmation Seuaion 79-AO nr, /9U 


79/ UVM 


vzv.tt u * c ru 

CHILK,S J Office Of the Secretary of the Cpmmi salon /9/lO/Otl 


'"S : f S sss-h - rss— - 

lp tce of the Secretary of the Commission /9/H>/it) 


" ikvz-Tci vvzrz" *+» - 

“"****'»" aPP^v.d progr.OMtu ,^.ct 

CNILH. S J 0ffl£ , th , s«r, t .„ „ th . Co. m , 5 „„ 7 , /u/a , 

Havhiniitpn pc*,! SEDV- 7 L 5 R 0 ^ flr ^4tion Session 79 -jr 0 n 79 , j 2 ^ J( , 
«» M,h i.v.i “r”** »f jisjos.i * 1 

CHILK , $ j Office a* Ja-V # ,0al<: ^P^ktRf'ius 
lp «cr»tary of the Commimion 79 / 11/27 


nr, 1 5,u ™ 19r ¥ ot WR C 791016 closed briefing re St 
renrerni.g to operating assumption c0v e7in5 3 

°? fabricating clandestine f», s i on i X Jl OS j Vty , 

CWIlH, S J Office Of the Secretary of the Commission 7W10/1U 

.'itr;™ : - - 

lp J 0f tbe Secretary of th. Commission ??/io/ S » 
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~-BQ0il5O381 Sumrnsi y of NRC 791023 closed discussion in Ua s h i ng ton> DC i'll 
enforcement actions at TMI Commission agreed that TMI 
enforcement actions should be taken in near future 
CHILHj S J Office of the Secretary of the Commission 79/IO/30 
Ip 


— BQO115O304 Summary of NRC 791025 closed briefing in Ua sh 1 tig ton. 1>C re 
proposed enforcement action concerning TNI 

CHH-KrS J Office of the Secretary of the Commission 79/10/3? 
tp 


— 0001150306 Summary of NRC 791102 closed discussion in Wash ington, l)C re 
proposed testimony concerning rept by President's Commission 
on TMI 

CH1LK, S J Office of the Secretary of the Commission 79/11/09 
lp 


--0001150300 Summary of NRC 791106 closed discussion in Wash ington, DC re 
status rept concerning inventory discrepancy at Nuclear Fuel 
Svctilnc facility in Erwin, TN 

CM1LK. S -J Office of the Secretary of the Commission 77/11/09 
if 


— BOD l 1 50392 Summary of NRC 791100 discussion »n Wash ington, DC re 
response to White House request for NRC views on 
re< oicmenda 1 1 ons of President's Commission on TMI 

CHlLK.S J Office of the Secretary of the Commission 79/U/J3 
IP 


— B001150394 Summary of NRC 791214 closed briefing in Wash ing ton* DC re 
NRC regulation of Nuclear Fuel Svcs, Inc facility in Erwin, 

TN 

CHIIK.S J Office of the Secretary of the Commission 79/11/17 

lp 


£3001150453 Responds to Subcommittee on Nuclear Regulation 79H06 1 tr 
on implementation of Public Law 95—601 Subsection 4(a) re 
communications between Commission t< ofc directors Commission 
approved directive to NRC manual 
ItrNDRIE.J M Commission 79/12/03 3pp 


--0001150477 Transcript of 790315 proceedings re discussion of SECV-79 
02. staff communications w/Comml r s J nn 

BROWN. C H Office of the Secretary of the Commission 79/03/15 
Ulpp 


BCD 1 1 60109 Transcript of Affirmation Session 79-42 an 791227 in 
Washington, DC l»p 1-4 SECY-79-464, 6ECY-5M, RC Clusen 
790706 ltr & MA Rowdon 790616 memo end 
f Commission 79/12/27 5pp 


— 8001 160200 SCCY-79-4EJ4 

Discussed request to delegate authority to Pi r cc tor, NM98, 
to approve actions under Public Law 95-604 Recommends 
authority be delegated RC Clusen 790706 ltr MA Rowden 
760616 memo end 

DIRCH5.W J Office of Nuclear Material Safety V Safeguards 
79/oa/n 2pp 


6001230330 Transcript of 000109 public meeting w/AIF in Wash i ng ton, DC 
Pp 1-20 Afternoon session 
• Commission BO/Ol/09 2?pp 


"-0001230331 Forwards proposed agenda for 000109 meeting w/NRC Advisee 
that 0 Led, Chairman of A IF Policy Committee on Followup to 
TMI Acci dent* will be ad d 1 participant 
W3GQIN, E Atomic industrial Forum 60/01/03 2p p 


— 8001230333 Updates 791227 ] tr re 0QOIO9 meeting w/NRC Advises that r 
5tern of Westlnghouse will be addl participant Presentation 
will concentrate on rationale far resumption af reactor 
licensing AIF 791(13 ltr to President Carter end 
WICG1N, E U Atomic Industrial Forum 00/01/02 2pp 

—6001230335 Confirms BOO 109 me e ting w/NRC in Washington, DC re Air 
comments on licensing pause ASF representatives will include 
RJ Sherman>FM Stasx«*ky,C W-alske !« JC Ward 
WIGGIN, C J Atomic Industrial Forum 79/12/27 lp 


8001240030 Notice of Commission determination that transcript of 791016 
briefing re SECY-79-2J3 should be unbhheld from public 
d i fic losu-re 

CHI LK, S J Office of the Secretary of the Commission BO/01/07 

Ip 


BOO 124024 1 Transcript of B00109 public meeting in Wash ing ton, 0L re 
action plan Pp 1-89 Morning session 
* Commission 80/01/09 90pp 


— (3001240242 Advises that approval of action plan neither necessary noi 
sufficient to end licensing pause Suggests phased approach., 
using plan as basic ref NRC will extract action* at 
appropriate level of detail as resources become available 
HANRAIfAN, E J Office of Policy Evaluations BO/Ol/OB 2p p 


— 0001240250 Discusses Commission approval of TMI action plan Approval 
can be in form of rule or in general statement of policy 
Prefers promulgation Of rules 

CUNNINGHAM, 0 Regulations Division £30 / 01/05 2pp 


— £3001240291 Submits proposed definition of actions required to be talon 
before reactor licensing can be resumed, in response to 
791228 memo t* guidance from 791221 meeting Identifies 
specific licensing requirements for near term DLs 
OQSSICK, L V Office of the Executive Director for Operations 
00/01/05 15pp 


0001250053 Transcript of EiOOlOB public meeting in Wash i ng ton, DC re 
orqani lat i onal aspects of emergency planning Pp I —1 6 
AHCARNE, J F Commission 90/01/00 10pp 


--0001 250058 rprwards discussion of alternative organi ifttional approaches 
for NRC emergency preparedness & related ofc comments 
Emergency preparedness licensing functions should be 
functions pf NMS3 t Dfc of Nuclear Reactor Regulation 
GOESICK* L V Office of the Executive Director for Operations 
79/11/27 I3pp 


-'■0001160209 Requests comments re i rid out 1 f j ca 1 1 on of boundaries of 
processing sites- per Public Law 9S-604 Forwards 22 maps of 
proposed processing sites 

CLUSENfR C Energy, Pop t of 77/07/16 23pp 


— GOOU602I8 Delegates authority to Director, NMB8, re 1 ssuing* renewing 
J, amending licenses for const & operation of production 
Facilities other than those defined in 1QCFR50 3(a)(1) 
ncWDEN, M A Commission 79/06/16 3pp 


--BOOJ 160228 SECY-79-514 

Responds to RT Kennedy 790710 memo requesting review of 
Rules of Practice 10CFR2, d isc ip 1 ine in NRC proceedings 
Requests approval for publication for public comment of 
notice of proposed rulemaking to amend 10CFR2 713 
&HAPAILH It Office of the Executive Legal Director 79/08/30 

I2pp 


B0D] 160433 Transcript of 791221 public briefing in Washington, DC re 
action plan Pp 1-74 
* Commission 79/12/21 lOOpp 


□001170019 Transcript of 000104 meeting in Washington, DC to discuss 
receipt t, release of special inquiry rept Pp 1-26 
* Commission 00/01/04 27pp 


B00J220302 Transcript of 79(221 affirmation hearing in Washington, DL 
re 8ECY-79-93A, "Further Cons i dero fc 1 on of Response to US 
Court of Appeals Dec i sion* Oainesvi 1 ie Utils Dept vs FL Power 
&. Light Co '• 

• Commission 79/12/21 5pp 


— B00125Q063 Comments on draft organ i 1 a t iona I options for emergency 
praparedn es s , p er 791031 request Bhould consider ons ofc load 
for emergency preparedness ac tivi ties, but leave soma 
functions in other ofci 

DENTON, H R Office of Nuclear Reactor Regulation 79/11/07 Ip 


— 8001250065 Comment;! on draft organ i i at i o-na 1 options for emergency 
preparodnes s, per 791031 request Centra 1 i lat i on in one or 
more oFcs could result in substantial improvement in NRC 
emergency planning & response capability 

DIRCKS, W -J Office of Nutlear* Material Safety It Safeguards 
79/11/09 2pp 


--0001230072 Comments on draft organ i i ati ona l options for emergency 
preparedness, par 791031 request Should assign emergency 
planning t preparedness Functions, re state & local govts, 
to new Federal Emergency Mg t Agency 

RYAN, R- 0 Office of State Frogr*** 79/11/08 2pp 


— S00123007B Supplements 791100 comments on draft nrgani lationa 1 options 
for emergency prepare-d ne**i p er 791031 request Draft should 
address matl emergency preparedness program 
RYAN, R 0 Office oP State Programs 79/11/16 lp 


— B0O125OO91 Comments on draft or pan it a blonal options for emergency 
preparedness, per 791031 request Option 2 has *om» desirable 
qualities, including consolidated emergency preparedness 
functl on 

BIRD, P E Division of Qrganiiation end Personnel 79/11/16 

lp 
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£iUOt*5GO«39 Ccmn-entS an draft organuatiora) options for emergency 
preparedness per 791031 request Agrees u/Optior, 3 
Dev e 1 op «ent *j i mp 1 er enta t i on of comprehensive emergency 
planning involves «■ an< ij considerations & disciplines 
NINQ&UE R Q Office of Standards Development 79/11723 ip 


—8001310209 SECY-79-670 

Recommends reappointment of JC Mark to ACR5 for second 4-yr 
term beginning 000203 

FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
79/12/20 3pp 


-3701250399 £ECr-90-G06 

Discusses coordination of NRC * Federal Emergency Mg t Agency 
efforts for improving emergency preparedness around power 
reactors fieco*mends Commission approval on end memorandum 
of understanding Supporting documentation end 
GOBSICt* L V Office of the Eiecutive Director for Operations 
00/01/04 22pp 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


0001040003 Transcript of Subcommi ttee on Site Evaluation 791220 he-rt? m-g 
in Wash ington, DC Pp 1-234 Morning session Viewgrdphs unci 
* ACRS - Advisory Committee an Reactor Safeguards 79/12/p{) 

266PP 


Pu"120'jQ23 Transcript of 791227 public meeting on Tech Specs in 
Washington DC Pp 1-60 Proposed outline attached 
♦ C<jm~iiss:on 79/12/27 63pp 


0001 28 302 7 Transcript of 791221 public meeting in Wash ington, DC Pp 
1-56 Dr<aft Policy Planning l Program Gui dance. FY82-06" 
end 

* Commission 79/12/21 70pp 


S'J01Z9C076j Transcript or BQ0116 public meeting in Wash i ng ton. DC re 
regulatory reform legislation Pp 1-92 Gickuit 791203 N 
E001 1 1 nemos enc 1 
-* Car-i ssion eo/01/16 92pp 


--00012900S4 Analyies Ribitoff administration & Kennedy proposals for 
regulatory reform legislation 

B1CKWIT L Office of the General Counsel 79/12/03 35pp 


■0001290097 Supplements 791203 memo re pending regulatory 7 e form 
legislation Recommends support of Senator Culver proposal. 
Regulatory Flexibility \t Administrative Reform Act of 
1979 " 

DICKWTT L Office of the General Counsel BO/Ol/11 app 


6001160400 Transcript of ACRS Subcommittee on ONW Water Reactors 0001(H) 
meeting in Wa 5 h l ng t on . DC Pp 1-240 Charts 9 < viowgraphs end 
* ACRS - Advisory Committee an Reactor Safeguards BO/Ql/OD 
206 PP 


B001170501 Transcript of 237th ACRS General Meeting on BODllO 1 n 
Wash ington, DC Pp 1-142 

* ACRS - Advisory Committee on Reactor Safeguards 00/01/10 
I43pp 


BOO 1 220577 Transcript of 237th ACRS general meeting on (J00 111 in 
Washington, DC Pp 143-317 Morning session 

PLESSETrM S , MARK, J C . BENDER. M ACRS - Advising Committee on 
Reactor Safeguards 00/01/11 175pp 


8001240037 Summary of 236th ACRS meeting on 791206-01) in Washintorv, 'J< 
CARBON. M W ACRS - Advisory Committee on Reactor Safeguards 
79/ 12/ IS 3pp 


0001240043 Summary of 233rd ACRS meeting 
CARBON, M W ACRS - Advisory Committee 
79/09/24 3pp 


on 790906-00 in Wash my tor*, lit 
an Reactor Safeguards 


0001290 1 32 Transcript of S00117 public meetinq in Wash mg ton. DC re 
Nuclear Fuel S/cs Erwin. TN facility Pp 1-41 Oil. Chemical l 
Atomic Workers lr.il Union 800116 ltr 6 Sh e 1 dan, Harmon 6 
Weiss 000117 ltr end 
* Commission 80,01/17 43pp 


-8001290140 Requests meeting u/NRC to consider approval of facility 
operation pending imposition of final amends to license 
conditions Requests NR DC experts u/secunty clearances have 
access to NRC h DCE factual info 

WEISS E R Sheldon. Harmon V Weiss COCHRAN, T D Natural 
Resources Defense Council 00/01/17 2pp 


-0001290144 Submits lists of members of Oil, Chemical b Atomic Workers 
Inti Union who will attend NRC 000117 public meeting 
HANCOCK, N W Oil. Chemical 6 Atomic Workers International 

80/01/16 lp 


6001^90151 Transtript pf 8GGU7 public meeting in Washing ton. DC Tfr 
equal employment opportunity program Pp 1-25 
* Commission 60/01/17 2 Bpp 


800I310M2 Transcript of afternoon session of 
79-657 on BOOUJ in Wash 1 ng ton, DC Pp 1-60 
* Comm i s s ion SO/Ol/lJ 6Spp 


Adjudicatory Session 


0001240049 Summary of 234th ACRS meeting 
CARBON. M W ACRS - Ad' isory Committeo 
79/10/18 3pp 


on 791004-06 in Wash >ng tan. Di 
on Reactor bafequaids 


00-01240054 Summary of 235th ACRS mooting on 
■CARBON, M W ACRS - Advisory Committee on 
79/11/21 3pp 


791100-10 In Wash 1 ng 1 11 n, Di 
Reactor Safeguards 


8001290007 Summary of 23lst ACRS meeting an 790712-14 in Wa oh l ng t du, |j< 
Agenda, FR notice ♦< Apps I XX end 

* ACRS - Advisory Committee on Reactor Safeguards 79/09/10 
iOOpp 


0001300143 Transcript of ACRS Subcommittee tin Facility !3taam Genoratcn 
Replacement program in 800123 meeting in Wfl sh i ng ton, IK 
Pp t-68 Supporting documentation onrl 

* ACRS - Advisory Committee on Reactor Safeguards GO/Ol/23 
105pp 


8001300153 Notification of ACRS Subcommittee on Extreme External 
Phenomena 791113-16 meeting in 1 ng 1 owood . CA to discuss NR( - 
sponsored general reactor safety research programs Portions 
of meeting closed to prevent frustration of proposed action 
HOVLE, J C ACRS - Advisory Committee on Reactor Safeguards 
79/10/25 3pp 


— B001310147 SEC f-79-657 

Forwards study, "NRC Appellate Sy 
discuss study 6 further action 
BICKWIT.L Office of the General 


s ” Suggests meeting 
Counsel 79/12/13 


to 

2pp 


-800131Q15B ”NRC Appellate Sys “ 

* Office of the General Counsel 79/12/13 56pp 


SJ 2«J?isJo^rpS'f^ of Affln " al, °" s “-°" ao-oi BOOHS ,n 

* Commission 00/01/15 4pp 


— 8001310170 SECY-79-641 

JlS'!!!/! 1, Commission approval C f minor revision to 
nf r& ! 0r ^®* ubm <tting requests for waiver of reductic 
WfcwMll!" R6p0rts resu,ts of 6-month experiment F 
DONQGHUE D J Office of Admi ni 5 tra t 1 on 79/12/04 7 PP 


9001300159 Notification of ACRS Subcommittee on Fluid Dynamics 791 I L 6 
meeting in San Francisco, CA to discuss BWf? Mark I 
containment long-term program & NRC acceptance criteria 
Portions of meeting closed to protect proprietory info 
HOYLE, J C ACR8 - Advisory Committee on Reactor Safeguards 
79/10/29 3pp 


8001300164 Notification of ACRS 791206-08 meeting in Wa oh 1 ng ton, IX tn 
discuss miscellaneous committee ac t iv 1 1 1 e s, rep t of 
President's Commission on Accident at TMI t, proposed pause 
1 ti nuclear power plant licensing 

HOYLE, J C ACRS - Advisory Committee qn Reactor Safeguards 


«vv.-uw,,v.,.;,..„. (gp| ur Quucodimicioe on Reliability 6 

Probabilistic Assessment 791205 meeting In Wash 1 ng ton, DC to 
Jivfe 56 , A^ gcl ! ar Rp 9 Ulatory Research budget J« program 
79/U/14 C ^ CRS ~ Adv,aory Committee on Reactor Safeguards 


-0001310203 SECY-79-660 

‘0 Commission 79M0S directive to prepare 
par 0n fe r 5i( c/ 0rCe re ' ; ommemiat 1 Dns re use of 

^ ■ ■* >*«*•«- 

O^Pf ^e* of^the^Gerera l*^e E ? ecutive Legal Director DlCKWlf, 
of the General Counsel 79/12/18 I5pp 


8 ° 79 ???t 76 N ^ lfl ^V 0ri of ACRS Subcommittee on Floating Nuclear 
ni J iL n ’?® fcln5 L ?f ^geles.CA to review OPS application 
for mfg license Portions of meeting closed to protect 


proprietary info 
HOYLE, J C ACRB 
79/10/29 3pp 


ng closed to protect 
Advisory Committee on Reactor Safeguards 
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B0013001B2 Notification of ACRS Procedures 6 Administration 
Subcomm.1 ttee 771205 meeting in Washing ton# DC to discuss 
v Bcammendations of President's Commission on Accident at 
TMI 

HOYLE. J C ACRB ** Advisory Committee on Reactor Safeguards 
79/1 1/1 4 lp 


□001300109 Notification of ACRS Subcommittee an Fire Protection /9180b 
meeting in Wash ington, DC to discuss proposed fire protection 
rule for operating nuclear power plants 

HOYLE* J C ACRS - Advisory Committee on Reactor Safeguards 
79/11/14 lp 


8001300193 Notification of ACRS Subcommittee on GETR 791114 meeting 
in San Francisco, CA to discuss seismic design requirements 
that may be imposed due to recent geologic investigation 
Portions of meeting closed to protect proprietary info 
HOYLE- J C ACRS ^ Advisory Committee on Reactor Safeguards 
79/10/23 3pp 


8001300200 Notification of ACRS Subcommittee on Regulatory Activities 
791107 open mooting in Wash i ng t on, DC to discuss proposed 
Reg Guide 1 97 Revision 2. Red Guide l 141, Revision 1 & 
proposed Reg Guido re sa f p ty -re 1 ated snubbers 
HOYLE. J C ACRB - Advisory Committee on Reactor Safeguards 
79/10/16 2PP 


BOO 1 300206 Notification of ACRE Ad Hoc Subcommittee on TMI-8 Accident - 
Implications re Nuclear Pouor Plant Design 791105 meeting In 
Hash ington, DC Portions of meeting closed to protect 
proprietary info 

HDYLEi J C ACRS - Advisory Committee on Reactor Safeguards 
79/10/15 3pp 


BOD 1300214 Notification of ACRS Procedures h Administration 
Subcommittee 791107 meeting in Wash i rig 1 on. DC to discus* 
scope ^ procedures for conduct of ACNS business 
HOYLE. J C ACRB - Advisory Committee on Reactor Safeguards 
79/10/16 lp 


GO 0-1 300220 Notification of ACRB Reactor Safety Research Sub c o-mmi ttee 
791106-07 meeting in Wash ing ton. DC to discuss preparation 
of ACRS annual iept to Congress Portions of meeting closed 
to prevent frustration of proposed action 

HOYLE. J C ACRB - Advisory Committee on Reactor Safeguards 
79/10/13 2pp 


G001300224 Notification of minor agenda changes to ACRS Subcommittee an 
Reliability K Probabilistic Assessment 791106-07 meeting 
Dally meeting times changed 

HOYLE. J L ACRB - Advisory Committee on Reactor Safeguards 
79/10/23 ip 


800I3C0240 Notification of ACRB Subcommittee on Reliability h 
Probabilistic Assessment 791106-07 meeting in Washington. 

DC to discuss quantitative risk assessment criteria for 
reactor* Portluns closed to public 

HOYLE- J C ACRB - Advisory Committee on Reactor Safeguards 
79/10/15 2pp 


0001300255 Notification of addition to agenda of ACRB Ad Hoc 
Subcommittee on TMI-2 Accident - Implications ra Nuclear 
Power Plant Design 791103 meeting Subcommittee will discuss 
TMI accident implications for Diablo Canyon plant 
HDYLE. J C ACRB - Advisory Committee on Reactor Safeguards 
79/10/23 lp 


0001300259 Notification of ACRB Subcommittee on Natal Components /9M03 
open meeting ui/NRC personnel 6 DWR owners group in 
Mashing ton, DC to discuss DWR pipe cracks 

HOYLE. -J c ACRB - Advisory Committee on Reactor Safeguard*, 

79/10/15 2pp 


CDMMiaeiON NRC CQMMISS 1 ONFfiS 


7911050043 Responds to 790914 ltr re training of employees In nuclear 
safety NRC licenses persons who handle controls of nuclear 
reac tor , at ter sa tis f sac tory completion of t 1 ' air ' lr ' 9 - wr i tten 
e laminations, ons tte operating tests & medical rept 

DENTON. H R Office of Nuclear ReactoT Regulation 79/10/24 lp 


7911130107 Discusses 791029 power reactor licensee notification methods 
in placo for estimating high level gaseous released from 
plants during accidents 

DENTON. H R Office of Nuclear Reactor Regulation 79/lt/OJ ip 


— 7911130LO9 Requests recipients of 790913 ltr re implementation of 
high range effluent monitors be sent Followup action ltr 
AHEARNE, J Commission 79/09/20 2pp 


0001030172 Weekly info’rept for uik ending 791207 

REHM.T A Office of the Executive Director for Operations 
79/12/13 23pp 


0001070040 Weelky info rept for uk ending 791214 

RCHHr T A Office of the Executive Director for Operations 
79/12/1? 19pp 

300 1070533 Forwards NRC FY0O supplemental budget request b supporting 
schedules 

AHEARNE, J F Commission 79/12/12 8pp 

BOO 1000304 Responds to 790611 ltr re public distribution of potassium 
iodide in event of radiological emergency Restrictions re 
nanprescrl p tion drug distribution in emergency lifted in Doc 
197B Potassium iodide protects only thyroid gland 
AHEARNE, J F Commission 79/L2/14 2pp 


-B0010E0315 Forwards comments specific responses to 790604 S, 22 memos, 
re use of thyroid-blocking agent* Thyroid-blocking agents 
less effective in emergency than other measure* due to 
limited, protection offered* 

DENTON, H R Office of Nuc I ear Reactor Regulation 79/07/13 
tlpp 

— 0001080331 Summary of NRC. 790B03 meeting ro discuss use of thyroid- 
blocking agents during emergency 

DENTON, H R Office of Nuclear Reactor Regulation 79/08/16 3pp 


--□00100032? Aek receipt of 790713 memo re use of thyroid-blocking 
agents Requests notification of upcoming meeting u/FDA & NRC 
tg discuss decision r« stockpiling requirement of thyroid- 
blacking drug 

AHEARNE, J F Commission 79/07/30 Ip 


— 8001 0803 30 Recommend* that NRC support von Hippel proposal to develop 
accident mitigation strategies beyond evacuation of 
populations 10-29 miles downwind Cover sheet of NUREQ/CR- 
1131 unci 

AHEARNE, J F Commission 79/00/28 3p p 


— 8001080343 Forwards ltr bo Science magaiine summarising baekraund info 
re thyroid-blocking agent* 

VON HIFPEL.F Princeton Univ 79/06/11 2pp 


8001080693 forwards IE review of family hardship* encountered by 
resident inspectors N r«pt ra early implementation of 
resident insp program Fulltima NRC contact far program 
designated 

AHEARNE, J F Commission 79/12/IB I4pp 


BO0IO70 1 44 Weekly info rept for week ending 791821 

REHMrT A Office of the Executive Director fur Operations 
80/01/02 30pp 


8001300264 Notification that ACRG Subcommittee on Waste Mgt 791031 
meeting to discus* Ofc of Nuclear Regulatory Research 
budget will be closed to public 


HOYLE, J C ACRB - Advisory Committee on Reactor Safeguards BOOU00160 Forwards info re cladding swelling N rupture models for LLK.A 

79710/10 lp analysis in response to 791189 request 

DENISE, R P Assistant Director for Reactor Safety 79/13/10 
3pp 

0001310132 Notification of ACRS Subcommittee on TMI Nuclear Power 
Plant 791030 mooting in Wash ing ton. DC to dlscu** NURE0-06OO, 

"Invest igat I on into 790320 TMI Accident by IE ,n Portions — 0GOUOO537 Requests meeting w/NRC to discuss basis of E-CCS analysis 

of meeting closed to protect proprietary info POLLOCK, R P Critical Mass Energy Project 79/11/12 lp 

HOYLE, J C ACRS - Advisory Committee on Reactor Safeguard* 

79/JO/OS 3pp 

COOl 100162 Responds to Subcommittee on Energy 4 Environ 790808 
question* re NUREG-OACHJ. ■ inva s t i g a 1 1 on Into 790328 TMI 
Accident by IE 11 No final determination an investigations of 
facility incident Forward* detailed responses to questions 
HENDRIE.J h Commission 79/10/16, lp 



306 


NONDOCKETED ITEMS 


— 0001100174 Responds to Congressman Udall 79O0OB questions re 
conclusions in NUREG-0600 concerning failure of Till 
operators to foliar procedures Investigation limited to 
actions of ut i 1 within specific time frame 

DENTON. H R Office of Nuclear Reactor Regulation STELLO, V 
Office of Inspection 6 Enforcement. Office of the Director 
79/10/04 4pp 


— BQO11O0177 Submits que-s t i ons > on behalf of Subcommittee on Energy b 
EtWircn.re conclusions in NURE0-0600 concerning failure of 
TMl operators tD follow procedures 

UDALL, fl K Mouse of Rep , Interior b Insular AffaiTs 79/00/OS 

3pp 


0001100560 Responds to 791IQS memo re training funds for State of WA 
for development of regulatory program of waste burial site 
NRC/DOT contract w/ WA for surveillance of transportation of 
radioactive matl will be expanded UA will match funds 
G055ICK.L V Office of the Executive Director for Operations 
79/11/29 Ip 


-6001110450 Expresses appreciation for rept on IL nuclear power 
facilities Forwards NRC analysis of recommendations made in 
IL rept, support! ng documentation b NUREG-0378 W/o Nl/REG 
AHEARNE.JF Commission 79/12/20 30pp 


SCOU30090 Forwards "Rept to Congress on AOs, Apr-June 1979," 
seventeenth rept re ADs at licensed nuclear facilities for 
second quarter of 1979, per Energy Reorganization Act 1974 
FR notice end 

HENDR|E«JM Commission 79/11/16 2pp 


B001130Q93 Forwards "Rept to Congress on AOs, Apr-June 1979," 
seventeenth rept re AOs at licensed nuclear facilities for 
second quarter of 1979, per Fnergy Reorganization Act 1974 
FR notice end 

HENDRIE, JM Commission 79/11/16 2pp 


--G001 130192 Forwards Cong r o 5 5 1 ona 1 Research &vc iupt, "Alternative 
Hreeding Cycles for Nuclear Power Analysis " Requests 
comment Cover sheet only end 

FUGl/A. D House of Rep , Science b Technology 79/00/03 ,?P p 


8001 130229 Responds to 791031 ltr re fl Noithacke; concern over possible 
effects of nuclear plants on fishing industry Protection of 
environ given thorough consideration during NIK' review of 
license for nuclear facility Potential injury minimal 
GOBS 5 CK, L V Office of the Executive Director for Operations 
79/11/26 2pp 


0001130233 Forwards M Northocker 791009 ltr re possible effects 'if 
nuclear plants on fishing industry Requests comments 
FI THIAN, F J House of Rep 79/10/31 2pp 


6001130240 Responds to 790007 ltr re development af plant safety 
requirements Upgrading of current safety requirements 
underway as result of TNI-2 incident Addl loqislation not 
required for NRC to standanie min safety r equ l r omen t » 

G0SSIC1L L V Office of the Executive Director for Operations 
79/11/02 4pp 


— 8001130241 Requests comment re need for higher safety ntd at inn lean 1 
p 1 ants 

MCK 1NNEV , S 0 House of Rep 79/0B/07 Ip 


6001140032 Ack receipt of 791P10 ltr Expresses pleasure at opportunity 
to continue in public sve as member of NRC Vows to assist 
successors in chairmanship 
HENDRIE.J M Commission 79/12/14 lp 


— 8001140035 Discusses rocommondat 1 on of Kemirny (ommioslon ro npinl for 
outside leadership of NRC Announces decision to appoint now 
NRC chairman 

CARTER, J President of US b Executive Offices 79/12/10 |p 


--0001 130096 NUREG-009O V2 N2 

"Rept to Congress on AOs, Apr- June 1979 " 

* Office of Management and Program Analysis 79/11/30 42pp 
Available at NTIS 


’ 0001 1 30099 Notice of issuance of NUREG-0090, Vol 2, Number 2, "-Rept to 

Congress on AGs, Apr-June 1979 ’ 

CHILK.S J Office of the Secretary of the Commission 79/H/1A 

Jpp 


8001 130102 Responds to Subcommittee on Energy b Environ 790604 ltr re 
NRC authority over high level wastes stored at West Valley, 

NY Atomic Energy Act authorizes NRC to require licensee to 
dispose of high leuel liquid nuclear wastes 
HENDRIE.J M Commission 79/11/33 4pp 


8001130107 Requests Commission response to questions r« NRC authority 
over high level wastes stored at West Valley, NV, as followup 
to WJ Dircfcs 790531 testimony 

UDALL, M K House of Rep , Interior b Insular Affairs 79/06/04 


8001130108 Responds to Subcommittee on Energy b Environ 791015 ltr to 
document distribution to public Discusses NRC-prop Q5 {?iJ 
methods for document distribution Addl ways to makn info 
more readily available continuously sought 
HENDRIE, JM Commission 79/II/2B 3pp 


R< '‘} u<f,t * Jhat NRC supply free copies of NVREGs b other 
Commission documents to public interest groups w/limited 
resources t 

UDALL, M f House of Rep . Interior fc Insular Affairs 7V/IO/IS 


9001I30I4B R.sponds to 79(010 r.qu.st for coisplot, rspt re spent Fuol 

HI Spent fv “ tr.n.p!r».tl«, P p 

* 1 I'll' 1 :": i h 'r*=‘! •p»« f«.i 


passed through WI from Oct 1977-Sept 1979 
V Office of the Executive Din 


77/11/15 5pp 


Bctor for Operations 


NBC transportation af sp.nt fuc 

‘ ,f “* H *»‘ *A»uld inc tude Info r, frequansg 

f sMpasnts.routes used s, precautions taken by federal- 
state « local govt* 

ASPIN, L House of Rep 79/10/10 Ip 

^Research .“"m ,0r »» Conpreee.enal 

pH” Analysis S Lwl Beetling Cycles for Nuclear 

cvnliH* d , t Whols alternative fuel cycle should be 
GD9BICK L W P rfl 1 * f e ^tion concerns 

79/11/12 2pp CB ° Executive Director for Dp e rati ons 


8001140363 Forwaids ’NRC Semiannual Rept to Congress on Btntua of 
Domestic 6 Inti Evaluations of Nucleai Fuel Cycle Sys " 

Rept issued in accordance w/Public Law 93-601 b cavers info 
reviewed by NRC through 790630 W/o end 
HENDRIE, J M Commission 79/12/03 lp 


—800114037) Forwards "NRC Semiannual Rept to Conqrens on litatuo of 
Domestic Inti Eva 1 uat ions of Nuclear Fuel Cycle Bgs “ 

Hept issued in accordance w/Pu6lic Law 93-601 b covers mfo 
reviewed by NRC through 790630 W/o end 
HtNDRlC. J H Commission 79/12/03 |p 


— GC01M0372 Provides Oubcommi ttee on Nuclear Regulation u/"NRL 
Semiannual Rept to Congress on Status of Domes bit b Inti 
Evaluations of Nuclear Fuel Cycle Oys 11 Rept covoro info 
reviewed by NRC through 790630 W/o onct 
HENDRIE. JM Commission 79/12/03 lp 


000114-0375 Provides Subcommittee on Energy b invirtm w/"NRC 
Semiannual Rept to Congress on Status of Domestic V Inti 
Evaluations of Nuclear Tuol Cycle Sys " Kept cover* info 
reviewed by NRC through 790630 W/o and 
HENDRIE, J H Commission 79/12/01 lp 


—8001 140378 Provides Subcommittee on Energy b Power w/"NRC &«mi annual 
Rept to Congress on Status of Domestic S, Inti Evaluation* of 
Nuc tear Tuel Cycle Sys " Rept covers info reviewed by NIK 
through 790630 W/o end 

HENDRIE, JM Commission 79/12/03 Ip 


—8001140300 Provides Subcommittee on Envi ron, Energ u b Natural 
w/ NRC Semiannual Rept to Congress on Status of Domestic b 
Inti Evaluations of Nuclear Fuol Cycle Sys » Root covers 
info reviewed by NRC through 790630 W/o end 
HENDRIE, JM Commission 79/13/Oj lp 


HuiOuri ci q 


0001140305 Forwards "NRC Semiannual Rept to Congress on 
Domestic b Inti Evaluations of Nuclear Fuel Cycle Sys 
Rept issued in accordance w/PubJic Law 95-601 b covers 
reviewed by NRC through 790630 W/o end 
HFNDRlEfJM Commission 79/12/03 Ip 


Bta tufi 
info 


of 


— 600114039 0 Provides Subcommittee on Arms Contro I , Oc cans > Int) Uperdtinm 
LlTAT, t ^CSemiannuai Rept to Congress on 8tatu* of ’ 

Domestic & Inti Evaluations of Nuclear Fuel Cycle By* " 

Vi/ o end 

HENDRIE. JM Commission 79/12/OJ ip 


..uv,ue6 auocommi ttce on Energy, Nucl 
Federal Svcs w/»NRC Semiannual Rept to Congre 
of Domestic *< Inti Evaluations of Nude ar Fue 
iT, !° rBVicwe ^ by NRC through 7906! 
HENDRIE, JM Commission 79/12/03 J p 


Pro J i f eration 
on Status 
ycle Syu " 
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— 8001 140397 "NRC Refit to Congress on Status of Domestic fc Inti 
Evaluations of Nuclear Reactor U fuel CyclB Gys ’’ 

» Commission 79/11/30 37pp 


9001L40512 Provides Subcommittee on Energy t Pouer w/summary of 
TeknekTon Research Inc ropt re licensee regulatory 
performance evaluation h draft rept re operating experiences 
of reactors ni/GMrJ NSSS W/o ericl 

SfELLO.V Office of Inspection *, Enforcement. Office of the 
Director 79 M 1/02 2pp 


&00IJ40S22 Provides Subcommittee or Nuclear Regulation ui/ s ummar y of 
Teknekron Research. Ire rept re licensee regulatory 
performance evaluation * draft rept re operating eiperienres 
of reactors w/DM4 NSSS W/o ere l 

STELLO. V Office of Inspection ft En fore one nt, Office of fcho 
Director 79/11/02 2pi 


0QOI14Q52B Provides Subcommittee or Env i ron. Tner q y 6 Natural Resources 
w/sumnaTy of Tekiielcron ResoaT c h, 1 nc rept r« licensee 
regulatory performance evaluation U draft rept re eperatinq 
experiences of reactors w/D'W NSSS W/o end 

STELLO. V Office of Inspection b Enforcement. Office of the 
Director 79/11/02 2pp 


SOOS 140535 Provides Subcommittee or EneTtfy (, Environ w/ summary of 
Teknekron Research. Ire rept re licensee regulatory 
performance evaluation ft draft rept re operating experiences 
of reactor 9 iu/I}&W NSSia. 

STELLO, V Office of Inspection ft Enforcements OfFi-ce of tho 
Director 79/11/02 2pp 


0001150453 Respond* to Subcommittee on Nuclear Regulation 791106 Hr 
an implementation of Public Law 95-601 Subjection 4<a> to 
c ornmunic at ions between Commission 6 ofc directors Commission 
approved directive to NRC manual 
KENORIE.-J tl Commission 79/12/03 3pp 


— 11-0011504-60 Requests, info re Commission implementation of Public Law 
95-601 'Subsection 4 < a)> requiring ofc directors tn keep 
Executive Director informed of contents of communications 
ur/Commi is ion 

Slf 'PS ON, ft K Senate, rnvi » onmuii t t* Public Works /9/ 11/06 ly 


-BQ01150464 Requests review of Commission delegations of authority 
to ascertain curioncy t, appropi i ateneso findings should bo 
repoi ted ill oarliest practical date 
DOR IE. W M Lonmission 7R/10/16 In 


-- 000 1 1 50469 Submits tentative program outline for reviuw delegations of 
authority Requests comments 

PE0ER5FN. K U Office of Policy Evaluations ClLF’tftlN, S F OfFirr 
of the (Joneral Counsel 7E3/11/03 3p p 


--GflOl 1 50472 Requests that 790315 public meeting on fc>ECY-79Q2 include 
status rept of review of delegation of Commission authority 
AHEARNF.J Commission 79/Q3/0Q ip 


— GOOl l 30474 Informs of status of review of Commission delegations of 
authority Gcppe of study will be limited duo to difficulties 
encountered in initial project phase Review %t analysis 
limited to delegations made to Executive Director Ofc 
KENNEHE. A Office of Policy Evaluations FI T ZSEHALD, F Office of 
the General Counsel 79/0J/14 2pp 


—0001150477 Transcript of 790315 pioceedings re discussion of SFCY-79 
D2. staff commun i cat i oni u/Ccnmi ssmn 

DROWN, C M Office of the Secretary of the Commigs i on 79/03/15 
blpp 


—17001190401 Fm wards revised 790702 memo S< rtjvisinno of NRC manual 
chapters providing implementation of Energy R e organ! t at 1 an 
Ac t, amend ed by Au-th or 1 1 at l un Act Requests Commission action 
00*33 1 CK, L V Office of the Executive Director far Operations 
7')/07/O2 6pp 


— 6001190406- Discusses passible mgt study for review of Carannssion 
operations ft rocommcndati ons Submits mgt study outline tn 
assist Commission in discussions re study scope 
determination Committee on Environ t, Public Works rept end 
KCNNEKE. A Office of Policy Evaluations 79/07/12 13pp 


— BOO 1 L 90492 Requests that Policy Evaluation b General Counsel CJfcs. draft 
RIP, using questions in 790712 memo Mgt study should be 
limited to Commissioner ofc t« not concern Executive Director 
or program ofes 

All E ARNE. J Commission 79/00/10 ip 


—8-OOi 150500 Discusses development of RFP for mgt study of NRC Draft ol 
unique elements of RFP will he provided during week of 
790902 Drafts based on L will supplement study outline in 
Policy Evaluation Ofc 790712 memo 

KENNEHE A Office of Policy Evaluations 79/00/29 Ip 


— Q001150507 Discusses draft RFP for mg-t study of NRC Forwards draft of 
PEP mgt study elements for comment Draft provides basis far 
further Commission discussion re principle topics to be 
included in final RFP 

KEhfNEKE, A Office of Policy Evaluations 79/09/11 |Opp 


— 0001150517 Recommends that Commission proceed w/ d eve 1 op mg myt study 
RFP ft acquire bids when final lied RFP should be reoriented 
from description of Corrmissian responsibilities to execution 
of responsibilities Draft RFP one 1 
AHEAP N E. J Commission 79/09/20 llpp 


— 0001150510 Forwards review of Commission delegation of authority Rept 
represents completion of Phases I ft 1 2 o f study Commission 
should incToase delegation af authority re generic 
rulemaking ft eiport licensing W/o end 

KENNEKE. A P Office of Policy Evaluations Q1CKWI1.L Office of 
the General Counsel 79/10/04 2pp 


— 0001150522 Forwards draft GAO rept, "Qpporlunti to Improve 
Effectiveness of NRC 1 Requests comments by 791102 W/o end 
•CUMMINOS.J J Office of Inspector ft Auditor 79/10/19 Ip 


--Q001150S2G Forwards revision of 791015 mg t study RFP Lists a 1 torn a F l vc> s 
for Commissioner participation in contractor selection 
Recommends that second alternative be proceeded upon 
AHEARNE, J Commission 79/10/29 I3pp 


— 9001 1 50534 Agrees w/79O?02 version of delegation of authoilty study 
More significant issues re role of Ofc of Executive 
Director should be addl essed 
AHEARNE. J Commission 79/11/07 13pp 


— BOOl 150544 Advises that all Cdmmisa inner* have approved recommendation 
to implement procedures required bv amended Lnergy 
Reorgani la 1 1 on Ai t, st advisrd sn 790702 mono Publication 
■of appropriate manuol chapter revisions should be arranged 
CHILVLS J Office of the Secretary of the Commission 79/10/00 
h> 


—0001150350 Oiscusses implementation of NRC auth o r i ia 1 1 an Act F / '9 pr-r 
Energy floor gan i t o tion Ait Dfc directors must koap Executive 
Dirocto-i Ofc informed of substantiva communications to 
ensure proper amend imp 1 eriDii laticn 
HrNORIE, JM Comrtiissiun 79/11/09 ip 


— 0OOIJ5O536 3rif urns that Comnlssion will undertake study Of interna) mq t 
approaches, procedures ft structure Comm i s s l one r & will be 
designating official 5 ounce Evaluation Fanel requested to 
begin work Immediately to complete RFP Draft RFP cnc 1 
MFNDRICiJ M Commission. 79/11/09 Dpp 


0QOII6O12J Forwards discussion Df effects on NHL b nuclear industry of 
implementing Kemery Commission recommendations Need fOT 
congressional enactment of taws Limited 
HENDRIEiJM Commission 79/12/21 Gpp 


0001160312 Discusses misplaced 79J22B memo re denial of 10CFR2 206 
relief Document will be placed in PDH Initiation of roview 
by Ofc of Inspector ** Aud i tor implies no wrongdoing 
BRADFORD, P A Commission 0O/OI/OD lp 


— 0001160321 Concurs w/t ocommqnda tion in SECY -A- 79- LOO re denial of 
10CFR2 206 relief Decision should be r« c ons i d e r ed Assumption 
that all tube degradation ocrured below tube sheet boundary 
was fundamental to NRC presentation 
RRADFOFID.P A Commission 79/12/23 lp 


0001 160330 Summary of NRC 791210 meeting- w/DCE ro impact of proposed 
Lessons Learned Task Force actions on regional electric 
reserve margins Economic Regulatory Aden n l s fcrat i on c opimi t ted 
to provide weekly update of analysis First analysis end 
DENTON. If r? Office of Nuclear Reactor Regulation 79/12/20 Jp p 


■□001160336 Submits analysis of potential reliability impacts resulting 
from shutdown of selected nuclear plants for mods r« Lessons 
Learned Task Force recommendations Outages should be 
sequenced for multiple units within region 
PFEFFERpJL Energy. Dept of 79/12/19 4pp 
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0001160373 Responds to 791023 ltr re propo serf mod to nuclear reactors 
to vent radioactive fluids directly und erground Reactor 
suppliers It operators are responsible For development of 
■ 5 1 d a which satisfy NRC design criteria 

GQ5SICK„L V Office of the Executive Director for Operations 
79/ 1 2/27 2pp 


--Q001 160377 forwards MC jay 791030 ltr re proposed mod to nuclear 
facilities to vent radioactive fluids directly underground 
Requests comments 

WILSON, R House of Rep 79/10/30 4pp 


□0Q11A0389 Responds to 791033 ltr to Federal Emergency Mgt Agency re 
use of potassium iodide in limiting radioiodine exposures 
Emergency stockpiling guidance will be available 
G0SS1CK.L </ Office of the Executive Director for Operations 
79/12/03 ip 


— 6001160396 Forwards T Corcoran 791023 ttr rfr use of potassium iodide in 
Limiting radioiodine exposures Requests response 
WILCOX. U H House of ffep . Interstate & Foreign Commerce 
/9/11/05 2pp 

0001160-156 Responds to 791214 request for status of NRC review of state 
radiological emergency response plans Data end 
AHEARNC* J F Commission 79/12/21 7p P 

—0001160459 Requests status of NRC review of state radiological 
emergency response plans 

SIMPSON. A K Senate, Environment & Public Works 79/12/14 2pp 

8001160567 Respond* to 79li26 ltr re use of nuclear powered ship for 
plant operator training & licensing Use of MS Savannah 
would not provide relevant training- due to design it power 
lavol differences between ship & plants 

GOSSICK. L V Office of the Executive Director for Operations 
79/12/17 ip 


--8001 J 605-70 Forwards constituent ltr suggesting govt uc-e nuclear 
powered ship fur plant operator training 6 licensing 
ANDERSON, 0 M House of Rep , Merchant Marine 5, Fisheries 
79/11/26 3pp 


8001160600 Responds to Subcommittee on Envi ron. Energy -b Natural 
Resources 791106 request for info re evacuation plans For 
ten sites NRC ha-$ visited six of ten sites Util mult 
complete upgraded evacuation plans by 000131 
HAMMERER* C 1 Office of Congressional Affairs 79/12/13 Ip 


— 8001160604 Ltr forwarded to all power reactor 1 1 c e-nsoe 5 » request »np 
info on estimates far evacuation of various areas around 
nuclear reactors Request supplements NRC 791010 ltr Info 
due by GOOI31 

GRIMES- 0 ft Office of Nuclear Reactor Regulation 79/11/29 4pp 


--Q001 160609 Requests on behalf of Subcommittee on Envl rofl. Energy It 
Natural Resources, for info re evacuation plans for ton 
specific nuclear sites 

MOFFETT, T House of Rep , Government Operations 79/11/06 2pp 


0001100263 Responds to 791127 request for comments re content E < tono 
of Forthcoming State of the Union Address Recommends mention 
of Kenedy Comroi ss « i on rept White House 791127 request For 
input end 

AHEARNE, J F Commission 77/12/12 2pp 


0001100391 Forwards summary -of CSNJ 791107-09 meeting in Madrid- Spain 
re regulatory review process In various European countries 
ISRAEL, S L Reactor Systems Dranch 79/12/23 4pp 


8001220093 Weekly info rept for uk ending 791230 

REHH- T A Office of the Executive Director For Operations 
80/01/04 10pp 


8001220177 Responds to 791203 request for permission to conduct full 
loading, xero power physics testing, spec lal testing 4< 
operator training at 5'/, power NRC is reviewing proposal S, 
will make recommendations 
AHEARNE, J F Commission 79/12/26 Ip 


8001320234 Forwards Jan update of cases pending before licensing 
boards* appeal boards or Commission 

CHRI8TENDURV, E Hearings Division 60/01/04 23pp 


BOO 1230016 Discusses Wes t ing h ouse 791207 resp-ane# re ECCS evaluation 
models Calculations for all Waetinghause plants show 
compliance w/code requirements No further action anticipated 
pending NRC revised fuel evaluation model 

DENTON-HR Office of Nuclear Reactor Regulation 80/01/07 2pp 


0001230090 Submits preliminary analysis of duration of hearing process 
for nuclear power reactors CP hearing duration aveTagBi leas 
than three months before i960, incr oas ing to eight months 
from 1960-1976 OLs averaged three months from 1950 — 1961 
HALLCR, N M Office of Management and Program Analysis 00/01/02 
5pp 


8001230099 Discusses safety implications of control sys failures f, 
plant dynamics Statements from rept of President's TMI 
Commission re power operated reliep valve failure cited in 
support of previous recommendation 

BASKEDAS, D L Experimental Fast Reactor Safety Research Branch 

BO/Oi/lO ip 


8001230106 Disagrees w/791022 response to 790904 mono re safety 
implications of control sys h plant dynamics Reaffirm^ 
recommendations NRC using "band-aid" approach Task is to 
prevent acc i dent a, not rationaliie occurrence 

RASKEDAS, D L Experimental Fast Reactor Safety Research Branch 

79/10/25 2pp 


000)230112 Comments on 791217 meeting re safety implications of ronlroi 
ays failures It plant dynamics Recommends derating plants to 
655< power Short-term failure mode U effects analysis of 
control sys for all plants is imperative », overdue 
BA0KEDAS.D L Experimental Fast Reactor Safety Research Branch 

79/12/20 Spp 


800123012) Discusses 791207 statement by President ro NRC 
reorgani lotion plan Retention of collegial structure is 
essential Collcqlal Commission should dual w/ad jud ic afcory 
mat ters 

AHEARNE- J F Commission 00/01/07 lOpp 


G001240077 Weekly info rept for wk ending 000111 

REHM.T A Office of the Executive Director for Operations 
80/01/16 21pp 


8001290265 Responds to 791029 proposal, "Instability of Power in 
Nuclear Reactors " Reactoi stability is subj of NRC review 
in license applications Fow instability problems w/LWfls 
Problems are associated u/flow 6 power instabilities 
DENTON, H R Office of Nuclear Reactor Regulation BO/Ql/OU Hpp 


- 0001250205 Proposal* ‘'Instability of Power in Nuclear Reactors 
THOMPSON, A 6 Thompson. A 5 79/10/29 J2pp 


000 1300*584 Weekly InFo rept for uk ending 000104 

RElifl- T A Office of the Executive Director for Operations 
80/01/10 25pp 


0001310162 Responds to 790601 request for pamphlets A brochures ro 
energy Advises that NRC does not publish such pamphlets or 
brochures Info cart bo obtained from public library or DOE 
DENfON.H FJ Of Pi < e of Nuclear Reactor Regulation 00/01/07 Lp 


— 0001310170 Requests pamphlets *< brochures on energy 
GARDNER, S R Af f U iatl on Unknown 79/06/01 Ip 


8001310393 Forwards final version of NRC It FEMA memo of under o tan d 1 riq 
For prompt improvement in radiological emergency planning it 
prepar ednea a 

GOSBlCKiL V Office of the Executive Director for Operations 

00/01/11 2pp 


8001310400 Final version, of NRC h FEMA memo of understanding for promp 
improvement ip radiological emergency planning A 
preparedness Delineates r epons ib 1 1 i 1 le s of each 
agency 

GGS5 1 CK, L V Office of the Executive Director for Operations 
CAMM-F Federal Emergency Management Agency 00/01/11 10Pf* 


CONTRACT NRC CONTRACTS AND M0DIF1 CAT I0NB 


0001020365 Noti f l cat ion of contract execution, Mod 1 to "State 
Transportation Surveillance Program *' Contractor State Of 
WA. Health Svcs DiViDapt of Social it Health Bvcs 
FLYNN- M J Administrative Contracts Branch FIN D-1612 

NRC -06-79' 305 79/12/M ip 


- -BOO 1020370 Mod I, changing dates of period of performance in accprdai 
w/State of WA 790010 ltr, to "State Transportation 
Surveillance Program '* 

MATTIA-N J Division of Contracts 9ANTMAN, L D. 

Tra n spor ta fc ion, Dep fc of BEARE, J A Washington* State of FIN 
0-1612 NRC-06-79-30S 79/09/10 2pp 



NON DOCKETED ITEMS 


0001020^09 Natl fl cat ion of contract e x ec ut i on. Mad 1 to "Piping 
Inelastic Fracture Mechanics Analysis ir Contractor US Naval 
Research Lab 

NENCZEK W B Technical Assistance Contracts Branch TIN B-6587 

NRC-03-79 116 79/12/04 lp 


— Q00 10204 1 1 Mod 1. increasing funds, to "Piping Inelastic Fracture 
Mechanics Analysis " 

DCUGHERT/, D J Division of Contracts FIN B-65B7 

NRC-03-79-1 16 79/12/04 lp 


8001/>20&84 Notification of contract e x ec ut i on, Mod 5 to "Environ 
Surveillance far Measuring Concentrations of Radioactivity *, 
Radiation Levels in Environ of iomrrussion Licensed 
Activities " Contractor State of C7 

BAI 5 DFN, L Reseaich Contracts Branch FIN D-5J15 

NRC-0&-76-3B1 '’V/13/13 lp 


— 8001020591 Mod S, extending period of performance ft providing addl 
fundings to "Environ Smvetllance for Measuring 
Concentrations of Radioactivity l< Radiation Levels in 
Environ of Commission Licensed Activities " 

NORTON, K V Division of Contracts HEUBNER < A T Connecticut, 

State of FIN 0*5115 NRC-05-7&-38 1 79/12/13 lp 


E3Q0JQ206Q1 Notification of contract execution, Had B to "Strunght ft 
Ductility of Iiradiated Zlrcaloy Cladding " Contractor 
BatteM ei Columbus Labs 

MVNATT VJ a Research Contracts Branch FIN A-4060 

NRC-04-76’293 79/12/14 Ip 


--QQ0102060B Nod Q, providing no-fund term extension, to "Strength ^ 
Ductility of Irradiated Zircaloy Cladding " 

NDRTDN.lt V Division of Contracts FIN A-4068 NRC-Q4-76-29J 

79/12/14 2pp 


0001020615 Notification of contract execut ion, Mod 5 to "Environ 
Surveillance for Moasuiing Concentrations of Radioactivity ft 
Radiation Levels m Environ of Commission Licensed 
Activities " Lnntroctor Commonwealth of FA 
OAISGEN, L Research Contracts Branch FIN D-3111 

NRC-05-763D4 >9/ 12/ 13 Ip 


--80010206P2 Mod 5, extending period of performance ft providing addl 
funding, to "Environ Surveillance for Measuring 
Concentrations of Radioactivity ft Radiation Levels in 
Environ of Commission Licensed Activities 

NDRTCN, K V Division of Contracts GERUSKV, T M Pennsylvania, 

State of FIN D-31U NRC-09-76-3Q4 79/J2/i3 Ip 


8001020630 Notification of contract exocut l im, Mod 5 to "Environ 
Surveillance for Measuring Concentrations of Radioactivity & 
Radiation Levels in Environ of Commission Licensed 
Activities " Contractor State of Wl 
BAISDEN, L Research Contracts Branch FIN 0-5114 

NRC-Ob-76 38/ 79/12/13 ip 


--80010^0636 Nod 5, changing period of performance & providing addl 
Funding, to "Environ Surveillance for Measuring 
Cane on tr a 1 1 on s 0 f Radioactivity & Radiation Levels in 
Environ of Commission Licensed Activities " 

MflRTOM. K V Division of Contracts DURKIN, R Wisconsin. State 
of HN 0-3114 NRC-05~76~3B7 79/12/13 ip 


0001030334 Notification of contract execut ion, Mod 15 to "LOCA/ECi'S 
Support Studies " Contractor MPR Assoc l a te a , Inc 
rmiATT.W A Research Contracts Branch FIN D-D537 

IJRC-04 75 103 79/10/30 ip 


--B001030J6J Mod ^.supplementing statement of work < es t l ma te of cost ft 
obligation of funds, to "LUCA/CCCS 3upport Studies 11 
t 1 YNATT,W A Research Contracts Branch FIN B-5337 

NRC-04-75 i 13,3 79/10/30 2pp 


0001010929 Notification of contract execution, Mod l to "TLD Badges " 
Contractor Radiation Mgt Corp 

HEDROW l- K Administrative Contracts Branch FIN B-1011 

NRC-OD-79-269 f 79/12/19 ip 


- -800103093/ Foil 1. increasing quantity of Option Item 3 lx increasing 
total amount of contract, to ’ 4 TLD Badges ” 

MATTIA.M J Administrative Contracts Branch FIN B-lOil 

NRC-05- 79-269 79/12/19 2pp 


8001040165 Notification of contract execution, Mod 2 tp "Pos t-Li censlnq 
Studios of Socioeconomic Impacts of Nuclear Power Station 
Siting ■■ Contractor Mountain West Research Inc 

WOLtETT.S Research Contracts Branch NRC-04-70-192 79/12/10 


— 8001040169 Mod 2, changing due date fnr rept required by Hod 1 from 
791009 to 791116. to "Post-Lie ensiug Studies of Snc i o ec oncm i c 
Impacts Of Nuclear Power Station Siting " 

MORTON, K 9 Research Contracts Branch NRC-04- /9- 1 92 

79/10/13 lp 


0OOiO4Ol9S Notification of contract e x e c ut i on, Mod J to "Environ- 
Surveillance for Measuring Cone antra t i one of Radioactivity to 
Radiation Levels in Environ of Commission Licensed 
Activities in State of NJ " Contractor State of NJ 
BAISDEN, L Research Contract* Branch FIN D-5100 

NRC-09-77-104 79/12/12 lp 


— 800)040198 Mod 3, extending period of performance ft prcvidinq addl 
funding to "Environ Surveillance for Measuring 
Concentrations of Radioactivity Levels m Environ of 
Commission Licensed Activities in State of NJ 
MORTON. K 9 Research Contracts Branch FIN D-5J00 

NRC-05-77- 104 79/12/1? Ip 


8001040195 Notification of contract e * ec u t i on , hod 2 to "Durability nl 
Crystalline Nuclear Waste Fo-rms ft Natural Analoqs at 
Geologic Storage Conditions " Contractor Univ of Toledo 
HAGEY, H Research Contracts Branch TIN B-6624- NRC -04- 78-26 / 

79/12/U LP 


--800I040I99 Mod 2, changing principal investigator from JW Shade to MW 
Phillips to, “Durability of Crystalline Nuclear Waste Forms 
6 Natural Analogs at Geologic Storage Conditions " 

* Research Contracts Branch FIN B-6624 N FTC -04 -70-267 

79/12/13 2pp 


8001040206 Notification of contrac 1 e * ec u t L on, Mod 4 to "Environ 
Surveillance for Measuring Concentrations of Radioactivity 
Radiation Levels in Environ of Commission Licensed 
Activities in State of MD 1 Contractor State of Ml> 

BAISDEN, L Research Contracts Branch FIND-5106 

HRC-05-77-J03 79/12/12 Ip 


— 8001040211 Mod 4, extending period of performance & pravidinq addl 
funding to "Environ Surveillance for Measuring 
Concontrat i ons of Radioactivity ft Radiation Levels »n 
Environ of Commission Licensed Activities ill State. 1 of ND " 
MORTON, K V Research Contracts Branch FIN 13-5106 

NRC-05-77-103 79/10/01 Ip 


0001040217 Notification of contract o * ec u 1 1 ran, Mod 3 Xontracto? 
Automated Correspondence Sys 

WIGGINS, E J Administrative Contracts Branch NRC- 10-70-598 

79/12/13 ip 


— GOO 1,04022 1 Mod 3, providing for increase in unit prices of contract 
MATTIA, M J Administrative Contracts Bianch NllC- 10-/Q b Ml 

79/09/21 7pp 


0001040223 Notification of contract e x ec u t i on, Mod 13 to "Stenographic 
Reporting Svca " Contractor Ate Federal Reporting, I nc 
WIGGINS, E Administrative Contracts Branch TIN B-1311 

NRC-17-77-1 1/ 79/12/07 lp 


--G00104022B Mod 13, extending per 1* o C of performance ft increasing 
contractor ceiling, amounts, to "Stenographic Reporting 
fives " 

MATTIA, N J Administrative Contracts flranrh FIN D 1311 

NRC-17-77-U7 79/12/07 Jp 


9001040254 Notification of contract exp-cut Ion, Mod 6 tD "Cnvirnn 
Surveillance for Measuring Concentrations of Radioactivity 
Radiation Levels in Environ of COM (hi s 5 1 on Licensed 
Activities Located in IL " Contractor State of JL 
DAISDEN. L Research Contracts Hi aneb FIN B-*H09 

NRC-05-76— 276 79/1P/1P lp 

—8001040260 Mod 6, extending period of performance to 791231 l> providn 
addl funding to, "Environ Bervoillanca fo-r Measuring 
Concentrations of Radioactivity ft Radiation Levels in 
Environ of Commission Licensed Activities " 

MORTON, K V Research Contracts Branch TIN 11-5105 

NR C -03 -76-27 6 79/10/01 lp 


8001040285 Notification of contract o j p c uti on , Mqd 3 to "EnviTon 
Surveillance for Measuring Concentrations of Radioactivity 
Radiation Levels in Environ of Commission Licensed 
Activities in State of CA " Contractor State of CA 
BAISDEN, L Research Contracts Branch FIN R-5I03 

NRC-03-77-105 79/12/10 lp 
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- 0001040291 Hod 3 extending period of performance ^ providing adtll 
funding, to ‘Environ Surveillance for Measuring 
Concert Ohs of Radioactivity h Radiation Level* in 
En/iron of tommi s s i an Licenced Activities m CA " 

MQRTQM, > v Research Contracts Branch FIN 0-5103 

N9C-05-77-105 7«?/iO/Ol |p 


S''QlG4<nQQ Notification of contract ei ecu* ion. Hod 6 to “Theoretical 
Studies of Approximations fc Models of Interest in Practical 
Safely Analyses of Advanced Reactors M Contractor Umv of 
IL 

HAGEf.H Research Contracts Branch FIN A-4066 nRC-04-76-303 

79/13/13 Ip 


'*£001040309 Had 6, extending period of performance to “Theoretical 
Studies of Approximations |» Models of Interest »n Practical 
Safely Analysis of Advanced Reactors " 

MORTON, k V Research Contracts Branch FIN A-4066 77/13/13 

rpp 


0301040314 Notification of contract »iec ut i on, Hod l to "Keypunch ir,q A 
Verifying Svcs " 

WIGGINS, E Administrative Contracts Branch NRC-lO-79-393 

77/11/20 (p 


--3001040320 Mod 1, providing for travel Costs from contractor facility to 
Mf?C tfethesda HO '< Silver Spring. HD ofes. to "Keypunching If 
Verifying Bvcs " 

HA1TJA. H J Administrative Contracts Branch NRC-JO-T9-393 

7?/ti/34 Jpp 


3001070177 Notification of contract execution "MHA-MI 1 ? ADI* ixupport 
Svcs. " awarded to Input Output tompufcei Qvts.Im. 

HAOANi T F Administrative Contracts Branch NRC"10 .if 7 

79/ J 1/02 ip 


— 0001070163 Contract "MPA-MIS ADP Support wm,' 1 mu .«t tins! to loput 
Output Computer 5vts, Inc 

MATT I A. M J Division Of CuntraLls I AF1R IN(» TCIN. I A Xfip-ul 

Qntput Computdr Services. Inc NRi- lO-flO-39/ 7V/i|AV> *‘lpp 


800)070195 Nct\ Cicatior of contract o x ncut ion. Nod J lo " Imp I im-pii t,» * I r ■■ 
of Mods to NRf Contract Info 9y o 4 Vontr <iL*ur SriM I 1 Ihiiinev. 
Administration Subcontractor Son.il Nooearrh App I 1 1 at i owt, 

Corp 

MEDROW, L K Admin i e trat l v* Contrac ta D> an» h Nl?< * 1 1> 7'J-iPii 

77/12/10 lp 


--00010701 9? Mod 2. extending period of performance thiouqh 791** It I'b 
"Implementation of Nod* to NRC Contract Infp Kijq ’ 

NATTIA.H J Division of Contrails IHIShIILM. J VI LmalL 
Business Administration * Social Research Appi 1 icAti uns to i'p 
NRC-I0-79-3B1 79/11/27 4pp 


0001070331 Notification of contract close-out tp "Bevolopmpnt a i » '.l* 
Carla Method for Calculating Consequences tif Hypothetical 
Nuclear Power Plant Accidents ” Contractor Mir W/n etui 
deobl igation \ tr 

HAREV.H Research Contracts Branch 1 IN A-4CI7J NH< 09 V*| ,'V ! 

79/12/11 Ip 


5Ci}IQ40333 Notification of contract execution, Mod 3 to “Application af 
Internal Friction Nondestructive Evaluation Technique for 
Detecting Incipient Cracking of Bypass Lines & Pipes In 
BWR Piping Sys “ Contractor Daedalean AssoC lets s. Inc 
MYNATT W A Research Contracts Branch FIN D-6212 

NflC -04-78-242 79/12/10 Jp 


'--0QU34Q342 Hod 3. including work identified as Phase H charaC ten * inn 
variations in BWR operating parameter*, to “Application of 
internal. Friction Nondestructive Evaluation Tec^nioi/e for 
Oe electing Incipient Cracking •' 

V Research Contracts Branch FIN 0*6212 NHC 

'r/10/Ol 4pp 


S00104035D Notification of contract ei ecut i on* Mod l to "Analysis t< 
Design Actwltie* Required for Development of NRC Automated 
S'" Contractor Small Business Ad mi m 5 tra t ion 
79/Il/?6 E Ip Contracts Branch NRC- 10-79-306 


-*800!040356 Hodf I. extending period of performance to 791U6. to "Analysi 
a * **► Activities Required for Development Df NRC 
Automated Personnel Sy 5 ■■ 

H/U/'lt J 2pp Administrative Contracts Branch NRc-1 0-79-386 


Katl ° n °. f ' 0n ^act execution. Mod I to "Tearing 
Stability Analysis for LWR Piping Contractor Washington * 

WRC-03-79-134 79/55/ OS*’ C ^tracts Branch FIN B-6S/1 


"“JiSiJm Tot ^ m " Sjt ° ntartn ^ Ability 

SSSKJty 79 S5JS- ;; 


, v 3n * fact of Southwest Research Inst 
79/12/ 1 4 * jp Administrative Contracts Branch NRC- 1 0-7B-599 




79/12/h 3pp Contracts Branch NRC- 10-78- 599 


79/12/17 lp ° rC * %in * Action FIN 0-6060 NRC-03-80- 116 


B0 T«KSoU 5 ' O il*^tJ >t ^""‘J •«»,«, i to 8,41c Energy 

S?"” 1 "* 14 A ” 0 “ :r ' k ” 0n mS^iu^ZJiSW 


6001090239 Notification of contract execut ( on. Mod O'J tn " 1 mpl nimx-Mxta 1 1 1 1 
of ATWS Recommohdationft on gtd Plant Ddsinn-i " <'ontia<iof 
(1 Oolay 

MCNULTY, A Purchasing Suction FlNO-AflOf, NIK (VI- 7*f Ml 

79/12/19 Ip 


—0001000243 Mod 3. extending ponod of put furmoiirc to (Ktdll'i *. 
authoriiing partial payment, to 11 Imp I omenta l j on of 1 A rwil 
Recommendations on Sfd Plant Designs " 

PERLMAN. J Purchasing Soctiun LllLAY, M Ma suoth o%u \ tn 

Institute of Tschnol rjgy FIN JJ-6B06 NRC*-0J-79- | *lq yy/i.'/.'n 


r ' * V w , u* I. g.punuMl IU 

Operation of NPRDS, " awarded to BouthuBOf Ueooaf i 
HCDRQW, L K Administrative Contract* lirnrich 

00/01/02 Ip 


h Mnt 

njh:*io no 400 


B00j0900i5 Contract "Continued Development ft Dper.it inns uf . 

awarded to Southwest Research Jnst 

J ° P Corit FAC t s KtAMFV.J J f disan I l«itr| 

V sPH ENCEL.J F Southwest Resofli ch Institute 

NRC-IO-80-400 00/01/02 127pp 


8001090049 Notification of contract esc cut i on. Mod 1 tn "f»hot« 0 r /. p hi n 

Svcs Contractor MD Color Photo 

79/1 2/21 E ip Adr, ' ,nl9t, afcl Contracts Branch NHP J 0 * /V |// 


—8001090054 Hod 1, 
MATT1A. M J 
lp 


increasing celling arrount, to "Photograph I c r iv< r t 
Division of Fontrarts NRC-I0-7V-3 // ,'J 


tpmtc .. r-Zl 1 Z uansroc c e x ecu 1 1 on. find b tn "Desifln tyf 

slblLJ ? lr ^ to r 8man °"*""-** Administration 15 

Cfc0 ’’ TeC,>na5 sociates, Inr 

NRC- ] 0-00-395 A 79^5/5a ati n C ° ntr<1,: * “ t}rnf " h rrW « 

90 "0^?gn 3 o y O ; r ^r" Vidln9 ,1dmlf>lstr3t lvo corrortione to Hods *. f, «i 
79/12/10 J lp t>lvlai0n of Contracts FIN fl-Mai NflC-lO HO 


e0 siec? fl 4 ? 6 in^| T f ,; C R^ra of c rr act a to -wr/mi 

fecial inquiry Rept Svcs " Contractor John F Holman K Lo, 

00/01/02^ ip Adm,I> * 8tra<:lve Contracts Branch NIJC- 


**0001100440 Mod 2. 
Special Inquiry 
MATTIA, M J 

80/01/02 |p 


correcting administrative 
Rept 0vcs " 

Administrative Contracts 


error ori 
Drench 


Mod 1, tp 11 NF»< /1HJ 
NHC-IO-ZV -/j6U 


S&3:‘ «»“• ■««*««*« 

NSC-03-78-174 79/lJ/ir 1 C ontr,< 


3 to r Impacts 
Dranc h 


OF 
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qOOI lOO'jcJ4 Mod 3; extending period af performance through 791217. to 

"Impacts of Coal Fuel Cycle " 

DOUGHERTY. D J Division of Contracts NRC-03-7G-176 79/11/14 

lp 


00051^0574 Notification of contract execution “Do vo 1 opment of State 
Regulator!; Progi affis in Accordance WU Mill Tailings 
Radiation Control Act of 1970," awarded to State of WA 
FL/NN. M J Administrative Contracts Branch PIN B-1652 

NRC-06-00-306 79/12/20 Ip 


— 0001 1605 70 Contract "Dev elopment of State Regulatory Programs in 
Accordance w/U Mill Tailings Radiation Control Act of 
1970. " .iwnrded to State of WA 

MATT I A. M J Administrative Contracts Branch TIN G-16S2 

NRC-06-00-306 79/12/28 llpp 


GQ01160506 Summon; of 79121Q Technical Review Meeting for Nov 1979 
u/Trantlin Inst in Rethesda. MD Forwards info on subsidiary 
meetings le low fracture toughness t* containment purge 
CARFAGNQ. S P Franklin Ins t i tute/Fi ank 1 in Rosearch Center 
NRC-03-79-UB 02G-C5257-01 79/1P/1B 9pp 


0001 J 70000 Notification of contract e xecut ion* Mod 1 to "Shipping Cask 
Sabotage Source Term Investigations " Contractor Pattella 
Columbus Labs 

MYNATT W A Research Contracts Branch FIN A-6012 

NfiC-04-77 -29 I 79/12/06 lp 


— 0001170015 Mod 1* increasing incremental funds for FVQO. to "Shipping 
Cask Sabotage Source Term Investigations " 

MORTON, K V Research Contracts Branch LUWZ.r J Battel lo 

Memorial Institute. Columbus l nbo j atoi tea FIN B-6012 
NHC-04 76 293 /?/ 12/06 lp 


000117005^ Notification of contract cxecut ion. Mod 7 to "Crjtiral 
Experiments, Measurements 6 Analysis to Establish Crack 
Arrest Methodology for Nuclear Pressure Vessel Steels 11 
Contractor Ontt^lle Columbus Labs 

MYNATT . W A Research Contracts Branch TIN A-4016 

NRf-04-76-29 i 7 9/12/12 2pp 


—800117006? Mod /.providing addl work *. funds far aufchorued work to be 
performed in FYQO. to "Critical Fxp or iments. Measurements J* 

Analysis to Establish Crack Arrest Methodology for Nuclear 
Pres & m i l Vessel Steele " 

MORION, K V Research Contracts Branch LIMZ.F J Oattelle 

Itemortiil Institute. Columbus Lahore tui les f IN A-4046 
NRC'04'76' 293 79/12/12 ?pp 


00011/0060 Notification of contract o x<>cut I on, Mod £? to "Structural 
Analysis ( ompiitwr Programs " lontractor MARC Analysis 
Research Corp 

NOLLLTT.S Research Contracts Branch FIN 0-6195 

NRC -04- 7/- 101 00/01/03 lp 


— 00(11170074 Mad 2. extending performance h increasing funding, to 
"Structural Analysis Computui Programs " 

NORTON. K V Research Contracts Branch DWYER. T J MARC 

Ana 1 y * i ft Research Corp FIN R-6195 NRC-04-//-101 79/10/01 

l|i 


80011/0101 Notification of contract execution "Pur cha se. Ins tallMicm & 
Maint of Multichannel Analytical Equipment for NRC Regions." 
awarded to Nuclear Data. Inc 

HAGAN. T F Admin i q trail vo Contracts Branch TIN R-I005 

NRC OI-nO-D'Jd 00/01/02 lp 


■8001170104 Controc t "Purchase. Installation U Maint of Multichannel 
Analytical Equipment for NRC Regions." awarded ta Nuclear 
Data. Inc 

MATTJAiN J Administrative Contracts Branch RISSO. R R 

Nuclear Data- Int FIN B-IOQ5 NRC-09-00 ‘234 00/01/02 llpp 


80011/0130 Notification of contract execution "Development of State 
Regulatory Programs In Accordance w/U Mill Tailings 
Radiation Control Act of 1970." awarded to Btate of NV 
( LYNN. M 0 Adminl strat ivo Contracts Branch FIN D~l6b2 

NRC-O6-0O-31O 79/12/20 Ip 


0001 1 70 J 35 Contract "Development of State Regulatory Programs In 
Accordance w/U Mill Tailings Radiation Control Act of 1970." 
awarded to State of NV 

MATTIA.M J Administrative Contracts Branch FIN B-1652 

NRC-06 ‘■00*310 79/12/28 llpp 


8001170136 Notification of contract e x ec ut i on, Mod 4 to "Programming in 
5ypport of Payroll Gys Development " Contractor Small 
Business Adminie traion Subcontractor Technasaocla tea. Inc 
HAGAN, T F Administrative Contracts Branch NRC- 10-79-373 

79/12/06 ip 


■ — 0001170143 Mad 4, increasing scape of work & cost estimates t« adding new 
position, ta "Programming in Support of Payroll Sys 
Development " 

MATTIA.M J Administrative Contracts Drench CHISHOLM. J R 

Small Business Administration YTHIER, P T ec hnassoc i a tes. Inc 
NRC -l 0-79-373 79/11/28 3pp 


8 OO 1170429 Notification of contract ex ec ut j on. Mod 7 to "Advanced 
Reactor Accident Delineation t* Assessment " Contractor UCLA 
MENCZER, W B Technical Assistance Contracts Branch FIN 

G -3004-9 NRC -03 -77-001 79/11/14 lp 


--0OOH7O43B Mod 7. extending period of performance to 791215. to "Advarued 
Reactor Accident Delineation $< Assessment " 

DOUGHERTY. D J Technical Assistance Contracts Branch UN 

D-3004-9 NRC -03-77-091 79/11/14 Ip 


80011B0343 Notification of contract ei petition. Mod 2 to "evaluation 
of Reactor Radiation Streaming " Contractor Mathematical 
Applications Croup. Inc 

WOLLETT.S Research Contracts Branch FIN B-6306 

NRC-04-79-179 90/01/03 lp 


— 0001100348 Mod 2. modifying scope of work to enhance end product 
w/cost increased according ly, to "Evaluation of Reactor 
Radiation Streaming M 

MQR7CN. K V Division of Contracts NALIN.L Mathematical 
Applications, Jnc FIN 5-6206 NRC -04-79-1 79 00/01/03 2pp 


0001180363 Notification of contract execution. Mod 7 to "Technical 
Assistance In Reviewing Original Seismic Design Oases t 
Design Oases for Operating Plants " Contractor NN Newmar k 
GLAQOLAi A F Technical Assistance Contracts Branch FINB-llAB 

NRC-03-70-150 79/12/28 IP 


—0001100360 Mod 7. increasing funds, to "Technical Assistance in Reviewing 
Original Seismic Design Bases h Design Bases for Operating 
Plants " 

DOUGHERTY. D J Division of Contract* NEWMARK, N M N M 

Ncwmark Consulting Engineering Service* FIN fl-1168 
NRC-03-78-150 79/12/20 lp 


6001100370 Notification of contract e t ec ut i on, Ha d 2 to "Confirmatory 
Research Related to Dating of Ground Water 11 Contractor 
Uni v of AZ 

MAGEY. H Research Contracts Branch FIN H-6736 NRC-04-70 -27? 

00/01/04 lp 


—0001130372 Mad 2, extending performance date u/no cost increase to NR( , 
to "Confirmatory Research Related to Dating of Ground 
Water ° 

MURTDN, K V Research Contracts Branch WHEELFR, J T Aniono. 

Univ of FIN B-6736 NRC-04-7D-372 00/01/04 lp 


8001180374 Notification of contract -cxecuti on. Mod s 3-9 td "Committer on 
aoismology Support " Contractor Natl Academy of Helenas 
WOLLETT.S Research Contracts Branch FIN A-4053 

NRC -04 -76- 104 BO/QI/03 lp 


- 0001160380 Mods 3-9, o x tend i ng period of work t granting atfdl funds. to 
"Committee on Beismology Support " 

MORTON, K V Division of Contracts HANDLER, P National Academy 

of Sciences FIN A-4053 fmC-04-76-134 00/01/03 2pp 


8001 100393 Notification of contract execution, Mod 4 to "8td 
Containers for SNM Storage , Tra n s fer J. Measurement 11 
Contractor in T Corp 

GUSTAVE. R P Research Contracts Drench FIN D-1051D 

NRC-0 J-70-00 1 00/01/04 lp 


— 0DOH0O3B9 Mod 4, increasing funds for FYOO work, to "Std Containers fnr 
SHM Storage , Transfer Measurement " 

NORTON, H V Division of Contracts BROWNE, W D Cabot Carp 
FIN 0-10510 NRC -01 -70-001 80/01/04 lp 


8001180396 Notification of contract e xe c ut i on . Mud 1 to "Implementation 
of Supply It Maint Subsys of Pr&perty it Supply 3ys " 

Contractor Small Business Administration Subcontractor 
Technas soc latest Inc 

HAOAN.T F Administrative Contracts Branch NRC- 10-79-660 

00/01/03 Ip 


— 8001100402 Mod l.correcting administrative error in period of 
performance, to 11 Imp I omen ta 1 1 on of Supply 4 Maint Ruboys of 
Property 6 Supply 5ys 11 

MATTIA.M J Division oP Contracts NRC- 1 0-79-660 00/01/03 

ip 



312 


NONDOCKETED ITEMS 


8001180399 notification <jf contract e t ec ut i on. Mod 2 to "Evaluation 
ct Relatwe Surface Properties of Alternative Nuclear Waste 
Encapsulates “ Contractor Umv of FL 

JACOBS, A Research Contracts Branch FIN B'6352 NRC-04-78-252 

79/12/12 Ip 


--B00121001 1 Mod (, amending Article IV to provide for overturn* h 
modifying estimated level of effort 6 celling price, tn 'NH( / 
TM1 5peclal Inquiry nopfc fives * 

MATTIA.M J Administrative Contracts Branch HIIL MAM, ,1 t 

F Holman V Co , Inc NRC-10-79-66B 79/12/07 2p |» 


—8001150406 Mod 2. attending performance tine w/no cost increase to NRC, 
to "Evaluation of Relative Surface Properties of 
Alternative Nuclear waste Encapsulants " 

MORTON K V Research Contracts Branch SCHMIDT, P L Florida, 

Umv of, Gainesville FIN B-6352 NRC'*04-7B - 252 79/12/12 

Opp 


fljOuaOClO Notification of contract execution. Mod i to "Survey of 
finowlaads on Nuclear Power Plant Structures " Contractor 
MBS 

GUSTAVE, R P Research Contracts Branch FIN B-10079 

NfiC-0 l -79-009 79/12/10 Ip 


--600J180414 Mod 1, changing period of performance tf/no cost increase tn 
NRC, to Survey of Snowloads on Nuclear Power Plant 
Structures " 

MORTON K V Division cf Contracts « Comer c e. Dep t of, 

National Bureau of Standards FIN B-1GB79 NRC-01-/9-009 

79/12/16 lp 


G0011Q0411 Notification of contract execution, Mod 16 to "Steam Water 
fining f< Sys Hydrodynamics “ Contractor flattelle Columbus 
Labs 

H/NATT.W A Research Contracts Branch FIN A-4048 

NRC-04-76-293 79/12/26 lp 


— 8001100413 Mod 16, increasing work scope >< funds for portion of FVOO 
work to "Steam Water Mixing t> Sys Hydrodynamics lf 

MORTON, H V Division 0 -F Contracts LUKZ, F J Battelle Memorial 
Institute, Columbus Laboratories FIN A-4040 NRC-04-76-293 

79/11/26 3pp 


6CGH80416 Notification of contract execution, Mod 6 to "Tot nado 
Parameters for Nuclear Power Plants " Contractor Umv of 
Chi caga 

HAGEY, H Research Contracts Branch FIN A-4057 NRC -04-74-239 

B0/01/04 ip 


■8001180424 Mod 6, increasing funds for third & final yr of incrementally 
funded contract, to "Tornado Parameters for Nuclear Power 
Plants “ 

NORTON, K V Research Contracts Branch CHERNJCK.C E_ Chlcaqo. 

l/niv of FIN A-40S9 NRC-04-74-239 80/01/04 4pp 


8001180419 Notification at Contract e x ecut ion, Mod 1 tD "Measurement t, 
Std5 Development for Nuclear Mail Safeguards “ Contractor 
NBS 

GbSTAVE.fi P Research Contracts Branch FIN B-60169 

NRC-01-79-011 79/ 12/ J 4 (p 


--80011804^6 Mod 1, extending period of performance at not cost, tn 
"Measurement i Stds Development For Nuclear Matl 
Safeguards 1 

MORTON, K v Division of Contracts SHREEVE, 0 B 

Commerce, Dep t Of, National Bureau of Standards FIN 0^60169 
NRC-01 -79-011 79/12/14 lp 


0001210098 Notification of contract oxecut i on, Mod 2 til "Mnbllp I nb 
Contractor Mobile 5ys 

WlGOlNS.E Administrative Contracts Branch NftC-O’i '79-1357 

00/01/02 lp 


— 6001210100 Mod 2, providing for chanqo in heating sys of vehicle 1 , to 
"’Mobile Lab “ 

MATT I A. M J Division of Contracts KIMMEL.J J Mobile ‘lyaturn' 
NRC- 05-79-257 80/01/02 lp 


6001210228 Notifi cation of contract execution. Mod 1 to "Human raftin'* 
Evaluation of Control Room Design & Operator Performance at 
TMI-3 " Contractor Essex Corp 

HAGAN, T F Administrative Contracts Branch FIN H-&791 

NRC -04-79-209 79/12/57 Ip 


— BOO 1210235 Mod 1, extending period pf porformanco ti» B012JM t< aildimi 
Task D, final rept c 1 ar i f i ca 1 1 on, to "Human Factors (‘valuation 
of Control Room Design ft Operator Performance at IMI-L* " 

MATTIA.M J Administrative Contracts Branch J ODTIft Rl I'.sox 

Corp FIN 0-6791 NRC- 04-79-209 79/15/27 lp 


600J210309 Notification of contract execution "Dove 1 opmont of Niff 
Managerial Competencies." awarded to Qiaduato fit ho-n 1 • Hop t 
of Agriculture 

WIG01N3.E J Administrative Contracts Branch NRC-10-00 371 i 

00701/02 lp 


— 0001210312 Contract ’Development of NRC Managerial Comp utour i a*.* 
awarded tn Graduate School, Dept of Agriculture 
MAT1IA.W J Administrative Contracts Branch * 

Agriculture. Dep t of NRC- 1 0-80-398 BO/OI/02 r /|^|l 


0001220080 Notification of contract e xec u 1 1 on , Mod 5) tn "AoceflOmont 
of Tornado Risk & Analysis of Near Ground lornadic Hind 
Fields " Contractor TX Tech Umv 

HAGEY. M Reseaich Contracts Branch FIN D- 999ft Nils' *04-7/1 MM 

80/01/04 ip 


--0001220091 Mod 3. superced ing Hods 2/3 t> 4 b y increasing funds, tn 
"Assessment of Tornado Risk h Analysis of Near Ground 
Tornadic Wind Fields " 

MORTON, K V Research Contracts Branch J0NC13, J K lei.iu fuiii 

Umv NRC-04-76-34 f > BO/Oi/04 4pp 


6001220110 Notification of contract closo-out.to "Critical Hcviou nf 
•Sodium Hydroxide Aerosol Toxicity " Contractor Harvard Univ 
HAGEY, H Research Contracts Branch FIN 0-5670 NRC-OWA r Klrt 

79/12/13 lp 


80D1220156 Notification of contract execution "Subscription to l nui ihi 
Daily, 1 awarded to Energy Dally. Inc 

FLYNN. M J Administrative Contracts Branch NRf'-*IO -fJf> -666 

90/0L/08 Ip 


8001180432 Notification of contract e x ecuti on, Mod 2 to "Study to 
Determine Feasibility of Conducting Epidemiologic 
Investigation of Health Effects of Low Level Ionizing 
Radiation Y Contractor Systemedics. Inc 

GUSTAVE. R P Research Co-ntractg Branch FIN B-10909 

NflC-Oi-79-OlO 79/12/10 lp 


—80DH80434 Mod 2. changing key personnel, to "Study to Determine 
Feasibility of Conducting Epidemiologic Investigation of 
Health Effects of Low Level Ionizing Radiation " 

V . „ r ef Contrac *» * Systemedica. Inc FIN 

B- 10909 NRC-01 -79-010 79/12/10 lp 


NBC-OS-79-257 eS/S! "" C ° nlr “" FIH B-1218 


-8001 lB0439iMDd^3, changing FIN number from FIN B-1014 to FJN B-12IH, 
00/01/09 J if ° iviai0n Df Contract* FIN B-1216 NRC-OS-79^7 


8001210007 Notification of contract ex ecut ion, Mod i to “NRC/TMI Soec 

J2™ r ? /’* SV L ! : c T r V Hr ^ 2 ci,i« ' Sp 

BO/O?/ 02 F lp Ad nI,t '' Jt1 ''* c ”"‘ r «t 5 Branch HRC-10-79-64B 


—0001220130 Contract "Subscription to Energij Dally," awarded to tuuMu 
Dai ly, Inc 

MEDROW, L K Administrative Contracts Branch NRC-JO *00 6f»6 

0Q/01/QH 


6 0 01220 140 Notification of contract cxecut i on, Mod 2 to "Hurvoii n F MUt 
IE Employees ” Contractor Opinion Research Corp 
H AIBDEM, L Research Contracts Branch FTN 0-1265 

MRf -05-70- 300 80/01/04 Ip 


— 0001220142 Mod 2, deob 1 i gating funding at c los e-out, to "Kurvoy of NHL It 
Employees ” 

NORTON, K. V Division of Contracts Z0EF,9 M Opinion IToaeai-ch 
Corp FIN fl-1265 NRC-05-7Q-300 80/01/04 2pp 


8001220146 Notification oP contract ex ecu t i on. Hod i to "Stony BniDfc 
Seismic Network on Long Island, NY Operation fc Maint •• 

Contractor Research Foundation of State Univ of NY 

HAGEY. H Research Contracts Branch FIN 0-6616 NRC~04"79 -T’llP) 

79/ I l /OS 1 p 


— 9O0122014G Mod I, revising App A w/no add! funding, to "Gtnnii Brook 
Seismic Network on Long Island, NY Operation It Maint " 

MORTON, K V Research Contracts Branch PARR. R 0 New York, 

State Umv of, Stony Brook FIN B-6616 NRC''04-79-20D 
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800122030? Notification af contract 0 x 0 c ut i on, Hod 1 to "Preparation t 
Publication of Monograph 'Reactor Noise ** Contractor AN5 
WGLLETT.S Research Contracts Branch PIN D-6179 

NRC -04-77-032 80/01/03 lp 


— 600 1 230212 Mod 1. extending performance period u/na cost increase* to 
'‘preparation S' Publication of Monograph 'Reactor Noise ' " 

MORTON. K V Research Contracts Qranch JACOBSON. N H American 

Nuclear Society NRC-04-77-032 80/01/03 Ip 

3001230253 Forwards Teknokron Research* Inc revised interim rept* "Util 
Mgt ?< Technical Resources." dtd Jan 1900 S Cohen 790107 1 tr 
enc 1 

HA ASS* W P Quality Assurance Branch NRC-03-8Q- J03 80/01/08 

2pp 

— 8001230238 Forwards revised interim rept* “Util Mgt & Technical 
Resources. " dtd Jan 1980* in responso to NRC 791227 Itr 
COHEN, S TeknokTOn, Inc NRC-03-00- 105 00/01/07 Ip 


--B001230261 "Util Mgt Sc Technical Resources," revised interim rapt 
POWERS. J A Teknokron. Inc NRC-0Q-80-1 03 00/01/03 1 12pp 


0001240197 Notification of contract exacut ton, Mod 4 to "PDH 
Micrographic Storage |< Retrieval Sys " Contractor ACCESS 
Corp 

MEDROVI.LK Administrative Contracts Branch NRC-l 7-79-44V 

79/ 12/21 lp 


--OOOI 2-4 0204 Mod 4* increasing quantity {< unit pric e* deletinq Item 2007, 
adding Item 3008, revising delivery schedule 6 unit price 
tables, to "PDR Micregraphic Storage $ Retrieval Sys 11 
MATT I A. M J Division of Contracts HEATH. H H Access Lorp 
NRC- 1 7-79-44? 79/12/21 I4pp 


0001240308 Notification of contract close-out to "Two-Phase Pressure 
Drop Across Abrupt Area Changes in Oscillatory Flow 11 
Contractor Univ of Cincinnati W/o attached d eob 1 i ga 1 1 on ltr 
HAGEY, If Research Contracts Qranch FIN A-4062 MRC-04-75-17V 

79/11/00 Ip 


000 J 240324 Notification of conti oct close-out to “Gravity 6 Magnetic 
Study of Now Madrid Seismic Zone " Contractor Univ of KY 
HAQEY.H Research Contracts Branch FIN U-3962 NftC-04-76-2U'i 

79/12/13 Ip 


IT001 290002 Notification of contract execution "Philippine Reactor 
Export Review of Ropts to PUNO Commission on Seismic 5* 

Related Haiards Performed by Drs Stepp 6 Lomnili," awarded 
to Woodward Clyde Consultants 

HARGETT, D Purchasing Section FIN Q-1314 NRC-19-00-470 

80/01/08 lp 


— 8001290003 Contiact "Philippine Reactor Export Review of Ropto to PUNO 
Commission on Seismic U Related Haiards Performed by Dro 
Stepp & Lomniti,” awarded to Woodward Clyde Consultants 
MATTIA.M j Division of Contracts KELLEIfER, J A Woodard -U «du 
Consultants, tnc FIN B-1314 80/01/00 4pp 


0001290167 Notification of contract 0 xecut i on* Nod 7 to "MPA Mqt Info 
Sys Maint Support " Contractor Small Business 
Administration Dubcontrac tor Logical Technical Bvcs 
LEGO, C 0 Administrative Contracts Branch NRC-0/-77-17G 

79/12/28 lp 


0001290172 Mod 1, defining applicable loaded labor rates in accordance 
w/Mad Site "MPA Mgt Info 9ys Maint Support M 

MATTIA.M J Administrative Contracts Branch ROSE* E t Small 
Business Administrat i on QREENLCE. E A Logical Technical Service 
Corp NRC-G7-77-17B 79/12/27 3pp 


8001290178 Notification of contract execution "Development of State 
Regulatory Programs in Support of U Mill Tailings Radiation 
Control Act," awarded to State of CO 

FLYNN, M J Administrative Contracts Branch fl-1652 00/01/16 

ip 


— >8001290104 Contract "Development of State Regulatory Programs in 
Support of U Mill Tailing* Radiation Control Act," awarded 
to State of GO 

MATTIA.M J Administrative Contracts Branch 0-1692 

NRC-O6-B0-31 1 GO/Ol/ 16 2pp 


BOO 1300326 Notification of contract e x ecut i on, Mod 3 to "Consultant Bvc 
In Connection w/Antitrust Hearings " Contractor Miner & 

Miner, Inc 

FOSTER, J M Technical Assistance Contracts Branch 

NRC- 03-74-07? 79/12/17 lp 


8001300537 Notification of contract execution "Revite DERI MOD Cade to 
Reflect New 0EIP Committee Rept U Write Descriptive Rept," 
awarded to A Refre 

HOYLE, A Administrative Contracts Branch FIN 0-1067 

Nric-ao-oi7 eo/ot/ot ip 


— 00013005 56 Contract "Revise QEIflMQD Code to Reflect Now BE IR Committee 
Rept It Write Descriptive Rept," awarded to A Refre 
PERLMAN, J Division of Contracts, REFRE, A Refre.A FIN 
B- 1 067 nRC- 0 1-80-01 7 80/0 l /01 4pp 


8001300972 Revised notification of contract a 1 ec u t i on, Mod 4 to 
“Design of !FMI8 " Contractor Small Business Administration 
Subcontractor Techna 9 soc 1 a t as, Inc 

HAGAN, T F Administrative Contracts Branch FIN U-5S31 

NRC-l 0-80-395 79/12/13 lp 


8001300578 Notification of contract e * pc ut i on* Mod 1 to "NRC Monitor 
for Heissdamp freak tor Seismic Tests " Contractor ANCQ 
Engineers, Inc 

WQLLETT * 3 Research Contracts Branch FIND-6759 

NRC -04-79-203 00/01 /iG ip 


—8001300583 Mod 1, providing incremental funding due under contract in 
TYQO k making within scope change not affect cost, to “NRC 
Monitor for He i ssdampfreok tor Seismic Tests " 

MORTON. K Y Research Contracts Branch SMITH, 0 B Anco 

Test Ing Laboratory, Inc FIND-6758 NRC -04-79- 203 00/01/10 

lp 


8001300590 Revised notification of contract execution,. Mod 5 to "Desiqn 
of IFMI5 " Contractor Small Business Administration 
Subcontractor Tec hnassoc ia to*. Inc 

HAOAN. 1 F Administrative Contracts Branch TIN 11-5131 

NRC-l 0-80-395 79/12/13 lp 


8001 310042 Notification of contract oxecut i on, Mod 4 to "Two-Phase 
Flow Studies Relevant to Upper Pionuff for PWR* “ Contractor 
UK Atomic Energy Authority 

MYNATT.W A Research Contracts Branch FIN 0-6210 

N ft ('-04-77- 1 63 90/01/10 Ip 


— 0001310046 Mod 4, adding funds for growth associated w/deciininq 
dollar/lb cidi^nqe Tate* to "Tuio-Pha* e Flow Studies Relevant 
to Upper Plenum For PWRs " 

MORTON. K Y Division of Contracts WRIGHT* J T United Kingdom 

Atomic Energy Authority FIN B-6210 NRC-04-77- 1 61 79/11/14 

‘P 


□001310059 Notification of contract e roc u t l on, Mod 2 to T* 0 l d t< 
Theoretical Investigations of Mass k, Energy Transport in 
Subsurface Mat!* at Waste Disposal Sites " Contractor 
Un iv of AZ 

HAOEV.H Research Contracts Branch FIN B-9753 NRC -04-70-27') 

00/01/03 |p 


- 8001310063 Med 2, providing no 'cost extension, to “Field & Theoretical 
Investigations of Mass & Fnorgy Transport in Subsurface 
Natl at Waste Disposal Situs " 

MORTON* K V Research Contracts Branch UUEEI ER, J 7 Arizona, 

Univ of FIN 0-5753 NRC-04-7Q-275 BO/DI /03 Z>pp 


FOIA FREEDOM OF INFORMATION ACT RCOUESTS AND RELEASES 


8001020022 FOI A request for nonp ropr i 0 lary version of security plan 
For nuclear fuel situ at Erwin. TN 
DAVIS, F 3 Affiliation Unknown 79/11/13 Ip 


8001040396 FOIA request for names & addresses of all 11 on ind i vidua 1 
subscribers to bulletins U periodicals issued by NIU, 
nnwSON, R C Government Publications Review, pub of Pergamon Freos, 
Inc 79/11/30 lp 


6001040401 Respond* to FOIA request for names i, addresses of all 
noninif ividual subscriber* bo bulletins & periodicals issued 
by NRC Forward* NURE0-0550 W/o and 

CARR, J C Division of Rules and Records 79/12/27 ip 


8001110456 Denies appeal re FOTA request for document* generated or 
utilized by Task Force on Safeguards Policy Requested info 
withheld (ref FOIA Exemption I) 

QOSSICK, L V Office of the Executive Director for Operations 
00/01/02 lp 


8001 110458 Appeals initial FOIA decision re request for documents 
generated or utilized by Task Force on Safeguards Policy 
COCHRAN, T 0 Natural Resources Defense Council 79/11/20 ip 


t 
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0001 1 10464 Responds to FOIA request for NRC rept re investigation of 
alleged security breaches at Comm Ed plant in Cordova/ IL 
Document withheld <ref FOIA Exemption 7) 

FELTON, J M Division of Rules and Records 00/01/02 2pp 


6Q01000279 Responds to FDIA request for grants to 
of America , Consumer Energy Counc i 1# Energy Polic 
T* DOE Mo dccue’Bnts sub j to request 
FELTON. J M Division of Rules and Records 


Consumer F 
y Task Tori 

00 / 01/10 


e d era t ion 
c 

IP 


B0011IQ469 FOIA request for NRC repfc re alleged security breaches at 
Comm Ed plant in Cordoba. IL 

RUNNINGEN/R D Affiliation Unknown 79/11/30 Ip 


8 001 300205 FOIA request for grants to Consumer Federation of Amenta 
Consumer Energy Cdui>c i 1 , Energy Policy 1 UC f 

LEE.DQ Americans for Nuclear Energy /9/12/14 <dpp 


0001150351 Responds to appeal of initial FOIA decision re documents 
generated or utjliied by Task Force on Safeguards Policy & 
relative NRC info concerning task force i ecommenda 1 1 ans 
Requested info partially withheld (ref FOIA Exemption 1> 

CDSSICK.L V Office of the Executive Director For Operations 
80/01/09 ip 


— B001 150355 Appeals initial FOIA decision re request for documents 
generated or utilised by Task Force on Safeguards Policy \ 
relative NRC info concerning task farce recommendations 
COCHRAN, T D Natural Resources Defense Council 79/12/04 ip 


0001150360 Respond <s to FOIA request for info re physical security 
upgrade rule.natl control A accounting upgrade rule, rule fPr 
mat! physical protec t i on, trans i ent shipment rulo U task 
force rept Forwards list of requested info U/o one 1 
FELTON. J M Division of Rules and Records GO/01/08 lp 

0001130367 FOIA request for NRC /Commissi an documents re preparation ol 
value/impact statement concerning matl control 7/ accounting 
upgrade rule 

LEVY, M Division of Safeguards 79/12/13 Ip 


0301130373 FOIA request far NRC /Commissi on documents re preparation of 
value/impact analysis fc/or statement concerning physical 
security upgrade rule 

LEVY, M Division of Safeguards 79/12/J3 Ip 


00011 50377 FOIA request for NRC 'Commi ssion documents concerning 
preparation of reg guides for physical security upgrade 
rule 

LEV/. M Division of Safeguards 79/12/13 Ip 


0(101 300306 Supplements 700929 response to FOIA request for dotamonts 
described in usoVly info rept for 7BQ630 Forwards 1 

nonproprietary version of final comprehensive evaluation | 
rept on Atomics inti DeSoto Avenue plant. CA 

FELTON, -J M Division of Rules and Records 00/01/04 Ip 


0001300317 FOIA request for documents 
730630 

KRANISH, A Trends Pub 1 1 5 h i ng , Inc 


d eacr ihod 
70/07/19 


in weekly info rept f pi 


ip 


GEN TEC IS GENERIC TECHNICAL ISSUES 


79071904BD NUREO/CR-0764 

'■Eddy-Current Insp for Steam Generator Tubinq Program.' 1 
annual progress rept 1978 

DDD1>. C V Oak Ridge National Laboratory TIN U-04J7 /9/03/31 

2?pp Available at NTIS 

300 1000172 Summary of 791108 meeting w/JAERI re teal results & nnod to 
make JAEft 1 facility desciiptlon rept V i elated facility 
drawings available to QE. Mark II owners N contractors to 
initiate fluid structure interaction studies Draft 1 tr end 
H AN AUER. S H TMI-2 Unresolved Safety Issues 79/11/86 6pp 


600! 1.00375 Forwards comments on Revision 1 to NUlU’G-OJi Jl> 'TecliiHial 
Rept on Matl Selection h Processing Guidnlineo for 8WR 
Coolant Pressure Boundary Piping " Supporting info onrl 
SHERWOOD, Q G Antibodies, Inc MrN-002-0- F10/0i/10 t>3pp 


*-8001100378 NEDC/”2l463-5 

"Evaluation of Neai-Teim BWR Piping Remedies " 

GIANU2ZI.AJ, HUGHES, N R Antibodies, Inc 79/05/31 AOOpp 


0OO115O3B2 FOIA request f«T NRC/Com-ni ssion documents concerning 
preparation of value/ Impact analysis 6/or statement 
concerning rule for physical protection oP Cateqory II 6 III 
matl 

LEVY, M Division of Safeguards 79/12/13 Ip 


*”000 1 100382 NED0-236B4 

'Prevention of Stress Conosion by Limitation of Applied 
Static Load in UWR Piping *» Components " 

L EMAlflE, J C , RANGANATH, 9 Antibodies. Inr 70/09/30 J0|i|< 


800H503S5 FOIA request for NRC/Commi ss 1 on documents re preparation of 
value/impact analysis L/or statement concerning transient 
shipment rule 

LEVY, M Division of Safeguards 79/12/13 Jp 


0001 150387 FOIA request for NRC /Commi s s i on documents re preparation ol 
TS Sherr Aug 1977 draft rept on Matl Control & 

Accounting Task Force rept 

LEVY, M Division of Safeguards 79/12/14 Ip 


8001150329 FOIA request for documents re preparation of NUREG-Q450, 
"Rept of Matl Control 6 Matl Accounting Tack Torre Jl 
LEVY, M Division of Safeguards /9/12/14 Ip 


6001170067 FQTA request for NRC inventory listing re all copying ft 
duplicating machines under NRC control 

MITCHELL, D K Washington Management Group, Inc /9/12/14 Ip 


B001I7C073 Responds to FOIA request for NRC inventory listing re 
copying ?< duplicating machines under NRC control Forwards 
requested info U/o end 

F-ELTON'J M Division Of Rules and Records 80/01/02 lp 


0001170091 Partially responds to UCS FOtA request for documents 
produced by NRC task group far f ormuiati on of action plan 
re implementation of TMI lessons learned << Kemeny Commission 
rept Requested info in FOR Twa addl documents under review 
FELTON. J M Division of Rules and Records 80/01/03 2pp 


8001260444 Responds to FD]A request for documents to winning proposal 
submitted by Teknekron Research, Inc Forwards nonproprietary 
version of proposal W/a end Info partially withheld NRC 
statements <ref FQIA Exemption 5) 

FELTON. J M Division of Rules and Records 80/01/02 2pp 


6001280449 FOIA request for documents re winning proposal submitted by 
Teknefcron. Research., Inc in response to contract solicitation 
flS”0IE”79-234 

MONROE, G E Potomac Research. Inc 79/09/26 lp 


6001 1 10054 Discusses Naval Research Lab 791022 rupt le radiation 
effects to reactor vessel support structures Concurs 
w/conclusions Recommends generic program bo established 
JOHNSON, R E Engineering Branch SNAJDkR,R P 6y $ tc mil 1 1 r 

Evaluation Program Dranch 79/11/23 2pp 


--8001 1 10061 Forwards 791022 rept "Radiation Effects to Reactor Vessel 
Support Structures * 

HAWTHORNE, j R Navy, Dept of, Naval flosearch Laboratory 
NRC-03-79-140 79/10/22 lp 


— 800H10066 "Radiation Effects to Reactor Vessel '•Support Struc tur t v< " 
791022 

HAWTHORNE, J R - SPRAGUE, J A Navy,Do|>t of, Naval Research 
Laboratory NRC-03-79-148 79/10/22 22pp 


800 1 1 50066 Format rfs suggestions received re long-range research 

HANAUER, 8 H Assistant Director for Plant Systems 79/0*7/ltl Jp 


0001150270 Forwards draft final rept by SamUa Labs on Phase i of 
generic task re sys interaction m nuclear power plants ?, 
fault tree diagrams developed by Sandia Labs during study un 
sys interaction W/o ends 

HANAUER , S H Division of Systems Safety 79/12/27 lp 


0001160092 Not! fcation of 000121 meeting in Bo th e s<f a < Ml> to discuss 
scope of neutronics in Task A-li 

KAFO/P 5 Reactor Safety Branch 79/12/27 Ip 


0001220190 Notification of 800100 meeting ui/Sandio Labs in 9 o tli ««. d a . MU 
ro methods ft procedures used to conduct study on syo 
interaction V NRC review 

ANGELO, J Light Water Reactors Branch 1 /9/I3/13 2pp 


8001230019 Forwards Task A- ] i , Revi s i on 2 Revision provides clearer N 
more coherent presentation of various subtasks t< does not 
involve fundamental changes in approach 

HANAUER* 5 H TMI-2 Unresolved Safety Is&uos 79/11/28 lp 
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— 9001230020 Task Action Plan A-li "Reactor Vessel Matls Toughness. 
Revision 2 

E ISENHUT. D G Division of Operating Reactors 79/12/31 I2pp 

80G124G255 Summary of B0010S meeting w/Sandia Labs in Be th esda, MU re 
draft final repfc on Phase I of sys interaction in nuclear 
power plants 

ANGELO# J Light Water Reactors Branch i 00/01/14 Jpp 


3001310101 "For Comment" issue of "Interim Staff Position an Environ 
Qualification of Safety-Related Electrical Equipment 
Resolution of Generic Technical Activitiy A-24 " 

S7UKIEWICZ# A J Division of Systems Safety 79/11/30 3Gpp 
Available at NFlS 


IbB INSPECTION AND ENFORCEMENT 


7910230510 IE Info Notice 79-35- "Control of Maint V Essentia) 
Equipment " NRC 791205 ltr to Duquecne Light COi notice of 
vt o la t i on# not i c e of proposed imposition of civil penalties# 
h order modifying license encl 

« Dffice of Inspection P En fax cement ■ Office dF the Director 
79/12/31 lpp 


7910250511 IE Info Notice 79-32# "Separation of Electrical Cables for 
Hpn U Automatic Dop i o ss ur i i a t i on Sue " 

* Office of Inspection N Enforcement# Office dP the Director 
79/ 12/21 2pp 


791Q2305J7 IE Info Notice 79-34# "Inadequate Desiqn of Self ety-Re latod 
Heat Exchangers 11 

* Office of Inspection *a Enforcement# Dffice of the Director 
79/12/27 lpp 


79J0250319 IE Info Notice 79-36# "Computer Code Defect In Stress 
Analysis of Piping Elbow " 

* Office of Inspection !» Enforcement. Office of the Director 
79/12/31 IPP 


79 1 02*30520 I L Info Notice 79-33. "Improper Closure of Primary 
Containment Equipment Access Hatches " 

* Office of Inspection if Enf orcomont, Office of the Director 
79/12/21 Ip 


79 i 0 J50523 IE InfD Notire 00-01# "fuel Handling Cvento " 

* Office of Inspection N Enforcement. Office of the Director 
00/01/04 2pp 


7910250525 IE Info Notice 79-37. "Cracking In Low Pressure Turbine 
Discs 14 

* Office of Inspection i< Enforcement. Office of the Director 

79/12/20 6pp 


7910330520 IC Bulletin 79-01B. "Environ Qualification of Class IF 
Equipment " 

« Office of Inspection ft Enforcement# Office of the Director 
00/01/14 43pp 


7912 190644 IE Circular GQ-Oi. "Svc Advice foe GE Induction Discs 

Relays " 

« Office of Inspection b Enfai cement. Office of the Director 
00/01/17 4pp 


7912190652 IE Bulletin G0-Q1. "Operability of Automatic 
Depressor! i o 1 1 on Gys Valve Pneumatic Supply " 

* Dffice of Inspection ?< Enforcement. Office of the Director 
00/01/14 Dpp 


MI3C PUBLIC DOCUMENT ROOM MISCELLANEOUS 


7907310135 Responds to 790313 telegram tu President Carter re NRC 
790313 orders to shut down five nuclear plants Discusses 
reasons for shutdown ordci b NRC review of plant piping sya 
ability to withstand earthquakes 

DENTON. H R Office of Nuclear Reactor Regulation 79/09/24 4pp 


7900170294 Requests Implementation of guidelines to clarify functions 
of research review groups P responsibilities of Nuclear 
Regulatory Research members 

LEVINE. S Office of Nuclear Regulatory Research 79/07/03 4pp 


—7900170299 Provides guidance on procedure to be followed by Nuclear 
Regulatory Research staff to establish better coordination 
on use of research results A 

DENTON# K R Office of Nuclear Reactor Regulation 79/02/14 4 rp 


7908210163 Discusses Structural Engineering Branch position re load 
factor for hydrostatic pressure in structural desiqn 
Hydrostatic pressure duo to ground water should be 
considered as pax t of live load Load factor should be 1 / 

LIPIRSKJ. R E structural Engineering Branch 79/04/L4 2pp 


— 7900210176 Responds to NRC 701129 ltr Ground water contained in sml 
should be considered pai t of soil pressure »# be assigned 
load fac t or of 1 / 

BREEN. J E American Concrete Institute 79/03/30 ip 


7910010074 Forward* minutes of 790723-24 steam generator workshop 
held in Silver bpving.MD le impro^empnt of capability to 
analyse steam generator transients 

ZUBEFh N Analysis Development Branch 79/09/10 ISOpP 


791 1020157 Notifies of cancellation of 791012 mcotinq u#/ IE in Bcthocd*. 
MD to discuss computer syt info ro NRC Fot m 766 
DELKE. W L Quality Assuranu Dranch 79/09/^1 lp 


791105Q5J3 Notification of 791203 meeting w/ACHS Subcommittee nn Fire 
Protection in Wash i n tj tan. DC to discuss fire protection 
program P passive P active sys 

FERGUSON, R Plant Systems Dranch (Pro 791030) 79/10/25 Jpp 


7911070351 Forwards list of documents produc sable per RH Hartley |o»nt 
subpoena Requests advice ie relevant documents for which, 
confidentiality may be decided by NR< RH Hartley /90914 ltr 
to NRC officially produced on 791029 w/pencll notations 
LESS V. R P Antitrust Division 79/10/29 lp 


7911080219 Forwards "Thermal f* Radiation Aging Degradation, of Selected 
Matls " Requests review *• addition of info by 791031 
LA1NAS. G Plant Systems Hr, inch (Pre 7 <?io 30) 79/10/i/ Upp 


7911130025 Notification of 791120 meeting w/HAFA Intl.Inr In Bethes#)#*# 
MD to discuss proposed leakage rata testinq program 
GARNER# 0 J Operating Reactors Branch 4 79/11/05 2pp 


7911130194 Discusses rate reg u i a 1 1 on , bond i ng ®# financial c ons ide rat ton', 
for nuclear power utils 

FERGUSON, J S NWS Consul tan t s. Inc .Middle West bervico (o f>i' 
79/10/26 4pp 


7911140094 "Dapple Method fur Computing Tornado Haiard f 1 nbob 1 1 i t lrn 
Refinements f* Theoretical tonsiderotions . rt pi esented #it 
11th Conference on Sovere Local Stormo Pp 241-248 
AQDEY# R F Office of Nuclear Regulatory Research HJJlTA. T T 
Chicago. Umv of 79/10/03 16pp 


791 1 140? 1 0 "Clastic P Viscoplastic Impact Dendinq Response Analysis ol 
Nuclear Shipping Cask {3truc tu re &. " 

SHI EH# ft C Transportation Branch 79/11/12 20p[i 


791 1 140370 Forwards action pLan for development of plan For wnpl cived 
training of operators *« feasibility study For licensing 
plant managers b other util personnel not subjected to 

1 i censing 

COLLINS# P F Operator Licensing Dranch 79/11/06 2pp 


B001020059 Responds to 7910U request for info ro status of p, op nsec! 
nuclear reactor in Sandy Mush area of NC No application for 
CP reviewed 

C0LLIMS#H E Assistant Director for Emergency Prepar e dne ■# * 
79/12/19 Ip 


G00104065J Forward* "Piping Btross Analysis P Reporting Piping Analysi 1 
Computer Program Verification to NRC Benchmark Problems. “ 

Vols i f# 2, b "Piping Stress Analysis P fleportinq User's 
Manual." Revision 2 Ends withheld (ref I0LFR2 790) 

ARTERBU0N# J R Nuclear Technology. Inc CNuteeh) PED-OI -Gl 7 
79/12/21 2pp 


8001040695 Notifies of exemption from 10CFRO 735-21 

LEVINE*5 Office of Nuclear Regulatory Research 79/12/31 ip 


60010701 30 Forwards info requested on 791129 re basis of NRC E< Cb 
analysis List of foruaided documents erne l 

DENISE# R P Assistant Director Far Reactor Safety 79/12/10 
3pp 


6001000006 Forwards progress rept summar i j i ng lumped parameter 
conservation equations for fixed control vo 1 consisting of 
three T*giot>s divided by two moving boundaries 
ZUflER# N Analysis Development Dranch 79/12/08 30 p p. 
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8001)00241 Responds to 791106 re const of nuclear power plants IT» low 
population areas Evacuation more difficult in heavy 
population area Nuclear facilities necessary to ease nafci 
dependence on foreign oil 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/28 2pp 


— BG01100246 Requests total moratorium on nuclear power plants Questions 
const of facilities in high population areas VO Bantu 791011 
ltr end 

CHONG, LR Affiliation Unknown 79/11/06 2pp 


BOOi 140052 Responds to 791216 comments on statistical analysts of four 
yr* of LER data Ofc has been working towards achieving 
useful & coordinated data analysis program Draft prepared of 
proposed manual chapter re dlv of respansib i! i ties 
HELTEMES. C J Director's Office 79/12/20 lp 


0001140124 Respond® to 791128 ltr urging completion of reactors £« 
building of more reactors Advises of plans to expedite 
licensing consistent w/requi rements for protection of 
public health & safety 

RUBENSTEIN, L S Light Water Reactors Branch 1 79/12/26 Ip 


— BOO 1 1 40127 Supports building of nuclear plants h expresses concern 
about delays 

WHITE, F E Affiliation Unknown 79/11/20 lp 


3001 1 60068 Notification of 0OOIO3 meeting in Catheads. HD to review HHf 
position on guidelines for excluding exorcising tests of 
certain valves during plant operation 
NERSES. V Reactor Safety Branch 79/12/21 2pp 


3001160073 Notification of 600103 meeting in Beth e s-da, Ml> to review NfU 
position re guidelines for excluding exercising tests of 
certain valves during plant operation Location of meeting 
changed 

NERSES, V Reactor Safety Branch 79/12/21 lp 


BOO 1 160077 Notification of 800110 meeting w/Nuclear Associates Inti 
to discuss technical capabilities in areas of potential 
interest to Fuels Section af Core Performance Branch 
KNIEL.K Core Performance Branch 79/12/31 Ip 


0001 160405 Respond s to 791102 ltr re radwastc disposal t« Tampa Electrsr 
Co plans to construct nuclear power plant in Pot t Nanaioe, 

FL Unaware of util plans re const in FL Info re r&duiaste 
disposal end 

GDS5ICK, L 9 Office of the Executive Director for Operatiano 
79/12/04 4pp 


--0OOI 160412 Regue 5 ts info re radwaste disposal l> Tampa Electric Co pious 
to construct nuclear power plant in Port Manatee.FL 
Constituent ltr end 

CHILES. L Senate. Appropriations 79/11/1)2 2pp 


0001160510 Responds to 79112G inquiry 10 use of license Fees 
collected, per W Conner® 791127 ltr License fees forwarded til 
Treasury. per Independent Qfcs Appropriation Act of |9b2 
Title V 

GDSSICK.L V Office of the Executive Director for [Jpora t i on® 
79/12/12 lp 


000 1 220306 Discusses IE 791116 request foi evaluation of test *, topical 
rapt 5 used by licensees in IE Bulletin 79-01 responses 
Requests lists of documents found acceptable to be used for 
equipment qualification 

LAINAS, G Plant Systems Dranch 79/12/14 2p p 


--8001 22Q31 0 Discusses evaluation of qualification test rep tg fox Claxw 
IE electrical components Forwards rept list 1< requebts 
unacceptable repts be evaluated on expedited basis 
JORDAN. E L Division of Reactor Operations Inspections 
79/11/16 /pp 


0001220406 Submits change of address for VT State Dept of Health to 
Occupational 6 Radiological Health Administration Dlllg.10 
Baldwin Stroe t, Montpo) ier, VT 05602 
LONOLEY, MV Vermont. State of 00/01/16 2pp 


0001240017 Forwards updated roster of utils 

VASSALLO. D fl Division of Project Management 79/12/31 171pp 


0001240391 Comments on draft listing of info which should bo obtained 
from site during nuclear incident NRC response to incident 
is phas e-d > d 1 f f eren t info is required during different phases 
of response 

BUTCHER. E Plant Systems Branch 00/01/03 2pp 


0001250090 Forwards description of multirod burst toats & supportive 
diagrams Data repts on multirod burst tests mailed by parcel 
post Repts on tests a? e being prepared 6 will be published 
in approx one yr 

KAWASAKI. 5 Japan 79/12/24 5pp 


SOC 1260046 Forwards security educational media survoy for rompletjon 
by 800111 

DRAOY.R J Division of Security 79/12/17 2pp 


800120009? Notification of 800111 meeting w/Pipp Crack Study Group in 
in Doth Q sd'-i. MD to discuss cun ont progress ?< schedule of 
group investigation 

SHACl, L C Engineering Branch 00/01/08 I2pp 


00012130278 Summary of PWR Pipe Crack Study Group 791213 mooting 10 
subtasks, mcetinq schedule b target dates List of attendees, 
agenda tt q 1 eup charter end 

5HAQ. L C Assistant Director for Engineering Programs 00/01/08 
7pp 


□D01300I97 Fortuaids draft ''Simulators £< Wsc on Operator Truininq *> 
Requal i f i cat ion " W/o enr 1 

FARMER. W S Research Euppurt Branch 00/01/07 Jpp 


8001310173 Provides final work assignments fnr containment leakage 
tes t trig , c ontru 1 of heavy loads, low fracture touqhncss. NWR 
food-winter noiile cracking *t containment purge 
ZEUL G Division of Operating floactois BO/Ol/09 Ip 


8001310760 Concurs w/proposed IE circular, "Motor Ubarters f. 
Contactors Failed to Operate " 

GAMMILL.W P Division of Operating Reactors 00/01/11 ip 


--0OO116O521 Forwards 791127 inquiry Tt use of llconse fees collected by 
federal 6 state govts 

WALKER. R 5 House of Rep 79/11/20 Ppp 


800-1160559 Responds to RH Rough 791116 ltr requesting info ro operator 
cade of ethics during emergency No written code of ethics 
exists Control rooms designed to be habitable during 
accident 

GGSSICK.L V Office of the Executive Director far Operations 
79/12/12 2pp 


6001)60550 Responds to 791116 ltr seeking decision concerning Lehigh 
Univ contract request re marine borer study Justification 
for sole source award under review 

COSSICK.lv Office of the Executive Director for Operation!! 
79/12/13 tp 


" EDO’S 160563 Comments on Lehigh Univ contract request re marine borer 
study Urges timely decision by NRG 

HUGHES, W J House of Rep * Judiciary Committee 79/11/16 Ip 


0001210107 Lists revised program 6 activity codes for weekly manpower 
eys cards * 

COLLINS, H E Office of State Programs 00/01/09 2pp 


NUREO NUREG REPORTS AND RELATED CORRESPONDENCE 


7907 19048B NUREG/CR -0764 

"Eddy-Current Insp for Gteam Generator Tubing Program, ,r 
annual progress rept 197B 

OODl>, C V OaV Ridge National Laboratory FIN B-Q417 79/03/31 

29pp Available at NTJS 


7900190366 NURCG/CR-0772, "Auditing Measurement Control Programs 
ROBERTS* f P . DRQUNS, R J Battalia Memorial Institute, Pacific 
Northwest Laboratory PNL-3019 79/03/31 20pp 


□001020330 Comments on draft NUREG-0610 on hohalf of WPPS3 Draft is 
patchwork of uncoordinated requirements Emorqoncy planning 
guideline® should be revised 

REYNOLDS, N S Debevoise ft Liberman 79/12/03 7pp 


9001020-571 NUREG-002G V3 Nil 

Grey book "Operating Units Status Rept," Vol 3, data as of 
791031 

RQ53.P A . NICHOLS, D Office of Management and Program Analysis 
79/11/30 1 01 pp Available at NTI8 



NONDOCKETED ITEMS 


317 


0001020652 NURCG/CP-0G07 

"Proceedings of Review Gi Dup Conference on Advanced 
Instrumentation for Reactor Safety Research, Held at NRC 
770724-26 " 

HDN>A L , WEBER,! Office of Nucleai Regulatory Research /9/10/3J 
6Q0pp Available at GPO 


S00 1 1 00 l 25 NUREG-0610 

"Nuclear Power Plant Operating Enperience - 197B * Annual 
r ep-t 

.BEEBE, M R Office of Management and Pi ogram Analysis 79/12/31 
20Bpp Available at NT IS 


BOO 1 Q30 l 30 NUREG/CR-1173 

" El po r i mental Study of Turbulent Thermal Convection u> /Time- 
Dependent Volumetric Energy Sources ** 

KCVHANlptl . KULACKt , F A Ohio State Univ FIN A-4061 79/12/31 

71 pp 


8001030269 NUREQ/CR-1077 

’■Safety Analysis of Nuclear Concrete Containment 
Structure!, " 

PETR INA, P , SEXSrilTH, R , WHITE, R N Cornell College FIN 0-5660 
79/12/31 I90pp 


8001100162 Responds to Sub r offi/nit t or Energy ft tiwn on 790000 
questions re NUREG-0600 ■ Investigation Into 7 90J2fl TlH 
Accident by IE " No Final determination or investigations of 
facility incident Forwai iJs detailed responses to questions 
HENRRlE, J 11 Commission 79'10'IA Ip 


— BG01100174 Responds, to Congressman Udall 770000 questions tc 
conclusions in NUREG-OfaOO concerning failure of TMI 
operators to follow procedures Investigation limited to 
actions of litil within specific time frame 

DENTON, H f? Office af Nuclear Reactor Regulation SffLLO, V 
Office of Inspection 1 Enforcement, Office of the Director 
79/10/04 4pp 


B00L03C747 NUREG-0540 VI N1Q 

"Title List of Documents Hade Publicly Available," for Oct 
1 979 

* Division of Technical Information ft Document Control 79/10/31 
400pp Available at NTIS 


— BOOLlOOl/7 Submits q.ue s t i ons r on behalf of Subcommittee on Energy ft 
En/iTon, re conclusions in NUREG-O6U0 concerning failure of 
THI operators to follow procedures 

UDALL, h K House of Rep , Interior 7, In 5 u Ini Affaus 79/OS/OB 

2pp 


0001030759 NUREG-0540 VI N9 

"TLfclo List of Documents Hade Publicly Available." Sept 
1979 

» Division of Technical Information !■ Document Control 79/09/30 
A 37pp Available at NTIS 


8001 100292 NUREG^CR-0919 
"'SOURCE User's Guido ” 

STIMMELL.K 0 , MITCHELL, D l , CUPPS, V J Las alamos Scientific 
Laboratory TIN A- l ) 73 ftAN079-BQO4 79/J2/31 B2pp Available 

at NTIS 


8001030880 NUREG/CR- 1 165 

“ Aurora l Measurements ft Modeling for Fast Reactor Safety," 
quarterly progress rept Jan-Mar 1979 

GIESEKE.J A , JORDAN. H , LEE.it W Battelle Memorial Institute, 
Columbus Laboratories FIN A-4063 BMI-2037 79/11/30 3?pp 


0001100295 NUHE0/CR-0569 

"Facilitation of Dec omission mg LWR-s " 

MDORE, E D Battel le Memorial Institute, Pacific Northwest 
Laboratory FIN B-21J5*? 79/12/31 H2pp Available at NTIS 


6001040051 romments on NUREG-0610 suggests language changes to draft ft 
limiting of licensee actions to applicable areas 
MILLS. L fl Tennessee Valley Authority 79/11/30 4pp 


GOO 1040457 Comments on NUREG-0610 falls to classify incidents I oi 
situations requiring immediate emergency response measures 
Many described events duplicate Tech Spec requiroments 
DELGEQFf SE< L 0 Commonwealth Edison Co 79/11/29 I7pp 


0001070206 Comments on proposed NUREG-0610 rule is bosed on false 
assumptions re emergency prepnredneas ft will only create 
illusion of safety 

KEPFORD- C Environmental Coalition an Nuclear Power 79/12/01 
3PP 


BOO I07023B Comments on proposed NUREG-0610 accident classes do not 
relate to EPA protective action guides Accident 
classification scheme modified accordingly 

WniflHT.G Illinois, State of, Dept of Public Health 79/11/30 

Bop 


0001070244 Comments on end proposed NUREG-0610 endorses AIF comments ft 
suggests that example initiating conditions not bo omitted 
PARKER, W 0 Duke Power Co 79/11/30 2Gpp 


BOO 1000049 NUREG-0640 

■’TMr-2, Rad i ati on Protection Program," report of special 
pane 1 

MURPHY, T D Radiological Assessment Branch ME INHOLD, C B 

□rookhaven National Labotatory NEELY, D R Region I. 

Philadelphia, Office of the Director 79/12/31 45pp Available at 
NTIS 


0001000324 Comments on NUREG-OSll wo 1 1 -pr its on ted ft thorough assessment 
of V milling Cost/benofit analysis approach does not intlude 
option of not milling ft mining U om 

PHILLIPS. B Groonpoacc Foundation 14760 79/12/36 4pp 


GOO 1 090024 NLIREG/CR- 1 1 25 

"Population Dose Commitments Due to Radioactive Relea&es 
from Nuclear Power Plant Sites in 19/6 " 

BAKER, D A Battel le Memorial Institute, Pacific Northwest 
Laboratory FIN B-2243-Q PNL-2940 79/12/31 I13pp Available 

at NTIS 


BOO! 100115 NUREG-0327 

’’Owners of Nuclear Power Plants " 

WQDP, R S Antitrust ft Indemnity Group 79/12/31 53pp 
Available at NTIS 


000 1100119 NUREQ-0569 

"Evaluation of Integrity of SEP Reactor Vessels " 

HDGE.K Q Office of Nuclear Reactor Regulation 79/12/31 127pp 

Available at NTIS 


8001100373 Itec ommernJs pi ep.imt icin * issuance of summary i ep-fc re NUREC- 
0600, to consolidate ft integrate findings of NHL task forces 
CARBON, M w ACRS - Advisory Committee on Reader Sa f pouard s 
79/11/14 2 r p 


3001100375 Forwards comments on Revision L to NUREG-0 J 1 3, "lochnical 
Rept on flatl Selection *> Processing Guidelines for OWR 
Coolant Pressure Boundary Piping " Supporting info enc 1 
SHERWOOD, G G Antibodies, fnc MFN-OO.3-13- 80/01/10 b Jp p 


— 00011003/B NEDC-21463-5 

"Evaluation of Npar-Teim BWR Piping Remud too " 

GIANU2Z1.A J . HUGHES . U R Antibodies, Inc 77/05/31 400pp 


—8001100302 NEDQ-236G4 

"Prevention af Btces* Corrosion by limitation qf Applied 
Static Load m DWR Piping f Components 1 

LENA I RE, J C , RAN9AMATII.fi Antibodies, Inc 78/09/30 J5pp 


0001100497 Describes BWR owners group plans for imp 1 emeu tat ion of 
anal ys i 5, g unde 1 inos ft training actions re NU REG-0570 
Requirement 2 2 9 1 DO Eisenhut 770913 l tr Requests QO011O 
meeting w/NFSC ta discuss progress of implementation 
KEENAN, T D Babcock ft Wilroi Operating Plants Uwners tlroup 
00/0 1/04 3pp 


6001110092 NUREG/CR-0779 

Eridta for NUREG CR-0/79, "Fracture Toughness of PWF< 
Component Supports “ 

KNOROVSKY, Q A j KR1EG. R R , ALIEN, G C Band la Laboratories 
SAND70-2347 79/H/2B 9PP 


8D01J 10228 NUflEG/CR-079 '» 

"Getjmorph i c ft Erosion Studies at Western N/ Nuclear Bvc Ctr 
West Valley. Nv ■■ 

OQOTHROYO. J C Rhode Island, Univ uf TIMSON, B S Mahousut Carp 
DANA.fi M New Yof k. State of FIN B-600Q NVSQS /79-2406 
79/12/31 79pp 


8001130093 Forwards ,J Rept t« Congress on ABs.Apr-June 1979." 
seventeenth rept re AOs at licensed nuclear facilities for 
second quarter of 1979, per Energy Reorg anl »a t l on Act 1974 
FR notice end 

HENDRIE-J M Commission 79/11/16 «2pb 


— 800U3D096 NURE0-009O V2 N2 

"Repfc to Congress on Aas.Apr-June 1979 " 

« office af Management and Program Analysis 79/11/30 42pp 
Available at NT5S 


BOO l 1 30 1 34 Requests nontechnical explanation of discussion in 
NUREG-0460 re possibilities nf nuc Lear accident or meltdouin 
OLAIMO.R N House of Reft 79/0'?S26 Ip 
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— 0001130242 Responds to H Altschuler request for nontechnical 
explanation of nuclear meltdown discussed in MUREG-0460 
Core melt probability resulting from ATWS discussed * 
nuclear accident risk estimates given 

GQSSICK.L V Office of the Executive Director For Operations 
79/11/0? 2pp 


0001 150009 MJflEG/CR-1041 

“Fue 1 Cycle Cost Projections " 

CLARK. L L . CHOCK I E> A D Battelle Memorial Institute. Pacific 
Northwest Laboratory FIN 2204-9 79/12/31 149pp Available ut 

NT IS 


6001150010 NUREG-0390 V3 N12 

’'Program Summary flept." Vol 3. Hunter 12 

• Office of Management and Program Analysis 79/12/21 88pp 
Available at NTIS 


6001 15002b NUREC/CR-1193 

Lab Simulation of Steady Tornadic Wind Loads on 
Structures " 

JISCHKE.fi C , LIGHT. 0 0 Oklahoma. Univ af FIN D-6241 797*2/31 

12&pp Available at NT IS 


0001150363 Responds to 791114 request for info re questions contained 
in EG Busch 791030 Itr on nuclear energy C1L issued to util 
for 40 yrs, beginm ng u/CP Issuance Discusses licensing 
process 

G055ICK.L V Office of the Eiecutive Director for Operations 
79/12/26 5pp 

— 6001150374 Requests info in response to constituent EO Busch 791030 Itr 
re nuclear energy 

BENTSEN L M Senate 79/11/14 3pp 


BOOl 170002 Comments on NUREG-0610 suggests various editorial changes t< 
outlines reasons 

CDUN5IL. W 0 Northeast Utilities 79/12/03 3pp 

0001170086 Comments tin NUREG-0610 local authorities should be notified 
of unusual conditions only if state authorities cannot be 
r e-ached 

THRASH.. H 0 Alabama Power Co 79/12/07 3pp 


8001 170091 Partially responds to DCS FOIA request for documents 
produced by NRC task group for formulation of action plan 
re implementation of TM 1 lessons learned h Kemeny Commission 
rept Requested info in PDR Two add! documents under review 
F ELTON j J K Division of Rules and Records 80/01/03 2pp 


0001170430 NUREG/CR-1 103 

“Behavior of Nine-Rod Fuel Assembly During Power-Coa 1 i ng- 
Mismatch Conditions - Results of Test PCM-5 " 

■GUNNERS UN, F S , SPARKS. D T EG 1< G. Inc FIN A'6041 CGG-200? 

79/11/30 07pp 


BOOl J 7G5O0 Comments on NUflEG-0610 uge of “turbine failure" on Page- 5 
should be deleted Use of term u//o qualification could be 
mi sc on trued to mean all turbine forced outog os , ma jor i ty of 
which are unrelated to safety of plant 

B UCHHOL 2 . R H Antibodies. Inc MFN-293-79 79/12/06 2pp 


BOOl 160090 NUREG/CR-i 163 

"Pel lct/Cladding Interactions Fuel Failure Analysis flept on 
Cooperative Proqram Undertaken by Pacific Not tftuicst Labs h 
Chalk River Nuclear Labs 11 

MOHR.C L . RANK ASK IE P J . HEASLER . P G Dot telle Memorial Institute. 
Pacific Northwest Laboratory FIN B-2150 PNL-2755 79/12/31 

I35pp Available at NT 1 8 


8001)50389 FOIA request for documents re preparation of NURCO-Od 50, 
"Rept of Matl Control V Matl Accounting Task Force “ 

LEW.M Division of Safeguards 79/12/14 tp 


6001160022 NUREG/CR-U64 

"LWR Safety Research Program Quarterly Progress Re-pt, " 

Apr-June 1979 

PEWtTT, E G , KVQCR.J A Argonne National Laboratory ANL-79-ai 
79/11/30 4 1 pp Available at NTIS 


8001160026 Forwards preliminary criteria for emergency planning re 
nuclear facilities w/potential for groundwater 
contamination HUREO-044O »x LG Hulman 790703 memo end W/a 
enr l 

NICHOLSDfL T J Site Safety Standards Branch 79/11/06 4pp 


3001160175 Requests Teprmt of NUREQ-75/U1. "Guide U Checklist for 
Development «. Evaluation of State 6 Local Radiological 
Emergency Response Plans in Support of Fixed Nuclear 
Facilities " 

COLLINS, N E Office of State Programs 79/12/31 Ip 


6001160330 Summary of NRC 791210 meeting w/OOE re impact of proposed 
Lessons Learned Task Force actions on regional electric 
reserve margins Economic Regulatory Administration committed 
to provide ueBtly update of analysis First analysis end 
DENTON. H R Office of Nuclear Reactor Regulation 79/12/20 3pp 


BOOl 160336 Submj ts analysis of potential reliability impacts resulting 
From shutdown of selected nuclear plants for mods re Lessons 
Learned Tasi Force recommendations Outages should be 
sequenced for multiple units within region 
PFEFFER.JL Energy, Dept of 79/12/19 4pp 

SQOll 60392 NUREG-0637 

"Rep t to NRC from Staff Panel on Commission Doterenina felon 
of Extraordinary Nuclear Occurrence <EN0> ” 

* Office of the Executive Director for Operations 80/01/31 
2l4pp 


BOOt 160425 N0REG-0325 

"NRC Functional Grgannation Charts," Dec 19/9 
* Office of Management and Program Analysis 79/12/31 50op 
Aval table at NTIS 


6001160466 Comments on draft NUREQ-0630 re ECCS cladiiinq models 
No technical justification established for classifying 
vendor models as conservative or nanconserva 1 1 v B 
RENBERGER. D L Washington Public Power Supply System 60/01/03 


0 °ftl7n°2 4 VQ?o?o l, rr B ° f Feb * 1979 * forward* NUKEG 

0170 t, 791212 FR notice Advises of 000202 public scoping 
meeting in, Hamburg, NY W/o ends 

CLARK. A T Advanced Fuel 6 Spent Fuel Licensinq Branch 79/13/19 
3pp 


6001160262 Requests that final GEIS on handling & storage of spout 
light water power reactor fuel be sent to parties specified 
on end svc lists for Guards under Div of Site ** Environ 
Analysis congmianea 

REGAN/ VI H Assistant Director for Environmental Projects 

79/12/05 ?3pp 


BOOl 180304 Forwards DNWL 791115 Itr advising that latest data ihnu 
higher radon emissions from underground mines than 
indicated in NURCG/CR-0627 

THOMPSON, W E Technology Assessment Branch 79/11/20 (p 


— QQ011BO314 NUREG/CR-0627 

"Radon-222 Emissions in Ventilation Air Exhausted from 
Underground U Mine* ” 

JACKSON, P 0 , PERKINS, R W , SCHWEND I MAN, I. Dattelle Memorial 

Institute. Pacific Noi bhuest Laboratory KIN B-2370-7 PNI.-tJHH[l 
REV 79/09/30 6bpp Available at NTIS 


— 0001180319 NUREG/CR-0620 

“Prediction of Not Radon Emission from Model Open Pit U 
Mine " 

NIELSON. K K , PERKINS-, R U , SCHUENDIMAN, L C Dattelle Mono rial 
Institute, Pacific Northwest Laboratory FIN B-2279 PNL-20U 1 / 

REV 79/09/30 30pp 


8001210030 Comments nn NUREG-0610 conflicts w/sevorol federal 
documents which provide basis for emergency planning 
Requirements are open to wide range of interpretation 
HOFFMAN, D P Consumers Power Co 79/12/26 5P P 


BC01220149 Comments on proposed NUREG-0610 fails to include 
notification of NRC Emergency Control Ctr 8* responding 
actions by ctr Rulo should require routine press briefing 
w/all parties represented 
NILSON.R Bhaklee Corp 79/12/20 3pp 


8001220265 Comments on proposed NUREG-0610 basically sound 6 
appropriate Suggests technical mods to detailed fiction 
guide* to improve internal consistency t. applicability 
MUNDTH.L K Aruona Public Service Co 79/12/17 3p p 


8-001220359 Responds to 790902 requests for info re Item 2 1 9 of 
Lessons Learned Task Force short-term requirements CEN-117 
provided response to request re Inadequate core cooling Rosa 
790902 Ur conflicts w/Denton 791030 Itr 

LIEBLE-Ft, G E C-C Operating Plants Owners Group PRN-TM-BO-S 
60/01/16 lp 

8001220584 NUREG/CR-0675 

"Test of Bi x-lnch-Th ick Pressure Ves se 1 », Bar i e a 3 
Intermediate Test Vessel V-B “ Two microfiche end 

BRYAN, R H , CANQNICO, D A . HOLZ, P F Oak Ridqe National Laboratory 
FIN B-0I19 0RNL/NUREG-3B 79/12/31 235pp Available at NTIO 
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0001220604 NURCG-G643 

-Raduaste Processing K Disposal M 

* C o iriftii s s i on riD-3311'SB 80/01/31 936p p Available at NTIS 

♦24 OO 


F0Q124-0512 Confirms commitment to revise App J to county radiological 
emergency plan by 000103 Will add 30 TLDs around Crystal 
River nuclear plant for radiation release fc dose estimation 
ALLEtJ 0 J ( itrus County Ft. 79/12/10 3p p 


0001250395 Responds to 000119 document request Records indicate that 
NUREG-057B, NUR6G-O60O •/ NUREG-0505 have been sent 
SWARTZ, L L Antitrust Division 00/01/21 Ip 


0001200029 Ack receipt of NUREG-0553 Comments available by 791130 
Requests future mailings include three copies for 
d i st r i but l on 

NQLAM, M Nevada, State of 79/11/06 Ip 


0001200033 Forwards NUREG-0553. “Beyond Defense-ln-Depth Cost & Funding 
uF State *< Local Govt Radiological Emergency Response Plans 
t* Pt ep tiredness ;n Support of Commercial Nuclear Power 
Stations 11 Requests comment 

RYAN, R 0 Office of State Programs 79/10/10 Ip 


0OO12GOO35 Submits comments on NUREG-0553 Ropt funding scheme used 
costs basod on pre-TMj emergency period Present attitudes 
require greater sophistication in emergency ays Each county 
needs full time prof planner 

HENDERSON, 0 K Pennsylvania* State of 79/11/1J 2pp 


0001260040 Sumbtts comments on NUREG-0553 Population density should 
not bo used as criterion for funding priority Full-time prof 
• should develop It coordinate imp 1 omen tat ton of crisis 
relocation 

JONES. Q L Virginia* State of 79/11/14 2pp 


0001260047 Submits comments on NUREG-0553* "Beyond Be f enso- In-Dbp th 
Propound project consistent w/oppl (cable county & district 
plans for economic development 

ALDR I 7 TON, J D Mississippi. State of 79/11/14 Ip 


0001260050 Submits comments on NUREG-0553, "Deyond De f arise- In-Dep th 
Funding should ho routed through NRC ft then to states Each 
state should support emergency response plan 
COW DEN. G H Texas* State of 79/11/15 lp 


0001200054 Ack receipt of NUREQ-055J. “Beyond De fenso- In-Dap th Cost t« 
Funding of State ft Local Govt Emergency Response Plans it 
Preparedness in Support of Commercial Nuclear Power 
Stations " Document will be kept In public library 
GULLETT* 0 P Louisiana* State of 79/11/20 Ip 


0001200059 Submits state clearinghouse review of NUREG-0553, ''Beyond 
Dh f enso-In-Depth " No comments or rerommendafcions at present 
t ins 

HDNELL.L Mississippi. State of 77110910 79/11/19 Ip 


0001200063 Requests copy of NUREG-0553. “Beyond Dofense-Ih-Depth Cost h 
Funding of Slate f< Local Govt Radiological Emergency 
Response Plans ft Preparodne&s in Support of Commercial 
Nuclear Power Stations " 

OR IFF IN* R Affiliation Unknown 79/11/21 lp 


0001200066 Submits comments on MURLG-0503 Ropt is well -done h presents 
needed estimate of costa incurred by state t local govts in 
developing emergency response plans Agrees w/change in 
funding basis for emergency planning 
TAYLOR, A J Florida. State of 79/11/21 2pp 

0001200069 No comments on NUREG-0553. “Deyond Defonse-tn-Depth " 
Project. as of 791203- Pound not In conflict w/state plans* 
goals 1. objectives 

KLLL» R M Nevada* State of 79/12/03 lp 


0001200171 EIA of NUREG-0553, “Beyond Defense- In-Depth 11 No comments 
noted 

¥ Montana. State of 79/11/26 Ip 


0001200192 Submits comments on NUREG-0553* "Beyond Def ense-ln-Depth *' 
FEMA tt established emergency agencies should confer at 
regional level ui/states. communi ty representatives i. util 
spokesmen to set goals it priorities based on needs 
MANCUBD.F Connecticut. State of 79/12/11 2pp 


0001200199 Submits comments on NUREG-0553* "Beyond Defense-ln-Dep th 
Funding for state it local emergency planning for major 
federal facilities should be included in proposal 
MYERS. B A California. State of 79/12/11 lp 


8001280203 Forwards various state agency comments on NUREG-0553, 
"Deyond Def enss-ln-De-pfch “ Nd statements objecting to 
proposed project received W/o enc 1 

MCDONALD, T J New York, State of 20692 79/12/17 lp 


0001200207 Submits comments on NUREG-0553, "Deyond De fence - 1 n-Dep th 1 
FEMA should have responsibility for planning *« disbursement 
of funds made available from util or other sources 
KEE5E. J H Tennessee, State of 79/12/17 2pp 


0001200219 Submits comments on NUREG-0553, "Deyond De f ense- I n-Dep th 
NRC should reduce uncertainty which currently exists w/ 
respect to requirements in emergency response planning 
Estimated costs of implementing plan are basically accurate 
LEAVITT. J K Oklahoma, State of 79/12/19 2pp 


0001200233 Requests add l copy of NUREG-0553, “Deyond Def en s e-In-Dep th 11 
DONOVAN* A P New York* State of 79/12/31 ip 


5001200227 Submits comments on NUREG-0553, "Deyond De fence - 1 n-Bep th 
Developers of nuclear power stations should boar cost of 
emergency plans Development of emergency plans by Natl Guard 
would be excellent training vehicle 
OOYD.H K Richland County* SC 79/11/05 2pp 


5001200234 Requests copy of NUREG-0553* "Deyond Dofense-In-Dop th, " for 
use in preparing Lake County* OH radiological emergency 
response plan* Newspaper article* re estimated expenditures 
by local govts for emergency planning end 
BIMDER.R M Affll lation Unknown 79/11/26 4pp 


9001280241 Submits comments on emergency planning Supports federal 
funding fur vital agencies Invo 1 ved. Inc 1 ud ing funding for 
addl p ersanne 1 , me tl s* p lanni ng> maps* meet ings it related 
activities 

ELY-0 L Affiliation Unknown 79/11/30 lp 


9001230245 Submits comment* oil NUREG-0553. "Beyond Defense - I n-Dop th " 
Establishing functional rad l olog l ca 1 program as delineated 
in rep t would require federal funding to counties 
MORIN, L A Monroe County, NY 79/12/03 lp 


9OO120O24G Ack receipt of NUREG-0553. “Beyond Def ens B-tn-Dc p th " Rapt 
will be used in preparation of nuclear civil preparedness 
plan 

FREER, W M Midland County* MI 79/12/04 ip 


600I2B0295 Submits comments on NUREG-0553. "Deyond Dc f ensc - 1 n-Oepth " 
Endorses rationale recommendation re reimbursing local 
govt for funds expended for emoigency planning PG Stoner 
791204 I tr re radiation monitoring equipment ant 1 

TRACY, J F . HERR, R G , MOWERY. J 0 Lancaster County, PA 79/12/06 
3pp 


000120026 t Submits comments on NUREG-0553* “Beyond De f enm e-In-Dep th 
Preferable to pay funds directly ta jurisdictions Involved 
If funds must pass through federal agency. program should be 
administered by FEMA 

HUFFORD, H L * NE I MAN, FI E Affiliation Unknown 79/12/10 2pp 


0001200270 Submits comments o-n NUREG-0553* “Deyond De Pens e -In-Dep th " 
Local civil defense director could also- be technical 
director for emergency plans Requests copies of various 
NUREG repts 

REED, J G Affiliation Unknown 79/12/14 2pp 


BOO 1 200272 Submits comments on NUREG-0553, "Beyond Def en s a- In-Bop th " 
Describes unique planning problem Facility is near island 
used for research lab for exotic d i »oas« aqents Problem 
warrants specific mention in rapt 
KEl LV. N Suffolk County* NY 79/12/27 3pp 


0001200275 Submits comments on KUREG-0353. ''Beyond De f en se-In-Depth “ 
Agrees w/proposal for sinking fund from contributions by 
licensees to provide fur emergency preparedness 

LAZO. R M Atomit Safety and L.icen»ing Board Panel 79/11/14 ip 


0001200293 Submits comments on NUREG-0553. "Deyond Defansa-ln Depth " 
More appropriate for FEMA to obtain it dispense funds for 
emergency planning State* should be re imb ur serf for monies 
spent developing emergency plans 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/11/20 

lp 


0001260305 Submit* comments on NUREG-0553, "Beyond Dof ense-In-Depth " 
Premature to view state it local govt funding needs out of 
context of federal role it in view of aiistence of 
substantial federal capacity 

MULLE-R, D R Division of Site Safety 8* Environmental Analysis 
79/11/27 Ip 
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0001260312 Submits comments on NURtG-0553. Deyar.d Def ense-Jn-Dep th " 
For state •< local govts to respond adequately to 
oner g enc 1 es> p eop 1 e w/e t per 1 1 % e in evaluating t* i nt erpi e 1 1 mg 
response info should be employed 

HULMAN, L G . MAR^EF, £ H Hydrology Meteoiologij Branch 79/U/29 

2pp 


90012B0322 Submits comments on MJREG-055J, "Beyond Do f e-nse-In-Depth 
State should collect funds direcMy rather than having NRC 
dole out funds 

D1RCKS.W J Office of Nuclear Material Safety f. Safeguards 
79/12/03 Ip 


6001280333 Submits codirTments on NUREQ-OS53, "Beyond I)ef ense- In-Iiep Ih 
Addl communication equipment is useful to radiological 
nonrad lologica 1 emergencies Co&t should not be included in 
funds raised through rees imposed on utils 

SCHERER, A E Malm* Machine Co- , In* (subs of Hullns Overseas 
Holdings, Ltd ) LD-79-Qi6 79/J1/29 3pp 


6001260337 Submits comments on NUR6G-0553, "Beyond Do Fense- J n-l)epth 
Utils constructing nuclear plants should make arrangements 
ui/s 1 4t e f local authorities for financing radiological 
emergency plans 

GARfiR J Texas Utilities Generating Co 79/11/30 Ip 


6001260363 Submits ramments on NUREG-0553. Deijond Or i snie- 1 n-Hep th 
Nuclear power plants do not generate sufficient tax revenue 
to pay for emergency plans Other industries posing potential 
hazards to public are not similarly taxed 
DISE.D P Niagara Mohawk Power Carp 79/1 2/27 Jpp 


8QQL20O45O Forwards comments on NUREG-0553, H eyand Defense- In- Depth 
Cost t* Funding of State 6 Local Govt Radiological Emergency 
Response Plans & Preparedness In Support of Commercial 
Nuclear Pnwor Stations " Requests placement in 1'DR 
SOLOMDN, S N Office of State Programs GO/Ol/H 4p|> 


0001280453 Forwards comments on NUREG-0553, "Beyond De fenso-ln -Dep th, " 
Supports funding of emergency plans by imposition of user 
fee Contentions 5 i 9 re League of Women Voters of Rockford 
petition to intervene end 

JOHNSON* D League of Women Voters of Rockford. IL 79/12/29 *pp 
0001260502 NUREG/CR- 1225 

"Major Alternatives for Govt Po ) i c i us , Or g an i i a 1 1 ona 1 
Structures Actions in Civilian Nuclear Reactor Emergency 
Mgfc In US " 

* National Academy of Public Administration Foundation PIN I) 6 /V,' 
BQ/01/31 207 p p Available at NTIS 


0001290296 NUREG-0062 

Errata sheet for “Startup Data Rcpt for NRL/Pacific 
Northwest Lab Malden Assembly IFA-513 N Chnnqea NUHEO/ 

CR-0S6 5 to NUReO/CR-Oe62 

* Battellc Memorial Institute, Pacific NorthwOlt Laboratory | [N 
B-2043 79/09/25 ip 


6001 300460 NUREa/CR-1027 

"Disassembly Phase Enmgotics Examination of Impact of 
SIMMER Models U Assumptions 11 

HENNINGER, R J , ALCGUFFF, R E Los Alamos Scientific Laboratory 1 JH 
A— 7099 LA* 7990 -MS 79/09/30 S7pp 


8001260366 Requests entension until BOO l 12 to file comments on NURLL- ‘ 
0553. "Beyond Defense- 1 n-Dop th ‘ 

REYNOLDS, N 5 DebO/oise Liberman 79/12/J7 Ip 


60012803/4 Submits comments on NUREG-OSS J, "Beyond Defense-ln-Depth 
Imposition of special tees on utils fnT cmerqencu planning 
should be last resort Decision to seek funding scheme should 
rest w/FEMA 

PARKER, W 0 Duke Power Co 79/12/31 3pp 


0001200379 Submits comments on NUREG-05S3, "Beyond [ief ense-ln-Dopth " 
Initiative for funding *j imp lemen tabs on of regulation should 
rest w/utils HRC should use experience to establish stds t* 
support utils in work u'state govts 

L INDDLAD, W J Portland General Electric Co 79/12/31 Vpp 


000120-0338 Submits comments on NUREG-055J, "Beyond Defense 'I n~Dop th " 
Funds for specific requirements related to nuclear power 
stations in area should be given directly to State or local 
govts from util or state sources 

WARD, J E Atomic Industrial Forum HO/Ol/03 9 pp 


6001200394 Submits comments on NURFG-0533, "Beyond De f on <1 o - 1 n -Dep th " 
State A local emergency planning organizations are 
understaffed Positions should bo federally funded 
PQPKJN.R S American Red Cross Natinna) Headquarters 79/II/O-i 

2 pp 


8001200406 Submits comments on NURCG-0553- "Beyond De Fen oe-I n-Dop th " 
Essential that quality programs. equipment A personnel be 
available to minimize effects of emergency nd equate funding 
needed to overcome present financial cunstramts 
SHOOP, p R International Brotherhood of Electrical WotVot s 
79/11/12 Ip 


600)280409 Responds to NRC 791016 J tr re NURCQ 0553* "Doyand Defers*- 
In Depth " Rept does not relate to working conditions nf NRL 
personnel represented by union 
k 1 NO , R D Affiliation Unknown 79/11/26 )p 


6001300460 NUREG/CR-I 1G2 

"Process Notebook for Aquatic Ecosyo Simulation " 

SWAMT2MAN. 0 , SMITH, E , MCKENZIE. D Washington, Uiuv uf 
NRC ~04"*?5-g22 00/01/31 231pp Available nt NTI 6 

6001300461 NUREG/CR-0904 V7 

"Ad vane od Reactor Safety Research Quarterly Repf Apt -June 
1979 “ 

* Sand J a Laboratories TIN A-101/j SAND79-159/ 79/11/30 247nn 

Aval labia at NTIS 


6001 300506 NUREG/CR-1070 

"Evaluation of Unloading Compliance Procedure for J Inteqi a| 
Testing in Hot Cell." final rept 

CLARKE. G A Ed 1 ow International Co FIN U-OU9 llRNl / 6 U|)~/j 94 'l 
60-701/31 70p p Available at NTIS 


0001300593 NURE0-Q32O 

"Workshop MaU for Stair Review of USNRC Site Suitability 
Criteria for High Level Radwaste Repositories " 

* Division Df Fuel Cycle {< Material Safety f‘D-2 , 72 002 /7/0f-'3O 

35pp Available at NT IS 

0001300596 NUREG/CR-0493 V2 

"Info Oaso for Waste Repository Design*" Vol 2 equipment 
performance roqulr oments 

KOPLIK.C li * PCNTZ.D L , TALBOT, R The Analytic Science-, Cmp 1 IN 
0-6130-7 TR-1210-i 79/03/31 125pp Available at NTIS *0/ 25 


600 L 300604 NUF1EQ/CR 0032 

“Radwaste Mgt Study Task I Review of Waste Projection 
Mode Is," final rept 

GUELLNER, D * VOQT, D . KNIAZEWYCZ, Teknekron* Inc NfR -02-7/ -160 
70/07/31 72pp 


BD01300610 NUflfcO-0412 

"Essay 5 on Issuos Relevant to Regulation of Radwaato Mgt •* 
BISHOP, W P , HILBEMRY.N , WATSON, R A Sandla Lab ora tu r i eo Hn 
A- 1137 PD-2BI-34? 76/04/30 tOlpp Available at NfJi, 


6001260430 Ack assistance in cmei goncy planning Forwards 791029 Itr to 
Jacal emergency mgt director re funding 6 equipment fot 
better civil defense around fixed nuclear facilities Ltr 
prepared after consultation w/NRC 

RANDALL, W 3 Lancaster County, Pa 79/10/29 4 pp 


6001200442 Ack receipt of NUREQ-0553, “Deyond 
CLEARY, P Cl tl lens for a Better Environment 


Def dnse-l n-Depth " 
79/11/01 Ip 


0OO12BO443 Requests copy of NUREG-0553. -Beyond Do Penae- In-Dop lh " 
Suggests urgency planning be paid for by stockholders of 
action UtllS M ° re reallstlc PaT^mcters needed for emergency 
GRANT, b Affiliation Unknown 79/12/09 lp 


8001260447 Ack receipt of notifscation Of intent to apply for fedcro 
by 791205* ” H ' JRE °" 0553 R ”wlts of initial review oxpoctnd 


BADGER, C , WILLIAMS, 5 Georgia, State of 


6001310081 NUHEQ/CR- 1172 

"Delayed Deta- Z< Gamma-Ray Production Duo to Thermal -Ncutr on 
Fission of Pu-239 Tabular h Graphical Spectral Distributions 
for Times After Fission Between 2 ?< 14,000 Sou " 


DICKENS. J K , ENGLAND, T R . LOVE* T A 
FIN B-0095 0RNL/NURE0-66 60/01/31 


Oak Ridge National Laboratory 
154pp Available .it Nil r i 


U0U131UUB6 NLREO/CR- 1 1 60 


"LMFBR Safety Review of Current Issues l« Bibliography of 
Literature U97B1, " Voi 7 to 0RNL/NUREG/N9 IC- 1 25 
BUCHANAN, J R . KEILH0LT2,© W Oak Ridge National Laboratory 
D-OJ26 Q0/0I/31 B 6 pp Available at NTIS 


9001310096 NURbQ/CR- 1 121 

"Quarterly Progress Rept on Blowdown Heat Transfer 
Separate-E# fee ts Program for Jul-Sept 1979 " 

M ' D0HANAN ' R £ DflX R«dge National Laboratory 
FIN D-Ol 25 QRNL/NUREO/TM-3 79/12/31 21pp Available at NTI5 


79/ 1 1 /OS Ip 
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8001310181 "Far Comment" issue of "Interim Staff Position on Environ 
ftual i f i c at ) on of Safety-Related Electrical Equipment 
Resolution of Qenenc Technical Activitiy A-24 1 
STUKIEWICZ, A J Division of Systems Safety 79/11/30 5Qpp 
Available at NT IS 


BOO 13 10 106- Ack receipt of comments re NUREG-0610* "Draft Emergency 
Action Level Guidelines for Nuclear Power Plants " 

GRIMES* D K Division of Opeiatmg Reactors 80/01/09 Ip 


— 0001310191 Comments on NUREG-0610 state or local govt need only provide 
basics of warninq It shelter in event dP nuclear war Govts 
must meet NRC stds on 70 critical items before licensee can 
operate nuclear power plant 
COX. F T Texas. State of 79/U/29 3pp 


ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


7909150249 flept on NRC personnel involved in development of nuclear 
stds b stds organi lations t , comm ttees , re Privacy Act File 
NRC- 13 

WEISS, E Office of Standards Development 79/07/19 39pp 


QOQI030D72 Discusses liaison w/DOE on hot experimental facility, as 
requested In DOE 790319 Itr Funding for assistance budgeted 
for FV^aO 

CUNNINGHAM* R E Division of Fuel Cycle f< Materia) Safety 
79/12/05 lp 


8001040141 Ack receipt of NRC 791022 ltr re atmospheric release 
advisory capability Pilot installation of capability sys 
will be made at NY Emorgency Operations Ctr 
flVAN. R Q Office of State Programs 79/11/36 ip 


(I001QB0379 Advises that all NEPA projects should be coordinated w/Uft 
pf r ederfll Ac 1 1 v 1 1 i es , p or Clean Air Act Section 309 CFO 
regulations should improve effectiveness ?< efficiency of 
federal project review 

DEWLING.fi T Environmental Protection Agency 79/12/31 lp 


8001030451 Forwards comments on "Draft R*pt on Cladding Swelling f< 
Rupture Models for LOCA Analysis M Suggests authors evaluate 
available data on lupturo characteristics of Zircalay from 
wider perspective 

KA53NCR, T F . CHIJND. H M Argonne National Laboratory BQ/01 /03 
37J1P 


80010-90026 Advises that IE Circular ?9-?3, "Motor Starters >< Contactor* 
Failed to Operate." was sent to listed utils on Z9D2A 
CARROLL* D E Region 3, Chicago, Office of the Director /9/| p/05 

2pp 


0001100049 Advises that IE Info Notice 79-37, "Steam Generator Tube 
Ruptures at Two PWR Plants," was sent to listed utils on 
/911 16 

PAPPAS*J« Region 3, Chicago, Office of the Director 79/11/19 
2pf> 


0001100075 Advises that IE Circular 79»3J* "Use of Incorrect Amplified 
Response Spectra" was sent to listed utils on 79)2(3 
CARROLL* D E Region 3* Chicago, Office of the Director 79/12/10 
2pp 


R00110Q097 Advises that IE Bulletin 79-2B. "Possible Malfunction of 
NAMCO Model EA1B0 Limit Switches at Elevated Temps, 4 * was 
sent to listed utils on 791207 

CARRQLl » D E Region 3, Chicago, Office of the Director 79/12/10 
2fP 


GOOIIOOUB Advises that JE Info Notice 79-28, "Overloading of 
Structural Elements Due to Pipe Support Loads," was sent to 
listed utils on 791116 

PAPPAS, H Region 3, Chicago. Office of the Director 79/11/19 

2PP 


800I1G05S3 Advises that one I draft itr re intention of NRC to irPorm 
state public util regulatory groups & state atty general 
of c s of oil escalated enforcement correspondence was sent to 
listed util# on 791127 

CARROLL, D E Region 3, Chicago, Office of the Director 79/12/05 

2pp 


BOOl HOI 06 Advise# that end IE Info Notice 79-37, "Cracklnq in Low 
Pressure Turbine Discs,” was sent to listed utils on 
791228 

CARROLL, 0 E Region 3. Chicago, Office of the Director OO/Oi/OS 
2pn 


6001150037 Advises that IE Info Notice 79-36, "Computer Code Defect in 
Stress Analysis of Piping Elbow" was sent to listed utils on 
791231 

CARROLL, D E Region 3, Chicago. Office of the Director DO/Ol/Or 5 

2pp 


0001)50274 Advises that *?ncl IE Info Notice 79-35, "Control of Maint ft 
Essential Equipment." was sent to listed utils on 791221 
CARROLL, D E Region 3, Chicago. Office of the Director 80/01/02 

2pp 


900 i 2401 52 Advises that IE Info Notice 79-33, "Improper Closure of 
Primary Contalment Equipment Acess Hatches, " was sent to 
listed utils on 791226 

CARROLL, D E Region 3. Chicago, Qfflc* of the Director 79/12/20 
lp 1 


9OO1240SQS Submits Radiological Health 3-tds Branch Info Rept 6 
"Reported Increase u> Lung Cancer 1 nc idenc e , Durango, Ct) 11 
Results of preliminary analysts from CO Drp t of Health ' 
investigation into allegations presented & discussed 
G3LDSMITH.fi Radiological Health Standards Branch 00/01/10 

3pp 


9301240510 Advises that IG info Notice 79-34, "Inadequate Design of 
Safety- Related Heat Ei chang ers, " was sent to listed utils on 
791228 

CARR DLL, D £ Region 3, Chicago, Office of the Director /9/12/LB 

2pp 


003(260128 Forwards technical paper* "Sensitivity Study of 
Laoc hab i 1 i by , " for presentation at ANS 1 9U0 annual meeting 
KIM. it S Assistant Director for (Mate Management it bnvl r onmen ta I 
Research 79/12/17 ip 


— BOOl 2B0i 31 "Sensitivity Study of L e ac ha b 1 1 1 tij " 

KIM, It S Assistant Director for Waste Management N Env i rpnmenia] 
Research 79/13/17 6pp 


0001200150 Respond# to 791127 ltr requesting info nn functioning of 
nuclear power plant F~oi wards eterpt< from Univ of OH May 
1973 rep t, "Energy Alternatives Comparative Analysis " 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/30 J lpp 


8001200468 Advises that end IE Circular 79-23, "Shock Arrestor btrut 
As Sfflmb l y interference* " was sent to listed utils on 771226 
CARROLL. D E Region 3, Chicago. Office of the Director 79/12/20 
IP- 


8001270034 Confirms verbal invitation to B00123 mooting of AtF 
Subcommittee on ATW3 in Dethesda.Md to rc status of AfWS 
rule *, of review of reactor vendor ATMS rcpfcs it IMI-rolated 
aspects 

feORENSQN, Q C Atomic Industrial Forum 00/01/04 4pp 


8001390572 Comments on Comptroller General ropt. "Placing Resident 
Inspectors at Nuclear Power Plant Site# T« It Working " 

Resident inspector role needs to be better defined 
HOWELL, 8 H Atomic Industrial Forum 00/01/11 3pp 


0OOJ3O3541 Forwards draft tnsp repk, in response to 790016 telcon 
request 

HEPPLER, J Q Region 3* Chicago, Office of the Director 00/01/20 
JP 


PR PROPOSED RULE 


7910230195 Grants exemption from Tequir emonts of lOCTRO 735-31, tn 
permit work an licensing matters involving Umv of LA 
DENTON, H ft Office of Nuclear Reactor Regulation 79/10/04 ip 


7910230204 Discusses review of Confidential Statement of Employment & 
Financial interests Grants exemption From 10CFR3 735-21 to 
permit work on licensing matters involving General Dynamics 
DENTON, H R Office of Nuclear Reactor Regulation 79/10/04 Ip 


7910230213 Qr*nts exemption from requirements of 10CFRQ 735-21* to 
permit work on licensing matters involving GA Co 
DENTON* H R Office of Nuclear Reactor Regulation 79/10/04 ip 


7911 050 J 06 Explain* NRC responsibility to guard against loss or 
diversion of strategically important nuclear roatl b 
requirement to rtpt transfer of such mat! Forward# reportinq 
identification symbol ^ transfer reporting instructions 
SPARKS, E Technical Planning ?< Information Branch 79/10/28 

IP 
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7912310167 Common t s on proposed rules 10CFR3G) 40 » /O, I SO ft 170 
application erpr«6Ss« concern that developing regulatory 
scheme does not adequately take into account unique 
processes used in Isolation eitracttoo of U 
MARSHALL, W H Supelco, Inc 79/10/23 lOpp 


8001090050 Statement af position by class action plaintiffs re 7903«G 
e* i traor d unary nuclear occurrence Urges Commission to comply 
w/intent of Congress in Pric e-Anderson Ac t, promulgated for 
protection of community Supporting documentation enrl 
BERGER, 0 Berger, D HOVTS.R L Hovia, R L 79/11/30 Upp 


DOO 102Q002 Notice of HE Miller designation as pre-siding officer in 
proceeding re storage ft disposal of nuclear wastes Authority 
ft Tasponsip i 1 t ties will be specified in notice of proposed 
ru 1 ema k i ng 

CHILK.,S J Office of the Secretary of the Commission 79/12/14 

6pp 


9001020(380 Comments an proposed rule 10CFR14O forwards 790328 
mon i tor inq sheets by H Hall 

TDPOLfKl,j Affiliation Unknown 79/11/30 l‘1pp 


80(31.020093 Comments on proposed rule J0CFH14Q impact of TMI on 
surrounding population produced expected pattern of high 
dose wh o l v body radiation manifestations 
ARNOLD. L E Parascieoco International 79/11 /2h 3pp 


8001050323 Comments on proposed rule 1QCFR140 Price Anderson Act 
outright thievery by govt ft util NRC morally bankrupt 
CRUMLEY, J A Affiliation Unknown 79/42/21 Ipp 


GQQ1Q20619 Notice ct Intent to participate in proposed rulemaking te 
storage ft disposal of nuclear wastes Position on issues 
cannot identify particular positions Long-teim storage, as 
proposed, Is questionable 

BACKS, S H , DEMING. T A . SC IP INIGO, W >7 Maryland, State uf 
79/11/26 4pp 


0001100359 Comments on Proposed Rule 10CTR2 suspension of immediate 
Effectiveness rule ft institution of licensing scheme 
requiring Commission ft ASLAQ action to determine need for 
stay of license issuance is unwarranted 
MC GARRY, J M Debi'voifie ft Liberman 79/12/10 6pp 


800 11 10001 Requests status as participant in proposed rulemaking re 
storage ft disposal Df nuclear waste Members of USiGS axe 
engaged in variety of research projects w/app 1 i r ability to 
nuclear waste question 

DEBUG HANANNE* 0 Inter i or, Dept of, Geological Survey 79/12/20 Ip 


S001110065 Comments on proposed rule 10CFR61 general approach of 
preliminary procedures ft criteria is encouiaging Specific 
comments re draft technical basis end 

YAUN, Q Natural Resources Defense Council 79/12/10 4pp 


BOOM 10605 Comments on proposed rule 10CFR30 two agencies regulating 
U milling in Btate cf CD would be major improvement 
HILLER. J Affiliation Unknown 79/ 1 1 '26 2pp 


8001JJ0116 Provides Subcommittee on Nuclear Regulation w/F U nolui' 
of proposed rulemaking ft public announcement re gas ft 
aerosol detectors that contain radioactive matl Proposed 
amend requires externa) labeling of detectors ft packaging 
MINQGUE,f? 0 Office of Standard*! Development 79/11/27 3pp 


0001020674 Comments on proposed rule 10CFR73 questions imposition of 
t-h reporting requirement for all events described in 
proposed rule Large difference exists in seriousness of 
examples cited 

EUANS, V fl Baltimore Gas ft Electric Co 79/JJ/JO Ip 


800(030433 Forwards comments on proposed 101FH61 radionuclide 
concentrations should bo better defined to reflect avAiage, 
not mu, concentration 

RODGER. W A Nuclear Safety Associates 79/12/10 Jpp 


800104G593 Forwards State of KA 79I2J2 request for late filing ft notice 
of intent to participate in proposed rulemaking pTocEudinqs 
on storage ft disposal of nuclear waste 
WRIGHT, r 5 Massachusetts, Stake of 79/(2/12 Jp 


-•”0001040600 Request for late filing of notice of intent to participate 
in proceedings an storage ft disposal of nuclear waste 
Resources devoted to Imminent Pilgrim II proceeding ft 
litigation re proposed Georges Dank lease sales 
■ Massachusetts, State of 79/13/J2 ipp 


--BQQ1040626 Notice of intent to participate in proposed rulemaking ro 
storage ft disposal of nuclear wastes Position on issues no 
assurance that adequate offsite storage will be available in 
2007, much less in near future 

LEONARD, S H » WRIGHT. F S Massachusetts, State of 79/12/12 
4pp 


□001140G7D Comments On proposed rule 10CFR73 timeliness Of required 
reporting should correspond to seventy of event beinq 
r eport ed 

KNUTR, D F PMC, Inc 79/12/20 4pp 


00 0 t L 40 1 6 1 Responds to Chr j s td-Mar i a /91107 motion for i I'consuleral ion 
of Commission decision allowing continuance of Dig Rock 
proceeding during xulumaking Denies mo 1 1 un, Ch r l s tq-Mdr i e 
misunderstood State of MN vs NRC 1979 derision 

CH ILK, S J Office of the* Secretary oP the Commission 0O/O1/O* 7 

3pp 


0001160009 Notice of 000129 prehearing conference in Wash ing ton, lit ro 
proposed rulemaking on storage ft disposal of radwaste 
Proceeding will be legislative rather than all J ud i ca 1 1 vf List 
of participants, Cert l f icate of Svc ft AIF statement enc l 
MILLER, M L Atomic Safety and Licensing Dnard Panel QO/OJ/OV 
I i|ip 


0001 360241 Comments on proposed rule 10CFR140 no basn for believing 
tiiat public health ft safety protected by AFC-allowable 
limits of ionium) radiation at Till or etspwhere 
CRUMLEY, J J Affiliation Unknown 79/12/21 Ip 


UOOi 160253 Comments on proposed rag guide "Physical Protection of 
Plants ft Mat is M Draft reg guide ft va I ue / l mpac t statement 
define acceptable approach for implementing proposed amends 
SsTALLJNGS.C M Virginia Electric ft Power Go 79/12/19 3pp 


8001070201 'Comments on proposed rule J0CFR30 due to current regulatory 
ft industry perf ormatxc e, cons i ders idea af tailinqs eontiol 
through pending technology hypothetical at best 
MILLER, Affiliation Unknown 79/11/26 J?pp 


0001070554 Comments on proposed rules 10CFR70 ft 73 new r equi remeufcs \ oi 
IAEA Categories II ft III ro SNM security would cause Large 
Increase in cost while decreasing opportunity far 
instructional use of reactor 

MARSHALL < W R Wisconsin, llmv of, Madison 79/11/21 Jp 


8001070259 Comments on proposed rule lOCFtfaQ U mill tailings industry 
should b» entirely under NflC jurisdiction Recommends batter 
definition of "below grade 11, in regulation 
WEISS, R tJ Affiliation Unknown 79/10/21 2pp 


8001070439 Testimony before NffC on question of considering TMI 
extraordinary nuclear occurrence OutUnci economic ft mental 
effects on area residents 

WALKER, n & House of Rep 7*7/12/07 App 


0001080364 Submits followup to 791126 notice cf intent to participate 
in proceeding on behalf at Util Waste Mgt Group San Diego 
Gas ft Electric Co is no longer member ft should be deleted 
from list of participants 

AXEL RAD, M Lowenst* i n , Newman, R e i s . Ax e 1 rad ft loll 79/42/13 ip 


0001160674 Comments on proposed rule 10CFR32 proposed labeling 
requirements for «moko ft gas delertors appear to bo 
superfluous ft could cause needless worry ft concern on part 
of consumers Urges entire rulemaking be pursued no further 
■CLARK, R L Affiliation Unlriown 79/12/18 3pp 


0001160679 Comments on proposed rule I0CFR71 Section 71 ll appears to 
devote very laige space to problem that could be handled in 
simpler manner Should he covered in certificate nf 
compliance issued to one shipper ft available for use by all 
SMITH. D R Los Alamos Scientific Laboratory 79/12/13 2pp 


8003160602 Comments on proposed rule 1DCFR71 suggests some form of one- 
time permit. based on description of packaging ft contents, in 
instances whore physical sue reduction is impractical 
HARVEY. J L Hudson roods, Inc 79/12/12 2pp 


0001170512 Comments on proposed rule 10CFR32 proposed labalinq should 
be more specific Praises NflC efforts to highlight tD public 
beneficial uses of radioactivity 
CLARK, R Q Affiliation Unknown 79/12/12 Ip 


8001 1 70515 Comments on pi oposed rule 10CFR35 broad training in nuclear 
medicine- is necessary for practice of nuclear cardiology 
Experience in nuclear cardiology atone is not adequate 
preparation for practice of specialty 

VEATCH, R I Winona Memorial Hosp Winona, MI 79/08/23 lp 
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SCO l 1 70 & l 6 Comments on proposed rule 
snok e detectors be clearly labeled 
Am-24 1 Requests info ro HA parties 
radioactive matls 
&RANAMAN, P Affiliation Unknown 


10CFR32 would demand that ionizing 
*< would prohibit use of 
or companies who store 

79/12/11 2pp 


8001230153 Comments on proposed rule 10CFR73 rule does not 
d l f ferenti ate between b 'outs that threaten safeguards sys & 
lost shipments Lack of time to review facto will result in 
numerous unwarranted rept* 

BAXTER. R C obsolete code 79/12/14 3pp 


nooi 100042 Comments on proposed rule 10CFR73 proposed rule should be 
clarified, roquir ihg telephone notification to NHO 
immediately upon determination that event is reportable, 
u/untton rept to be submitted within IS days 

BAXTER, R C kangaroo Western Inr , Phntao l uctr ic Div 79/12/14 

JPP 


000118(3077 Comments on proposed rule 10CFR73 possible equipment failure 
* need for redundant equipment not recognized In event of 
f«l lure. redundant equipment is used while failed item is 
t o p d i red 

NIL-SON, R bhaklee Carp 79/12/11 3pp 


6001100122 Response to NROC supplemental filing re proposed rulemaking 
on storage f< disposal of raduaste Supports NROC comments & 
suggestions but identifies relevant supplemental areas of 
■concern ro onsite storage Certificate of Svc end 
EHELDON.lt P New England Coalition on Nuclear Pollution 
SHELDON K P Sholdon, Harmon </ Weiss (30/01/02 9pp 


fiOQl 160,219 Comments on draft reg guide. "Reporting Safeguards Events 
Recommends that NHL categorize reportable events by 
seriousness x< threat to plant 

PEOPLES, I) L Commonwealth Edison Co 79/12/21 3pp 


000 12100-43 Comments on proposed rule !0CrR32 concurs w/amending 
IOCrR32 Health hazaid if detector burns should be noted 
labeling detectors re return of detectors to manufacturer 
for disposal at manufacturer expense should be required 
FbniEMAN.W Affiliation Unknown 79/12/21 ip 


0001210047 Comments on proposed rule 10CFR7J Pu-con taminatotl solid 
waste matls should be exempted from requirement for double 
t ontar nment of shipments containing over 20 Cl Pu 
POPE, R R Sandia Laboratories /9/12/IB Ip 


ROu 1210051 Comments on proposed rule 10CFR7I proposed rule supported 
App A should be mod i f i od . <» * i>mp t i ng packages impervious to 
water from water spray test Tests m App 0 should be defined 
w/enough detail to allow performance in reproducible manner 
HUMBURGi- 1 R Heckman Instruments. Inc 79/12/M 4pp 


000122000? Comments on proposed iule I0CFR7I supports NHC rulemaking 
All safoty requirements should be in single set of not! 
regulations 

CLUSEN, R C pntn'gii, Dept of 79/12/17 lOpp 


OwO|22000H Comments on proposed rule 10CFR73 improper to use saboteqe 
threat as basis for applying reporting requirements to 
facility soiurity systems 1 

HAfHEWHrE R Wisconsin Public Service Corp 79/12/21 3pp 


0001230131 Comments on proposed rule !0CrR32 present labeling 
requirements totally adequate Proposed regulations requiring 
Labeling! throwaway boxes in which detectors are shipped are 
unnecessary fpr industrial customers 
UANfZ.J C Ducyrus-Ctie Co 79/12/17 lp 

8(301220133 Comments on proposed rule 10CFR32 opposes commercial use of 
law level radiation 

CVOROV-A Affiliation Unknown 79/12/16 Ip 

fl00!220l35 Submits further comments on proposed rule 10CFR32 opposes 
specific requirements for labeling smoke detector packaging 
Company ha* received less than 50 complaint* re utilisation 
of radioactive matl in smoke detector* 

HARR CO, K Arco Petroleum Products Co 60/01/02 2pp 


0001220137 Comments on proposed rule 10CFR32 no reason to require 
labeling on external surface of detector Package tnsert can 
describe radioartlve matl used in detector & nonhaiardg 
associated w/u*e 

fjp I HER i H L Kansas. 6tate of 79/12/26 2pi> 


P00122013Q Comments on proposed rule 10CFP32 no health hazard eicists 
w/use of ionization smoko detectors Now labeling requirement 
will arouse unjustified Pears about ionization detectors 
HARRIS, K Area Petroleum Products Co 79/12/19 2pp 


8001220141 Comments on proposed rule J0CFR32 supports clear visible 
labels on smoke detector* Regulation should contain mm 
label *ii« *< typeset fixe Radiation symbol should accompany 

SCOTT, W J . VAN VRANKt'N, J lUlnot*. State of 79/11/30 2pp 


000122017? Requests change in 791214 participant list for PR-50 • 31 ro 
radwaste disposal Correction should show nrgam mti on, not 
EN Cramer, as participant 

CRAMER . E N Neighbors for the Environment 79/12/22 Ip 


0001220175 Comments on proposed rule JOCFR’3 unnecessary (, extremely 
rounte rpi oduc t ive Critical manpower capabilities will be 
diverted into redundant clerical teoks 

DOWERS, C F Nuclear Product* Co CCD 79-221 79/12/18 2p p 


800122016? Comments on pi oposed iule 10CFH73 unclear in intended scope 
of application Rulo does not differentiate between high t, 
low snrichod U facilities 

ZEFF.D W 3M Co , Minnesota Hi mug Mfg Co 79/12/20 2pp 


6001220168 Comments on proposed rule 1 0CFR32 consumer* must be Informed 
of long-term hazard* from radioactive matls Kadioaetivo 
smoko detectors should carry strong urarninq* on package ?, 
on product 

AXELROD. 3 Vermont Public Intorest Research Croup 79/12/27 2pp 


0001220203 Comments on prnposed rule Heg Guide 5 /XX short repnrtinq 
time frame precludes adequate opportunity to carefully 
evaluate possible security incident Reporting program 
open to variety of interpretations 

EDWARDS, D W Yankee Atomic Electric Co WYC 79-33 79/12/20 3pp 


000122025/ Comments on proposed Reg Guide 5 XXX inadequate r<? extreme 
cases where actual safeguard in f r i ng umentt exist Degraded 
safeguard events pose nu threat to vital areas or security 
of fa c 1 1 1 ty 

PEOPLES, D L Cummonuida L th Edison Co 79/12/21 3pp 


6001220273 Foruia'ds comments on proposed rule 10CFR50 "emergency 
planning zone" should be defined Rulo should claiify that 
changes apply to nuclear power reacturs A not fuel cycle 
facilities nr research reactors 

GRENDON. A Affiliation Unknown 79/12/29 4pp 


0001320597 T 1 D - 33 i 1 - 57 

"Radwaste Processing f Disposal “ 

* Energy Research f Development Admin (Presently OOCJ 76/00/31 
307pp Available at NTIS *9 75 


0001320596 DOE /El 8-0026-0 V2 

DCS rp waste isolation pilot plant, VuL 2 
« Energy. Dap t of 79/04/30 500pp 


8001220604 NUREC -0643 

"Raduastc Processing fc Disposal " 

* Commission TID-33U-F9 80/01/31 936pp Aval lab U at NU9 

♦24 00 


8001220607 T ID-3311 “36 

’ Rad was t e Processing Disposal " 

# Energy Research Develtipment Admin (Presently DOFJ 75/07/31 
285p p Available «at NTIQ S 1 ? 45 


8001220600 8AN077-0274 PT 3 

"Waste Isolation Pilot Plant Conceptual Design Rept. Part 3 
Drawings " 

4 Sandia Laboratories AT 129-1 )-7B9 77/06/30 3O0pp Available 

at NTI8 *06 00 


B0012S0611 SAND 77-02 74 H 

"Special Equipment Development Program for Waste Isolation 
Pilot Plant Conceptual Design Rept. " Addendum H 

STINEDAUGH.R Sandia Laboratories AT (29-11-7B9 77/06/30 I2pp 

Aval lab le at NTIS 


8001230612 UD-3311 

"Rad was t e Procensing 6 Disposal." Suppl 3 

* Atomic Energy Commission 72704/30 59Qpp Available at NilS 
th 00 


0001220613 DOE/E IQ-0026-D Vi 

DES re waste isolation pilot plant.Vol. 1 
* Energy. Dept of 79/04/30 450pp 


8001230614 DQE/ET-0Q2B VI 

"Technology for Commerciol RadwastB Mtit," Vol 1 

* Energy, Dept of 79/05/31 32Qpp Available at NftS *13 80 
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0001220615 710-3311 

"RaJoiaste Processing A Disposal," Suppl <1 

* Atomic Energy Comnuisian 73/Ol/Jl )26pp Available At NTIS 
*J 00 


S001220617 SAND77-0274 F 

"Heating Ventilation ft Air Conditioning Sys Energy Analysis 
for Waste Isolation Pilot Plant Conceptual Desiqn Repfc. " 

Addendum r 

# 5a nd ia Laboratories AT (29-11-707 77/04/30 40pp Available 

at MT l S 


0001 2206 18 DOE/EIS-OQ46-D V2 

DES re mgt of c ommere i a 1 1 y generated raduas t e , Vo 1 2 
* Energy. Dept of 79/04/30 550pp 


SCO l 2206 19 DQE/ET 0028 V4 

"Technology for Commercial Raduaste- Mgt." Vol 4 

+ Ensrgy. Dept Of 79/05/31 550pp Available at NT 1 5 *15 00 


000 1 220620 DDE/FiT-0020 V2 

"Technology fqr Commercial Kadwaste Hflt. " Vol 2 

* Energy. Dept Of 79/05/31 54 1 p p Available at N US *16 25 


0001320621 7ID-3311 

"Radwaste Processing ft Disposal Annotated Bibliography of 
Selected Literature." GuppJ 2 

DAVIS/ T F Atomic Energy Commission 66/07/15 10?pp Available 

at NT 18 *7 60 


BOO 1 220622 HD-331 l -S5 

"Ftartwaste Processing 6 Disposal " 

■* Energy Research ft Development Admin (Presently DOE) 73/09/30 
92pp Available at NTIS *5 45 


8001220623 SANU7/-0274 G 

■Accident Analysis for Waste Isolation Pilot Plant 
Conceptual De-slqn Repfc, " Addendum G 

SHEFELSINE/H C . METCALF J H Sand i a Laboratories AT 127-11-/0? 
77/06/30 tflpp Available at NTIS 


8001220624 DQE/E JS-0046-D Vi 

DEG re mgt of commercially generated radwaste.Vol 1 
* Energy. Dept of 79/04/30 630f>l> 


BOO 1220625 DOE/ET -0028 V3 

"Technology for Commercial fJaduraste Mgt." Voi 3 

» Cm o rgy , De p t of 79/05/Jl 4S0pp Available at NTIS M3 00 


F100 1220626 T1D-33U 

"Radivaste Processing 6 Disposal Annotated Bibliography of 
Selected Literature, 11 Suppl 1 

DAVIS. T F / VQRESS. H E Atomic Energy Commission £-4/06/30 L9£pp 
Ava liable at NTI9 *7 60 


GO 01 22062 7 DOE/ET- 0029 VI 

"Environ Aspects of Commercial Raduiaete Mgt." Vol 1 
* Energy. Dept of 79/05/31 AOOpp Available at NfIS *16 80 


SCO 1220628 SAND77-02/4 A 

"Design Calculations for Wdste laol^l ion Pilot Plant 
Conceptual Design Rapt." Addendum A 

* Bandig Laboratories At <29-11-709 77/04/30 4<J0pp Availetiln 

at NTIS 


FOQ 1220639 DOE/ET 0Q2Q VS 

"Technology for Commercial Raduast* Mgt." Vo 1 5 

# Tnergg/Dapt of l/C-70 79/05/31 70 Opj> Available at NTIS 

419 00 


9C01 220630 T ID- 3311 

"Radwaate Processing ft Disposal Bibliography of Selected 
Rept Literature " 

V0RE3S/H E , DAVIS, T F . IIUUDARD, T N Atomic Energy Commission 

58/06/30 I33pp Avai lab In at NTIS 45 45 


BOO 1220631 DOE/ET- 0029 V2 

"Environ Aspects Of Commercial Radwast* Mqi. w Voi 2 
* Energy, Dept of 79/05/31 SQQpp Available at NTIS 413 OO 


8001220632 8AND77-0274 

"Waste Isolation Pilot Plant Conceptual Design Rept.Part i 
Eiftvli vs Summary. Part 2 Facilities 6 Eyi 1 

* Sand la Laboratories AT (29-D-7B9 77/06/30 304pp Available! 

at NTIS 409 S3 


8001220636 DOE/El“OOa9 V3 

^Environ Aspect* of Commercial Radw*st« Mgt. ''Vql 3 
* Energy, Dept of 79/05/31 300pp Available at NTIS 412 00 


8001230017 Comments -on proposed rule 1 0CFR50 rule does not go far 
enough to ensure safety of public Evacuation & preparedness 
should cover radius of 50 miles rather than ten 
WEAVER. D D Af fil lotion Unknown 79/12/jl 2pp 

*1 

8001230197 Comments on pioposed reg quide. "Reporting of Safeguards 
Events " Reporting time <J f 1-h may preclude adequate 
evaluation of possible security incidents Suggests 
clarification of wording on sample reportable events 
E0WARD8. D W Yankee Atomic Electric Co 79/12/20 Jpp 


GOO I 24021 6 Requests withdrawal of 791123 notice of intent to 
participate in NRC proceedings re waste storage Duplicate 
filing made through Huntan ft Williams law firm 
FRYL IMG. R Public Service Electric ft Gas Ca of New Jersey 
79/12/27 ip 


8001 240277 Comments on proposed rule 10CFR90 plan should provide for 
evacuation of elderly ft invalid 6 for treatment of 
contaminated individuals Wishes to see Diablo Canyon 
representatives participate in any hearings 
MaNZER. R Affiliation Unknown 79/07/20 4pp 


□OOl/MOSBa Comments on proposed rule J0CFR50 proposals are abuurd ft 
designed to play on ignoiance A fear tactics Requests 
negative vote 

GILDREATH.J D Affiliation Unknown 79/07/25 Ip 


0OOJ24O2Q7 Comments on proposed rule 10CFR50 comment period too short 
Suggests transportation accident scenario 
LEWIS. M I Affiliation. Unknown 79/07/23 ip 


R00J24O2Q? Comments on proposed rule 10CFRS0 evacuation of residents in 
area of TMI accident was unnecessary Proposed regulation 
mill stand since NRC seems to push blame For confusion at 
Ttfr to others 

7ACH, J J Affiliation Unknown 80/01/02 2pp 


8001240292 Comments on proposed ruJo 10CFR50 breathing apparati ft 
dosimeters should be distributed to people within 20 milofl 
of site Transport S. other plan implementation should be 
provided & paid for by stockholders 
ORR, R , QRR.ft Affiliation Unknown 79/00/11 2pp 


800J24 0299 Comments on proposed full? l0CrH50 utils ft nuclear industry 
should share burden of costs such as providing 
transportation to evacuate pub 1 ic, food, shol ter ft clothing 
for those evacuated 7. help in resettlement 
HUNT. G T Affiliation Unknown 79/00/14 ?pp 


0001240305 Comments on proposed rule 10CFR50 public exposure to 
radiation should be eliminated within 15-mii* radius 
Power companies should be responsible for informing public 
ft assuming cost of implementing plan 
ELLIOT, D Affiliation Unknown 79/07/22 Ip 


8001240311 Comments on proposed rule 10CFR50 questions timing Of NRC 
re quest after TM 1 incident for input ro emergency readiness 
RELCHNER, H Affiliation Unknown 77/07/25 3pp 


0001240310 Comments on proposed rule 10CFR50 no after-fact emergency 
plan will be enough to undo damage Seeks conservation as 
alternative to nuclear power 

SCHOUTENS. I S Affiliation Unknown 79/07/26 »p 


8001300554 Comments on proposed rule lOCTHSO emergency evacuation plans 
should be required as part of licensing procedure Emergency 
plans should attempt to prevent public radiation eiposure, 

DERICK, 0 Environmental Policy Institute 79/08/31 3pp 


8001300569 Comment* on proposed rules I0CFR30, 40, 70. 150 ft 170 draft 
0EIS should be revised ft reissued in draft farm ft 
r <?suU j ec ted to necessary public scrutiny Vendor endorse* 
position of testimony submitted by American Mining Congress 
OO0DEN, G Citizen Notch Co , Inc 79/10/23 2pp 


8O013QO877 Comments an proposed rules 10CFR30, 40, 70, 1 50 ft 170 doubt!, 
would be any OS market for corporate surety bonds 
PROVOST, L Affiliation Unknown 79/09/19 ip 


0001300562 Comments pn proposed rule 10CFRSD emergency drills should bo 
required annually for all area* within 10-mil* radius of 
nuclear facilities Funding for drills should be provided by 
utils 

KEARNEY.K Affiliation Unknown 79/00/27 2pp 



NONDOCKETED ITEMS 


325 


0001300586 Comments on proposed rule 10CFR5Q NRC should have ultimate 
control Crisis task force needed Public should be educated* 
local go/t officials trained Licensees should not be 
trusted 

DOUGLAS, K A Affiliation Unknown 79/00/29 6pp 


0001300590 FRDA 76-162 

"Mgt ** Storage of Commercial Reactor Wastes " 

* Energy Research K Development Admin (Presently DDE! 76 / 05/31 
39 pp 


0001300591 Y/0WI/SUG-77/14260 

"Natl Waste Terminal Storage Program Conference on Waste 
Rock In ter ac t ions. " 770706-07 
* Pennsylvania State Vniv 77/00/20 99pp 


6001300592 ERDA-76-43 V5 

"Alternatives far Managing Wastes from Reactors 6 Post- 
Passion Operations in LWR Fuel Cycle. " Vol 3. apps 
* Energy Research t» Development Admin (Presently ODE) 76/05/31 
300pp Available at NtTS +99 25 

6001300593 NURCG-0320 

"Workshop Matl for State Review of U8NRC Site Buitahllita; 

Criteria for High Leva! Radwastd Repositories " 

a Division of Fuel Cycle V Material Safety PB-272 -002 77/09/30 

35p p Available at NTI5 


0001300594 Y/OW t /TM-36/3 

"Technical Support for QElS Raduaste Isolation in Geologic 
Formations." Vol 3 re stratigraphies of salt* granite, shale It 
base 1 1. prepared by Dames l< Moore 
* Analog Devices. Inc 78/04/30 lOOpp 


0UCH3OO595 FRDA-76-43 V2 

"A1 ternotives for Managing Wastes from Reactors 6 Post- 
Fa ssum (JperatiDnc in LWR Fuel Cycle." Vol 2 re alternatives 
for waste treatment 

* hnprgy Research f - Development Admin (presently DOE) 76/05/31 
DOOpp Available at NT1B *112 73 


0G01 300796 NURLG/CR-0495 V2 

"Info Dnae for Waste Repository Design." Vol 2 equipment 
performance requirements 

KOPLtK.C M * PCNT7.D L . TALBOT, fl The Analytic Sciences Corp TIN 
D-M10-7 TR-1210-l 79/03/31 12Dpp Available at NTIS *07 29 


□001300 , 399 ERDA-7A-43 V4 

'Alternatives for Managing Wastes from Reactors 6 Post- 
riasiflo Operations in LWR Tuel Cycle." Vol 4 re alternatives 
for waste isolation If disposal 

* Energy Research & Development Admin (Presently DDE) 76/05/31 
I2lpp Available at NT19 *Q 00 


0001 J00600 FRDA-76 43 V3 

‘Alternatives for Managing Wastes from Reactors If 

Fas t-r l s s inn Operations in LWR Fuel Cycle. " Vol 3 re 

alternatives for interim storage t* transportat l on 

* Energy Research 6 Development Admin (Presently DOE> 76/05/31 

200pp Available at NT IE *09 00 


6001300605 Y/DW1 /TM-36/1 

' Technical Support for GElS Radwaste Isolation in Geologic 
Formations." Vol 1 executive summary, prepared by Science 
Applications. lfi< 

« Analog Dovicos. Inc 70/04/30 73pp 


11001300602 NRPG R69 

"Preliminary Assessment of Radioloqical Protection Aspects 
oF Disposal of High Level Waste in Geologic Formations " 
im.L.M D . GIlfMWaOD.P D United Kinqdom Atomic Energy Authority 
70/01/31 FOpp 


OOOS 300603 DRNL-905O 

"Storage *i Release of Radiation Energy in Salt in Fiaduraste 

RspositoriBB " 

JENKS, G M . RCIPP.C D Oak Ridge National Laboratory 77/10/31 
1-OFJjjp Available at NTJS *05 30 


0001300604 NUREG/CR-0032 

'■Radwaste Mgt Eitudy Task 1 Review of Waste Projection 
Models," final rept 

GOiELLNER.D . VOGT. D , KNIAZEWYCZ. Teknekrohr Inc NRC-02-77-160 
7B/07/31 72p p 


0001300606 ORNL/TM-5427 

"Updatod Projections of Radwaste to be Generated by U9 
Nuclear Power Industry " . 

KEG. C W . CRC1FF. A G . DLOMEKE. J 0 D«k Riffle National Laboratory 
79/12/31 136pp 


8001300607 f/OWI-9 

“Natl Waste Terminal Storage Program, " progress rept Oct 
t?76-Sept 1977 

* Analog Devices, Inc 78^04/30 420pp Available at NTIS 

*13 25 


GOO13G06OG ORNL/ rfi-4 481 

"Geochemical Behavior of Long Lived Radwaste " 

GERArF Oak Ridge National Laboratory 75/07/31 I02pp Available 
at NTIS 1.5 45 


00-0130060? Y/DWI '1M-36/J 

"technical Support for G£15 Radwaste Isolation an Geologic 
Format i o ns , 1 u ol 2 re commercial waste forms, pac laying 6 
projections for p r o c otic e,p tu a 1 repository design studies, 
prepared by Science .«pp 1 i ca ti om, I nc 
* Analog Devices Inc 7F1/04/30 97pp 


80013006 10 NUREC-0412 

‘Essays on Issues Relevant to Regulation of Radwaste Mgt " 

D I SHOP, W P . HlLllERftY, fl WftTSOM. R A Sariiia Lab riratoi l ets FIN 
A-I137 PD-201-347 70/04/30 lOlpp Available at NTIS 


000 1 3006 J 2 ORP/CSD-77-i 

“Workshop on Issues Pertinent to Development of Lnviron 
Protection Criteria for Radwast os, " 770203-05, Reston, VA 
* Environmental Protection Agency 77/02/26 250pp. 


0001300613 V/OWl/SUG 76/16506 

Waste Isolation Facility Description Dedded fcalt." 
prepared by Parsons Drincleihoff Quads "t Dauqlai*lnc 
* Analog DevHPi, Inc 76/09/30 75pp 


8001300614 EPA/520/4-7C-004 

"State of Geological Knowledge re Potential tiaiispurt of 
High Level Radwaste fro-m Deep iunt mental Repositories " 
* Environmental Protection Agency EKj/OI/ 31 6Jpp 


8 001 3006 1 5 EJNWl-19 VI 

"Natl Waste Teiminal Storage Program. ' Vol l tsi finical 
over v i e w 

* riattelle Memorial Institute, Columbus laboratories /9/02/I6 
iDOpp Available at NT 1 5 trm 00 


CGOUO061A Y/QWl/Td 44 

"Cor tr i bn t 1 on to Draft GElS on Carrrnorc io i Waste Mgt 
Radwaste Isolation in Geologic Formation* " 

* Atialaq Devices, Inc 70/04/30 'tOOpp 


0OO1JOO623 Comments on proposed rule 10CFR32 TK Dept (if Health endorse 1 * * * * * ', 
proposed rule changes New label requi i omon t s would better 
Inform consumer of contents 

LACKER. D K Texas, btate of 00/01/04 Ip 


0001300628 Comments on proposed rule lOfFRSO regulation should bo at 
lowest possible enforepment level Licensing powijr should 
rest u/governor Conti act needed betuuen federal qovt & 
s lates 

HALEY. P E Fed oral Emergency Management Agent, y 79/l2/2'7 Fpp 


0001300632 Commonts or proposed iuli> I0CFR70 agrees that benefits al 
Pu-powered pacemakers exceed risk tn en/trun 
SURAWICZ.D Affiliation Unknown /9M2/2B 2p|i 


BOO 3 31 0002 Y/DWl/TM 16 ft 

"Technical ‘support for GElS Radwaste Isolation in Geologic 
Formations, ‘ Vol 7 re baseline rock propel tins basalt, 
prepared by Daines t> Moore 
* Analog Devices. Ini 7U/O4/30 L53pp 


8001310003 Y/QWI /TM-36/6 

'’Technical Support For GEl^ Radwaste Isolation in Geologic 
Formations., " Vol 6 re baseline rock properties shale, 
prepared by Darios h Moore 

» Analog Oevires, Inr 7 fl/O4/30 120pp 


0001310004 Y/0WI/1M-T6 M2 

"Terhnical Support for GETS Radwaste Isolati-on. in Geologic 
Formations,' 1 Vol 12 re repository pr scon c ep tu a 1 design 
Studies shale, prepared by Paroons Dirunkorhof f Quads t. 

Doug las. Inc 

* Analog Devices, Inc 70/04/30 20Gpp 


8001310005 Y/OWI/Til-36/lfr 

"Technical Support Fot GElS Radwaste Isolation in Ger’ogic 
Formations," Vol 16 re repository prqcuncepfcual design 
Studies BPNL waste forms in sal fc. p r epare d by Parsons 
Drlnckcrhoff Qgade & Douglas, Inc 
* Analog Devices, Inc 70/04/30 250pp 
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P/ntSlGCO* y/CW'TH- 36/19 

Technical Support for GEIS fladuaste Isolation m Qeclogic 
Parrjtionj Vo 1 19 r f *h»rral aria i y s * s > p r ep sr ed by Science 
fi?.pl nations. Inc 

* Analog De.ices Inc 70/04/30 2fi2pp 


8001310020 Y/OWI /TM-3t>/4 

"Technical Support for GETS ftadwflote Isolation in Odq logic 
Format i ons* " Vol A re baseline rock properties s*i 1 1 * p i spared 
by Dames 6 Moore 

* Anal o g Devices/ Inc 78/04/3 0 200pp 


C-C0131C007 Y/dWI/7M-;j6/|4 

Technical Support for GEI5 Ra*} waste Isolation in Geologic 
FcrflJtiuns ’ Vol 14 re repository preconceptual design 
stjdies basa 1 1. prepare J by Parsons 3rtnc fcerhof f Quads & 
Co- 1 la*. Ire 

* Analog Desires, Inc 78/04/30 I34pp 


0001310021 Y/OWI /TM '36/ 13 

"Supplemental Technical Info in Support of Y/OWI /TM-44. " 
Vol 13 re drawings for repository preconcep tual design 
studies shale* prepared by Parsons Br irikerhof f Gu«sdo K 
Doug las* Jnc 

KIDDEi R Y , BDCH. A L Analog Devices, Inc W~74 OVTNO' r>6 
70/04/30 I72pp 


£7vl3lCCD& Y/(jWI/Ti1-3a/10 

Technical Support for GEIS Radvaste Isolation in Geologic 
Fomaticns. Vol 10 re facility const feasibility I* costs by 
rock type prepared Parsers Er me kerftof f Ouade & Douglas 
« Analog Devices Inc 70/04/30 lOOpp 


£•*01310009 V /0WI/TM-36/5 

Technical Support for OF IS fiadwaste Isolation m Geologic 
Formations, " Vol 15 re baseline rock properties granite* 
prepared by Dames I* Moore 
♦ Analog Devices Inc 7S/G4/30 120pp 


CGD131001C Y/DWI/TM 36/15 

Supplemental Technical Info in Support of Y/0WI/TM-44. 14 
Vol 15 re drawings for repository preconcep tual design 
studies basalt prepared by Parsons Brmkerhoff Guade (* 
Douglas* Inc 

4 Analog Devices Jnc 70/04/30 200pp 


S3C 13 ICO 1 1 V/OWl/TH-36/23 

Technical Support for GEIS Radwaste Isolation tn Geologic 
Foma t ions ‘ Vol 23 re environ effluent ana 1 yses* prepared 
by Science Applications Inc 
* Analog Devices Inc 70/04/30 |2&pp 


60013 1 0012 Y/OWI /Trt-36/21 

Technical Support for GEIS Raduait* Isolation m Geologic 
Formations, 4 Vol 21 re ground water movement l< nuclide 
transport prepared by Da^es 6 Moore 

* Analog Devices* Inc 70/04/30 J50pp 

S0013I0013 V/OWI/7M-36/9 

Supplemental Technical Info in Support of Y/OtfI/TM-44. *' 
-'o] 9 re drawings for repository preconcep tua 1 design 
studies prepared by Parson Brmkerhoff Ouade !, Douglas, Inc 
■ Analog De.ices, Inc 70/04/30 22Gpp 

S^jniOOlA v /DWI/TM-36/10 

Fn Tf ^; caj Su ' P ? r d V° r cEIS * d ^«te Isolation in Geologic 
Formations Vol 10 re repository preconceptua I design 9 
studies gram te, prepared by Parsons Brickerhoff Quade fc 
uougias* Inc 

* Analog Devices, Inc 70/04/30 139pp 


S-03131G015 Y^OWl/TH'36/0 

Format ! ^ n « 0ErS Ra<lw ”^ Eolation m Geologic 

. d, 'ri. VOi 9 r * re P° iitor Y preconcep fcua 1 design 

Inc k ' PrEpart<J ParSDf ‘» Brmkerhoff Q^d* t* 

* Analog Devices Inc 70/04/30 I50pp 
BOO 1310016 V 'QWl/TM~Df,/20 

Technical Support for GEIS ftadwaste Isolation m r D ni 
'*:*«>«»>■ ■ v„i so *, tb«r.,«*chl“ c i” i" ?” ° 9,c 

of ••**"» 

* Analog Devices. Inc 70/04/30 j23pp 

6001310017 Y/OWI/TM'36/| 1 

T " h,, ; c * 1 *"'<■ t" Support Ot V/OWI/IH-04, « 

5S::ir ^rK^res«siss! : ; 

* Analog Devices. Inc 70/Q4/3O 20Opp 
3001310016 Y/OWI/TM-36/17 

Vo| ,P 17*r* f1 Jri )l) mS5 n fnr 1 r lT,f0 ir n Support of V/OWI/TM-44, " 
studies g PWL w * st . 

Srintero## Ouade t DougUs!\Jc P P 4 ^ Pars0nf 

* Analog Devices. Inc 70 / 04/30 bQpp 


° f un »- T - «**«. R . dl . t i., Bld , 

National Academy of Sciences 79/12/3 1 75 pp 


0001310022 ERDA-76-43 VA 

"Alternative for Managing Wastes from Reactors & 

F*o*s fc-Fis.ion Operations lh LWR Fuel Cy< le, " Vol 1 re 
alternatives for back end of LWR Fuel cycle typos 8< 
properties (if LWR fuel cycle wastes 

* Energy Research h Development Admin (Presently DOE) 76/OD/ It 
200pp Available at NTlS »7 30 


0001310023 Y/OWI /TM-36/22 

“Technical Support for GEIS Radwa.te Isolation in Qooloqic 
Formations*" Vo 1 22 re nuclear c ona i d era 1 1 onn fur 
repository des i gn. prepared by Science App 1 i cat ionn. Inr 
« Analog Devices. Inc 70/04/30 122pp 


8001310024 L8L-S20Q 

“Swedi sh-Amer icon Cooperative Program on Wadwflflto storage In 
Mined Caverns i n Crystal 1 me Rork* " Technical Info lUpt Ift 
re Preliminary Rept on geophysical It mocbaniral bnrehoio 
Measurements at Stnpa 

NELSON, P , PAULB30N, D , RACHIELfc. R Lawronce Her to ley Lob or a Cur g 
SAL-16 79/05/31 167pp 


8001310025 "Geologic Disposal of High I evel 
Perspective," USGS Circular 779 
UfiEDEHOEF f J D , ENGLAND* A W , STEWART, J) D 
G(J0 logical Sui vuy BO/01/30 !9pp 


Radwflo to c Lorth Sc l criif « 
Intnr i or. Dept of* 




wSste ,$J t P I e * ldent by Interagency Review Group on Nuclear 

DEUTCN i M ^ n t crag enc y Review Group on Nuclear Waste Monogemon t 

“m 0 75 8H,ptflf UC ' 70 79/ °a'Jl AvllJKSft.l 


** FlT ’ aI 8torilq9 of UnT oproconood Spent Nucl««r 

* Kdrn -Dransle-SakerhBt 80/01/30 1 Mpp 

8001310028 LBL-7074 

uUAH.O Laurence LaHaratory SAC-O* 70/00/00 p 

* Kdrn ^T-4nsle-Sakerhet 80/01/30 165pp 


w-vutguau LIIL-ZUTr 

- "«*-•“ •*«... . 

bIJ! 5 i 8PII ?8 /os/ 3, , '“S3;” 


E.uui) |> n 


meal Progress 


Ouartar, Oc t-D*c T.cha 

70/ 1 a/3 1 " °£90f f r ' *A vi i 1 a b 1 a * a t 


f qr 

U(, *70 


Mined Cavern, in Crystalline RdI?^ ? J W-sTwjiJ t* atorage in 
^ rock mass charattori a I n fit ' M: ehnie * 1 Inr ° **"* iQ 

In granite ‘^nation for storage of nuclear waste 

WITHERSPOON, P * NELSON* P , DnF r i *, 

79/02/20 36pp 1 L atj rence Berkeley Laboratory 


SAC -70 


SOO 1310033 "Handl 
Pool* " Vol 2 


ififl * final Storage 


of 


* Karn-Brans 1 e-Sakerhfl t 80/01/30 


Wnreprocessed 

324pp 


Spent Nuclear 


Mined Caverns in CrystaUino Rock?" Technic^V *11 

3 re borehole drilling t t relatrd 1 Pro J«Ct Rapt 

DURFUR8T.P j La»r. n ? e “ at Stri| '* «»»• 

3 ^PP Available at NTIB *5 25 Li>6Drator y SAC-05 78/08/31 
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B€01010035 QNWI -20 NUS-33M 

"Waste Inventory Rept fur Reactor >, Fuel Fabrication 
Fac x 1 1 ty Wastes 11 

PHILLIPS, J , PEI ZOLl AH I , F , MART INE I T> R Ua t tc 1 ) e Memar i a 1 
Institute. Columbus Laboratories 79703/31 4O0pp Available at 
NT 1 5 »13 25 


BO0 1310036 LDL-8203 

'"Sued i sh-Amer xcan Cooperative Program on Radwaste Storage in 
Mined Caverns in Crystalline Rock 1 Technical Info Rept 12 
re geochemistry U isotope hydrology of groundwatcTS in 
Strips gram te, r esu I ts »« preliminary interpretation 
FRITZ, P , DARKER, J F GALE. J fc Lawrence Berkeley Laboratory 
SAC-12 79/04/30 !40pp 


BOO 1 310037 LDL-Ofl 

"Sued i s h-Amer s c an Cooperative Program on Radwaste Storage in 
Mined Caverns in Crystalline Rock." Technical Project flept 9 
re mining methods used in underground tunnels Sr test rooms 
at Stripa 

ANOERSSCN, 0 , HALEN, P A Lawrence Berkeley Laboratory SAC-OS 
76/08/31 ^Jpp 


0001310030 ONWI-9 (21 

"Ofc of Nuclear Waste Isolat ion, Technical Progress Rept for 
Qua r t pr, Jan'Mar 1979 " 

•* Oattelle Memorial Institute, Columbus Laboratories UC-70 
79/03/31 353pp Available at NTIS tlO 75 


0001310039 LDL-70/9 

-"Sued i sli-Ameri can Cooperative Program tin Fladwaste Storage 
in Mined Caverns in Crystalline Rock," Technical Progress 
Rept 15 re preliminary results to approach tD fracture 
hydrology at Stripa 

GALE. J E Waterloo. Univ of 1 , WITHERSPOON. P A Laurence Berkeley 
Laboratory SAC lb 79/05/31 33pp Available at NTIS 


0001310040 L0L-707G 

■ Owed 1 « h -Ame f i can Cooperative Piogram on Radwoste Storage in 
Mired Caverns in Crystalline Rock* 1 ’ Technical Project Rept A 
re stress measurements in Stripa granite 

CAHL5SDN, H Lawrence Berkeley Laboratory SAC-04 78/08/31 19pp 


0001310041 LHL-8571 

■ Qwod l s h -Amef i con Cooperative Program on Radwaste Storage in 
Mined Caverns In Crystalline Rock," Technical Info Rept 17, 
re observations of potential mie-effect in experimental 
determination of hydraulic properties of fractures 

Wl TMERSPOON, R A, AMICK.C H . GALE, J E Lawrence Berkeley Laboratory 
CAC-17 /9/05/3I 22pp Available at NTIS 


GOO 1 31 0043 UMNL-1944 

'Raiimtion Effect? In Solidified High Level Waste, Part i 
Stored Energy “ 

HUBERTS. F P . JLHKfiiO H , flQPP. C D flatten* Memorial institute, 
Pacific Northwest Laboratory 76/01/31 lOOpp 


E?001310044 I BL-7072 

*' £uie d i sh-Amer i c on Cooperative Program on Radwaste Storage in 
Mined Caverns in Crystalline Rock," Technical Project Rept 
11 td full-scale fc time-scale heatinq experiments at Stripa 
preliminary results 

CflUK.-W G W i JfOCIt), M l awronce Berkeley Laboratory 8AC-I1 
70/12/31 I7pp 


6001310045 LOL'7086 

M Gued i sh-Amoi lean Cooperative Program on Radwaste Storage 
in Mined Caverns In Crystalline Rock," Technical Project 
Rept 6 ra pilot heater tost in 0 tripa granite 

CAflLSSm If Lulea, Un 1 v of SAC-06 7G/Q0/31 i55pp Available 
ai NTIS 00 

03OI3SO120 Comments on proposed rule 10C|'R61 more detailed It specific 
info should be required on hydrogeologic characteristics 
Draft represents step Porward in sound low level waste mg t 
ROflERTsCN, J D Inter lor, Dept of, Geological Survey 80/01/15 
43(1 p 

GOO-1 310129 Comments on proposed rule 10CFR61 add 1 technical & editorial 
ePforfc should be made before promulgating documents as draft 
r eg-wlat ion 

SJMIEZEK.J H Division of Fuel Facility h Materials Safety 
00/01/17 7pp 


COO 13 3 01 77 Comments on proposed rule J0CFR5O federal guidance should 
come at CP stage Strongly recommends faderal financial 
assistance to state & local govts for plans Licensee should 
finance local monitoring equipment 
AKELROD, D New Vork, State of 79/07/06 12pp 


Q0013 1 OL 02 Comments on proposed rule 1QCFR50 plan should be site- 
specific NftC concurrence would give some assurance of all 
ureas meeting requirements Fees collected locally from 
utils could finance monitoring t training proqrams 

JOHNSON, D League of Women Voters of Rockford, IL 79/09/04 Jpp 


8001310190 Comments on proposed rule iOCFRSO radius should be expanded 
to 30 miles V monitoring equipment should be improved -Cites 
need for annual drills / increased public education 
DOBSON. T Public interest Research Group in Michigan 79/GB/JO 
1 4pp 


BOO 1310309 Response to 000109 notice of 000129 prehearing conference 
Urges review of geologic disposal alternatives contained in 
DOE draft OK IS 0046-10. "Mgt Commercially Generated 
Radioactive Waste " Certificate of Svc enc 1 
SHELDON, K P New England Coalition on Nuclear Pollution 
SHELDON. K R Sheldon, Harmon t> Weiss 30/01/24 Upp 


0001310334 Comments on proposed rule 10CFR61 assumes rule is silent in 
areas quantifying nature, scope, qua l ity.quantity, container 
she limits !< isotopic content so that licensee has same 
flexibility in const or operation of disposal site 
BPINSKS'A J California, Statu of 79/12/27 Upp 


PRM PETITION FDR RULEMAKING 


6001,030694 Comments an denial -of petition fur rulemaking 71-7 WR( 
acted arbitrarily In denying petition. Requests proper 
hearings to consider consequent hardships perpetrated on 
industry Marked-up transcript eccorpt encl 
PEEPLES, W P Numet 79/10/10 iQpp 


Q001L40041 Comments on Petition for Rulemaking 35 1 no NlfC 
correspondence nr copies of public comments responding to 
notice of petition received from NflC Thirty favorable 
responses to petition received recently from public 
TAPLIN, G V California. Vmv of, Los Anqoles. 79/09/ 1J Ip 


0OO1MOO04 Comments on Petition for llul ejnak 1119 50*23 util does pint have 
authority to control t evacuate people located beyond Utx) 
property line Evacuation actions beyond util property line 
aro under jurisdiction af public agencies 

DALE, L f Mississippi Power t* Light Co AELH-7V/G4 79/03/07 
3pp 


8001140130 Notice of issuance ?< availability of dental of 
Non-Destructive Testing Mgt Associates 700510 petition to 
remove App E requi rementa delay effective date of 
imp 1 omenta t ion of regulation until proper hearing conducted 
GOSSICK.L V Office of the Executive Director for Operations 
79/10/02 IGpp 


--80D1140I41 notifies of denial of 7003*0 request far removal of App F 
requirements t delay of effective date Adequate notice of 
regulation was published in FR 

GOSSICK^L V Office of the Executive Director For Operations 
79/10/02 2pp 


—8001140145 Discusin need ta improve compliance w/regula ton; 
requirements for GA programs for packages of radioactive 
mat l 9 Increased emphasis or> OA program will entourage 
greater self-action by shippers fc carriers 

GOSSICK.L V Office of the Executive Director for Dperations 
79/10/02 9pp 


— 0001140147 Va lue/impac t assessment of Won-Do a t rue 1 1 ve Tostmq (igfc 
Associates 700516 requoit for removal of App b requironents 
re QA criteria fOT shipping packages for radioactive mail 
* Office of Standards Development 79/09/30 Vpp 


— 0001140153 Requests removal of App E requirements re QA criteria for 
shipping packages -ft dr lay in effective date of 
implementation NHC did not notify majority of 
manuf at turef » of requirements 

P&EPLES, W P Non-Dp struc t i vo Testing Management Association 
78/05/10 7p p 


— Q0QII40164 Working paper issue of Reg Guide 7 XX, "Content of 
Description of QA Program for Use.Maint %• Repair of fahipplng 
Packages for Certain Special Form Radioactive Matl " 

* Office of Standards Development 78/05/01 13pp 


— 9001 140172 Comments on Petition for If u 1 ema k mq 71-7 item forced on 
industry w/o proper discussion or proof of necessity 
MALEK.F A Numet 78/07/19 2pp 
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"-BOG 1140179 Comment? on Petition For Rulemaking 7J.-7 GA program 
duplicate^ operating f emergency procedures Commission is 
try-ng to require equipment be designed to eliminate h liman 
erroi 

MULL IK I N, M S Universal Testing Lata, Inc 70/07/31 2pp 


‘'-BOO l 140101 Comments on Petition for Rulemaking 7 1 -7 ittm forced on 
industry w/o proper discussion or proof of necessity 
CULLUM.fi Affiliation Unknown /8/CQ/01 2pp 


— 0OO114O1B3 Comments on Petition for ftu J emak mq 7J-/ regulation is not 
necessary Requests immediate removal 
HEATER. H Ecu-Caotroli Inc 7D/07/3J Ip 


000 l l 40107 Comments an Petition for Rulemaking 7i-7 item Forced on 
industry u/o proper discussion or proof o F necessity 
WILLIAMSON 0 star Jet Oil Well Set vices, Inc 70/07/31 2pp 


" -GQOJ 1 40J 09 Comments on Petition for Rulemaking 71-7 need for regulation 
not proved Costs are substantia! 

JAYrOV, C E affiliation Unknown 7H/Q0/OJ Ip 


- 8001140193 Comments on Petition for Rulemaking 71-7 lack of 
justification for regulation Industry has outstanding 
'lafety record 

ILQUD.r Affiliation Unknown 70/07/31 Ip 


--OGGI 140J96 Comments on Petition fur Rulemaking 7 1 "7 unnecessary 
regulations, uj/o basic, for implementation 
OffANIlPR.P Affiliation Unknown 78/Op/Oi Jp 


* £30011401*37 Comments on Petition for Rulemaking /J-7 present requia titin-s 
are adequate Add 1 amends should on 1 y be added after 
extensive hearings 

LAMD. iJ D Standard brands, Jnc 7H/Q0'O2 Ip 


“"(3001140204 Comment? on Petition for Rulemaking 71-7 proposed change to 
regulations unuarranlrd & costly OUT shipping requirements 
are adequate 

SHORT, E W Affiliation Unknown /lJ/OQ/02 ip 


-G001 1 *102 09 Commentb oh Petition for Rulemaking 71-7 regulation toiurri 
on industry u/o proper discussion or proof of necessity 
IW ENHELDT M n International Testing Laboratories, Inc 
70/07 / 31 2pp 


~ 8001140214 Comments on Petition far flulema k inq 71-/ requests review of 
regulation Rule would require industrial radirgriiphic lobs 
to develop programs superfluous to programs developed by 
container manufacturers 

NODES , C M Universal Testing Labs Inc 78/07/31 Ip 


- EJ001 140o!21 Comments on Petition for Rulemaking 71-7 supports petition 
to remove regulation Add 1 paperwork will necessitate 
Inc rpased pr ices 

wm ZEL-n J Uitiasonic Specialists, Inc /Q/08/02 Ip 


- -0001 1 40227 Comments on Petition For Ff u 1 emaJung 7 J -7 !CLhR7i,npp L 
faired on industry w'o proper discussion or proof of 
necesM ty 

HOBCL.OF Affiliation l/nlnqun /B/08/04 Ip 


--0OOI 14G2J1 Comment* on Petition for ftulorvak inq 71-7 regulation forced 
an industry w/o proper discussion nr proof of rieressity 
MJLLFR.C D Affiliation Unknown 7B/0&/04 Jp 


- 800114023*? Comments on Petition for Rulemaking 7 J-7 App F lacks 
justification f> is totally unnecessary Regulation will 
generate increase in cost ** place addl burden on industry 
Cft&TniM. H M Affiliation Unknown 78/08/02 ip 

G001 140247 Comment's on Petition for Rulemaking 71-7 App C farced On 
industry w/o proper discussion or proof of necessity 
Existing regulations are adequate 

DALTON, H J> Affiliation Unknown 79'08/03 IP 


-8001140252 Cemments oh Petition For Rulemaking 71 7 protests adoption 
of App E w/irvcreased OA requirements for transportation of 
nuc 1 ear matl s 

CAMPBELL, P J Affiliation Unknown 70/00704 Ip 


— 8001140267 Comments on Petition for Rulemaking 7 1-7 item forced on 
industry w/o propei discussion or proof of necessity 
Existing regulations are adequate 

STEVEN5DN. E E Affiliation Unknown 7Q/QB/Q7 2pp 


*—0001 140272 Comments on Petition for Rulemaking 71-7 App E forced on 
industry w/o proper discussion or proof of necessity 
Existing regulations ate adequate 
ROGERS. J R Affiliation Unknown 78/08/07 2p|i 


— 0001140279 Comments on Petition for Rulemaking 7J-7 regulation will 
place addl cost burden on industry Coals will be passed on 
to customers 

CHAUUIN.fi J Af Filiation Unknown 78/08/07 ip 


— 000 1 1 40283 Forwards Six comments on Petition for Rulemaking 71-7 from 
members of Air Transport Association of America Current 
regulations are adequate Rule duplicates present maint 
programs required fOT approved license 
THOMAS, EL Affiliation Unknown 7B/O0/U Bpp 


— 0001140200 Comments on Petition for Rulemaking 71-7 opposes new, 
regulation Industry is burdened w/excessive b unnecessary 
paperwork Rule would increase inflation by creating more 
overhead coats 

ROBERTS, W M Ultrasonic Specialists. Inc 70/08/11 Ip 


--8001140294 Comments on Petition for Rulemaking 71-7 imposed on 
industry w/o interchange of communication Industry is 
c verr egu ) a ted 

C0PE,P Armstrong Cork Co 78/08/09 Ip 


--0OO114O3OO Comments on Petition for Rulemaking 71-7 opposes 
regulation Transportation of radioactive matl in accordance 
w/NRC license J< manufacturer instructions 
MCCARTHY, E L Devault Contracting 78/00/09 lp 


- -G001 140302 Comments on Petition for Rulemaking 71-7 requests immediate 
removal of regulations Industry is overburdened ui/ 
r eg u la 1 1 on s , me king competition in world market difficult 
URYANf, E G Affiliation Unknown 78/00/03 Ip 


- 8001140307 Comments on Petition for Rulemaking 71-7 new regulation 
will not protect safety af populace Cost of implementation 
wiLL be passed on to taxpayers 6 customers 
STEVENS, D F Affiliation Unknown 78/08/11 lp 


—0001140311 Comments on Petition for Rulemaking 71-7 App E critpria 
imposes trpmendnus financial burden on licensees 
URC IUDLCJ, L R Pan American World Airways. Int 0-11-20 (9-91 
78/08/ 11 2pp 


--0001140115 Comments on Ppfcltlon for Rulemaking 71-7 requests removal of 
App E requirements New legulations needed at state level. not 
to NRC licensing 

&UUTHERS.K L Ultrasonic Specialists, Inc 78/08/11 2pp 


-Q001140321 Comments on Petition for Rulemakinq 71-7 increases coat of 
govt administration V complicates licensee work w/o 
beneficial effect 

VAN AL8TYNE.A F Aff l Hat ion Unknown 78/00/09 Ip 


— 800114032/ Comments on Petition for Rulemaking 71-7 item forced on 
industry w/o discussion oi proof of necessity Existing 
rogul atlons are adequate 

TURNER, L V Basin Surveys, Inc 78/08/07 2pp 


8001140132 Comments on Petition for Rulemaking 71-7 App E requ i r eme nto 
re radiography device? would result in duplication of 
regulation *< generate unnecessary paperwork 

RENZETTI.JL Navy, Dept of, Naval Facilities Engineering Command 
04NZ/GWA 70/00/1$ 2pp 


— 0001 140335 Comments on Petition for Rulemaking 7|-7 increases cost of- 
sources manufactured from Class D quantities 

PERRONF . F A American Biltrlte, InC . Accurate-Hami 1 ton Dxv 
78/00/14 2pji 


— 0001140352 Comments on Petition for Rulemaking 7i-7 requests 10-month 
extension to clarify requirements 

SANTORO. M P ANTECH. Inc Advanced Mechanical Technology 
70/05/31 lp 


-3001140257 Comments on Petition for Rulemaking / i -7 ruin would not 

improve radiographic Industry —0001140355 Comments on Petition for Rulemaking 71-7 requests extension 

* Inlermounta l n Testing Co 78/OB/OB lp x of B00701 deadline for completion of GA program 

GAMBLE, D C Nuclear Energy Service. Inc 70/06/01 ip 

-0001 1 40260 Comments on Petition for flu luma k ing 71-7 protests NRL 
attempt to impose requirements of App E on industry 
WALL. C L Ch£m Hill, Inc 78/06/08 lp 
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- — B001 140359 Comments on Petition far Rulemaking 71-7 requests ISO-daij 
extension to file description of GA prognm 
MCCARTHY, E L Devault Contracting 7B/Q6/05 Ip 


8C0I160595 Provides Subcommittee on Nuclear Regulation w/FR notice of 
denial of PRM-150-l, "Recognition af Agreement State 
Licensees " Limit of ISO dags provides breakpoint between 
NRC recognition of license ?< issuance of license 
MlNOGUE. R 0 Office of Standards Development 79/12/06 Jpp 


800 1 1 70500 Discusses petition for rulemaking 2-3 filed by the State 
of NH requesting NRC & six other federal agencies tu conduct 
joint proceedings 

MULLER, D Division of Systems Safety 79/11/07 ip 


8001100103 Concurs w/proposod NRC papeT re Petition for Ru lemak ing 2-*7 
Cfc of Nuclear Reactor Regulation also concurs 

MULLER, D R Division of Site Safety h Environmental Analysis 
80/01/07 Ip 


0001230015 Comments on petition for rulemaking 31-5 dollar value 
impacts outside scope of Table 5-3 re nuclear mgt te should 
not be included 

COUNSIL.WG Northeast Utilities 00/01/05 ip 


0QO13OO353 Comments on petition for rulemaking 50-26 requests design 
requirements for plants storing nuclear products Design 
must protect against release of nuclear products in case of 
nuclear weapon deployment at site 
WATSON, W K Affiliation Unknown 00/01/06 Rpp 


PflOJ PROJECTS - PREDOCKET LICENSING 


7912310187 Comments on proposed rules 10CFR30, 40. 70. 1 90 5< 170 
application expresses concern that developing regulatory 
scheme does not adequately take into account unique 
processes used in isolation extraction af U 
MARSHALL, W H Sup e lco, Inc 79/10/23 lOpp 


3001020049 Ack receipt of JF Ooldberg 791114 ltr tu A5L11 re status of 
subpoena issued for Southern CA Edison Co deposition Joint 
statement qf 791026 between Edison & CA Dept of Water 
Resources is appropriate resolution to controversy 
SHERWOOD, A L Gibson. Dunn !, Crutcher 79/12/03 Jpp 


□001020153 Responds to Southern CA Edison 791205 ltr re NRC objections 
to util ** Dept of Water Resources settlement regarding 
subpoena directed tD util NRC will meet w/util on 600116 to 
resolve issue w/o involving ASLfl 

CDLDOEnG. J R Antitrust Division 79/12/21 ip 


8001070201 Comments on proposed rule 1OCFR30 due to current regulatory 
t industry per formanc o, cons iders idea of tailings control 
through ponding technology hypothetical at best 
HILLER, J Affiliation Unknown 79/11/26 39pp 


8Q0107G25B Comments on proposed rule 10CFR30 U mill tailings Industry 
should be entirely under NRC jurisdiction Recommends bettor 
definition of "below grade" in regulation 
WEISS, R W Affiliation Unknown 79/10/21 2p p 


8001080324 Comments on NUREC-051 1 we 1 1-p resen ted U thorough assessment 
of U milling Cost/benafit analysis approach does not include 
option of not milling & mining U ore 

PHllLIPS.JI Qrecnpeace Foundation 14769 79/12/26 4pp 


GOO 1 1 10064 Responds to 791116 ltr re PGiE privilege claims Claims h avo 
been outstanding for exceedingly long time & to date no 
claims have been filed by PGAE w/ASLD Claims must be filed 
within 15 days or intervonors will file 
GOLDBERG. J R Antitrust Division 79/11/30 lp 

B0011 10469 Amend 39 to FSAR, Section 3 2. piping & instrumentation 
diagrams Drawings enc 1 

SC HADE. A R Hanford Engineering Development Laboratory 79/11/30 
23pp 

— 8001110473 "Notes &< Safety Function Symbolism " 

* Dochtal Carp 79/11/30 Ip 

— 0QO1 1 10479 "Piping fc Instrumentation Diagram Instrument Air Bvc Piping. 
Sys 23 ° 

* Bechtel Corp 78/06/13 lp 

--BOOI 110404 "Piping it Instrumentation Diagram Breathing Air Svc Piping, 
Sys 23 " 

* Bechtel Corp 78/02/07 Ip 


--80011104Q6 "Piping it Instrumentation Diagra m Coo 1 ing Inside Containment 
Piping, 3ys 23 " 

* Bechtel Corp 76/11/12 lp 

— 0001110492 "Piping It I ns t rumen tat i dti Diagram Fuel Q 1 1 - to-Hea tars 
Preheaters Svc Piping, Sys 23 44 

* Bechtel Corp 79/03/10 Ip 

— 8001110496 "Piping *< l n 5 trume nta fc 1 on %> Flow Diagram Instrument Air-tn- 
Dump Huat Exchangers Svc Piping, Sys 23 " 

* Bechtel Corp 70/01/31 lp 


— 0001110501 "Piping it Instrumentation St Flow Diagram Instrument 
Air-to-Dump Heat Exchangers Svc Piping, Sys 23 ” 

* Bechtel Corp 78/01/13 lp 


— B001110505 "Piping St Instrumentation Dia g ram Mob 1 1 1 h erm Sy a , Sy 5 23 " 

* Bechtel Corp 79/07/20 lp 

— 0001110509 "Piping St Instrumentation Diagram Radioactive Liquid Waste, 

Sys 23 « 

* Bechtel Corp 77/10/20 Ip 

— 0001110513 "Piping it Instrumentation Diagram Reactor Containment l< 

Heating tt Ventilation Sys " 

* Bechtel Corp 7B/02/01 lp 

— 8001110516 "Piping it I nstrumentat i on Diagram Air Coolers in Containment 

Bldg Heating h Vent i l at i on, Sy a 25 " 

* Bechtel Carp 70/01/27 lp 


— QQ01110522 "Piping U I nstrumentat 1 on Diagram Reactor Cavity Gas Cooling 
Sys 25 ’’ 

* Bechtel Corp 77/07/14 Ip 


— 9001110527 "Piping * I ns trumerifca t i on Diagram Heat Transport Sys Cells 
l «, 2 Case Cooling, Sy& 25 " 

« Bechtel COTp 76/01/26 lp 


— 0001110533 "Piping i, Instrumentation Diagram Interim Decay Storage Tank 
Cell 6 Miscellaneous Cells Oas Cooling Sys, Sys 25 " 

» Bechtel Corp 77/07/29 tp 

— H0011 1053S "Piping it Instrumentation Di agram Closed- Loop Cells l t* 2 
Gas Cool ing, Sy s 29 " 

* Bechtel Corp 76/12/22 lp 


— 8001110536 "Piping i< Instrumentation Diagram Closed Loop Cells 3 & 4 
Oos Cool ing, Sya 23 " 

# Bechtel Corp 75/09/09 lp 

— 0001110542 "Piping b Instrumentation Diagram Pipeuays for Cells 1.2,3 h 
4 Gas Cooling, Sys 25 " 

« Bechtel Corp 70 / 01/24 lp » 

— B0011I054B "Piping & Instrumentation Diagram Interim Examination it 
Maint Cell U Fuel Subassembly Gaa Cooling Sys, Sya 25 " 

# Bechtel Corp 79/04/04 lp 


—BOOll 10554 "Piping & Instrumentation Diagram Heat Transport bye Coll 3 
6 Miscellaneous Cells Gas Cooling Sys, Sys 2D “ 

* Bechtel Corp 79/03/01 lp 

— 800111036 0 "Piping It Instrumentation Diagram Reactor Head Compartment 
Gas fool ing. Sys 25 11 

* Bechtel Corp 77/01/11 Ip 

—8001110566 "Piping U Instrumentation Diagram Control Pod Drive 
Mechanism Gas Cooling, Sys 25 " 

» Bechtel Corp 77/12/09 lp 

— B001H0569 "Piping bt Instrumentation Diagram Loui Level Flux Monitors 
Gas Cooling Sys, Sys 23 " 

* Bechtel Corp 70/06/00 ip 

— 8001110371 "Piping U Ins trumentat i on Diagram Ctr Island Gas Cooling 
Sys,9ys 25 " 

* Bechtel Corp 78/05/11 lp 

— 8001110575 "Piping bt Instrumentation Diagram'NA Sampling Cells & 
Pipeuray Gas Cooling Sys.Sys 25 11 

* Bechtel Corp 77/07/15 Ip 
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— 8001110577 "Piping i Instrumentation Diagram NA Sanpling Cells & 
Pipeway Gas Coaling Sys.Sys 39 “ 

* D e c f>t si Corp 77 / 1 2/27 Ip 


--'30015 10500 "Piping & Instrumentation Diagram Containment Work Areas 
Heating L y Jv n 1 1 1 at i or. Sys 25 " 

» Bechtel CdTP 77/10/04 Ip 


— 8001110590 Piping U In s t rumen ta 1 1 an Diagram Iptsnm De^ay Storage 
Vessels Ml fcregen Backup Gas Cooling SysiSys £5 41 
* Bechtel Corp 78/02/09 Ip 


— 0001110396 “Piping U 1 nstTumehtat l on Diagram Control Area - C 13 U 
A E Q <EJ Heating U Vent i lattan. Sqs 35 11 
* Bechtel Corp 76/10/01 lp 


— 8001 1 1 0599 "Piping 6 Instrumentation Diagram LockeT 6 Basement Arras - 
C B b A £ B <E> Heating 6 Venti ] a t i on. Sys 25 " 
a Bechtel Corp 77/10/M lp 


'-8QQ1H0604 "Piping 6 I n & t rumen ta ti on Diagram Containment Qtdq ♦* 
Auxiliary Equipment Bldg East Floor P Ian. Elevation 550 Ft* 

Hits 2 h " 

* Bechtel Cot? 77/06/21 lp 


— 80 01 1 106 10 ‘Piping b Instrumentation Diagram Reactor Containment Sys £/ 
Miscellaneous Sqs m 
* Bechtel Corp 76/00/03 Ip 


— 0001110614 "Piping t Instrumentation Diagram Reactor Containment 
Monitoring Instrumentation, Sg s 27 " 

* Dechtol Corp 70/02/57 lp 


--8001110619 "Piping !< Instrumentation Diagram 
* BechteJ Corp 70/02/17 Ip 


— S00I 1 10623 "Piping U Ins tr umertat i an Diagram ATqon Cas/Compree 1 ed Air 
Sijs Cl pm ’’ 

* Dectitel Corp 70/03/31 lp 


— 8001110631 "Piping b Instrumental l on Diagram Main Heat Transport 
Lr>op lrLys 51 " 

» Bechtel Corp 78/03/01 lp 


— 8001110637 "piping \ Instrumentation Diagram Main Heat Transport Second 
Loop I , Sy s 51 1 

* Bechtel Corp 78/01/03 lp 


-8001110638 "Piping 5 Instrumentation Diagram Main Heat Transport 
Reactor Vessel, Sys 51 
* Bechtel Corp 77/11/JS lp 


0001110669 "Piping b Instrumentation Diagram Main Heat Transport 
Loop 2.5ys 91 “ 

* ( Bechtel Corp 70/03/24 lp 


— 0ODI 1 10674 "Piping 6 Instrumentation Diagram Main Heat Transport Becund 
Loop Dump Heat Ex-changer Loop 2, 8ys 51 " 

* Bechtel Corp 77/12/20 Ip 


— 0OOJ 110677 ‘Piping b Instrumentation Diagram Main Heat Transport 
Loop 3* S«j s 51 11 

* Dechte] Corp 70/04/11 lp 


— 8001110679 "Piping b Instrumentation Diagram Main Heat Transport becnnd 
Loop Dujjip Host Exchanger Loop 3, 8y» 51 " 

* Bechtel Corp 78/01/25 Ip 


-0ODlllO6Bi "Piping 6 Instrumentation Diagram Main Heat Transport Second 
Loop l,Domp Heat Exchanger Preheaters, Sys 51 " 

* Bechtel Corp 70/01/09 (p 


-0001110683 "Piping & Instrumentation Diagram Main Heat Transport Second 
Loop 3, Dump Heat Exchanger Preh eater », Sys 5i 11 
a Bechtel Corp 70/01/25 Ip 


-B0011106B4 "Piping b Instrumentation Diagram Main Hoafc Transport Second 
Loop 3, Dump Heat Exchanger Preh ea tors. 8y s 51 “ 

« Bechtel Corp 70/04/07 3p 


30DIU0686 ‘Piping l Instrumentation Diaqram Sodium Receiving b 
Unloading 5ysiSq$ 61 ,J 
* Bechtel Carp 78/03/13 Ip 


--B0011 10687 '"Piping *c Instrumentation Diagram Reactor Pi unary Sodium 
Processing Sys, Sys B1 " 

* Bechtel Corp' 78/03/17 lp 

— 80011106 B 8 “Piping 6 Instrumentation Diagram Reactor Secondary Sodium 
Processing Sys. Sy* 81 11 

* Dechte! Corp 70/01/31 Ip 


— 0001110609 "Piping t< Instrumentation Diagram Interim Decay Storaqe 
Processing SySrByS 81 " 

* Dechte! Corp 78/04/12 Ip 


SOOl 110690 "Piping 6 Instrumentation Diagram NAK Cold Trap Cooling Sysj 
Sys 01 " 

r Bechtel Corp 77/07/06 lp 


— 8001 1 10691 "Piping & Instrumentation Diagram NAtt Interim Decay Storaqe 
Cooling Sys, 8ys B1 " 

* Bechtel Corp 77/00/03 lp 


— 0001110692 "Piping 5 I ns t ru/nenta ti on Diagram Low Pressure Nitrogen 
Distribution Section 1. Sys 03 " 

■a Bechtel Corp 77/13/06 lp 


— SOOil 10693 "Piping 6 Instrumentation Diagram Argon Supply 6 Reactor 
Distribution-. 8ys 02 " 

# Beihtel Corp 77/00/03 lp 


— 800t 1 10694 ‘■‘Piping b Ins trumentation Diagram Argon Distribution Primary 
Heat Transport Sy s Loop l.Sys 82 " 
a Dechtel Corp 77/04/14 Ip 


— 8001110695 "Piping & Instrumentation Diagram Arflon Dis tn but lor Outside 
Containment, Syti 02 " 

# Bechtel Corp 77/07/li lp 


--800 1 1 10696 "Piping b Instrumentation Diagram Hiqh Pressure Nitrogen 
Distribution >n Containment* Sys 82 " 

* Dechtel Corp 7B/03/01 lp 


— GOBI M006B "Piping t< Instrumentation Diagram Low Pressure Distribution 
in Conta Inmcnt. Stj s 02 " 

* Bechtel Corp 70/03/31 Ip 


— 8001.140070 "Piping b instrumentation Diagram Radioactive Argon 
Processing fiyo, 8y * 82 “ 

♦ Dechtel Corp 78/03/03 lp 


— BOO 1 140098 "Piping & Ins t r umen tat i on Diagram Radioactive Argon 
Processing Sys.Gus 02 " 

* Bechtel Corp 77/03/08 lp 


—9001 140100 "Piping b l nstTumentati on Diagram Radioactive Aryon 
Prates-slng 9y 9 '* 
e RechteL Corp 77/03/09 lp 


— 0001 J 4 Q 102 "piping b Instrumentation Diagram Argon Distribution Outside 
Cun tainmant, Sy $ 82 “ 

« Dechtel Corp 77/11/09 Ip 


- 0001 1 40109 "Piping U Instrumentation Diagram Hiqh Pressure Argon 
Distribution in C onta i nment c 0qs 02 " 

* Bechtel Corp 79/03/06 lp 


— 0001140114 "Piping tn Instrumentation Diagram Cell Atmosphere Processing 
By ®, Sy s 02 " 

♦ Bechtel Corp 78/05/26 3p 


— 0001140116 "Piping U Instrumentation Diagram Cell Atmosphere ProcessinS 
Sy5»Sgs 82 " 

# De-chtel Corp 77/07/07 lp 


—8001 140121 "Piping ?< Ins trumtntation Diagram Cell Afcmosphare Processing 
8 y s " 

# Oechtet Cotp 77/04/05 lp 


‘Q001140IP3 "Piping I raatrumentstion Diagram Low Pressure Nitroqan 

Distribution Section 2.Sqs 02 " 

» Bechtel Corp 70/03/02 lp 


— BOOI 140131 “Piping U I ns trumen ta 1 1 on Diagram Arqon Di e tr i Ij ut i on Primary 
Heat Transport Sys Loop 2, By» 82 " 

* Bechtel Carp 77/10/25 Ip 
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--flOlM 140134: "Piping t Instrumentation Diagram Argon Distribution Primary 
■Heat Transport Sys Loop 3, Sys 02 ,J 
* Dechfcel Corp 70/01/25 Ip 


'600(14013? "Piping *< Instrumentation Diagram Argon Distribution Outside 
Containment Sy s 02 " 

* aechtol Cmp 70/05/26 Ip 


0001140142 "Piping *< Instrumentation Diagram Hiqh Pressure Nitrogen 
Distribution Outside Conta mment, Sys 02 11 
* Bechtel Carp 70/03/16 lp 


— BOO 1 140146 "Piping k Instrumentation Diagram Argon Soal/Purge Gas 
Distribution Head Comp artment , 8y s 02 " 

* Bechtel Col p 77/11/30 !p 


•GC0IH0190 "Piping & Instrumentation Diagram Primary Sodium Samplinq 
Heat Transport Sys, Sys (35 M 
* Oecrttel Corp 77/10/07 lp 


—3001140194 "Piping *< Instrumentation Diagram Primary Sodium Sampling 
Closed Loop Sys Number l.Sys 05 " 

* Bechtel Corp 70/03/03 lp 


'-8001140199 "Piping & Instrumentation Diagram Primary Sodium Sampling 
CLosed Loop Sys Number 2# Sys 05 " 

* Dec litel Corp 70/03/02 Ip 


— 0001140162 'Piping 6 Instrumentation Diagram Primary Sodium Sampling 
Closed Loop Sys Number 3, Sy s 05 ,J 
* Oechtul Corp 77/01/17 lp 


—0001140165 "Piping & Instrumentation Diagram Primary Sodium Sampling- 
Closed Loop Sys Number 4* Sys 05 " 

* Bechtel Corp 77/07/30 lp 


—8001140167 "Piping k Instrumentation Diagram Primary Argun Cover Gas 
Sampling Closed Loop Sys 1 !< 2, Sys 05 11 
* Bechtel Corp 75/03/09 lp 


— GOOl 140174 "Piping b Instrumentation Diagram Primary Argon Cover Oao 
Sampling Heat Tiansport Sys, Sys 05 “ 

* Bechtel Corp 78/03/07 lp 


--0001 140233 "Piping r * Instrumentation Diagram Primary Argon Cover Ops 
Sampling Closed Loop Sys 3 *< 4. Sys 05 " 

* flechtel Corp 70/07/01 lp 


— 0001140238 "Piping f < Instl timen tat ion Diagram Plugging Temperature 
Indicator Module M 
• ilechtol Corp 77/06/27 Ip 


— 8001140246 "Piping b Instrumentation Diagram becondary Sodium Sampling 
Package Distribution Loop " 

* Bechtel Corp 72/12/20 lp 

— 8001140250 "Piping b Instrumentation Diagram Aux i l iary Plugging 
Temperature Indicator “ 

* Pcchtel Corp 77/07/22 lp 


— 600IL40256 "Piping t< Instrumentation Diagram Multi -Purpose Sampler 
» Oechtel Corp 70/03/07 ip 


8001110635 Comments on proposed rule 10CFR30 two agencies regulating 
U milling in State of CO would be major improvement 
MILLER, J Affiliation Unknown 77/11/26 2pp 


0001160417 Amend 40 to FSAR FFTF Tech Specs, Chapter 17 Revisions 
SC HADE, A R Hanford Engineering Development Laboratory 
KEDL-T 1-75002-4 77/12/04 42pp 


0001170037 Responds to 791106 I tr re comments on 0EI8 b associated 
changes on U milling Advises of location of publicly 
available documents ?< forwards list of federal depositories 
holding transcripts of public meetings 

MILLER, H J Uranium Recovery Licensing Branch 77/I2/1B 2pp 


□0011-80262 Requests that final GEI9 on handling 4< storage of spent 
light watdr power reactor fuel be sent to parties specified 
on end svc lists for Boards under Div of Site b Environ 
Analysis cangniiance 

REGAN, W H Assistant Director for Environmental Projects 

77/12/09 23pp 


8001240310 Order directing CA Dept of Water Resources to file more 
data! tod responses to FG8»E Fifth set of i n ter i og^J tor l bs 
MILLER, M E Atomic Safety and Licensing Doartf Panel 80/01/J6 Ip 


8001240542 Order directing Cities of Anaheim 6 Ft i vers 1 de, CA to answer 
PQ&E fourth set of interrogatories Motion for protective 
order denied by ASLB 771107 oriieT 

MILLER, M E Atomic Safety and Licensing Board Panel 80/01/16 ip 


0001250023 Notifies of shipment of 4, 556 pages of documents from util 
retired records storage Documents selected rp NIK 
investigation into allegations that util impropei ly 
transferred documents to warehouse storage 
MEIBS.R L Pacific Gas *j Electric Co 80/01/04 Ip 


000125039? Forwards Canon City Daily Record 7S0G25 article re 700034 
public meeting to discuss health harards posed bi| new Cotter 
U processing mill 

MCGRATH, E J McGrath, & J 16737 7B/07/C6 2pp 


0001250366 Forwards State of CO \ Cotter Corp correspondence re 1NMC 
evaluation -of Canon City U null project program for effluent 
control *< State of CO 771216 compliance ttr W/o ends 
MCGRATH, E J McGrath, F J 16606 70/07/11 Ip 


0001 250379 Forwards Mahler t, Associates rept, “Site b Lab Investigation 
!i Definitive Design Rept Revised for Environ Submission," 
re proposed tailings impoundment W/o enc 1 NALCQ Environ 
Sciences will send project envirpn -repfc 
MCGRATH, E J McGrath. E J 78/06/23 lp 


8001250385 Forwards further rept to State of Cll re program for 
maintaining compliance w/rad luac 6» v« matls license- during 
removal of tailings Canon City Daily Record 700/14-26 
article? end 

MCGRATH. E J McGrath. E J 16691 70/OB/2B 4pp 


8001250563 Discusses NRC 791114 objection to util 6 CA Dept of Water 
Resources joint statement re subpoena duces tecum NRC S, 
util have reached agreement re util production of documents 
to NRC Agreement will be forwarded 

GOLDDERG.J R Antitrust Division BO/Ot/El Ip 


B0012B024 4 ? ardor denying Northern CA Power Agency 79M07 motion for 
reconsideration or mod of ASLD 771101 order PO^F shall be 
given opportunity to inspect intervonor files L to proceed 
w/ green dotting procedure 14 days after insp 

MILLER, ME Atomic Safety and Licensinq Board Panel 80/01/16 
2pp 


0OO12BO457 Summary of meeting w/S*<U to discuss RW Starostecki 770D12 
l tr of approval for conceptual design -of an independent 
spent fuel storage installation 

STAROSTECKI, R W Fuel Reprocess & Recycle Branch (Pre 770727) 
79/0B/22 2pp 


BOO127OO90 Summary of 780024 meeting w/JDCE Savannah River operations 
personnel h Dupont in Silver Spring, HD re requ 1 regents for 
DOE independent spent fuel storage installation List of 
attendees V Section 3 3 of Reg Ouido 3 24 1 oncl 

ROBERTS, J P Advanced Fuel A Spent Fuel Licensing Branch 78/07/11 
5pp 


a00l30056? Comments on proposed rules 1QCFR30, 40, 70. 1 30 & 170 draft 
GETS should be revised 6 reissued In draft form t, 
resubjected to necessary public scrutiny Vendor endorses 
position of testimony submitted by American Mining Congress , 
BQGDENj G Citiien Watch Co , Inc 79/10/23 i>pp 

0001300577 Comments on proposed rules 10CFR 30, 40, 70, 1 50 !< 170 doubts 
would be any 08 market for corporate surety bonds 
PROVOST, L Affiliation Unknown 77/07/17 lp 


B001310062 Forwards NALCQ Environ Sciences Itrs transmitting NALCO 
environ rept to CO Steto Untv t< QRNL Cotter Corp application 
for State of CO radioactive mail license and Cover 1 tr not 
enr 1 

MCGRATH, E J McGrath, E J 10676 70/06/27 Ppp 


8001310065 Forward* Dally Record 700721 artoci es re F Anders opposition 
to U mining* Co tter Carp 700710 certificate of assay & map of 
Canon City, CO b CotteT MiiL area 

MCGRATH* E J McGrath. E J 16692 70/00/03 Spp 


0001310069 Forwards 780817 1 tr re specific activities for tailinqs Fr*>m 
Cotter carbonate leach circuit ?« new acid circuit, in 
response to request Population rose is being revised W/o 
enc 1. 

MCGRATH. E J McGrath, E J 16607 70/08/21 lp 
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pril f.O’lte'tPU WiCE REPORTS AND BELATED CORRESPONDENCE 


0J01O3CQ95 Submits rept re glass tube* containing tritium bum 
d i •Mstfj'tb ! e 3 tro j n emergency «nt sign * reassembled into 
device designed «, constructed by employee No glass tube* 
broken ft no tf-itium released 

MQrER.W 0 A\r Force. Dept of 79/12/12 hpp 


bOOj|40{jC2 Cut nits intirm rept re activities related to 791112 
ran t j^p 1 i anc e rept Reviewed valves show no cases of 
nen corpl lane e attributable to ccuputer program of other 
users on schedule in reanalysis of MS Power ft Light valves 
NtEHAUl . P w The Defter Corp . C H Baiter Div 79/12/11 2pp 


B50tl4o3fc3 Advices of defect in computer program NUPIPE Defect would 
only occur at plants w/sar e ty-re I a te d piping designed to 
ANSI B3I t 0-19*7 Code ft where ELEOW-ELASOJT connection 
mtU 

NAvMARK S Nejrat-a-Ray Products 79/12/17 4pp 


—6001040197 QA Program Insp Rept 99900316/79-02 nn 791022-.P6 

NoncQc^p 1 lane e noted c^libr of Dehdi* Pf of i 1 tlfliwtcr teat l n & 
was not recorded on tool A gngo control card 

KUNNICUT T. D M > GLLER.I1 E Region 4. DaSlao. VcnrliH' I itftput I 1 u « 

Branch 79/11/15 Dpp 

8(501040398 Forwards QA Program Inep Rept 99900.17 1 /7V-0 1 un 791001 Oil f* 
notice of deviation 

POTAPOVS. U Region 4. Dallas* Vendor Inap-uctirtn Umnrti 

79/10/30 2pp 


—6001040403 Notice of deviation from insp on 791001 -0‘S 

* Region 4, Dallas, Office of the Director 79/ H)/,'7 Ip 


—8001040410 QA Program Insp Rept 97900391/79-01 on /9I001 <>‘i 
Noncompliance noted production changed tol bv Ai>r c i* on 
drawings w/o engineering change notice 

WHITESELL.DE , KELLEY, W D Region 4* Dallas. Vendor I r»bp o c. t l »> i * 

Branch 79/10/29 I2pp 


QA999 GUALITV ASSURANCE INSPECTIONS 


8001020173 Act receipt of 79111* Itr informing ARC of steps taken to 
correct deviation noted in QA Program ln»p Rept 
99900507/79-03 

POTAPOVS. U Region 4, Dallas. Vender Inspection Branch 

79/12/07 ip 


— 6001020183 Responds la NRC 791012 ltr re deviation noted in GA Program 
Inap flept 99900307/79-03 Corrective actions responsible 
project personnel will review all wort t. certify compliance 
w/requirements of PI-21-04 

MCFARLAND, J £ Sargent ft Lundy. Inc 0037-00 79/11/1* 2pp 


■0001 000190 Forwards OA Program In*p Rept 99900507/79-03 on 790924-2* ft 
notice of deviation 

FOTAPOVS.U Region 4, Dallas, Vendor Inspection Branch 

77/10/12 2pp 


8001 D2 01 97 Notice of deviation from insp on 790924-2* 

* Region 4 Dallas, Office of the Director 79/iO/U tp 


8001090467 Notifies NRG of revised completion date of H004 l I for 
identification of client IQCFR50 55(«?) repto ft I TRo 
reportable under 10CFR21 

KELLY, P B Stone ft Webster. Jnc /9/12/10 1|> 


800 10904 8 5 Forwards QA Program Insp Rept 99900079/79-01 on /VOVH.JV 'I 
1010-11 No noncompliance noted 

pdtarovs.U Region 4. Dallas* Vendor Inspection llranrh 

79/11/05 Ip 


—8001090491 QA Program Insp Root 99900079/79-01 an /Y09J4. J V -s'O ft 
1010-11 No none omp 1 1 anc e tigted Major areas inspected 
allegations re nuclear valves mfg prior to Oct 19/U not 
welded w/correct matls A corfci P ic at Ion rocnrdd falsified 
HUNNICUTT. D M Region 4, Da 11 ai>, Tuol Foe 1 1 i t«J ft Materials 

Safety Branch HALL, ft E Region 4, Dallas. Rear tor 

Construction !< Engineering Support Branch 0 [ l [URT , | n lluymn 

A. Dallas, Office of the Director 79/10/31 /pp 


800 1 100054 Act receipt of 791210 ltr Jnfoiming NW nf stops tAlun. lit 
correct deviation noted in BA Program Insp Rept 
PaTAPQVS* U Region 4, Dallas* Vendor Inspection Branch 

79/12/19 ip 


-BQOIQ20206 OA Program Ir,sp Rept 99900507/79-03 on 790924-2 6 
None ump l iaru e noted documented procedures have not been 
established to control licensee activities w/re 5 pect to IE 
Bulletin 79-14 

HALE. C J . 0RICKLEY fi H * YIN, I T 
Inspection Branch 79/10/11 *pp 


Region 4, Dallas. Vendor 


—8001100057 Responds ta NRC 79110* ltr re deviation noted in <iA Pmon 
Insp Rapt 99900079/79-02 Corrective actions o 1 ec tr Mo o In 
all ovens checked ft weld crih attendants to examine olio ft 
type of returned electrodes before placement in uvOhs 
HARNEV.DB Westvaco Corp 79/12/JO 2pp 


8Q 2 , ^? S49 0A P^Q-gram Insp Rept 99900300/79-01 on 791029-U01 

ft noticss of deviation & violation 

79/i*?2? U 2p P R * Siem 4 D * lUs ' Vp ndor Inspection Branch 




ft notice of deviation 
POTAPHVS.U 
79/ 1 i /OA 2pp 


m*a ri uji am insp rtep t 




Region 4, Dallas. Vondor Inspertioh llrrtnrH 


8001(320357 Notice of violation #r D * m*p on 79l029-lioi 

Region 4, Delldi. Vendor Inspection Branch 79/11/J9 i p 


—80010285*5 Notice of deviation from insp on 791029-1101 

Region 4 Dallas. Vendor inspection Branch /9/IJ/19 


2pp 


~ B0 Nir 2 ? 56 T ° A Pr0gr * m |n ‘P ^9900300/79-01 on 791029-1101 

r,“r.urstScSs. M,,m ,o ^ *««•■« 

E *’* >on *■ v — •«*«*.*. 

was” Sl " *~1? 

79/J2/iI' U i 9 R€ »‘ ori 4 ' DaUas. Vendor Inspection Branch 

« 

,n oa VT, " ,r ^ 

as? S- r *' T' : ” iuUi 

HWKA.S H Boeing Co 79/11/2* 2 pp 

" B “:?u: e . 6 , r :; v “;;;;„r Prcs ”* ,n ’' W03a . 36 fc 

7»n./l6 11 I tt "• V.n* or In.petlioo Dr.nch 

8001040191 Notice of deviation from insp on 791022 - 2 * 

S 4* Dallas, Office Of the Director 79/U/1S |p 


-8001100070 Notice of deviation from insp on /<?1001-0f) 

* Region 4, Dallas* Office of the Director /9/U/OJ 


ip 


aoon°OD/7 QA Program Insp Rcpt 99900079/79-02 i,n /9t00l*O5 
NoncompUance noted 9/32 ft 3/1 * co ^ ted tUc%POJI „ ™ t0d 

06 Jo^partment in holding oven ft welding cumpleUd 

ssiwz:™?, rzr-'~ 

lS;s;F"‘ :: •• 

79 / 12/20 U ip Reqion 4 ' Dai u#* Vendor Inspection Branch 

--0001 10049* Responds ta NRC 791012 n- h „ D j_. . 

Insp Rept 99900377/79-01 Correct vt> Lc tionl a ai t>n UQt ? d in 


MAYHEW* D M 


Iption of mg t functions 
Eastern Associated Coal Curp 


79/12/13 2pp 


pro9ram R «- t "ww/tmi an « MO v .<> 

7°/10/l'a U Spp R, 9* 0 n VoniJor Inspoctlon Dr.nch 


r 0001 '-' 10 

urrice of tha Dfreclpr 79 / 10/12 
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--flQOl 100 594 OA Program Insp Rept 99900377/ 79-01 on 790909-10 
Nanrcmp 1 lance noted OA manual did not describe function b 
responsibilities of senior mgt personnel 

HUNNICUTT, D M Region 4, Dallas’ Vendor Inspection Branch 

AQEE, J R Region 4. Dallas. Office of the Director 79/ 10/12 

6pp 


6001 110002 Forwards Insp Rept 99990003/79-23 on 791022 in response tci 
790712 memo No noncomp 1 lance noted 

HOOK. H £ Region 5, Ban Francisco* Fuel Facility 8c Materials 

Safety Branch 79/12/19 ip 


•—8001110005 Insp Rep t 99990005/79-23 on 791022 No none omp ] i anc e noted 
Major areas inspected four level gauges containing 1 Ct of 
Cs~L37 

FONG. F T . THOMAS. R [) Region 5, San Francisco. Office af the 
Director ODOK.H E Region 5. 9an Francisco. Fuel F-arility It 

Material* Safety Branch 79/12/10 4pp 


--B001 110009 Notifies that Biomass research facility has been operating 
radioactive sensing devices w/a license for li months State 
of OR has no authority over facility Requests NFIC 
investigation of facility 

WELCH. G L Oregon, State of 79/07/03 2pp 


— 8001 1 10J72 Notice of deviation from insp on 791002-04 

# Region 4. Dallas. Vendor Inspection Branch 79/10/29 Ip 


—8001110176 OA Program ln 5 p Rept 99900100/79-02 on 791002-04 
None omp 1 i a n c e noted required signatures missing on three 
variation repts 

MUNNICUTT.D II , GLLER.R E FJeqion 4. Dallas. Vendor Inspection 

Branch 79/10/J9 7pp 


0001110108 nek -receipt of /91?ll Jtr re OA Program I ti s p Rept 
99900057/79-02 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

79/12/27 lp 


—0001110203 Responds to NRC l tr re OA Program Insp Rept 9990057/79-02 
Submits interim rept re noncamp 1 lflnc e reported an 791 112 
concerning suspect computer program 

NJEHAU5.P W The Doiter Corp , C H Denter Dtv /9/12/li l|i 


— 0001110200 Forward s OA Program Insp Rept 999OOO57/79-02 on 79111 J-13 
No noncomp 1 ianee noted 

POTAPOVS. U Region 4* Dallas. Vendor Inspection Branch 

79/12/10 2pp 


--OOOI 110012 Notifies that Biomass research facility has been operating 
radioactive sensing devices Wo license State of or has no 
authority over facility Requests NRC investigation of 
fac i 1 i ty 

F1ETZCEP, J R Division of Fuel Facility 4 Materials Safety 
79/07/12 3pp 


— 8001110215 QA Program Insp Rept 99900037/79-02 on 791113-15 No 
noncomp } ianee noted Major areas inspected reported 
deficiencies in valves designed fc mfg by company 

WHI TESELL, D h. , DROWN. R L Region 4. Da 11 a <1, Vendor Inspect ion 

Branch 79/1270/ 7pp 


--0001110017 Forwards application for byproduct mat! license fur 
possession Of four Sealed sources used for level control at 
Facility W/o end 

SCROGQ INS. T L Rust Engineering Cn 70/10/19 lp 


0001 110233 Ac k receipt of 791212 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
999001 15/79-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/12/20 lp 


—-000 1 1 10023 Returns 701010 application for byproduct mail license 
State of OH has assumed regulatory authority over licensing 
of certain b yproduc fc . sour c o & SNM 

JACKSON- Q License Fee Management Branch 79/Ot/ll lp 


—SOOM 10239 Responds to NR C 791114 ltr 
Insp Rept 99900115/79-01 Corrective 
change 

L E WALLEN, T R Weymouth Art Leather 


re deviation noted in OA Program 
actions QA manual 

Co 79/12/12 3pp 


8001110029 Notifies that ERDA 750022 itr to Maecon, Inc served at 
authority for Kay-Ray.Jnc to ship four gauges to ERDA 
Installation Ltr states that ERDA installations are exempt 
from, licensing 

PETERSON, A J Capintec Instruments 79/10/31 3pp 


Q 00 1 1 101 27 Ack receipt of 791023 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
9 99 0D5 1 9/79-03 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

79/42/21 3p p 


--GQOI 110133 Responds to NRC 790924 ltr re deviation noted in QA Program 
Insp Rept 99900519/79-03 Corrective actions BQ-T0P-1 revised 
ta meet requirements 

K0ML8. J M Bechtel Power Corp isubs of Bechtel Corp 1 
79/10/23 Bpp 


— 8Q0L3S02 59 Forwaids QA Program Insp Rept 99900519/79-03 on 790021-24 *< 
notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/09/24 2pp 


--000111 0262 Notice of deviation from itlsp on 790021-24 

i Region 4, Dallas. Office of the Dimeter 79/09/24 4pp 


--800 1 1 1026* QA Program Insp Rept 99900519/79-03 on 790821-24 
rioncump 1 i ence noted failure to have instructions or 
procedures governing home ofc activities 

MALE. C J ■ BRICKLEY, R H , FOX. D F Region 4, Dallas. Vendor 

Inspection Dranch 79/09/24 I3pp 

6001)10136 Ack receipt of 791203 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900100/79-02 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

79/ J 2/14 lp 


— £001110141 Responds to NRC 791031 ltr re deviation noted in QA Program 
Jnsp Rept 99900100/79-02 Corrective actions variation rept 
t 1 be signed by mfg supervisor 
O-FUJONE. K A Barletta U Sons 79/12/03 3pp 

BOO111O160 Forwards QA Program Insp Rept 99900100/79-02 on 791002-04 & 

notice of deviation 

POTAPOVS, If Region 4, Dallas, Vendor Inspection Branch 

79/10/31 2pp 


—8001110241 Forwards QA Pioflram Insp Rept 999001 i 5/ 79-01 on 791015-113 t. 
notice of deviation 

POTAPOVS, V Region 4, Dallas, Vendor Inspection Branch 

79/11/14 2pp 


— 0001110244 Notice pf dwiation from insp on 791015-10 

» Region 4. Dallas. Office of the Director 79/11/13 Ip 


— 0001110252 QA Program Insp Rept 99900115/79-01 un 791015-10 
None omp 1 iai ce noted mfg Operation sequence bypassed 
WHITESELL I) E , HUNTER. V H Region 4, Dallas, Vendor Inspection 

□ ranch 79/11/ iJ Qpp 


0OQ111O265 Ack receipt of 791205 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900307/79-04 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/12/19 lp 


— BOOH 10272 Responds to NRC 791115 ltr re deviation noted in QA Program 
Insp Rept 99900507/79-04 Corrective actions personnel 
performing safety-related activities who have nol received 
required QA training ha^e been scheduled for classes 
MCFARLAND J E Sargent «■/ Lundy, Inc 79/12/09 2pp 


— 0001110277 Forwards QA Program Insp Wept 99900507/79-04 on 791015-19 
U notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/11/15 2pp 


— 0001110282 Notice of deviation from insp on 791015-19 

* Region 4, Dallas, Vendor inspection Branch 79/11/09 lp 


—0OO1UO28Q OA Program Insp Rept 99900507/79-04 cr> 791015-19 
None omp 1 lane o noted contrary to procedural requirements, 
several persons performing safety-related work had not 
received all required GA training 

HALE, C J , JOHNSON. J M , COSTELLO. V R Region 4, Dallas, Vend 01 

Inspection Dranch 79/11/09 J2pp 


0001100191 Forwards QA Program Insp Rept 99900259/79-02 on 791016-19 
* notice of deviation 

POTAPOVS, U Region 4, Dallas. Vendor Inspection Dranch 

79/12/06 3pp 


— 8001)00194 Notice of deviation from insp on 791016-19 

4 Region 4. Dallas, Office of the Director 79/12/05 2pp 
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— &Q01 100199 QA Program Insp Rept 99900259/79-02 on 791016-19 
Wane omp 1 1 ance noted failure by welders to be equipped to 
measure interpast temps & use of welding mat 1 not qualified 
for past-lucid heat treatment tame at temp in production 
ELLERSHAW, L E , HUNNICUTT, D M Region 4. Dallas Vendor 

Inspection Branch 79/12/05 Jipp 


8001180505 Forwards GA Program Insp Rept 99900118/79—02 on 79H0S-Q8 
No none omp 1 i anc o noted 

P0TAPQY5.U Region 4. Dallas# Vendor Inspection Branch 

79/12/06 2pp 


--8001 180213 OA Program Insp Rept 99900113/79-02 on 791105-08 No 
noncomp] iance noted Major aTeas inspected OA program review, 
procurement control p roc edur e . doc urne nt *< draining control 6 
control of special processes 6 training 6 audita 

KELLEY, W D , NHlTESELL, 0 E Region. 4# Dallas# Vendor Inspection 

Branch 79/12/05 I4pp 


8001210129 Forward s QA Program Insp Rept 99900231/79-01 on 790924-27 6 
notice of deviation 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

79/12/06 2pp 


— 0001210130 Notice of deviation from insp on 790924-27 

» Region A, Dallas. Office of the Director 79/12/06 Ip 


■0001210134 QA Program Insp Rept 99900231/79-01 on 790924-27 
Noncnmp 1 iance noted single record storage facility 
maintained in file cabinets w/J-h min fiTe rating instead of 
required 4~h rating 

AGEE. J R . HUNNICUTT, 0 fi Region 4. Dallas. Vendor Inspection 

Branch 79/12/06 0pp 


0001220035 Atk receipt of 790919 k 0614 1 trs Informing NRC of steps 
taken to correct deviation noted in OA Program Insp Rept 
999 0003 1/79- 01 

POTAPOVS. V Region 4, Dallas. Vendor Inspection Branch 

BO/01/03 lf> 


— 8001220042 Responds to WRC 79QB15 Itr re welding engineering memo 
Memo attempted to establish that proprietary single failure 
analysis spec correlation existed for matls used in original 
weld procedure qualification 

THARP, U E New England Apple Products to 79/09/19 ?pp 


■0001 220044 Ack receipt of 790614 ltr in response to NRC 790521 ltr 
Requests add] info re welding engineering memo it changes 
made in welding procedures 

P0TAP3VS, U Region 4, Dallas. Vendor Inspection Branch 

79/05/ I 5 2pp 


— 8001220049 Responds to NRC 790515 ltr re deviation noted in 0A Program 
Insp Rept 99900031/79-01 on 790409-12 Corrective action* 
engineering instructions issued to rerun weld procedures at 
min amperage Sr voltage using min travel speed 
THARP . H E New England Apple Products Co 79/06/14 6pp 


— 6 0012200 51 Forwards QA Program Insp Rept 99900031/79-01 on 79 04 09- 1,> 
5t notice of deviation 

FOTAPDVS/lf Region A, Dallas, Vendor Inspection Branch 

79/05/15 2pp 


— B-OOl 220055 Notice of deviation from Insp on 790409-iC 

« Region 4, Dallas, Vendor Inspection Branch 79/09/15 Jpp 


— 6001320040 OA Program Insp Rept 99900031 / 7 9-01 on 7904D9-J2 
Noncompl iance noted hardfacing welding procedure specs t 
qualification* not in conformance w/requ i rements 

BARNES, I i HUNNICUTT, D M Region 4. Dallas. Vendor Inspection 

Branch 79/05/15 6pp 


6001220073 Forward* GA Program Insp Rept 99900061/79-02 on 791010 
No noncompl iance noted 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

79/U/39 2pp 


— 800 1220077 OA Program Insp Rept 99900061/79-03 on 791018 No 
noncanpl lance noted Major areas inspected vendor corrective 
action on identified problsms of creeled hardfacing of gate 
valve disc It sheared pin of suing check valve 

KELLEY. M D . WHITESELL.O E, Region 4, Pallas. Vendor Inspection 

Branch 79/11/28 7pp 


BOO 1 230 31 1 Forwards OA Program Insp Rept 99900281/79-01 Dn 791016-19 
^ notice of deviation 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Drench 

79/11/27 2pp 


— 8001230213 Notice of deviation from insp on 791016-19 

* Region 4, Dallas. Vendor Inspection Branch 79/11/26 ip 


— 8001 23021 B QA Program Insp Rept 99900281/79-01 on 791016-19 
Noncomp 1 iance noted OA/QC sign-off areas of mfg process 
sheets were being signed off by manuf oc turer personnel 
BUTTON, J W . NHITESEUL.DE Region 4, Dallas, Vendor Inspection 

Branch 79/11/26 7pp 


BOO 1 2402 1 1 Forwards OA Pi ogram Insp Rept 9990031/79-02 on 791029-1102 
tt notice of deviation 

POTAPOVS. U Region 4, Dallas, Vendor Inspection Branch 

79/11/29 2pp 


— 8001240215 Notice of deviation from insp on 791029-1102 

* Region 4, Dallas, Office of the Director 79/11/20 4pp 


— 8001240221 QA Program Insp Rept 99900031/79-02 on 791029-1102 
None omp 1 lane e noted maint of weldtng matls relative' to 
metallurgy was ruit in conformance u/r equ i r ements of 
Criterion V of 10CFR50 App P V OA manual 

ELLERSHAW, L E . ROBERDS, H W , HUNNICUTT, D M Region A, Dal lab* 

Vendor Inspection Branch 79/11/28 13pp 


BOO 1290000 Forward 5 QA Program Insp Rept 99900224/79-02 on 79UO6-O0 
No none omp l iance noted 

POTAPOVS, U Region 4. Dallas, Vendor Inspection Branch 

79/12/14 Ip 


8001290096 QA Program Inap Rept 99900224/79-02 an 791106-08 No 

none omp 1 i anc e noted Major areas inspected allegations 
re falsification of Insp records, use of unqualified 
inspectors t Inadequate insp samples 

HALE, C J , HERR, R it , AGEE, J R Region 4, Dallas, Vendor 

Inspection Branch 79/12/07 I4pp 


8001290102 r or war d $ OA Program Insp Rept 99900503/79-02 on 791113-15 
Nd noncomp 1 lane e notod 

POTAPOVS. U Region 4, Dallas, Vendor Inspection Branch 

79/12/07 2pp 


— 8001290113 QA Program Insp Rept 99900503/79-02 on 791113-15 No 
noncompliance noted Major areas inspected IE Bulletin 
79-14 activity f< followup on WPPSS LER 

HALE, C J , FOX, D F , ANDERSON, D 0 Region 4, Dallas, Vendor 

Inspection Branch IEB-79-14 79/12/07 14pp 


0001300111 Forwards QA Program Insp Ropt 99900398/79-01 on 79UU-16 
No noncompliance noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/12/13 2pp 


BOO 1 300129 OA Program Insp Ropt 99900398/79-01 on 791113-16 No 
noncomp 1 ianco noted Major areas inspected control of 
insulation/ jac hat patching *< conductor splicinq activities 
€< implementation uf 10CFR50,App B criteria 

HUNNICUTT , D M Region 1, Dallas, Vendor Inspection Branch 

FOSTER. W E Region 4. Dallas, Office of the Director 79/12/U 
7 PP 


REGQD REGULATORY GUIDES 


8001020005 Comments on proposed reg guide, “Guidance on Applications 
for Amends to GLs tr on Refueling 6 Startup Tests 11 Guide 
appears to impose backfitting of increased licensing 
requirements to older plants 
PARKER, W 0 Duke Power Co 79/11/27 3pp 


0001020015 Comments on proposed reg guide, “Qualification Test for 
Cable Penetration Fire Stops for Use in Nuclear Power 
Plants " Overly restrictive to require testing of both sides 
of all unaqmmetrlcal cable penetration fire stop designs 
■HUFFMAN, D P Consumers Power Co 79/11/27 2pp 


6001020018 Comments on proposed reg guide environ impacts from 
de iija taring should be assessed in licensee detailed environ 
statements due to differences in specific situations 
MENARD, H W Inter i or, Dop t of. Geological Survey EGS-ER-7?/ 1003 
79/11/24 Ip 


0001020028 Comments on proposed Reg Guide 01 131. Revision i proposed 
requirement for Simultaneous application of temp L radiation 
to qualify Class IE components should be clarified 
BRUCE, II Georgia Institute of Technology 79/11/15 2pp 
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3001020539 Comments on proposed reg guide, "Guidance on Applications 
for Amend* to Ql_a t on Refueling ft Startup Tests " Generic 
d a ta, wh ie h does not change from cycle to cycle, should not 
be required for Bach reload submittal 
KEttPER. J S Philadelphia Electric Co 79/12/03 lp 


BOO L 020561 Comments on proposed Reg Guide 1 35 combination of 
containment eiterior surface examination w/integrated 
leakage testing program should be permitted 
HlLLSr L M Tennossee Valley Authority 79/11/19 2p p 


6001020653 Comments on pi oposed reg guide, "Insmvice Insp Code Casa 
Ac c ep tab i 1 i ty . A5ttE Section XI,l)iv 1 “ Guide should 
necessitate revisions to 44TR57912 
I>AIL, L C Duke Pooler Co 79/10/11 2pp 


B0O1O2Q616 Gommonts on proposed Reg Guide 1 93 Position C 5 ambiguous ?< 
impossible to implement Suggests revision 
BUCHHQLZ,n H Antibodies, Inc 79/11/01 2pp 


BOO! 020626 romments on proposed Reg Guide 1 94, Revision 2 Position 1 
confusing re two half-hour periods Unused time from one 
half-hour period could logically be added to other period 
ALDERT.WG Philippines 79/10/22 lp 


3001020642 Comments on proposed reg guide, "Qualification Tost tor 
Cable Penetration fire Stops for Use in Nuclear Power 
Plants 11 Suggests editorial changes re fire resistive rated 
barriers ?< design acceptability 

cmOEEY.R E Affiliation Unknown 79/11/12 ip 


BOOt 03 004 9 Comments on proposed Reg Guide 1 33, Revision 3, J, GA Program 
Requirements (Operation) " Not necessary to require 
independent verification of correct implementation of 
measures For equipment control in all instances 
HOFFMAN, D P Consumers Power Co /9/11/21 2pp 


8001030049 Comments on pi nposod reg guide, "PWR Core Reloads, Guidance 
on Applications fur Amends to OLs *< on Refueling it Startup 
Tests " Reload safety evaluation should discuss only 
differences resulting from refueling of core 
THOMAS. N n Virginia Electric tv F‘«wer Co 79/12/03 4pp 


6001030065 Comments on proposed reg guide, "PWR Core Re load 3 , Quid ance 
on Applications for Amends to QL* t< on Refueling l* Startup 
Teats " Reload safety evaluation should discuss only 
differences rosulting from lOfuDling of core 
THOMAS, If N Virginia Electric 6 Power Co 79/12/03 4pp 


000 1030067 Comments on piopospd reg guide "Lighting Protection fur 
Nuclear Power Plants " Need for surge arrestors on 
secondary side of auxiliary or startup transformer should 
be determined by dielectric strength of secondary equipment 
1 INK, 0 S Rochester Gas U Electric Carp 79/11/19 4pp 


G0010J0116 "Final Ropt of EEI Mechanism of Lightning Fla*hov«r Research 
Project " 

U-HlTEHEAD, C n ITT Research Institute 71/02/16 84 pp 


9001030400 Forwards suggested new wording to Reg Guido 1 141, 
"Containment Isolation Provisions for Fluid 8ys, " Revision 
Lon behalf of GE Lessons Learned Review Team 

DEARD , J T Plant Systems Branch (Pre 7910301 79/12/17 3pp 


0001030706 Forwards comments on proposed reg guide, "Lightning 
Protection for Nuclear Power Plants " Attachment A to reg 
guide considered more logical approach than reg guide 
SETTLER/ F U Gibbs 6 Hill. Inc (subs of Dravo Corp > 79/10/30 

7pp 

B001040023 Comments on proposed Reg Guide 0 20 requiiement that all 
personnel be covered by guide unnecessarily extensive l< 
costly 

M-DfFMAN, D P Consumers Power Co nPM-82-79 79/11/1? lp 


6001070005 Comments on proposed reg guide, "Radiation Protection 
Training for Light Water Cooled Nuclear Power Plant 
personnel " Transient worker* should not recieve training 
of same scope as full-time onsite radiation workers 
RENOERGER, D L Washington Public Power Supply System 79/il/D*. 

App 

8001070174 Comments on proposed reg guide/ "Caitbr & Error Limits Air 
Sampling Instruments for Total Vol of Air Sampled " Very 
ponderous vehicle for accomplishing minor impi ovement in ( 

sampling accuracy Recommends comprehensive reg guixie 
F1F1BT, M W Harvard Univ 79/11/26 lp 


0001070447 Comments on draft Reg Guido I 145 Page I 145-3, Footnote 4 
incorrect & should be revised to read "10-metor level 
assumed to be representative for layer through which plume 
is mixed when subj to bldg wake effects 

MILLS/ L M Tennessee Valley Authority 79/11/1? 2pp 


8001080252 Comments on proposed reg guide, "Inservice Irsp code Case 
Acceptability ASHE XlrDiv t " Exemption of repairs to 
piping/pumps f< valves from- hydrostatic testing when cavity 
does not penetrate wall thickness should be deleted 
MILLS, L M Tennessee Valley Authority 79/11/19 2pp 


3001080256 Comments on proposed reg guide, "Lightning Protection for 
Nuclear Power plants " Design basis surge of 200,000 amperes 
unrealistically high Highest measured current discharge at 
shielded stations approx 20,000 amperes 

SHIELDS , $ W Public Service Co pf Indiana* Inr 79/11/29 lp 


BQQJ0B0320 Comments an proposed Reg Guide l 1 3 1 , Rev i 4 i on 1 unnecessary 
for qualification program to include investigation* to 
determine synergistic effects within mail used in cable 
const 

RENDEflGERrD L Washington Public Power Supply System 79/11/29 

4pp 


6001080672 Comments on proposed Reg Guide 1 038. fl e v i a i a n I disapproves 
Of proposal since weakens requirement for certification of 
qualified personnel within Level I area Ton little attention 
paid to coating sys within nuclear containment 
TILTON, E J Affiliation Unknown 79/03/29 2pp 


0001090003 Comments on proposed Reg Guido l 050* Revision i mechanism 
should be provided to substitute tiaining for experience 
Regulatory position should provide guidance nn what 1* 
considered equi va 1 enfc, re 1 ated or corresponding 

PAPERNO, H . MOORE, J Brown It Root Corp (subs of Halliburton 
Corp ) GAX-01G6 79/09/25 2pp 


6001090090 Comments op proposed reg guide re ultrasonic testing of 
reactor vessel weld* during Inservice examination Requiring 
one cal i br reflector will not increase reliability Not 
necessary tu move transducer during ealibr 
MANNINCER-A j Commonwealth Edison Co 79/00/06 8pp 


6001090117 Comments on proposed Reg Guido B XX provision should be mado 
within general format to allow needed flexibility to provldo 
adequate training to short-term workers w/specific tasks to 
perform 

FAY, C W Wisconsin Electric Power Co 79/10/19 3pp 


QOO 109-0 1 1 9 Forward* comments on proposed Reg Guide 8 XX individuals to 
be trained should be selected U categorized Level* of 
training required 4* mechanl sax to prove competency should bo 
sugge sted 

CAPELLA, JA Health Physic* Services* Inc 79/10/23 5pp 


9001090123 Comment* on proposed Reg Guido 8 XX on-job training L 
performance testing may not be pratlcal fur transient 
workers, particularly large number* in-processed dally during 

outages 

WEGNER, M S Affiliation Unknown 79/10/12 3pp 


8001090470 Comments on proposed Reg Guide 8 XX training of transient 
workers U use a f escorts place* unreasonable burden on util 
Should include provision to allow approval mechanism* by 
plant superintendent 

CRANE* P A Pacific Gas l< Electric Co 79/10/24 2pp 


000 J 09047 4 Comment* on proponed Reg Guide 8 XX time requirement for 
length -of training course i* excessiv* Excellent result* 
achieved by 6-h to 16~h of training 
JENTZ/T L NU8 Corp HP6-79-224 79/10/23 ip 


8001090514 Comment* on proposed reg guide re ultrasonic testing of 
reactor vessel weld* during Inservice examination 
Demonstration of proportionality of *lgnal response to 
different sues of reflector* not clear 

ANDERSON, T M Tejedyne Cast Products NS-TWA-2123 79/10/03 dipp 


9001100016 Comments an proposed Reg Guide 8 XX description of natural 
radiation & rad ioac fc Wi ty better beginning subject than 
biological effect* Subject of contamination control should 
have more prominence !< be more unified 
CORELAND, R L Energy, Dept of 79/10/22 2pp 


0001 100233 Commsntf dti proposed reg guide, "Qualifications Test for 
Cable Penetration Fire Stops for Use in Nuclear Power 
Plants " should be made applicable to all fire stupe in 
rated barrier 

BIGBEE, JD Affiliation Unknown 79/09/18, 7pp 
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e f vQlUC270 Revision I to ' Pad xo-ecologital Assessment of WYNL Nuclear 
Power f)art ftRC Tr*ns lat ton ?20 of Univ of Heidelberg Dept 
of tr^ircn protection rept 

* Germany* Federal Republic of 79/07/31 lS7pp 


0001140113 Forwards comment* uti proposed Rrg QuiUu l JJ, Revision 1 «j » 1 l 
concurs w/NRC conclusion that proposed changes only ri.irify 
URC policy ft do not impose % iqn if 1 cant add 1 1 eilwi r emOnt 
BARNES. P L Commonwealth Edison Co 79/ 10/ 11 .'pp 


G03M 10326 Comrentt on proposed reg guide* "Lightning Protection for 
Nuclear Pouer Plants " Usage of lightning stroke confused 
w/Iigtitnmg surge Distinction between terms is crucial due 
to difference in magnitude 

CAHN A L Bechtel Payer Corp tsubs of Bechtel Corp 1 79/10/19 

2pr 


0001140120 Comments on proposed Reg Guide 1 IJ.Wovision j < loai 
distinction of diffeiente between GO ft GA ,»ri>a6 is needed 
Replacement parts should be control led for imntp «, ini»p as 
uell as for design ft testing 

SCHQCK. H Affiliation Unknown 79/10/ ip Ip 


8^01110340 Consents on proposed reg guide? “Inservice Insp Code Case 
Acceptabilit-i A^hr Section xl ’ Potential conflict may arise 
u/Pevinqn I to N»C £>»P ERF approves code cases w/o 
conditions noted ft On generic basis 

PENOERGEB, n U Washington Public Power Supply System 79/10/(9 
lp 


60-51 MudliJ Cements on proposed Reg Guide 5 14, Revision 1 use of 
cl sed circuit television as satisfactory substitute for 
2—*»an rule is dependent on site ft applicatln Suggests 
revision of last sentence 

Q'GQWeLl, E F Efcasco Services, fnc (subs of Enserch Core > 
"9/08/20 lp p 


8201 MG5(7 Forwards comments on proposed reg guide, "Ultrasonic 
Testing of Reactor Vessel Welds During ln»ervice 
Examination " Attaining reproducible ultrasonic eiaAimot 1 or» 
results would impose conjectural tasks 
WU1.1 ER G f JJJjnojj *e w *r Co '*9/09/06 4 pp 


0O Pii 4O ? 75 , Cor<, ' ents cn P rc Posed red guide* “Audible Alarm Dosimeter* « 
N«- should rot discourage use of *t/4ible alarm rfosime ters 
when used as secondary monitoring devices in diagnostic 
radiology ft nuclear medic in* 

GRA/, J E Mayo Clinic Rochester, MN 79/10/01 4pp 


800114007* Comments on proposed reg guide, "fluolif ication Test for 
Cable Penetration Fire Stops for Use in Nuclear Power 

K M ° dS sf,ovl t b * mai * *° Section Q due to ambiguity 
created by mining of tern usage 

LODHlSiJ S Sargent ft Lundy, Inc 79/09/07 3 p p 
fi0 far 4 r?h^ F orn a r d \ C °^ rtS °° proposi? * F *9 guide. "Quit t f icatlon fe 

1 ire Stops fcr V% * Nuclear P™*r 

!.**"?* r ,howld be n ' aie *° Section Q due to ambiguity 
created from nuing of term usage * “ 

UANNJNGER, a J Cpmucnueal th Edison Co 79/09/19 4 pp 


^CabU^Perif tratifln p? proposed reg guide. "Qualification Test for 
Pllnt* rill * 5 r f ° r U6P ln Nuclear Pow*. 

orntot o» !»/J ° n 3 14 ROt cJ * flr re requirement for 

prototype test of table psietration 

WHITAKER M B South Carolina Electric ft Gas Co 79/09/25 lp 

B P r° P0 ^ d " 9 9Ulde ' *«*l»**,™ raining Par 

ri!ute- ^ d ^ uc,Mr FQuer Plant Personnel - Would 

training * % #0r tt>aIniri S of 6°0 Personnel w /o previous 

MAT TMDE.J J 5acr flme nto Municipal Utility District 79/09/19 




FUSION J H C,firg i» In s t, tu t* of T.cnnolojg J9/IO/01 2 pp 


ihsp h sve needs 5 P V pPWpr <**tnt t, omitting 

SCHOCh.H Afft 1 iatian Unkhown 79/09/21 Jp 

T r- - 

?" ‘" ni — -.^'?:v.::r 1 r'' clsc 

WE ' J5 button L.sn.n, & p wr e# NSL .„ „ /M/ot ^ 
Co,r M r-t,p, audible i I Dp 5 i«,.t, rs 

K'«:s t:;r “*“* - ., 

7AVLOF, B AfAiiiation Unknown 79/09/21 lp 


«»l A*S 1 NGAM P l^tMd P ^ P “ 53 d r R ®J °“‘ d J 1 33- Revision 3 endorsemen 
appropriate replaced 5 tds considered 

CDFft^o.fi C 


Energy, D,*pt of 


replaced 5 td s considered 
79/10/05 


8001140164 Working paper issue <if Rog Guide / XX, “< ontrnt of 
Destrtptioti Of QA Program for Usii>M 4 int ft Repair of Shipping 
Packages for Certain Special Ford) FMd 1 o.Jc 1 1 vb ffti 1 1 '* 

< Office of Standards Ot-ve 1 opniort t /O/OO/Ol I3pp 


BOO 1 140143 Forwards comments on pTUpoiJOd f'og gmdo* "Lightning 
Protection for Nurlear Pouo Plnnts " E^uipeiont f 41 lute due 
to lightning may not be directly related tn lightning surgu 
WOOLEVER,E J Duguesne Light Co t9/lO/OJ 7pu 


8001150220 Comments on proposed Revision 1 to i«ij quido, "Ultrommir 
Testing of Reactor Vessel Welds During Inscrvufi [nnp " 

Sufficisnt basis for contludiny that guidt? wlU rtdyu 
radiation eiposure is not presented 

O'DONNELL- E P Ebascp Services, Inc tsubt of Lrsoich Coro > 
79/08/16 2pp 


SQQU 5Q228 Comments on proposed Reg Guido 1 ‘Jo, Huvi c ioi> 1 opposou 
proposed revision ft proposed 1970 ANSI 4fl 2 /, ot«l PropotAl 
weakens certification requirements for qualified poihfinnol 
within Level 1 area 
TILTON, E J Affiliation Unknown 


800 U 50239 Comments on proposed Reg Guide 0 I*#, llovi tion 1 Toqulnlmn 
fails to consider exposure for OA/contrul /Js-iosumefit »» 
special item, especially foi Audits 18 undot Alin U tn 
35FR3210C ' 

SCHDCK, H Affiliation Unknown 7 9/1/0/ 2*1 lp 


6001150246 Comments on pnjposed Heg Guide 1 I4t> <1 1 -i pul 0 1 m> through 
Other means such as stream/nvor f low, travel n> u t othur 
means should he mentioned Wind velocity should bo mui e fully 
discussed J 

SC HOCK. H Aff 1 Hatton Unknown /9 /oq/*J 3 ij> 


- 3 ., z : X ’ yviuu, yiiai iHcatum fes 

Cable Penetration Fire Stops far U*»o in Nurloar Ftiwot 

anaiysm ft tooting should brt in f luUod 
f,UD?^2 n | trat ° £ldec l urac, I «>f modified fire sitnp 
UHRIG. R E Florida Power ft Light l'o l «/'?-.? /l 


‘*>0» 


r, : (.'Uiiunea ncvivKin i [ 

Reactor Vessel Woids During inaorvire Exar 
could be improved to identify relationship 

iVll" J "f •. qa pratt, to, 

stfiacti.H Affiliation Unknown 79/08/24 


n Ul lr,i aunt < fpetinq 
" Proponed lujp 
for cr 1 toi ui r u 

*h 



.g guirfc sAouU not oddrpts houscheoping prabloms tn 

FOBELOl’irs? "/n' 3 ", 0 ' f,r ' Sl00 P-»>« trat tonV 

GELQUrST, J D Houma t -a-Ray Product© 79/<)9/i>T j () 


fill 


pi ,, Aii ’ 3LCjpt for usp in Nuclear Pnuier 

should be made fo r admini » trati vu 

cqnra B .;l° a.rrs.J5:«: # a" , ii b i:Msa 


, , — r yutdo 1 13 , o fl u,.. 


U applicant 
requi ru 


lp 


EIPPER.JK Affiliation Unknown 79/09^25 2 pp 

"?i ,?■« > ? mu . 

units" in order to obtain standby diesol gonerainr 

^u. EM ' niic ° ui wiu 

nORiAftTy, j m Dogton Molloablo f I„p 79/0B/1* 2( ,p 


tf rhAftflod 
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BOO l 160] 5 & Comments on proposed Reg Guido S 7, Revision 1 comparison of 
picture badge image to face of person considered vulnerable 
to spoofing by badge alteration Stored image method equally 
practical * more secure 

(VDQNNELC. E P Ebasco Services. Inc (subs of Ensercb Corp 1 
79/00/20 2pp 


Q0Q116QISI Comments on proposed reg guide, "Ultrasonic Testing of 
Reactor Vessel Welds During Inservice Examination rl Caution 
should tie exercised when using beam profile to size flaws 
JACOBS, S R Stone & Webster Engineering Corp 79/13/17 3pp 


300 1 1601 56 Comments on proposed reg guide. "Safety-Related Permanent 
Dewatering Sy* for Nuclear Power Plants " Groundwater 
drainage sumps for radioactive ar®as should be located 
outside bldg or designed to block flow from pipe breaks 
DA It. i L C Duke Power Co 79/11/30 3pp 


6001160165 Comments on proposed Reg Guido 1 137. Revision 1, "Fuel-Oil 
Sy* for Standby Diesel Generators " Suggests rewording in 
Regulatory Position C 1 e Words of clarification should be 
added re VT-3 U BT-4 examination requirements 
SULLIVAN, T J Consumers Power Co 79/12/16 2pp 


BOO! 160173 Comments on proposed reg guide, "LWrt Core Reloads Guidance 
on Applications fur Amends to OLs it Refuelinq 6 Startup 
Tests " Post-irradiation surveillance program of spent fuel 
should be initiated only upon definite fuel failure 
VAN UflUNT, E E Ariiono Public Service Co ANPP-L4351 79/11/30 
2PP 


BOO i I6D 1 81 Comments on proposed Reg Guides 8 10 k Q 16 concerned that 
suggested model program will add considerable administrative 
c u sti to nuclear medicine program at Inst 

WILCOX, W A North Memoiial Medical Canter Mi nnea p □ 1 i s , MN 79/12/05 
2PP 


1100 1 160106 Comments un proposed reg guide, "Reporting of Safeguard 
Events " Gutdanco must be clear & s tra i gh tf nrward Oiv 
between internal ?< external threats or events is confusing & 
artifu ial 

LEWIS, M I Affiliation Unknown 79/12/03 2pp 


SOOi 160191 Comments on proposed reg guide, "Reporting of Safeguard 
Events " Concerned that proposed regulation requires 
reporting incidents or events related tn security personnel 
qualification fc training plans 

UALBRIDGE, W C Sacramento Municipal Utility District 79/12/11 
2pp 


□001160236 Comments on proposed Reg Guide 1 131, Revision 1 revision 
should he made to delete consideration of synergistic 
effects or clearly stato technical justification for 
requirement 

LOOMIS, J S Sargent U Lundy, Inc 79/12/18 2pp 


0001 100059 Comments on proposed reg guide, "Reporting of Safeguard 
Events " Amend to 10CFR73 not needed fpr reporting of 
safeguard events Reporting of event* is covered in NRL 
license conditions 6 approved physical protection plans 
KIRK, W F Proctor t. Gamble Co 79/12/19 3pp 


GOO 1 1 00062 Comments on proposed rule 10CFR73 proposed rule should bo 
c lar if i«d> requiring telephone notification to NRC 
Immediately upon determination that event is reportable, 
u/iuntten rapt to be submitted within 15 days 

BAXTER. R C Sangamn Weston, Inc . Photoelectric Div 79/12/14 

3pp 


B0D1 160066 Forwards comments on proposed reg guide. "Reporting of 
Safeguard Events Proposed reg guide is not very useful as 
written Document should be more definitive & quantified or 
approach should be eliminated 

SCHULTZ, D M Nuclear Products Co DOMS 79-162 79/12/26 3pp 


0001160070 Comments on proposed reg guide, "Reporting of Safeguard 
Events " Removal of lightning It severe storms from 
definition of natural events on Page 2 suggested No 
definition given of what constitutes severe storm 
CLARY, FI D , WHITAKER, M D South Carolina Electric «c Gas Co 
79/12/31 2pp 


□001160074 Comments on proposed reg guide, "Reporting of Safeguard 
Events " Proposed reg guide may be inconsistent w/oxisting 
licensee contingency plans {< will cause licensee to report • 

muior events as serious safeguard events 
UHRIG,R E Atomic Industrial Forum 79/12/31 2pp 


□001160077 Comments on proposed rule 10CFR73 possible equipment failure 
b need for redundant equipment not recognized In event of 
fai lure, redundant equipment is used while failed item is 
repair erf 

NIL60N.Fl Shaklee Corp 79/12/H 3pp 


BOO1M3OOB0 Comments on proposed reg guide, "Reporting of Safeguard 
Events r ‘ No provision outlined for exempting licensees from 
reporting safeguard events for which compensatory action is 
provided in approved safeguard contingency plans 

C0R0AN1.R A 3M Co > Minnesota Mining b Mfg Co 79/12/21 2pp 


3001160063 Comment a on proposed reg guide, "Au d 1 b 1 e -A1 arm Dosimeter* 
Dosimeters are considered ineffective in low enriched U 
fuel fabrication operation 

DIPIAZZA, fl P Edlcw International Co WRD-LA-022 79/12/26 lp 


SOOIIQOOB9 Comments on proposed reg guide, "Aud i b 1 e-Marm lluBimetarn 
Performance specs should be modified to assure Integrating 
dosimeters are capable of alarming upon reaching setpoint 
while in high exposure rote fields 

REN-BERGEft, t) L Washington Public Powej; Supply System 79/12/21 

Ip 


80G1160245 •Comments on proposed Reg Guidos 0 10 l B 18 nuclear medicine 
dept ha* always operated on ALARA principle Guidelines are 
top tomp li coted, cumbersome *♦ costly 
MATT ISON, T Affiliation Unknown 79/12/03 ip 


800IJ60245 Comments an proposed Reg Guides 0 10 ^ B 10 nuclear medicine 
dept has always operated on ALARA principle Guidelines are 
too c amp 1 1 c a ted i c umb or some *< costly 
MATT ISDN, T Affiliation Unknown 79/12/03 lp 


8Q<H I602S7 Comments on proposed reg guide, "Audible Alarm Dosimeter* " 
Durden of ace *p fcabl 1 i ty rests on licensees If guide is 
approved, forthcoming reg guides should pertain to -other 
parsonnel monitoring device* 

SETTLER. F W Gibbs It Hill, Inc (subs of Dravo Corp > 79/12/17 

2PP 


BOOS 170080 Comments on proposed reg guide, "LWR Core Re 1 oad s j G u i d*nc e 
on Application* for Amend* to OLs L on Refueling Startup 
Test* " Initial fill gas pressure may be vendor proprietary 
WARD. J E Atomic Industrial Forum 79/12/14 6pp 


800 1 J 70363 Comments on proposed Reg Guide 1 33, Revision 3 statement 
should be included establishing that GA requirements are 
applicable to only those procedures applying to nuclear 
safety-re 1 ated sys ^ components 

SETTLER, F W Gibbs U HiU> Inc <sub* of Drove Corp > 79/10/04 

IP 


8001 1 6005 1 Comments on proposed reg guide "Ultrasonic Testing o# 
R«ac tor Vessel Welds During Inservice Examination 11 Need 
to check linearity at each depth i* unjustified Explanation 


needed re reflector info 

OUCHHOLZ.R H Bherwin-Will iams Co MFN-213-79 


79/OB/ 15 


4PP 


G001180123 Comments on proposed r*g guide, "LHR Cora Re 1 oa d b < Qu i d one e 
on Applications For Amends to OLs U on Refualinq * Startup 
Tests ” Submittal Of refueling lc startup tests rapt 90 days 
after startup test program completion criticized 
EDWARDS, D W Yankee Atomic Electric Co WYC 79-32 79/12/12 

tSpp 

B001180S29 Comment* on proposed rag guide. "LWR Cord Reload si Guidance 
on Applications for Amend* to OLs & on Refueling 8< Startup 
Test* H Some info requested per Item 221 considered 
proprietary by vendors 

FAYxC W Wisconsin Electric Power Co 79/12/12 4pp 


8001160148 Comment* un proposed reg guide, "LWR Core Reload s* Gui dance 
on Applications for Amend* to DLs & on Refuelin-g It Btartup 
Test* " Industry should be encouraged to use negative 
10CFR50 59(6) findings to assure timely reviews 

SCHERER, A E Molirts Machine Co , Inc (*ub* of Molin* Oversea* 
Holding*, Ltd 1 LD-79-072 79/J2/IB 3pp 


8001180164 Comments un proposed reg guide, " Sa f « ty -Re 1 a ted Permanent 
Dewatering Sys for Nuclear Power Plant* M Method fur 
alerting operator before hydrostatic design limits are 
reached U contingency plant should be established 
SALDAR I Nf , U C Ebasco Services, Inc (*ub* of En*«rch Corp ) 

79/12/06 3pp 


800I1Q0219 Comments on draft rag guide, "Reporting Safeguards Events," 
Recommends that NftC categorize reportable event* by 
seriousness & threat to plant 

PEOPLES. DL Commonwealth Edison Co 79/12/21 3pp 
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3001180220 Comments on proposed Rtf<J Qi/idtf 5 7 incidents listed in 
Section C should be categoi i i?d diccordlng to significance of 
incidents to enable qraupin^ similar incidents rtf overall 
impact OP util Reporting procedures could then btf assigned 
PARKER, W 0 fluke Power Co 79/12/27 Ip 


8001100226 Comments on proposed Reg Guide 5 7 guide not very useful as 
written Must be more definitive Suggests delay until 
appropriate guidelines incorporated into Chapter 12 of 
pe r f or/etanc e-ori en t a ted safeguards plan 

SCHULTZ' D M Nuclear Products Co DMS 79-162 79/12/26 Jpp 


0001580330 Ccnunerits on proposed Reg Guide 5 7 suggests reg quide, based 
an selection from safeguard's contmgfncij plans., 1 i ■& t all 
events that -should be reported* to give industry more 
definite interpretation of reportable events than 10CFR21 
OUTER* U S Philadelphia Electric Co 79/12/27 2pp 


0001310118 Comments Dn diat reg guide, "Caltbr & d rar Limits of Air 
Sampling Instruments for Total Yol of Air Sampled " Acuriacy 
requirement should be changed to more realistic limit ba^ed 
on present -state-Df-the-art 
PARKER. W 0 Duhe Power Co 00/01/07 2pp 


RESEARCH AND technical ASSISTANCE reports 


8001300001 "Key Curvu Analysis of Ductile Shelf Fracture Toughness * 
JOYCE. J A US Naval Academy 79/11/09 22pp 


— 0001300003 "Embrittlement Satuiation of Reactor Pressure Vessel 

PrtCHUft, D Nuclear Research Centre JuliCh, Fed Rep of Germany 
79/11/09 I9p P 


0001100236 Comments on proposed Reg Guide i 94* Rev i Sion 2 irt-"proc ess 
testing of soils for field density should be specified on 
vo 1 basis Recommends revision of regulatory position on ANSI 
N4S 2 *5-1970 

DAJL.L C Duke Powot Co 79/12/20 2pp 


0001290251 Notification of 800213 meeting w/W«?s 1 1 nghouse in Re thesda. MD 
to discuss implementation of Reg Guide 1 97 by operating 
roac tor* 

TELFORD. T TM1-2 Lessons Learned Task Force 80/01/09 2pp 


8UO12202S6 Notification of 800213 meeting v/G E in flethesda.MO to 
discuss implementation of Reg Guide 1 97 by operating 
reactors 

TELFORD, f Trtr-2 Lesson* Learned Task Force 80/01/09 2pp 


8001220257 Comments on proposed Fey Guide 5 XXX inadequate re extreme 
cases where actual safeguard infringements exist Degraded 
safeguard events pose no threat to vital areas ur security 
of facility 

PEOPLES. J> L Commonweal th Edison Co 79/12/2J 3 pp 


— 6001300004 "Vsir t at; on of floppier Reactivity Coefficient W/Dep 1 » fc i en 
RADKOWSKY. A To 1 -Aviv Univ Tel-Aviv, Israel 79/11/07 2pp 


'--8001 300006 "First Results of Large-Stale Pressure Suppression By s 
Experiments " 

AU0T. E . SEELJN5ER. D Whee 1 1 ng-Pittsburg Steel Corp 79/11/09 
25pP 

— 8001300009 "Long-Term Coolabijity af Paitially Blocked Core. 
Eipenmenta 1 N Theoretical Results " 

HOFFMAN, G . .BAUMANN, W Germany. Federal Republic of 79/11/09 
23pP 


—0001 300014 'Summary of Paper re Fire Prptuction Research for Cablet »n 
Swedish Reactor* " 

» Sweden KSC 79-303 79/11/09 2f>p 


— SO0I3DO016 "Application of Noise Analysis 
S< Assessments ' 

FRY- D W Oak Ridge National Laboratory 


to Safety-Related Diagnostics 
79/11/09 26pp 


£3001230264 Notification of 600215 meeting w/C-E in »eth«cda,MD tu 
discus* implementation of Reg Guide 1 9/ by operating 
reac tors 

TEi FORD- T Tfll-2 Le signs Learned Task Force 80/01/09 2 PP 


8001230197 Comments on proposed reg guide, "Reporting of Safeguards 
Event's " Reporting time of i-h may preclude adequate 
evaluation of pooslble security incidents Suggests 
clarification of warding on sample reportable events 
EDUARDS. I) M Yankee Atomic Electric Co 79/12/20 Jpp 


— 0001300031 "Radiological Aspects of TMI Accident " 
* Commission 79/11/09 10PP 


—0001300024 "Results From Semiscale TMI Experiments " 

LARSON, T K EG U G* Inc 79/11/09 29pp 

--0OO13OOO27 "Instrumentation for Film Dynamics in Two-Phase Flow 
5UNDARAM, R K . CHEN, J C j LONDON. E J Lohiqh Univ 79/11/09 
9pp 


(3001240303 Lomflients on proposed reg guide. "Radiation Protection 
Training for Lklfi Power Plant Personnel " Guide uealess tints 
depends on mgt to implement training program- 
LEWIS. M I Affiliation Unknown. 79/09/07 Ip 


fl0tH2500ftG Comments on proposed Reg Guide 1 94. Revision 2 combining 30- 
minute average time far concrete delivery w/30-ailnuttf 
average time from arrival to commencement of placement of 
concrete would eliminate recording transit time 

WHITAKER. M o South Carolina Electric & Gas Co 79/11/19 2pp 


80Q12300A8 Comment* on proponed Reg Guide l 136, Revision 2 
»td» in massive concrete const would he impassible ft 
impractical to identify on drawings Effect of embedments 
structural strength 6 shielding insignificant 
CLARY. R D South Carolina Electric 6 Ga« Co 79/12/31 


embedment 
o n 
2f*P 


— 0 DO 1 30 0028 "RELAP4 Application to THI-2 Accident " 

UEHLING, S R EG & G» Inc 79/11/09 10pp 

—00-0 1 300029 "Do vo 1 opmon t of Impedance Sensors at ORNL For Measurement of 
Two-Phase Flows " 

EADS. II G . HYLTON, J 0 Oak Ridge National Laboratory 79/11/09 
33pp 

— 8001300035 "Advanced Spool Piece Development l< Signal Analysis 

TURNAGE. K G , DAVIS. C E Dak Ridge National Laboratory 79/11/Gh 
25PP 

— 0001 30004 i "Progress in Low Quality ic Subcooled Post-Critical Heat Fhn 
Studies " 

QR0ENEVELD, D C AECL. Chalk River Nuclear Laboratories. 

CHENG. 8 C . TUNG. K K Ottawa. Univ of 79/11/09 I7pp 


800129009 8 Summary of 700024 meeting ui/DOE Savannah River pperatlons 
persennel 6 Dupanfc in Silver Spring, MD re requirement* for 
DOE indupendant spent fuel storage * n* ta 1 tatien Lidt of 
attendee* Section 3 3 of Rag Guide 3 24 1 encl 

ROBERTS,./ P Advanced Fuel & 8p»nt Fuel Licensing Drench. 78/09/ii 

5pp 


8001290163 Draft 4.Revin<5n 1 tu flea Guide 1 (33. "Loobo Part Detection 
Program for Primary 0¥* pf Light Water Cooled Reactors 1 
* Office of Standard* Development 79/10/31 13PP 


—800 1 300048 "Analysis of TMI Accident Using TRAC " 

IRELAND, JR Los Alamos Scientific Laboratory LA-UR-79-2849 
79/11/09 29pp 


- — 0001300049 "Rewet in Semiscale Mod 1 h. Mod 3 Cora* ° 
SNIDER, D M EG 8. G. Inc 79/11/09 15pp 


— 8001300062 ‘’Cladding Reuets Observed In LOFT Large Dreak LOCA Tests 
TQLKAN/E L EG «, 0, Jnt 79/11/09 30pp 


0001300063 Cemmante on proposed Reg Guide l 97 fewer than 16 fixed 
monitor stations coupled w/TLD monitoring -bay be more 
ecpnoifiically feasible Supportive documentation end 
MCLAUGHLIN, J E Energy. Dept of. Environmental Measurements 
Laboratory 79/12/20 37pp 


—3001300066 "Radiation Measurements Following TMI Reactor Accident 
MILLER. K (1 , QDG0LAK. C V . BOYLE- M C Energy, Dept of, 
Environmental Meaiur emonts Laboratory 79/03/31 2Ipp 
at NTIS 43 00 


Ava i 1 stile 


— 0001300064 "Status in Understanding df TMI " 

JCHN8T0N, W V NRC Three Mile Island lank Force 79/11/09 6pp 


— BOO 130 0070 "WRAP-PWR-EN Bys Development t< AppU cations " 

flERANEK.F African Metals DP-M3- 79-83 79/11/09 10pp 


— 0OO13ODG71 "prediction of Core Rewet Behavior Jl 
NELSPN.R A EG 6 G, I r>c 79/11/09 17pp 
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--0QO13OOO77 "Status Kept of 2D/3D Program " 

TCN-ff . L S Division of Reactor Safety Research 79/11/05 5pp 


— 0OO13OOQQO "Japanese Safety Research Programs - ROSA, CCTF tt Sodium 
Chemical Technology Facility " 

NOZAWA, fl Japan Atomic Energy Research Inst 79/11/09 2ipp 


— 0001300086 "NRC EPR I /We f t i n g h ou se Full-Length Emergency Core Heat 
Transfer Separate Effects k Sys Effects Tents “ 

MQCHRETI TER. L E Edlou International Co 79/ti/O* 3tpp 


--6001300070 "Distribution of Hydrogen Released Within Compar tmented 
Containment in Consequence of LOCAi Ana 1 y s i « *» Verification " 
JAHN.H L Los Alamos Scientific Laboratory LANOER, G Battelle 
Memorial Institute 79/11/09 I5pp 


--6001300092! "FLECHT-Sys Effects *< Separate Effects Test Program/ * 
Brecutive summary for Nov 1979 

* Commission # Electric Power Research Institute * Ed 1 aw 
International Co NRC-04-77-127 79/11/30 0pp 


--8001300093 "Influence of Critical Variables on Fatigue Crack Growth 
Ratos of PVP Matls in PWR Coolant Environs " 

■CULLEN, M H Na'.y » Dep t of/ Naval Research Laboratory 79/11/09 
lOpp 


--S0013Q009S "Pulsed Neutron Activation Calibr Technique " 
KEHLCRpP Arqonno National Laboratory 79/11/09 13pp 


— 0001300099 "Cold-Leg Intogrity Evaluation " 

EIDER/ R J Urookhaven National Laboratory 79/1 1/09 20pp 


— Q00130010I "Gravity Reflood Oscillations in PWfl M 

CRIFTITH-P , CHEUNG/ Y L Massachusetts Institute of Technology 
79/11/OA 1 7p p 


— 0001300103 "Summary of Small Scale Emergency Contrnl Ct? Bypass 
Research Info Lt? " 

DECKNER, W D Division of Reactor Safety Research 79/ii/0? 
I4pp 


--8001300104 Draft ''Two-Phase Jet Loads " 

TO MAS KQ i S) Sandia Laboratories 6AND79-1 9*3C 79/ J i /09 27pp 


— 800130010* "UWR Safety Research Programs " 

flECKNER. W D Division of Reactor Safety Research 79/11/06 

3pp 


--8001300109 "Development of Large-Disp lacemont. Nonl me ar, El a a t ic-Pla s 1 1 c 
Code for Pipe Whip Analysis " 

POWELL. 0 H California. Univ of. Berkeley 79/11/05 9pp 


--3001300110 "Comparison of RFLAP4 Calculations Two Loop Test Apparatus 
Tost 64 06 " 

WILSON/ G E EG *j G, Inc 79/11 /OA 27pp 


— 0001300112 "Downcomer Flow Topology Results at 2/15 Scale " 

LtlLLlEH. R P Dattelle Memorial Institute. Columbus Lab orator! es 
79/11/09 21pp 

— DOG 1 300 113 "Behavior of Deep Flaws in Thick-Wall Cylinder Under Thermal 
Shock Loading " 

CHEVERTON. R D Oak Ridge National Laboratory 79/11/09 34pp 

--QG01300115 "Improved RELAP4 Jet Pump Model u 

CHARLTON. T R Energy Engineering Group 79/11/09 3pp 

— 3001 3001 1 7 "Determination of K-Factor* for Arbitrarily Shaped Flaws ut 
Fressure Vessel Nozzle Corners " 

BRYSON. J W Oak Ridge National Laboratory 79/11/09 EOpp 


— 80013001 18 "BWR Core Spray Distribution " 

DlX*G E Antibodies/ Inc 79/09/30 I7pp 


— 8001300120 "Flashing Transient & Emergency Control Ctr Interactions 11 
CROWLEY, C J Creare. Inc 79/11/07 31pp 

— Q 00 1300 1 22 "Notch Ductility Degradation of Low Alloy Steals u/Low-fco— 
Intermediate Noutron Fiuence Exposures " 

HAWTHORNE, J R Navy. Dept of { Naval Research Laboratory 79/11/09 
I7pp 

— -80013001 23 "Nonequilibrium Phase Change Studies- 

A3UAF*W . ZIMMER, G A , UUJ J Urookhaven National Laboratory 
79/11/09 30pp 


— 8001300127 "Summary af Air-Water Flooding Experiments " 
RICHTER/ H J Dartmouth College 79/11^07 18pp 


— 9001300128 "LWR Pressure Vessel Surveillance Dosimetry Improvement 
Program " 

MLELROY. W N Hanford Engineering Development Laboratory 1IEDL 
SA-1949 79/11/09 57pp 

— 6001300 1 29 "Steam-Mater Mixing Studies " 

DANKO FT. S 0 , TANK IN. R S , /UEN> M C Nor th wes t o rn Univ 79/14/09 
40p p 

--8001300130 “PWR Steam Generator Tube Integrity Program - Surrir Roaitor 
Program " 

MUSCARA. J Oattelle Memorial Instituts. Pacific Northwest 
Laboratory FIN 0-2097 79/11/09 IDpp 

- -60013001 32 "Computer Interactive Unloading Compliance Test Method 
Validation " 

GUDAS.J P Navy, Dept of 79/ J $ /OS 16pp 

— 6001 300 1 35 "Droplet Entrainment Studies of Dispersed Flow-fhrovgh lie 
Plate in LOCA by Laser-Doppier Anemometry Method " 

LEE. R 3 . CHD, S It New York. State Univ of. Stony Brook 
SRINIVAShM. J Electric, Instrumentation Control Systems 

Branch 79/11/09 25pp 


—6001300136 "Acoustic Emiss i an-Flaw Relationship for Inservice 
Kunitoring of Nuc lpar Pressure Vessels " 

HUTTON. P H , KURTZ, R J > SCHWENK, E B [latte lie Mpmnrial Inst l lute. 
Pacific Northwest Laboratory 79/11/09 13pP 


— 800 1 3001 4 1 "Droplet Cross Flow Phenomena in Low PWR Upper Plenum 
DALMAN. J C ■ KIRCHNER.W L Los Alamos Scientific. Laboratory 
LA- UR-79 - 1 *6 1 79/11/0* 5pp 


— 900 1 3001 44 "J-R Curve Chirac ter tia t J on of A533-B , Wd 1 d Metal 
W/ Irradiation t Post- I rrad iatton Annealing " 

LOSS. F J Navy, Dept of. Naval RssBarcIi Laboratory 79/11/09 

--B001300149 "Essential Pei formance Roquir ojnpnt Method for Detection Of 
Sen itizatlhn in Stainless Steals " 

CLARKE. U L Antibodies. Inc 79/11/09 12pq 


— 0001300154 ’TRAC Applications fca 2D/3D Facilities " 

BLEIWEIS. P D Los Alamos Scientific laboratory LA-UR-79-2Q49 
79/ Jl/09 l Bp p 


— 8001300156 "Application of Internal Friction Damplhq UF15J 
Nondestructive Evaluation INDE) Technique for .Detecting 
IGSCC Crack Initiation in BWR Piping 9y s " 

* Daedalean Associates. Inc NRC— 04-7B'-24e’ 79/1 I/O* tlpp 

— 80013001 5B "Two-Fluid A Momentum Interaction Dotweon Phases " 

I SHI I . M CM AWL A. T C Argcnne National Laboratory 79/11/09 

4 Ipp 

— 80013001*2 'Progress in Ultrasonic NDT of Pressure Vessels " 

GANAPATHYr S , HAMANO. N , ELZIN3A, M Michigan. Univ of 79/11/09 
4pp 

— 0001300163 "Phase Distribution it Separate Phenomena “ 

L AHEY, R T Rensselaer Polytechnic Inst 79/11/09 30pp 


— 800 1 3001*6 "Objectives Results of German Containment Std Problom " 
KARWAT.H , WINKLER. W Ge&ellschhfft f ur R« a Ir tor s i ch erh e i t 
77/11/09 15pp 


— 0001300173 "Alternate Stds for I n terpr e fcatinm of Eddy-Current Data for 
Steam Generator Tubing " 

MGRRIS.C J . LYON, G H Dattelle Memorial Institute. PariFic 
Northwest Laboratory 79/11/09 20pp 


— 0001300174 "St*»om Generator Flow Instabilities l< Natural Circulation 
GRIFFITH, P ^ HSfvN.D . BJORQE.R Mossa c huso t ts Instttutr Of 
Technology 79/11/09 21pp 


— 8001300177 "App 1 ieat ion of PELE-TC to DWR Con t at nmem t Issues " 
LANDRAM.C S Lawrence Livermore Laboratory 79/11/09 23pp 


— 8001300178 "Heat Transfer Modeling for Steam Generator a " 
SAHA, P Drookhaven National Laboratory 79/11/09 12pp 
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'-0OOI3OO ISO "Ultrasonic In#p Reliability b Probability of Flaw Detection 
for Primary Piping Sys " 

BECKER, F L Qattelle Memorial Institute. Pacific Northwest 

Laboratory 79/11/09 24f>p 


— 0001 300167 "Progress in f"uel Behavior Research " 

JOHNSTON. W V Fuel Behavior Branch 79/11/09 Bpp 


— 6001300108 "Steam. Generator Modeling b Comparisons V/FLECHT-Sys Effects 
U Separate Effects Test Program Oat a “ 

WILSON, G E EG K G, Inc 79/11/09 24pp 


— SCO 1 3Q019 1 "RELAP4/MQD7 Development M 

BEHLINGiS R EO if G, Inc 79/11/09 S3pp 


--0001300196 "WBAP-BWfl -Ell Sy a Development It Applications " 

DULKNER, M R African Metals DP-MS'79**8l 79/11/09 J?2pp 


— 600130050 1 "Qualification Testing t Evaluation of Flame Retardent b 
Radiation Resistive Cables In Japan “ 

YAHAGI.U Waseda Un»v Tokyo, Japan 79/ J 1/09 2lpp 


— 600130020b "Recent Rrsults From Nuclear Safety Research Reactor " 
TSHIKAWA.H , FUJISHIRO. f , HDSHI , T Japan Atomic Energy Research 
Inst 79/11/09 20pp 


—8001300205 "App location of RAMONA- II I b 1RT Codes to &Wfl it FWR 
Analysis lf 

DIAMOND, D J , SHIER, W G flrookhaven National Laboratory 
79/11/07 32pp 


—800130G20S "Void Fraction Measurement liiing Neutrons rt 
DANERJEE, S McMaster tiniv 79/11/09 IClpp 


— 0001300212 "Protab 1 i st ic Whole Care Damage Analysis Using SSYST Fu* l 
Behavior Code " 

DOftGWALDT.M , MEVDER.W, SENQFIEL.H Kern f o rSC hung s I antrom 

Karlsruhe 79/11/09 Bpp 


— 8001300216 "RELAP5 - Code Development & Applications " 

RANSOM V H . WAGNER, R J , TRAPP, J A EG U G, Inc 79/11/09 

3App 


—000130023 1 "Comprehensive fiopt on Results of Dattejle frankfurt 
Containment Enp e r 1 mends b Analytical Verification " 

HELLINOS.G Qesellscbaft fur tfeat torslcherhe i t KAN7LEITER, T 
Da t te 1 i a iruimjrial Institute 79/1J/0 9 23pp 


--BOO 1300225 "TRAC Code Development Status 

PRVCR,R J Los Alamos Scientific Laboratory 79/11/09 !2pp 


-■-0001300227 "Status of Fire Protection Research CFpR ) Program 

KLAMERUS, L J Sand i a Laboratories 6AN079-2O2OC 79/11/0? 8pp 


~ B00130022H "TRAC Heat Transfer " 

MANDELL, D A , ADDESSJO.F L Los Alamo# Scientific Laboratory 
LA-VFt~79-2049 79/11/09 S2pp 


--80013C0232 "Status of Qualification Testing Evaluation <0TE) Program 
0QNZCN, L L Sandia Laboratories SAN079-191JA 79/11/09 34pp 


— 800130 0234 "TRAC Hydrodynamics & Heat Transfer “ 

LILES; D R , HA N DELL, D A Los Alamos Scientific Laboratory 
79/11/09 6pp 


—0001300235 "Independent Assessment of FRAPCON-1 b TueJ Rod Analysis 
Program - Transinnt 5 h 

LAATS^E T EC b G. Inc 79/11/09 34 pp 


—8001300238 Draft, "Melt/Concrete Interactions Sandia Experimental 
Program, Mode J Dev* k ppmen fc Si Cod* Comparison Test " 

POWERS, D A . HUIR, J F Band i a La b q ra tor S s s EAND79-1916C 

79/JWO? 5Dpp 


-6001300239 "CO0RA-TF Development " 

THURGQDD.M J Dottelle Memorial Institute, Pacific Northwest 
Laboratory GEORGE. T L . KELLY. J h Battel Je Memorial Institute 
79/11/09 I3p p 


-6001300241 "Survey of Rubcooled Discharge Flow Through Pre#*urix®r 
Safety Relief Valves “ 

* Affiliation Unknown 79/U/09 iapp 


— 8001300245 "Numerical Simulation of Hydroelastic Motion W/AppM cation 
fo Full-Scale HDR Tests " 

RIVARD, W C Los Alamos Scientific Laboratory 79/11/09 14pp. 


— 0001300247 "Validation of Flux it Spectrum Predictions for Pressure 
Vessel Wal 1 Environ " 

STALLMAN, F W , MILLER. L F Oak Ridge National Laboratory 
MCELROY. W N Hanford Engineering Development Laboratory 
79/11/09 30pp 


— 8001300250 "COBRA-TF Reload Model " 

KELLY, JM. THURQOOD.MJ Battel I e Memor i a 1 Institute. Pacific 
Northwest Laboratory 79/11/09 7pp 


— 0QO13QO252 "Highlights of Reactor Safety Research Achievements in 
FY79 " 

TONG, L S Division of Reactor Safety Research 79/11/05 7pp 


— 0001 3G0257 "Overview of LOFT Program b Planning for Small Breaks b 
Other Future Tests " 

MCPHERSON, G D Division of Reactor Safety Research 79/11/05 
4PP 


—8001300260 "Assessment of RELAP 4/MDD6 * 

CHARLTON.tr EG G, Inc 79/11/09 2Spp 


— 6001300265 "TRAC Developmental Code Assessment " 

WILLIAMS, K A Los Alamos Scientific Laboratory LA-UR-79-2969 
79/11/09 4Bpp 


--0001300266 "Beacon Development •< Assessment 11 
DR0ADU3, C R EG K 0, Inc 79/11/09 17pp 


— 8001300260 "Analysis of LOFT Lo s s-o f-Coo 1 an t Experiments L2-2, L2-3 b 
L3-0 " 

LEACH. L P , L I MEBARGER, J Ji EG b 0, Inc 79/11/09 70pp 


— Q001300269 "TRAC Independent Assessment at LASL r| 

VIGIL, J C , KNIOHT, T D Los Alamos Scientific Laboratory 
LA^UR -79-2849 79/11/09 40pp 


— 0001300274 ’"Hechanical Properties of Zircaloy-NORA " 

FAPF, S , OOCEKtM i MEY0ER,R Kernf orsch ung s t en trum Karlsruh® 
/?/ 1 1/09 1JPP 


— 600 1300276 "TRAC Code Independent Assessment, " Part D 

SAHA, P , R0HAT0I.U S Brodkhaven National Laboratory 79/11/09 

3?pp 


--800130D27Q “Status a P LOFT Tuio-Phase Flow Instrumentation Calibr " 
QUAPP.W J EG f« G, Inc 79/11/09 34pp 


— BODJ3002Q3 Draft, "Statistical Analysis of Blowdown Phase of LUCA in 
fWR as Calculated by RELAP4/M0D6 " 

DERMAN.M , BYERS, R K , STCCK, Q P Sandia Laboratories 79/U/09 
4Dpp 


— -9001300206 "Fission, Product Transport Analysis " 

GIESEKE, J A , JORDAN, H , DAYBUTT, P DattelJ* Memorial Institute. 
Columbus Laboratories 79/11/09 3?PP 


—0001 300291 "Results of PDF /LOFT Lead Rod Test Program 
VARACELLE, D J EO b G, Inc 79/11/09 23pp 


— 0001300249 "Fuel Rod Analysis Program - Transient 5,Mod*l Improvements 
b Uncertainty Analysis Capabilities ° 

BOHN, M P EG & G, Inc 79/11/09 45pp 


— 6001300294 "Overview of Recent PDF Te*t Results 
ZEILE.H J EO b G. Inc 79/11/09 15pp 


— 8001300299 "Fis»ion-Ga s Release Experiments b Analysis "* 

GEHL.9M . REST, J Argonni? National Laboratory 79/11/09 I4pp 


— 8001300306 "Status of Two-Phase Flow Std* Selection " 
FJNCKE, J R EO & O, Inc 79/11/09 23pp 


— 8001300305 "Influence of Internal Pressure L Prior Irradiation on 
Deformation of ZlrcaJoy Cladding LOCA-3 T*st Results ” 

YACKLE, T R , MACDONALD, P E CO b G, Inc 79/11/09 32pp 


— 0001300307 "In-Reac tor Experiments in Japan M 

ISHIKAWA.M , ICHIKAWA. M , OHUCHliB Japan Atomic Energy Research 
Inst 79/11/08 3Qpp 
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— 8001 300309 "Video Optical Sys for 2D/3D Mu 1 tinat J Ref 1 1 1 -Ref 1 ood 
Program M 

KIRCHNER.W L - HANSEN, W 0 , MANSFIELD. C R Los Alamos Scientific 
Laboratory 79/1J/Q6 9pp 


--BOOI 3003 1 3 "Reactor Noise Applications to Two-Phase Flaui Studies 
ALBRECHT- R W Washington Umv 79/11/09 10pp 


--0OO13OO3H "Fission Product Release From Defected LWR Fuel Rpds '* 
HALU4AUSKAS, A - LORENZ . R A , COLLING- J L Oak Ridge National 
Laboratory 79/11/09 I6pp 


— R00l3()03li "Eva 1 ua t s on of Influence of Cladding Surface Thermocouples 
on Thermal Behavior of Nuclear Fuel Rods During LOCA " 

YACKLE, T R , MCDONALD. P E EG ft 0- Inc 79/11/09 32 PP 


— -SCO 13003 L 9 "Experimental Investigation of LWR-Core Matl Release at Tpfnp 
Ranging From 1 . 500-2. BOO C " 

^LDIIECHTf H - MAT9CH0D- V * WILD. H KernPorschungsientrum Karlsruhe 
79/11/09 lOpp 


- -DO Q L 300322 "LWR Fuel Response During Reactivity-Initiated Accident 
Experiment 11 

MACDONALD. P E , MARTINSON* Z ft EG ft G, Inc /9/11/09 40pp 


--0001300324 "Results from Combined ft Single Environ Accelerated Aging 
Studies " 

GILLEN, K T , CLOUGH, R L - SALAZAR, E A Sondift Laboratories 
79/11/09 1 Op p 


— 000 J J00325 "Survey of INEL Advanced Instrumentation 
WE-RLEV. II D EG ft G. Inc 79/11/09 Sfjpp 


— 6001300332 “Pnr Experimental Program " 

MACDONALD- P E . ZEILE.H J EG ft 0, Inc Z9/11/09 37pp 


— 6001300336 "Highlights of SemJscale Tests ft Analysis 
HANSOM- ft G EG ft Q, Inc 79/11/09 26pp 


--ROQ L30034 t "In-Reactor Fuel Transient Behavior Experiments 11 

MACDONALD. R D - NOTLEY, M 3 , SEGEL- A W AClL, Chalk River Nutleai 
Laboratories 79/11/09 17pp 

--8001300346 "Development of Pulsed Neutron Generator foi Tuio-Phaaed iluw 
Huasurumunt M 

RPCHAU, G E Sandia Laboratories 79/11/09 23pp 

--E30Q 1.30035 4 "Status of Research on flua 1 1 f icat 1 on Testing nf Wire ft Cable 
Focusing on Accelerating Aging Test " 

MAYAKAWA- N - 6EGUCHI.T . aRAKAWA, K Japan Atomic Energy Research 
Inst 77/11/09 12pp 


— 1300362 'Tire Resistance of Cable Penetration Seal s. Prod i c tion of 

Trends, " topical repb of fire problem program at Applied 
Physics Lab- supported by NRC 

HUNTER, L W . TAVINS, S Jnhns Hopkins Umv rPP-TR-44 79/11/07 

Ulipv 


——f^OO 1300360 "Fire Suppression Studies Interim Rept Burning 
Chirac t er i sti c a of Horiiontal Cable Trays " 

KFTAUSC.r ft SantJia Laborator ies 79/11/09 24pp 


— 6001300374 "Safety-Related Operator Actions 11 

HAAS, P M Oak Ridge National Laboratory 79/11/09 33pp 


— 0001300301 "Ob jec t Ive. Experimonta 1 Results ft Analytical Interpretation 
of Various Valve Tests Performed at HDR Facility " 

» (fern For sc hung s r antrum Karlsruhe 79/11/09 43pp 


--U001 300460 "Release of Fission Products < Xenon- 1 odine ft Cesium) from 
i lad Fuel " 

1SH3WATARI. N Japan Atomic Energy Research Inst 79/11/07 9pp 


□ 001020164 "Phy«i-al Protection of Nuclear Matl." progress rapt for 
Mtxv 1979 

CHAPMAN, L D Band i a Lab ora tor i es TIN A~1 173 79/12/H 3pp 


GOOMMOlSQ RIL-067 . , , 

Research Info Lfcr 67 submits info re reflooding af simulated 
PWR coin at low flow rates 

LEVINE. 3 Office oP Nuclear Regulatory Research 79/M/OA J6pp 


00010^0202 "Analysis of Hypothetical Accidents Resulting In Core 
Mb l tdoun, " monthly progress rept for Nov 1979 

cunnv,j - DENNING, R S . CYDUL9KIS. P Dattelle Memorial Institute. 
Columbus Laboratories FIN A-4067 79/12/13 9pp 


0001040577 "Forecasting Electricity Demand by States in U5 on Annual 
Basil," progress rppt for Oct 19/9 

CHERN, W S Oak Ridge National Laboratory FIN 0-0190-0 
QRNL/ED/EAS-79/ 79/11/07 5pp 


8001040597 "Matl Control ft Accounting EP P ec t i veness Evaluation 
Development Project." informal monthly progress rept for Dct 
1979 

DUNN. 0 R Lawrence Livermore Laboratory FIN A-0115 ML 
79-12-03-LR 79/12/07 Bpp 


0001040697 "Steam Generator Tube Rupture Iodine Transport Mechanisms, 
monthly progress rept for Nov 1979 

DENNING, iR S Batto l Ic Memorial In-stituta, Columbus Laboratailes 
NRC -04-76-293 79/12/13 4pp 


B001040701 "Physical Protection of Nuclear Facilities." quarterly 
progress rept for Jul-Sept 1979 

CHAPMAN, L D Sandta Laboratories FIN A-I060 NUREG/CR-1114 
79/10/16 22 pp 


8001040706 "FLECHT-SEA5ET Program," monthly status rept for Dct 1979 
MASS I E, H W Ed low International Co NRC -04-7 7-127 79/11/30 9pp 


0001 070 1 22 "Assessment of Radiation Doses Resulting From Releases of 
ftn-222 ft Ra-236 From U Mining ft Milling Activities. " monthly 
progress rept for Dct 1979 

TRAVIS, C C Oak Ridge National Laboratory TIN 3-0201 
CJRNL/HAG 90-36 79/11/27 3pp 


0OOIOGOOO4 "Physical Protection of Nuclear Matl in Transit," monthly 
progress rept for Oct 1979 

CHAPMAN, LD Sand i a Laboratories FINA-1O60 79/11/00 'ipp 


8001080005 "Physical Protection of Nuclear Facilities-' 1 monthly 
progress rept far Aug 1979 

CHAPMAN, L D Sandio Laboratories FIN A-JC60 79/09/J4 7pp 


0001080007 "physical Protection Dp Nuclear Facilities," monthly 
progra&s rept for Sept 1979 

CHAPMAN,- L D Sandia Laboratories FIN A-1060 79/10/1/ App 


8001080009 ”LWR In Plant Mgt program- " monthly progress rept for Nov 
197? 

HANDLER, J W EO ft G, Inc FIN A-6073 40 SO 01 064 79/12/14 

3pp 


QOOlOBQOil "Accident-Induced Flowt Matl Transport in Nuc Iflar 
Facilities," monthly progress rept for Oct l?/9 

GREGORY, W S . MARTIN, ft A Lds Alamos Scientific Laboratury UN 
A-702? WX-e-329A<R673) 79/12/06 2pp 


00010800 1 4 "Accident-Induced FJuu ft Matl Transport in Nuclear 
Facilities." monthly progress rept for Nov 1979 

GREGDRY,W S , MARTIN, R A Los Alamos Scientific Labor* t fir ij I IN 

A— 7029 WX-0-3JO7 79/12/17 3pp 


8001080041 "Summary Data Rept on Air'-Water Callb-r of Small Great; [Spool 
Piece 41 iAir-Water Test Series SOI, 502 ft 3D3>,‘' monthly 
progress rept for Sept 1979 

ANDERSON- J L £0 ft G. Inc FIN A-6030 79/09/30 124pp 


6001080042 "SBC Code Development ft Validation," monthly highlight 1 tr 
far Nav 1979 

AGRANAL, A K , GUPPY- J Q Drookhavm National Laboratory FIN 
A-3015-9 79/11/30 6pp 


8001080045 M LWf? Thermal Hydraulic Development Program," monthly 
highl 1 gbts far Oct 1979 

JONES, O C Drool; haven National Laboratory FIN A-0045 79/10/31 

5pp 


BOOi 000047 "Acoustic £m| s s i on/F 1 a u Relationships for Inservite 
Monitoring of Nuclear Pressure Vessels." monthly progress 
rept for No/ 197? 

HUTTON, F H , KURTZ- R J Battel lc Memorial Institute. Pacific 
Northwest Laboratory FIN A-533B 79/12/27 5pp 


B0010B0033 "DWR Ref i U-Ref lood Program," monthly progress rept tor Nov 
1979 

BURNETTE, 0 W Sb eru»i n-Wi 11 1 ams Co NRC-04-79-IB4 79/12/10 ^pp 


8001000057 "3WR D J ouidown/Emcrgency Core Cooling Program, " monthly 
pregross rept for Nov 1979 

BURNETTE. G W Sh orwi n-Wi 1 li ame Co NRC-04-76-21 5 79/12/10 7pp 
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800)08006] "Ei per inert tal Evaluation of Ventilation Sya Components 
During Lar-ge Pressure Pulses*’* monthly progress rept for Nov 
197 ? 

HORAH.H . GREGORY. H Los Alamos Scientific Laboratory FIN A-7OP0 
79/12/12 3pp 


0001000068 "'Physical Protec lion of Nuclear Natl in Transit.*' monthly 
progress rept for Sept 1979 

CHAPMAN. LD Sandla Laboratories FIN A- I 060 79/10/09 3pp 


000100056? "Investigation of Post— Critica l Heat Flur Heat Transfer For 
Water Cooled Reactor Application it Development of Tuo-Phase 
Flow Instrumentation,” monthly progress rept Fot Nov 1979 
CHEN. J C * fil/NOARAM.R K . NJHHAWAN, S Lehigh Univ FJN A~405 
NRC-04-74-100 79/12/20 7pp 


0QD1OBO377 “’Advanced Reactor Safety Ana lysis. Tec finical Assistance 
Reactor Projects." monthly highlights for Nov 1979 
BAR1*R A Oroathaven National Laboratory FIN A-300O 79/12/06 

6pp 


B0010S05S2 "Evaluation of LWR Residual Heat Removal Under Accident 
Conditions. Techni ca 1 Assistance Reactor Projects." monthly 
highlights for Nov 1979 

BAR 1 , R A Orookhaven National Laboratory FIN A-33k5 79/12/06 

5pp 


G0Q1Q80599 "Stress Corrosion Cracking of PWR Steam Generator Tubing*" 
monthly highlights Fpt Del 197? 

BULISCRECK. T J VAN ROOYER, D Brookhaven Notional Laboratory FIN 
A-3206 79/ J 1 / 1 9 9p p 


QOO100O6O3 "Stress Corrosion Cracking of PWff Steam Generator Tubing,* 1 
monthly highlights for Nov 1979 

Dl/LISCHECX, T , VAN ROD YEN, D Brookhaven National Laboratory TIN 

A~32O0 79/12/17 5pp 


6OOJO0G6O7 "RAMONA Code Mod !< Evaluation,” monthly highlights for Nov 
1979 

LERINE.K Brcok haven National Laboratory FIN A-3014 79/11/30 

3pp 


0001090019 "HTQR Safety Pt og ram* " monthly highlights 1 tr for Nov 19/9 
SASTRE* C Brookhaven National Laboratory FIN A-3016 79/12/07 

Spp 


0001070027 "RAMONA Code Mad L Evaluation, " monthly highlight l tr, for 
Oct 1979 

LEVINE, h fi Brookhaven National Laboratory FIN A-3014 79/10/31 

5pp 


0001090057 "Imp Methods fur Physical Protection Project." quarterly 
rept for June-Aug S979 

BRADLEY, R T . DL5QN. A N . ROGUE, F Lawrence Livermore Laboratory 
FIN A-0143 UCIJM8123 79/09/04 10pp 


BCQJ070060 "Insp Methods fur Physical Protection Project**' quarterly 
rept for Mar-May 1979 

BRADLEY, R T , OLSON, A W , FIDO UE, F Lawrence Livermore Laboratory 
FIN A-0143 UC ID *10 123 79/06/21 SOpp 


6001090064 "Dynamic Analysis to Establish Norma) Shock tc Vibration of 
Radioactive Mall Shipping Packages." interim quarterly 
progress rept for Jul-Supt 1979 

FIELDS* 6 R > h£CR, S «J Hanford Engineering Development Laboratory 
FIN B-2263 1HEDWME79-7 1 79/12/iO 76pp 


0001090115- "LWR Thermal Hydraulic Development Program*” monthly 
highlight itr for Nov 1979 

JONES* 0 C Brook haven National Laboratory FIN A-3045 79/11/30 

SfP 


00010-901.72 "Short Segmented Cask Code Development & Validation* " 
monthly highlight Itr for Oct 1979 

AGRA HAL. A ft , CUPPYiJ O’ Brookhaven National Laboratory A-301S-8 
79/10/31 7pp 


8001090174 "HTCR Safety Program," monthly highlights ltr for Oct 1979 
SA9TRE.C Brookhaven National Laboratory FIN A-3016 79/11/0? 

4pp 


8001090179 "Evaluation of LWR Residual Heat Removal Under Accident 
Cond i ti on< , Tachn i ca 1 Assistance* Reac tor Projects," monthly 
highlights for Oct 1979 

BARI < H A Brookhaven National Laboratory FIN A-3315 79/1 l/Oi 

Bpp 


0001090104 "Advanced Reactor Safety Analysis. Technical Assistance, 
Reactor Projects,*' monthly highlights for Dct 1979 
BAR1.R A Brookhaven National Laboratory FIN A-3000 79/11/01 

4pp 


8001090186 "Thermal Hydraulic LMFBR Safety E«per impnts, " monthly 
highlight 1 tr far Nov 1979 

JONES. O C Brookhaven National Laboratory FIN A-3024 79/11/30 

Spp 


0001090109 "Thermal Hydraulic LMFDR Safety Experiments," monthly 
highlight 1 tr for Dct 1979 

JONES, 0 C Brookhaven National Laboratory FIN A- 3024 79/10/31 

bp P 


8001100114 "Data Summaries of LEFls of Pumps at US Commercial Nuclear 
Power Plants From 720101 to 780430, " data summary rept 
SULLIVAN. W H , POLOS K I , J P EO N G. Inc FIN A-6276 EGG-EA-5044 

79/12/31 506p|» 


8001100265 ''Accident-Induced Flow ft ffatl Transport, ” monthly progress 
rept for Sept 1979 

HAflTlN.fl A . GREGORY, W S Lea Alamos Scientific Laboratory FIN 
A-7029 79/12/17 3pp 


8001 100267 "Code Assessment *, Applications Program," preliminary 
assessment rapt for Oct 197? Five microfiche end 
DAVIS, C □ EG 6 0. Inc FIN A-6039 EGO-CAAP-5019 79/10/31 

B6pp 


8001100273 "Physical Protection of Nuclear Facilities," monthly 
progress rept for Dec 1979 

CHAPMAN. L D Sandla Laboratories FIN A-1060 79/12/11 6pp 


300110(1270 LOFT monthly progress rept for Od t 1979 

PEARSON, H P , KAUFMAN, N C EG 'a 0, Inc FIN A-604B LO-ftR-79-OOI 

79/11/30 ?2pp 


0001100532 "Physical Protection of Nuclear Facilities Project," 
progress rept for Oct 1979 

CHAPMAN, L D Sandla Laboratories FIN A-1060 79/11/14 hpp 


□001100555 "Environ Statements Project," monthly progress rept for Uc t 
1979 

ZITTELiH E Oak Ridge National Laboratory FIN B-001 
0RNL/ED/EI5-1O9 79/10/31 5pp 


800JJ00556 "Eiperimonta I Evaluation of Ventilation 8ys Components 
During Large Pressure Pulses," monthly programs rept far 
Dct 1979 

GREGORY, « S Los Alamos Scientific Laboratory FIN A-702G R-295 

79/12/07 2p p 


□001 100562 "Sandla Core Melt It Separate Effects Program," monthly 
progress Itr for Nov 19/9 * 

BERMAN* M Sandia Laboratories 79/12/14 !3pp 


8001100565 "Definition of Par.imoters for Major Accidents at Waste 
0oJ ldl ficatitn 6 Spent Fuel Storage Facilities," informal 
progress rept for Nov 1979 

FREDERICK, E J Dak Ridge National Laboratory FIN 0-Q425 
79/12/14 3pp 


8001160455 "Environ Assessments of Fuel Cycle Facilities. 11 monthly 
progress rept for Nov 1979 

ZITTEL,H E Oak Ridge National Laboratory FIN 0-0279 
DRNL/ED/EIS-UO 79/11/30 6pp 


8001160461 "Environ Statements Project," monthly progress rept for Nov 
1 979 

ZITTEL.H E Oak Ridge National Laboratory FIN 0-001 

ORNu/ED/ElB-m 79/11/30 5pp 


0001 160473 "Guick Look Rept on LOFT Nuclear Eiperiment 1.3-1," 
eiperiment data presentation ropt 

ADAMS, J P EO 6 0, Inc FIN A-6040 EGG-LDFT^3037 79/11/30 
53pp 


8001*60404 "Aseessment of Radiation Doses Resulting from Releases of 
Rn-222 U Ra-226 from U Mining It Milling Activities," monthly 
progress rept for Nov 1779 

TRAVI3, C C * MCODWELL-B DYER , WAT0ON, A P Oak Ridge National 
Laboratory FIN 0-0201 ORNL/HASRD-61 79/12/18 4pp 


G001160611 "Division of Reactor Safoty Research - QRNL Programs, 
monthly highlight rept for Nov 197? 

MYfMTT, F R Oak Ridge National Laboratory 79/12/10 33pp 
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9001-250565 "Offsite Exposure from Ruptured Waste Gas Decay Tank." LOFT 
technical rept 

DlNNEEN, 0 A EG b G. Inc PIN A-604B LTR 112-7 73/04/30 Bpp 


8001200560 "Decontamination as Precursor to Decommissioning." monthly 
progress rept for Dec 1979 

PERRIGQ, L D Battelle Memorial Institute. Pacific Northwest 
Laboratory FIN B-2303 00/01/10 3pp 


E001 250570 "Definition of Parameters for Major Accidents at Waste 
Solidification Spent Fuel Storage Facilities." monthly 
progress rept for Dec 1979 

FREDERICK, E J Oak Ridge National Laboratory FIN D-0425 
90/01/ it 3pp 


0001250571 "BWR Licensing Basis Transient,' 1 conference paper 

CHEMQ.H S , LU. M S . SHIER, W G Urookhaven National Laboratory 
5NL-NUREQ-26902 80/01/24 20pp 


C001250572 "Impact of Decontaminat > on on LWR Radwaste Treatment bys," 
monthly progress rept for Dec 1979 

PERR IGO, L D Ilattelie Memorial Institute, Pacific Northwest 
Laboratory FIN B-2201 B0/0i/07 2pp 


80012Q0101 "Matl Control *, Accounting Cf fee tivenoss Evaluation 
Dave lopmont, " monthly progress rept for Nov 1979 
DUNN, D ft Lawrence Livermore Laboratory FIN A-0115 ML 
/9-12-El-LR 79/12/20 6pp 


8001280401 "One-Sixth Scale Model BWR Jet Pump Test." informal 1 tr 
CRAPO, H S EG ♦< G, Inc FIN A-6039 LTR 20-105 79/11/29 95pp 


00012Q04I3 ’’Preliminary Analysis of Effects of Srole on Eemiscale Small 
ilreak Los o-of-Coolant Experiment Behavior,” summary ropt 
LARSON, T K , HARVEGO, E A , SHUMWAY, R W EG b 0. Inc FIN A--6033 
ECQ-SEM1-50M 79/12/3$ 65pp 


0001280432 "Inservice lnsp b Tosting Program,” informal rept 

flESTlVCI. T , LETTIEttt.V . PEDCRfeEN, E Qrookhave-n National Laboratory 
FIN A-3117 BNL-HURE0-26907 79/10/31 62pp 


<3001200454 "LOFT Monthly Progress Rept for Nov 1979 " 

KAUFMAN, NC EO b G, Inr FINA-6Q48 L0-MR-79-0O1 79/12/31 

05^P 


B00t£fi0!>09 “Calibr of LOFT Production Design Thermal Transient & LOf I 
Type Gamma pensi tomctei , " internal technical r«pt,Vol 1 
SCJLBftlQ.C W . SHULL, G B , GOOD, R R EG b G, Ire FIN A-601Q 
L0'"nD-79-$09 79/12/31 400pp 


0001290127 "SOmlscaie Program, Quic k Look Rept for Sum l stale Mod-3, Sinai ) 
Break Tosts S-SB-4 b S-5B-4A " 

FAUDLE, T J , CDZZUQL, J M EG b 0. Inc FIN A-6039 EGO -SEMI-5062 
79/11/30 /App 


(300L2901A3 "Water Reactor Research Directorate Monthly ftept for Nov 
1979 « 

YBARflfiNDa. L J EG b G, Inc YBR-216-79 79/12/31 200pp 


00012901/3 "Safety-Related Reactor Physics Studies of NABAP Heavy Water 
Reactor,' 1 informal rept for Oct 1979 

MALLCN, A N , TAKAHASMl , M . LUEEWJO.H Brookhaven National 
Laboratory FIN A-3000 UNL NUREQ-26901 79/10/31 96pp 


SOO 1 290266 ’Recommendations to NRC for 9ER of Indian Point Sta t J on, Uni t 
2 Insarvice Testing Program," informal rept 

RES-TIVO, T , LETT IER I , V , HALL, R E Brookfiaven National Laboratory 
FINA-3II7 BNL-NUREG-'?6B60 77/09/30 72pp 


8001300331 "Analysis of Hyp o th at l c a 1 Accidents Resulting in Goto 
M eltdown, " monthly progress rept for Dec 1979 

DENNING, R S , CYHULSK IS, P , BAVDUTT, P Battelle Memorial Institute, 
Columbus Laboratories FIN A-4067 NRC-04-76-393 80/01/14 9pp 


8001300474 "Multirod Burst Tests, ° data rept 

CHAPMAN, R H , HOBSON, J L , CROWLEY, JL Oak Ridge National 
Laboratory FIN 0-0120 ORNL/NUREG/TM-3 79/12/14 t61pp 
Aval lab ie at NTIS 


8001300559 "Forecasting Electricity Demand by States in t>3 on Annual 
Oasis,” progress rept for Nov 1979 

CHERN.U S Oak Ridge National Laboratory FIN D-0I90-Q 
0RNL/ED7EA9-79/ 79/12/07 lOpp 


B0013100S8 "Unified Transport for Power Plant Assessment 
{Radioisotopes), ” monthly prograss rept for Aug 1979 
ROW* T A Oak Ridge National Laboratory FIN B-0160-9 
0ftNL/ED/El8-ll2 79/03/31 3pp 


0001310093 "Unified Transport for Power Plant Assessment 
{Radioisotopes)." monthly progress Tept for 8ept $979 
ROW, T A Oak Ridge National Laboratory FIN D-DI60-9 
□RNL/ED/E1S-113 79/09/30 3pp 


8001310329 "Forecasting Electricity Demand by States in US on Annual 
Basis," monthly progress rept for Dec 1979 
CHERN,W S Oak Ridge National Laboratory FIN B-0190-0 
ORNL/ED/eiAS-79 79/12/19 5pp 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


791 1 000004 Forwards revised agenda for LOFT review group meeting on 
791102 

MCPHERSON. G D LOFT Research Brattch SULLIVAN, H Separate 

Effects Research Granch 79/10/25 5pp 


8001090246 Summary of 791129 meeting w/Lovelate Inhalation Toxicology 
Research Inst re project experiments planned for 
"Dio-logical Characterization of Radiation Exposure k Doso 
Estimates for Inhaled U Milling Effluents " 

FDULKE, J D Division of Safeguards 79/12/26 3pp 


RM RULEMAKING 


80011G0304 Forwards BNWL 791 1) 5 Itr advising that latest data show 
higher radon emissions from underground mines than 
Indicated in NUR E0/CR-G627 

THOMPSON, W E Technology Assessment Branch 79/11/20 Ip 


- -9001 1 B0310 Notifies that latest data shows radon emissions of 6, 000 Li 
from underground min a s, compared to 3,700 Cl given in 
NUflEG/CR-0627 Increase stems from lower output of U oxide 
No decrees in c onc-ontrati on of radon vented from mines 
SC H WEND t MAN. L BattelLe Memorial Institute, Pacific Northwest 

Laboratory 79/11/15 2pp 


— □001 180314 HlPREG/CR-0627 

"Radon-222 Emissions in Ventilation Air Exhausted from 
Underground U Mines ” 

JACKSON, P □ , PERKINS. R W , SCHWENIJIMAN. L Battelle Memorial 
Institute, Pacific Northwest Laboratory FIN JJ-2270-7 PNL-2998 

REV 79/09/30 65pp Available at NT!S 


— 80OHB0319 NWREG/CR-0628 

"Prediction of Net Radon Emission from Model Open Pit U 
Mine " 

NIELSON, K K , PERKINS, R W . SCHWENDIMAN, L C Battelle Memorial 
Institute, Pacific Northwest Laboratory FIN D-2279 PUL-SUB 1 ? 
REV 79/09/30 3Qpp 


SECY POSITION PAPERS BEFORE THE COMMISSION 


6001000074 Approves propc-sed license for Nmeha-Iwai American Lorp to 
export 14 kg U. enriched to 45 40* U-235. to Japan Requests 
notification of issuance ?< delivery of license by 800102 
CHILK.5 J Office of the Secretary of the Commission 79/12/23 
tp ■ 

8001140038 Advises Df status- of application by GE to export components 
to India 

SHEA, J R Office of International Programs 79/13/19 Jpp 

— 0001140046 Requests expedited processing of GE 790507 application to 
export ft* tronsvers ing lncer« probes to India Util has 
urgent need for parti by Oct 1979 
UILSON.flD Antibodies, Inc 79/10/01 2pp 


— 9001 140050 Responds to 791101 mama re export of transversiny incur* 
probes to India Util request for si* probes is reasonable 
Probes will be needed by Mar 1 980 

KNIEL* K Care Performance Branch 79/IS/07 2pp 


600 1 1 40071 SECY-79-436 

Recommends approval of expansion revised insp program by 
stationing fuJl-time unit inspector at each preb p erot i nna 1 
& operating nuclear power unit 

STELLD, V Office of Inspection t* Enforcement, Dfflce of the 
Director 79/07/12 6pp 


80011-40115 Forwards Executive Branch 791130 response to application by 
Westinghouse to export 82 926 kg H, enriched to 3 49X U-235, 
to Yugoslavia 

SHEA, JR Office of International Programs 79/12/10 ip 
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8001140118 SECV-79-493A 

Recommends NRC response to Senator Simp-son /9Q726 request 
for comment on amend to S 5-62, NRC Author i ration Dill NRC 
should provide modified language for proposed amend, w/ 
e i f 1 ana t ion 

DENTON, H R Office of Nuclear Heat tar Regulation 79/05/JO Upp 


C0OH4O14? SECY-77-QMC 

Recommends approval of application tug Wisshc-Iuiai American 
Carp to export 14 kg U, enriched to 45 404 U-23&, to Japan 
Forward* Executive- Branch views . proposed license ft 
supporting documentation 

SHEA, J R Office of International Programs 79/13/13 5pp 


— 5001140151 Application by Nisaho-Iwai American Coi p to export 14 kfl l/, 
enriched to 45 40 V, J-235. to Japan 

PETERSON, N R Office of In ternat i or*a| Programs 75/12/19 J6pp 


8001140195 SECY- 79-MO 

Forwards Executive Branch 791327 response? to EdJow TotJ <"0 

application to smart 60,500 Ig natural 11 to France 

SHEA, J R Office o# Internationa! Programs 79/11/30 Ip 


0001150453 Responds to Subcomm i t tee on Unclear Regulation 791106 ltr 
on implementation of Public Law 95-601 Subsection 4fa> re 
common i cations between CDJrmis# ion ft oft directors Commission 
approved directive to NRC manual 
H£UDRlE,viM C ornmi s 9 i on 79/13/03 3pp 


—8001130474 Informs of statu# of review -of Commise l o-n delegations of 
authority Scope of study will be limited due to difficulties 
encountered in initial project phase Review ft analysis 
limited to delegations made to Executive Director Dfc 
KEWNEKE-A tiffin? of Policy E/aluations FI T7GEPALD, F Office of 
the general Counsel 79/03/14 2pp 


— BQ0U50477 Transcript ok 79031S proceedings r« discussion af fe£CV-/9- 
82,staff communications w/Commi 5 sion 

DROWN* C H Office pi- the Secretary of the Commission 79/03/15 
51 pp 


—0001150481 Forwards revised 790702 memo ft revisions of NRC manual 
chapters providing implementation of Energy Reorqam rati on 
Act-amend-ed by Author i latiob Act Requests Commission action 
G0E5ICK.L 9 Office of the Executive Director for Operations 
79/07/03 6pp 


— 80QHS0436 Discusses possible mgt study for review af Commission 
operations ft recommendations Submits m-gfc study outline to 
assist Commission in discussions re study scop* 
tfe terming fci an Committee on Environ, ft Public Work# rept end 
KEWrjEKE.A Office af Policy Evaluations 79/07/12 I3pp 


— 8001150492 Requests that Policy Evaluation ft -General Counsel OPcs draft 
RFP, using question# in 790712 memD Mgt study should 6? 
limited to Commissioner ofc ft not concern Cxacutivo Director 
or program efrs 

AHEARNE, J Commission 79/00/10 Ip 


— BOOl 150500 Discusses development of RFP fox fliqt study of NRC Draft oT 
unique elements cf RFP will he provided during week of 
790902 Drafts based an ft will supplement study outline in 
Policy Evaluation Ofc 790712 memo 

KENNEKE, A Office of Policy Evaluations 79/00/29 ip 


— 800113050? Discu#so« draft RFP far mqt study of NRC Forwards draft of 
RFP mgt study elements for comment Draft provides basu for 
further Commission discussion re principle topics to he 
included in final RFP 

KENNEKE, A Office of Policy Evaluations 79/09/11 lOpp 


— 0001150517 Recommends that Commission preened w/de vel tip ing mgfc study 
RFP ft acquire bids when flnalitsd RFP should be Tepriented 
from description of Commission responsibilities to execution 
of responsibilities Draft IlFP encl 
AHEARNE, J Commission 79 /09/20 1 J pp 


—0001 130510 Forwards review of Commission delegation of authority Wept 
represents completion of Phases I ft IT of study Commission 
should increase delegation of authority re generic 
rulemaking ft export licensing W/o end 

KENNEKE, A P Office of Policy Evaluations UJCKtflUL Office of 
the General Counsel 79/10/04 2pp 


— *8001150528 Forward# revision of 7910JS <ngt study RFP Lists alternatives 
for Commissioner part i c i pati on in contractor selection 
Recommends that second alternative be proceeded upon 
AHEARNE, J Commission 79/10/29 I3pp 


— B 001 150534 Agrees w/790702 version of delegation of authority jtudy 
More significant issue# re role of DPc of Executive 
Director should he addressed 
AHEARNE.J Commission 77/11/07 I3pp 


— B00I15QS44 Advises that all Commi S3 1 oners have approved r <■ c ammerida t ion 
to implement procedures required by amended Energy 
Ro-or g ani lat i on Act, a# advised in 790702 memo Publicatinn 
af appropriate manual chapter revisions should be arranged 
CHILK.S J Office of the Secretary of the Commission 79/10/00 

IP 


— 0001150536 Informs that Commission will undertake study of internal njk 
a ppraachas, proc edui es ft structure Commissioners will be 
designating official Source Evaluation Panel requested to 
begin work immediately to complete RFP Draft RFP enrl 
HENDRIE.J N Commission 79/11/09 Bpp 


8001 160169 Transcript of Affirmation Session 79-42 on 791227 In 
Washington, DC Pp 1-4 SECY-79-4B4, SECY-3 J 4, RC Clutten 
770706 Jtr ft HA Rourden 790616 memo encl 
* Commission 79/12/27 5pp 


—8001160200 SECY-79-404 

Discusses request to delegate authority to Ui roc tor, NliSS, 
to approve actions under Public Law 95-604 Recommends 
authority be delegated RC Cluj»en 790706 ltr ft MA Rnudon 
760616 memo end 

DIRCKS, W J Office of Nuclear Material Safety ft Safeguards 
79/08/13 2pp 


— 0OO116O22& SECY-79-514 

Responds to RT Kennedy 790710 memo requesting review of 

Rules Df Practice 10CFR2, d i sc ip I ine in NRC proceedings 

Requests approval far publication for public comment of 

notice of proposed rulemaking to amend 10CFH2 713 

SHAPAR, H K Office at the Executive Legal Director 7 7/08/30 

12PP 


0001 1604 10 SECY-79-594 

Summarlie# activities re c ons i d er a t i on of Class 9 accidents 
in NEFA ft safety reviews, in response to SJ Chili 790914 
memo 

DENTON, M R Division of Project Management 79/10/Ji I6pp 


0001 130081 9ECV-79-326D 

Forwards Executive Branch 791217 response re pending 
application to emend export License Requests advice on 
issues or info to be included in analyst# Commission action 
paper will be forwarded 

■SHEA. J R Office of International Programs 79/12/27 Ip 


— 8301100004 Executive Branch position on application by Edlotu Inti Co 
to amend export license by increasing U exported to UK 
to 5,000 metric tons Ltr of assurance encl License amend 
tihauld be granted 

0GBEN2D, L V State, Dept of, Dureau of Oceans l< Internatk Environ 
ft Scientific Affairs 79/12/17 3pp 


8001210152 SECY-79-500 

Recommends changes to expedite Commission decisional 
procedures Matters currently requiring Commissioner 
unanimity should require agreement by tbree Commissioners 
DICKWIT.L Office of the General Counsel 79/00/20 I2pp 


0001240233 SECY-79-058 

Slut, mart a as minor policy issue re declared origin of nuclear 
matls ft whether NRC regulations should be changed to require 
licensee# to report origin swapping 

DERCKSiW J Office of Nuclear Material Safety ft Safeguards 
79/01/23 5pp 


—80 01240256 Respond# to 7SI012 memo re declared origin of f ore I gn-owned 
mat!# IAEA reporting requirements identify shipping ft 
receiving countries, but do not address question of country 
of origin of nuclear mat Is 

PAGE, R 0 Division of Safeguards 78/11/09 2pp 


— 8001240262 Requests draft rule, for NRC consideration ft possible public 
comment, imposing reasonable reporting requirement designed 
to keep NRC in touch w/scope ft significance of swapping 
practices re declared origin of nucleoi matls 
URADFORD, p A Commission 79/01 /OS lp 


8001240328 3CCY-79-6I6A 

Discusses MIC levieui of" proposed issuance of license for 
Perchiney Ug Inc Kuhfman Development, Inc to export highly 
enriched U to Franca Recommends issuance of license 
0HEA, J R Office of International Programs 79/12/26 3pp 


I 
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□OQ3 240336 9ECY-79-640A 

Discusses NRC review of proposed isnuance of license to 
Ed leu loti Co to export source matl to France Recommends 
issuance of license when notified by DDE that 10CFR110 
requirements have been satisfied 

SHEA.J R Office of International Programs 79/12/37 5pp 


**-6001020673 Comments an 790410 memo re emergency preparedness needs 
Supports need *or addl resources to develop emergency 
preparedness plans 

QOSSICK. L V Office of the Executive Director for Operations 
79/05/13 2pp 


--00O1S40367 Application by Ed 1 ow Inti Co for license to export 
U.as natural U hexaf luomde, to France 
EDLCWp J Aerotest Operations KWK 76/07/26 lp 


AB, 300 kg 


8001040461 Forwards draft matl re emergency planning manual for 
transportation of radioactive matls W/o end 
COLLINS* H E Office of State Programs 79/12/14 Ip 


-**0004 240422 Advises th 
does not conemplate 
COLON. J Aerotest 


at Kai seTaugst, tall enrichment customer of Eurod 
requesting return of tailing matl 
Operations 79/06/19 2pp 


if 


BOGL^d-OOBB Advises that Commission has approved 8ECY-79-O50 Alternative 
2 re study of data involving origin swapping of US nuclear 
mafcla during CY/8 and swapping planned for future Requests 
NflC study within three months 

CHfLK, S J Office of the Secretary of the Commission 79/02/13 
1 f 


6001040592 Responds to 79U21 request to clarify NBC position re util 
enrollment in rad i o log 1 ca 1 emergency response operations 
training course Training programs for private sector not 
funded 

RYAN, R 0 Office of State Programs 79/12/21 2pp 


0001040675 Discusses items re radiological emergency response plans in 
response to 790625 Itr NRC is adapting Sandia Lab repts 
into exercise scenarios for testing nuclear facilities 6 
state 6 local govt emergency plans 

RYAN, R 0 Office of State Programs 79/12/19 3pp 


GOO 1250053 Transcript of 000100 public meeting in Wa sh mg ton, DC re 
crganiiational aspects of emergency planning Pp 1-16 
ANEAF?NC,J r Commission 00/01/00 ISpp 


- Q001230099 SEC V- 80- 00 6 

Discusses coordination of NRC & Federal Emergency Mgt Agency 
efforts for improving emergency preparedness around power 
reactaTS Recommends Commission approval on end memorandum 
of understanding Supporting documentation end 
CC135ICK.L V Office of the Executive Director for Operations 


000 1310142 Transcript of afternoon session of Adjudicatory Session 
79 657 on 900111 in Washington, DC Pp 1-60 
» Commission 00/01/11 61pp 


--B00 1310147 SECY-79-637 

[ OTniarifi Study* "NRC Appellate Syg " Suggests meeting fca 
discuss study b further action 

OICKWIT.L Office Of the General Counsel 79/12/13 2pp 


— G00S310158 "NRC Appellate Bys ° 

* Office of the General Counsel 79/12/13 36pp 


0001310194 Transcript of Affirmation Session 00-01 on GQQU5 in 
Washington, DC Pp 1-4 
* Commission 00/01/15 4pp 


--0001310190 SECY-79-641 

Ploquests for Commission approval of minor revision to 
procedure for resubmitting requests for waiver of reduction 
of Fees undor F0IA Reports results of 6-month experiment FR 
notice enrl 

DONaOMUe.D J Office of Administration 79/12/04 7pp 


—0001310203 SECY- 79-660 

Responds to Commission 791103 directive to prepare 
proposed rules on task PorcB recommendations re use of 
part-time members of ASLB Recommends approval of proposed 
rules for FR publication 

BIIAPARj M K Office of the Executive Legal Director B1CKWIT.L 
Office of the General Counsel 77/12/10 ISpp 


■BOO 1310209 SCC Y- 79-670 

necommends reappointment of JC Mark to ACR3 for second 4-yr 
term beginning 600203 

FRALEY, R F ACRB - Advisory Committee on Reactor Safeguards 
79/12/20 3pp 


6TATC PHQ0 STATE PRUORAMS 


0001020110 J"orwards comments on program for control of agreement matls 
Program Is adequate to protect public health b safety 
Recommend* assessing adequacy of chemical b fire harard for 
handling liquid scintillation fluids 

WERR.G W Assistant Director for State Agreements Programs 
79/12/10 3pp 


□ 001)020671 Updates enel 7905J5 memo, per 791114 meeting re state 
program emergency planning personnel b contract support 
ac 1 1 vi ti ns 

RYAN, fl 0 Office of State Programs 79/11/29 2pp 


8001040718 Supports recommendation for concurrence re TN admini strat ive 
emergency procedures for radiological incidents at 
f a c i 1 i 1 1 e s . as analyied by Federal Interagency Region 4 
Advisory Committee for Radiological Emergency Response 
RYAN. R 0 Office of State Programs 79/12/10 Ip 


0001070117 Discusses spaces available to state officials at Class 6, 
Radiological Emergency Response Operations course Because 
of heavy demand. State of FA will receive 5 slots previously 
assigned to State of Aft 

RYAN. R 0 Office of State Programs 79/12/28 lp 

0001080531 Forwards monthly Tept & action schedule on state b local 
govt emergency plans W/o end 

RYAN.R 0 Office of State Programs 79/12/26 lp 


8001100106 Notifies that state program for regulation of agreement matl 
is adequate to protect public health b safety S< compatible 
ui/NRC program Urges addition of full-time prof positions to 
radioactive mads program 

RYAN. R G Office of State Programs 79/12/27 2pp 


0001 100260 Re sp und s to 791227 request far NUREG-73/ 1 1 1 b Suppl 1, 
"Std Format & Content SARs V NUREG-0396 6 Conference of 
Radiation Control Program Directors Document of Mar 1970 " 
Forwards documents W/o end 

COLLINS. K E Assistant Director for Emergency Preparedness 
60/01/02 Ip 


0003100269 Advises that state program For regulation of agreement matl 
is adequate to protect public health b safety b compatible 
w/NRC program Augmented staff necessary ta maintain quality 
regulatory program 

RYAN, ft 0 Office of State Programs 79/12/27 3pp 


8001 100300 Ad vises that state program for control of agreement matl* is 
adequate to protect public health b safety k compatible 
u/NRC program Recommends enforcement Itrs bo SBnt within 
30 days of insp 

KERR, G W Assistant Director for State Agreements Programs 
79/12/27 2pp 


8001100560 Responds to 7?t IOQ memo re training funds for State of WA 
for development of regulatory program of wastB burial site 
NRC/DQT contract w/WA for surveillance of transportation of 
radioactive matl will be expanded WA will match funds 
G095ICK, L V Office of the Executive Director for Operations 
79/11/29 lp 


8001110082 Forwards proposed FR notice re new drug application for 
Carter-Wa llace, Inc. to produce potassium iodine as thyroid 
blocking agent for use U> radiological accidents FDA has 
approved application for production 
RYAN, R 0 Office of State Programs 79/12/04 3pp 


8001110193 Forwards statement of work involving sves of 3 Davies, in 
response bo R Blond request W/o end 

SANDERS, M E Office of State Programs 79/12/28 lp 


8001140561 Notifies of signatures acceptable to NRC for charges against 
account for use of meeting space on 800115 
MCCARTHY, E Office of State Programs 80/01/03 lp 


0001140562 Notifies of signatures acceptable to NRC for charges against 
account for use of meeting space on 800124 
MCCARTHY, E Office of State Programs 80/01/03 Jp 
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00011405(64 Woti fits o-f signature? acceptable tp NRC For charges against 
acount For use of meeting space on 00012-2 
MCCARTHY. E Office of State Programs 00/01/03 lp 


BOOl 15038Q Discusses MW Grainey 1 nt«T 5 overnrne ntal Personnel Act 
a alignment u/CR DOE, in response to 791220 ifcr 

COSSlCK.i, V Office of the Executive Director For Operations 
79/ 1 2/06 l p 


8001310304 Ack receipt of 79J227 ltr re comments 
Comments forwarded to HR M » nog u p- Di roc tar , Std 0 
Ofc RB Minogue is responsible for collecting A 
comments on proposed rule 

RYAN.R 3 Office of State Program 00/01/00 


on proposed 
Dove 1 opmen t 
anal y 1 inng 

lp 


10CFRS0 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


-'□001130303 Discusses MW Grainey 1 n fcergover nmBn ta l Persennel Act 
assignment wVdR DOE Requests that NRC reconsider extension 
of asaiqrrfint 

HATFlELD.M 0 Senate- Energy & Natural Resources 79/11/20 Ip 


8001(60153 Requests completion Of draft replies to pending 
correspondence ?< return of all inFo papers t shetf file 
publications for filing or packing in anticipation of move 
to Federal Energy Management Agency headquarter? 

COLLINS, H E Office of State Programs 00/01/ 04 Ip 


8001170527 Advises of acceptable signature for charts to NHC account 
at Bellevue Motel, San Francisco, CA for 000117 meeting 
MCCAFtTHV, E Office of State Programs 00/01/03 Ip 


0001220270 Notifies that state program for control of agreement matls 
is adequate to protect public health b safety Program is 
compatible w/Commi a s 1 on program Improvement in quality of 
mops noted 

KERR. G W Assistant Director for State AqT e e-man t s Programs 
SO/0J/O3 Ip 


0001220294 Discusses result? of review & evaluation of state radiation 
control program Program for regulation of agreement roa t l is 
adequate to protect public health b safety Program is 
campa*- 1 b l « w/NR0 program 

RYAN, R O Office of State Programs QO/Ol/03 2 pp 


8001220290 Notifies that state program for Control of agreement matls 
is adequate to protect public health A safety Program is 
compatible w/NRC program Specific lines of supervision 
should be drawn for executing program functions 
XERfti G If Assistant Director for State Agreements Programs 
00/01/03 2pp 


0001220290 notifies of review of 1979 regulatory programs of 25 
agreement -state? All programs adequate tp protect public 
health h safety Programs of 23 states are compatible w/NRC 
p rag ram 

RYAN,R 0 Office of State Programs 00/01/07 3pp 


3001220305 Discusses 791203-05 review & evaluation of state radiation- 
control program Program ft>T regulation of agreement matls 
is adequate to protect public health N safety State program 
i 3 compatible w/NRL program 

RYANrR 0 Office of State Programs 00/01/03 2pp 


0001230150 Informs of proposed NRC rule change re radiological 
emergency response plans for nuclear production N 
utiliration facilities Invites one state it two local 
officials to attend 000124 workshop in Atlanta. GA 
FlYANifl G office of State Program? 79/J2/S4 lp 


— '0001230151 Informs of proposed NRC rule change re radi olog 1 ra 1 
emergency response plans for nuclear production >< 
utilisation facilities Invites one state b three local 
-Officials to attend 000224 workshop in Atlanta- 0A 
RVAN, R D Office of State Programs 79/12/14 2pp 


— 80012301 S3 Informs of proposed NRC rule change re rod 10 1 ngica l 
emergency response plans For nuclear production U 
utiliration facilities Invites one state b one local 
official to attend Q 00122 workshop in Chicago* 11 . 

RYAN.R -G Office of State Programs 79/12/13 3pp 


”8001230155 Informs of proposed NRC rule change re radiol oyica 1 
emergency response plans for nuclear production 
Utilization facilities Invites one state official to attend 
□001)7 workshop in San Franc iJco^CA Agenda enrl 
RYAN-R G Office of Stats Programs 79/12/10 7pp 


101240201 Request? advice re steps to tan* in retaining annual leave 
for WW Oaut who will lose leave time due to cancellation of 
projected leave on 791218-000109 

RYANrfl Q Office of State Programs, 80/01/J4 Ip 


01310096 Summary of 8OO10B meeting of Task Force on Emergency 
Planning in Wash i ngton. DC re transportation accidents 
involving radioactive mat Is 

iCCAftTHY.E Office of State Programs B0/01/J8 4pp 


7909270595 Forwards summa? y of BWR licensee Commitments to install 
recirculation pump trip? 

LAINAS.G Plant Systems Branch (Pro 791030) 79/0B/20 Ip 


—7909270597 Summary of OWR licensee commitments to install reeiriulatio 
pump trips 

* EG * 5- Inc FIN A-0231 79/08/20 22p p 


GOO1O3O057 Notification of 791218 meeting w/B&W owner? group in 
Qethescfa.ND to discuss safety concerns re isolation of low 
pressure sys From primary sys piping by use of double check 
valves in senes u/clo?ed motor operated valve 
GARNER - D J Operating Reactors Branch 4 79/12/12 lp 


8001020471 Forwards PPl'TR-7701 < N U^Form Radwast® So I 1 d 1 f i c at 1 on Bys, " 
Revision 1 

NALL, W C Newport News Industrial Ccrp (subs of Newport News 
Shipbuilding 4- DryDock Co 1 PPI^WCH-SOD 79/12/26 lp 


--80OJ 020400 PP J-rft-7701 Ri 

”U-Form Radwaste Solidification Sys. " Revision 1 „ 

* Newport News Industrial Corp (subs of Newport News Sh i pb u 1 1 d 1 ng 
b DryDotk Co ) 79/12/31 241pp 


COO 1020530 Di scusaes use of RETRAN for transient analysis part of 
safety evaluation capability being designed Requests 
opportunity to discuss plans for RETRAN use in order to 
expedite review Supporting documentation sue 1 
VDGT.J F Middle South Services- Inc 79/12/21 lp 


8001020554 Summary of 791212 meeting w/Sandia Labs in fle th e 5 da, M0 re 
procedure? for evaluating fault trees I< further assistance 
on sys interaction following completion of Phase 1 Of 
technical assistance 

ANGELO, J Light Water Reactor? Branch i 79/12/10 2pp 


800 1 0300 JO Forward? topical rapt evaluation of Amend 5 to GA**A1 3D10A, 
reflecting organ 1 cat i onal changes. commi tments to latest reg 
guides !c editorial charge? 

HAAS h.M P Quality Assurance Branch 79/12/13 2pp 


— 8OOCO3O035 Topical r<?pt evaluation of Amend 5 to GA-A130I0A Amended 
topical rept acceptable 

* Duality Assurance Branch 79/12/13 2pp 


800ID3D217 Responds to 771216 application AW-7760 b 760827 affidavit 
AW-76-39, requesting that WCAP-91&7 be withheld from public 
disclosure Rapt should be withheld, for reasons cited in NRC 
7704 J 3 Iti 

STOLZ . J F Light Water Reactors Branch 1 79/12/06 2pp 


8001030579 Approve? util 790115 6 0622 requests that EDR-l (P), 
“Generic Licensing" •< Revision 1 be withheld 
frof 10Cl-n2 790) 

BAER » R L Operating Reactors Branch 2 79/12/21 2pp 


800 1 030593 Forwards Pages 5 * 10 Fo TR-J21A. in response to NRC 790924 
ltr Pages consist of updated company orgam lation chart 6 
description of OA manager reporting channel 
PICKFORP.A E C F Braun *< Co 79/12/26 3pp 


—0001030590 TR-21A 

Company organ i ia t ion chart. Figure 1-0 Pages 5 6 10. 
consisting af updated company organ 1 zatlon chart ft 
description of QA manager reporting channel et>c 1 
* C F Braun ft Ca 79/00/01 2pp 


8001030600 Forwards proprietary versions of ’“Plant Operations w/Natura\ 
Circulation of Reactor Coolant’ 1 It “Fost-LOCA Cooldown & 

Dapr es sur 1 1 a fc i on " Rep to withheld (ref J0CFR2 790) 

REED . C Wditinghouse Operating Plants Owners Group 00-29 
79/12/28 Ip 


80010 J0638 Forwards addl info requested by NRC 790928 ltr re NED0-247QB 
concerning loss of feedwater transient analyses 
IJUCNHOLZ-RH Antibodies, Inc MFN-3I3-79 79/12/2B 5pp 



NOIMDOCKETED ITEMS 


347 


EOQ1030641 Responds to NRC request for further infa on lout Flow 
limitations For ODYN code Application of ODYN restricted to 
conditions where core flow is above that obtained w/min pump 
speed 

COOK. K U Antibodies- Inc MFN-3 12-79 79/12/27 2pp 


6001030689 Advises oF availability of BAW-10122A. ''Normal Operatinq 
Controls," submitted for review under topical rept review 
pr ogram 

WlLSDNr J N Ll f}h t Water Reactors Branch 4 79/11/30 lp 


8001030739 P-T0P-QA1 

Forwards Revision 2A to P-TDP-0A1 re organi tat i ana 1 It 
pr og-rarnmati c changes 

RICHMOND. H 0 Ralph M Parsons Cd GAR-904 79/12/20 2pp 


— 8001030745 P-TQP-GA1 

Revision 2A to P-TGP-GAl re organt i a 1 1 ona 1 t« programmatic 
c hang os 

RGDDEY.Q C Ralph M Parsons Co 79/12/20 4pp 


9G0103075>7 Responds to NRC 790B1S ltr re dc power source Failure For 
BWR 3 l* 4 Test calculations for LPCI-Mod plants performed 
over several break sues fc failure combinations Rosponso* to 
remaining items to be submitted 900221 

ENGEL, ft E Antibodies- Inc MFN-309-79 79/12/28 6pp 


0001040326 Notifies of delay of ltr rept re ATW3 issue due to increased 
work load Rept will be issued in dan 1980 

TAYLOR. J H 3M Co » Minnesota Mining k Mfg Co 79/12/31 lp 


0001040330 " AT US For Wos tinghouse Plants *' 

* Edlow International Co 79/12/31 227pp 


0001070355 Forwards NEDE-25193, "DXB Fuel Surveillance Program 
Monticello Situ - End oF Cycle 5 - Third Post Irradiation 
Insp - Oep t 1977. " Affidavit end Rept withheld 
(ruf 10CFR2 790) 

SHERWOOD. G 0 Antibodies. Inc MFN-001-00 90/01/03 4pg 


6001080446 Forwards NEno-24503. Revi s ion 1. "Mark I Containment Program 
Structural Acceptance Cm tor la. Plant Unique Analysis 
Application Guido." For Task 3 1 3 

^ODONj L J Sherwin-Williams Co MFN-311-79 79/12/37 lp 


--Q00109Q454 NED0-245D3 

"Mark I Containment Program Structural Acceptance Criteria. 

Plant Unique Analysis Application Guido.' 1 Revision l. For 
Task 3 l 3 

JANNI.P W . WADE. G E Sherwin-Williams Co 79NED1P5 79/lo/JJ 
43 pp 


□001080465 Forwards response to questions contained in NRC 791012 ltr 
re REDO -24700 

ARMSTRONG. W J General Electric Operating Plant Owner* Group 
00/01/05 lp 


--0OO l QB0478 Forwards response to ten *ys questions re NEQD-247Q0 
Responses discuss pi oper operation of LPCS* LPC 1 r HPCf ?» 
reactor core isolation cooling 

BUCHHOLZ.R H General Electric Operating Plant Owners Group 
HFN-*003-B0 00/01/04 91pp 


0001090301 Submits response on behalf of DWR owners group to NRC 790713 
request For addl info Forwards prepuh 1 ication version af 
NEDCJ-2470B. Sections 3 5 2 3 «* 3 I 1 5 U analysis of small 
break accident Guideline 3. Cont ingency 3 

0UCHHQLZ.RH Antibodios. Inc MFN-314-79 79/12/58 93pp 


800 1 1 00363 Notifies of distribution of NEDQ-24643. "Mark III 
Confirmatory Test Program 1/9 Area Scale Multivent Pool 
Swell Test* (Test Series 6005)." nonpropr i ctary version 
CAPRAjR A Light Water Reactors Branch 3 79/10/03 lp 


-8001 100367 Forward* NED0-2464B, "Mark III Confirmatory Test Proqram 1/9 
Area Scale Multivent Pool Swell Test* (Test Series 60021* " 
nonpropr i etary version 

SDDCN.L J Antibodies. Inc 79/10/03 lp 


--B0011 00372 NEOO-24640 

"Mark III Confirmatory Test Proqram 1/9 Area Scale Multivent 
Pool Swell Tests (Test Series 6002). " notipropn etary 
v®r * Ion 

KINGSTON. R E i GLUNTZ.D M » ROGERS. A E Antibodies* Inc 
79NE0302 79/05/30 132pp 


8001100375 Forwards comments on Revision i to NUREG-0313. "Technical 
Rept on Matl Selection '< Processing Guideline* for DWR 
Coolant, Pressure Boundary Piping " Supporting Info end 
SHERWOOD. 0 G Antibodies. Inc MFN-002-8- 00/01/10 53pp 


— 800110Q37& NEDC- 21463-5 

"Evaluation of Near-Term BWR Piping Remedies " 

GIANU22I.AJ, HUGHES N R Ant i b o d i e * . Inc ‘'9/05/31 TOOpp 


—9001100302 NEDO 23604 

"Prevention of Stress Corrosion by Limitation of Applied 
Static Load in DWR Piping h Component's 1 

LEMAIRE. JC . RANGANATH.S Antibodies, int 78/09/30 J5pp 


8001100399 Notifies of acceptance of FDR- l , Revision i. "Ederer 's 
Nuclear Sa Fe ty-fte lat e d . Ct t ra-Sa f e t y ft Monitor i ny Cranus " 
Evaluation nt rept encl 

DAER, R L Light Water Reactors Branch 2 00/01/02 «Jpi> 


— 0ODLIOOT96 Topical rept evaluation of EDR-1 .Revision L« "Ederex 's 
Nuclear So Fety-Relatpd. E itra Safety 6 Monitoring Frames 11 
Rapt acceptable 

* Light Water Reactors Drench 5 00/01/02 13pp 


9001100410 Requests review approval of YN Nr-70-44, "(.encrlt Ahalijsn 
of Control Rod Ejection Transient for RUN, “ for qenerit 
application 

GW&LEY.G F Shakleo Corp 79/07/20 Ip 


0001110446 Announces completion of review af util modified guidelines 
re preparation of operating procedures to tope w/sraall break 
LOCAs la L— E designed plants Approves guidelines Otll 791213 
1 tr , go i d el ine evaluation ft NRt 791114 ltr encl 
RDSS.D F TMI-5 Bulletins J. Orders 79/12/26 2fcpp 


9001140014 Forwards info requesting route approval fur Shipment «> f 
irradiated reactor fuel per 10CFR73 Encl withheld per 1954 
Atomic Energy Act f, 1974 Energy Root q am i a 1 1 on Act 
CARRIER. M J Antibodies. Inc 14955 79/12/03 Ip 


8001 140200 Submit* application tor withholding For wards nonpr opr letury 
version of attachment C of 791220 1 f r rc re-eva l ual Ion of 
insp schedule for A \ AA categories Affidavit *rw l 
ANDERSEN. V S Ldlow International Ca GO/Ql/O/ 9pp 


--8D01140PD7 Responds to NRC requests for insp program status rept, 
ewnors group statu* i ept V re-evsluatiDii of map schedules 
for A t* A A categories. Pi opriotary version cif te- evaluation 
withheld (ref 10CFR2 790) 

ANDERSFN. Y E Edl-ow [n tarnation a 1 Cn 79/12/20 7pp 


--Q001140292 Forward* nonpropr i etary version of Attachment C of /‘M.Ji'l) 
Hr re re-e valuation of Insp schedule for A A AA categories 
Proprietary version withheld lief IQCfrft? 790 1 
ANDERSEN V 3 Ed low International Co 80/01/07 I4pp 


0001140354 Respond* to NRC ipqueat for info r« structural responses to 
Mark I containment program load definition Describes 
activities underway to develop more realistic* load 
d-eflnitmr* Application *. structural atialysi* techniguns 
SOadN.L J Antibodies. Inc MFN-001-G0 GG/01/07 3pp 


0001140410 Forwartl* response to NRC 791116 request Fur infl) l« rbmment* 
re program for development of quantitative risk critPTia 
Suggest* development of risk turves fot othei Industrie* to 
form basis For comparison 

MILLS. L M Tennessee Valley Authority 80/01/0/ 3p p 


8001140491 Discusses completion of oupp 1 ?. design backlog lt» fire 
profcoction prdgram Requests review of possible, funding foi 
FYSO 

HALL . R E Orookhaven National Lahoratnry 00/0 J /O/ 3pp 


GOGi 130041 Summary of 791211 meo t i nq w/BNL re UWR accident analysis 
DVNENFFLD. M Core Perfarmonco Drench 3Q/0i/02 2pp 


0OGU3O263 Forwards CENPD-206, Su pp 1 s l -P 6 l-NP, "TORE Cudu 
Verification h Simplified Modeling Tiethods " Proprietary 
version withheld (ref 10C1FR2 790) Affidavit one) 

SHEFIERi A F American AJr filter Co LD 79-071 79/12/13 /pp 


— (3001 150268 CENPD-206 

Nonprppr i etary version of CENPD-206^ Bupp l-NP. "TOflC Code- 
Verification ft Simplified Modeling Methods 11 
* American Air Filter Co 79/12/31 lOpp 


0001160509 Responds to request for drawings £> info re Mark li concrete 
containment* Investigation beyond scope of current Mqrk II 
owners group program*/ due to ponding approval af square root 
of sum of squares for combining design responses 
CHAU. H General Electric Operating Plant Owner* Group MK 
II-036-LIC 00/01/08 2pp 
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fl00il&05l2 Requests dr-awings ■& info r? Mark II concrete cofltatnmentSi 
TANtC P Structural Engineering Branch 79/1J/J3 2p p 


t)0Qtlfc0^35 Responds to NRC 791227 request regarding reviru re 
occurrences of error recently discovered in NUPIPE computer 
code In no cases do conditions emst such that potential 
error might occur Forwards list of projects 

iMCDHS.5 D Stone fi< Webster Engineering Ccrp> 60/01/11 2pp 


Q00U7Q2B3 Forward* NEDD-21993. ’Submerged Structures Model - Main 
Went Air Discharges Evaluation Kept,” re Mark I containment 
program Nonp r opr i o ta r(# version of NEOE-24 983-P 
SOOLN- U J Sherwm-Wi Uiama Co MFN-009-80 0O/O1/JO Ip 


—0001170288 NEDO -21983 

“^uomorged Structures Model ~ Main Vent Air Discharges 
Evaluation Reptj" re Mart 2 containment program 
tjonpropr i e tary version of NEDE-2I 983-P 

l U7. 5 I. . LASHER.*. £ Sherwin-Williams Co 79NEQ79 79/09/30 

62 pp 


0001170318 ForwaTdt NEDD-2309Q. "Analytical Hcd>l for Computing Wati'r 
Rise in Sa f ety/fle ] i pf Valve Discharge Line Following Valve 
Cjoiurti " re Mart l containment program Nonpr opr i e fcorg 
version of NEDE-23899-P 

SOBOU.L J Sherwm-Wil3 iaitvs Cd MFN-007-00 00/01/09 ip 


— POOJ 170321 MEDE-23098 

"Analytical Model for Computing Mater Rise In Se ffl ty/Re 1 1 e F 
Vitlvt Discharge Line Following Valve Closure." re Mark i 
containment program Nonpropr i e-tary version of NEDE-2389B-P 
’UHEELER. A J i DOUGHERTY, D A Antibodies* Inc 79NED7& 79/08/31 

54pp 


0001170353 Forwards NEDD-2I973, "Comparison of QE 6 ERR I Torus Load 
Test Results*" re Mot* I containment program Monp rapr letary 
version of HFDE-SI973-F 

S0D0N,t 0 Sherwin-Williams Co MFN-DlO-00 B0/DI/10 (p 


—0001170359 NED3-2I973 

"Comparison of CE 1. EPfl I Torus Lead Test Results. " for Mart 
I c ontat nment program Nonjpi opne tary vfruon of 
NF D£ -21 973-P 

* Antibodies, Inc 79NFD73 79/09/3 0 51 pp 


10011701*9 Forward* ME00-BI878, "Analytical Model for Computing Air 
Hubble it Boundary Pressures Resulting from Sa f e t y /Re 1 J c f 
Valve Discharge Through T-Gu-e/ichur Oevjte, " re Mart I 
containment program Nonprcp r 1 etary version of MEDE-2IB78-R 
6DD0N. L J Antibodies. Inc MfN-006-00 00/01/09 lp 


5001 2301 3S Responds to MFC 79J130 ltr re EPRI program for performance 
verification of PWR safety L relief valVBs not providing 
testing up to ATW5 peak pressures 1* temps Testing under 
extreme conditions unnecessary for Wes 1 1 nqh oiyse plants 
TRAJSMAN, S E We6tinghouse Operating Plants Owners Group 60/01/16 
1 F 


0001240039 Responds to request for info on problem of metal fuel 
cladding Recent problem resulting from ORNL tests duals 
only w/Zircalloy c l.iddi ng, not w/pellet sue 1 1 i ng . mf g defect* 
or fuel pellet defects Related matl enclosed 

EISEM/T, D 0 Division of Operating Reacto? s 79/12/20 lp 


— 6001240046 Submits review of ORNL data presented by NRC in 79li0l 
meeting r e COCA cladding swelling & ability to 
conservatively calculate peak cladding tamps Data does not 
■constitute safety problem for DWRd 
Dl/CHHCLZ<fi H Antibodies. In c 80/01/21 2pp 


•BOO 1240053 ’'Cladding Swelling S. Rupture Models for LPCA Analysis 
ROWERS, D A MCYER. R 0 Coro Performance Branch 79/10/31 

5!pp 


00012505^5 Forwards nrata V addenda to NED0-20566-1 . Revl s i on 1* "OK 
Model for LOCA in Accordance w/ lOCFHbO, App K. Amend i ~ 

Calculation of Low analytical Flow Film Boiling Heat 
Transfer for 0Wf? LQCA Analysis " 

QUIRK, J F Anti bodies, Inc MFN 310-79 79/12/26 Ip 


- GOO J 250533 NE0O-2OS66-1 R1 

Errata U addenda to NEOO-20566-1 , Revision 1, “QE Analytical 
Model for LQCA In Accordance w/IOCFRSO App H. Amend l - 
Calculation of Low Flow Film Dolling Heat Transfer for DWR 
LOCA Analysis " 

* Antibodies, Inc MFN 310-79 79/12/26 iGpp 


B0O12EO457 Summary ah meeting w/SAU to discuss RW Star u s tec k t 790812 
ltr of approval for conceptual design of an independent 
spent fuel storage installation 

STARDSTECfU R U Fuel Reprocess *< Recycle Branch fPre 790727) 
79/Q8/22 2pp 


6001290125 Summary of 791217 meeting w/Westinghouse rc re-evaluat ion 
of probability for turbine missiles being formed through 
■cracking of turbino discs *. bores List of attendees end 
ROSS, J W Operating Reactors Branch J 80/01/09 5pp 


80015901 50 "Steam Generator Tube Rupture Iodine Transport Mechanisms." 
monthly progress rept for Qec 1979 

DEWMING.RS Dattelle Memorial Institute, Columbus Laboratories 
30/D1M4 5pp 


“0001170376 NEDD-2107B 

■'Analytical Model f*ir Computina Air Rubble L Boundary 
Pressures Resulting from Saf e ly /Re l ie f Valve Discharge 
Through T^Owoncrkor flevjee, ♦* re Mark I conta i nment program 
Nonpropr 1 dtary version of NEBE-2IQ7Q-P 

VALANOAWl.P - HSIAO. W T Antibodies, Inc 79MED71 79/09/30 

I96pp 


8001290363 fiesponds to 791227 Ur reqnastuiq revusui of subcoolinq 
criterion for HPI termination re non-LO^A events Criterinn 
may br directly applied to Generic Guideline E-2, as 
discussed in eii cl 

RFLD.C Westinghouse Operating Plants Owners Group OQ-29 
R0/O1/P9 Tpp 


101220104 Notifies uf 000124 meeting w/EPRl Safety t> Analysis Task 
Frtrce In Oethooda,MD te discus* NRC comments on proposed 
CPfll program for relief L safety valve testing 
0LGK1N8K1. J A Reactor Systems Branch 79/12/26 2pp 


8001290371 Submits results of AtWS ltr rept Includes info re sys 
analysis dose ca 1 culatipn. ana lyses values *< fuel 
performance Reconfirms that final rept will be mailed wk of 
000204 

TAY1 OR, -I H 3M Co . Muinesutd Mining «< Mffl Co 80/01/22 0pp 


D122O10O Confirm* 800100 meeting w/Westinghou»e Turbine Div in 
DethPsda.MP re- turbine cracking problems 

sieCNHGT, D Q Division of Operating firactpr* 60/ 0|/03 2pp 


>1220164 Confirms BD01G9 
lethosda.MD re potential 
i/OE turbinsa 
ISENHUTj 0 0 Division 


meeting w/CE 
for cracking 

■of Operating 


Licensing & Turbine Djvs in 
probtems associated 

Reactore. 00/01/ 03 *?pp 


12204 40 
r i t i cal 
3 c urt p n fc 
ir3 

lYLOJl- J 


For wards proprietary rapt, DAW-i0l43P. "Correlation 
Heat Flu* in 17 k J7 Oeometry Rud Bundles ” 
withheld Tref I0CFR2 7901 Fpruaid* affidavit W/d 

II 3M Co . Minnesota Mining Mfg Co 00/01/04 


of 


*P 


230062 Torwards proprietary rtfpt. NEDE-24223. ^Assessment of DWR/3 
t l gallon of ATWB lAtternat* 31 " Heft withheld 
et 10CFR2 790> 

t'RWOODfOO Antibodies. Inc MFN-3J5-79 79/12/28 3pp 


J3D064 Forwiard* propTlekarv rap t, NEDE- 24223, "Assessment of BWR 
tigation of ATWS.Vol II INDREC-0460 Alternate Number 3> " 
it withheld <r*f 10CFR2 3 790 J 

flIWOOD, Q 0, Antibodies, Inc MFtf~3I6~7? 79/12/20 3pp 


8001290507 Forwards ”9ar lab i 1 i ty of Upward £ Downward Vertical Pressure 
Loads in Mark I Containment 11 Conclusions differ from 
statistical margins of uncertainty in acceptance criteria, 
due to inclusion of factor to leflecfc mean load uncertainty 
RANLET, J 0 Brookhaven National Laboratory 80/01/16 lp 


’-8001290510' "Variability of Upward h Downward Vertical Pressure Loads 
in Mark I Containment 11 

FINCH, S J . BTRAZOIRA/J , oGURl.T New Vork, State Umv of/ Stony 
Brook 79/09/30 7pp 


8001290548 Submits crganlxafcion changes, pur DAW- 1 0096 A . Revision 3 
Responsibilities previously assigned to Mat 1 5 , Ch emi s try b 
Codes Unit now assumed by Technology Unit assigned to 
Technical Staff section of Engineering Dept 

TAYLOR, J H 3M Co , Minnesota Mining t< Mfg Co 00/01/17 Ip 


6001290552 Forwards draft of generic Mark l safety evaluation re 
technical bases for long-term program suppression pool 
hydrodynamic; load definition techniques W/o end 

flANLET, J D Drookhaven National Laboratory FIN A-310B 00/01/16 

IP 

SCO 1290995 Forwards Revision 3 to QA program for nuclear fuel desiqn it 
f abr i ca 1 1 on 

PERRY, J A Shalt 1 ee Corp 80/01/29 3PP 
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--S001290597 XN-NF-1A R3 

Revision 3 to GA program for nuclear fuel design 6 
fabrication 

DAVIS, T L , PERRV, 0 A Shaklee Corp 80/01/10 24pp 


6001300320 Forwards LOFT L3-1 pretest calculated results through use 
of RELAX-EM K RELAP4-EM small break codes Computer printout 
available in Central Files only 

OW-SLEVr Q F Shaklee Corp GF0-013-80 80/01/25 59pp 


600)300430 Requests NRC schedule for start of review of Q&W-F&D 3539/ 
"Nuc 1 ear MSI V Sy s “ 

WALTER, J F GCA Corp BO/01/00 2pp 


SCO 1 300561 Advises that transfer of personnel may result in delayed 
schedule for degraded grid voltage Parts.A L D, unless LLL 
recruits addl help Selected issue ref sheets enel 
LAIMAS, G Plant Systems Branch 80/01/10 /pp 


8001300576 Informs that 791024 application for withholding AECC-2-P pci 
10CFR2 790 is incomplete Forwards 10CF2 790fbMl> re 
af f i dav i t s 

BAER, R L Light Water Reactors Drench 2 AECQ-2-P 80/01/21 

Bpp 


80G131021B Notification of 800214 meeting w/BS,U in Qethesda , MD to 
discuss implementation of Reg Guide l 97 re operating 
rear tor s 

TELfORD, T TMI-2 Lessons Learned Task Force 80/01/09 2pp 


000)310356 Responds to NRC 791227 request ta report review results for 
Occurrences of error discovered in NllPIPE code Reviewed 
projects designed pre USAS 1)31 1-1967 A Pound no conditions 
for potential error Project review list end 

JACOBS, S B Stone 6 Webs tin Engineering Corp 00/01/11 2pp 


BOOt 31036 4 Forwards "Critique of DNL Review of Methods & Criteria for 
Dynamic Combinations in Piping 3ya> " in response to NRC 
791226 request 

SQ0ON, L J Antibodies, Inc MFN-025-00 00/01/29 2pp 


--G0QI310367 "Critique of DNL Review of Methods 6 Criteria for Dynamic 
Combinations in Piping 5ys, " prepared for Mark II owners 
group 

KENNEDV.R P Engineering Decision Analysis Company, Inc 
NFWMARK.N M N m Newmark Consulting Engineering Services EDAC 
134-242 03 80/01 /II 44pp 


WASTE MOT NUCLEAR WASTE MANAGEMENT 


0001020047 Forwards "Guidelines for Analysing Agricultural Impacts of 
Proposed Major Projects " CO Dept of Agriculture requests 
use of end guidelines for determining impacts of major 
actions upon state agriculture 

RUD I NSH, J Colorado, State of 14818 77/11/09 4pj» 


G001030B73 Informs that drilling of Deep Monitor Well DW-13 Completed 
or 791203 Schedule for migration control program will bo 
forward ed 

MCGRATH, E J McGrath, E J 14890 79/12/04 lp 


0001040010 Forwards E-logs from tost holes in tailings disposal area 
U/o encl 

THOMPSON, M A Microma, Inc 79/11/30 ip 


800)070144 Discusses Congressional legislation amending U Mill Tailings 
Radiation Control Act Document re long-term stability & 
groundwater impacts of impoundment will be forwarded upon 
completion of review of Martin-Trost operations 

MILLER, H J Uranium Recovery Licensing Branch 79/13/04 lp 


800-1000411 Forwards rationale used in selection h evaluation of 
alternate sites for U-vanadium mill In southwestern CD per 
WfIC performance objectives Drawing retained by Project 
Manager 

LANGE. 9 L Pioneer Nuclear, Inc 14B70 79/11/20 6pp 


0001100337 Forwards supplemental matl to vendor environ T«pt discussing 
alternative tailings mgt sys studied for project Dragline 
burial »ys for La Polvadera Canyon is preferred alternative 
W/O end 

ROGERS, W L Lincoln Pulp b Paper Co 15005 79/12/06 lp 


0001 10 0345 Cites NRC 791116 Iti recommending safety evaluation of dam 
stability at U mill site Requests statement re scope of 
evaluation & appro* timetable 

HAZLEi A J Colorado, State of 14973 79/12/06 2p p 


8001110420 Forwards “Measurement of Rn- 222 Flui w/Charcnal Canisters 11 
giving Hansen project results r info re methods of 
measurement 

THOMPSON, M A Microma, Inc 1501 l 79/12M7 4p p 


--3001 1 10425 "Measurement of f?n~222 Flm U'Charcoai Canisters " 

( OUNTES*:. R J Energy Research * Development Admin (Presently DUE) 
15011 79/12/1/ l^pp 


BQOI 130220 Responds tp ^91005 request for info re U mill tailings dam 
failure in Church Rack NM No contamination of Lake Mead will 
result from Church Rock dam failure Forwards NRC 79 1 02tJ 
testimony before House Subc ommi t tee on Energy *« Lnvirun 
GaSSlCl< L V Office of the tzocutive Director far Operations 
79/11/21 lp 


--8001 130222 Transcript of 791022 testimony before House Subcommittee on 
Energy \ Environ re failure* of dam at United Nuclear Corp L> 
mill tailings disposal site at Church Rock,NM 
DIRCKS.U J Office of Nuclear Material Safety 7, Safeguards 
79/10/22 I4pp 


9001140030 Responds ta 791203 telcon Z> 791204 l tr Requests assistance 
of NRC contractor to evaluate taillnqs impoundments 
stability at Union Carbide facility at llravan, Cll Stresses! 
importance of acquiring addl info from contractor 
HA2LE, A J Colorado. Statu Of 150)0 79/J2/Q4 Ip 


8001140067 Responds to 791)12 ltr requesting info tb current licensing 
authority over byproduct matl produced in aqt eenient status 
CO Dept of Health has solo licensing authority aver 
production of tailings in Cl) 

MILLER, H J- Uranium Recovery Licensing Branch 79/12/07 ip 


8001150004 Summary of 791115 meeting w/A?lL re preparation of final 
GEIS on U milling 

MARTIN, I) E Urqnium Recovery Licensing Branch 79/12/27 Jpp 


— 0001150006 Summary of major points agreed upon at 791203 meeting rs 
OE IS comment lesolutian 

MILLER r H J 'Jean turn Recovery Licensing UTanch 79/12/03 /[lp 


8001150009 Notification of 791210 mooting u/Cyprus Mines Corp ft Fred t 
Hart Associates to discuss proposed Hansen project 
KRUG, N E Uranium Recovery Licensing Ui anc h 79/12/12 lp 


0001 160152 Forwards documentation pf 791130 conference tolton w/J 
Steward, R Waggoner, G Rlllinqs.J Nelson, 3 Abt U W Uivins re 
" Oraun dwa ter Discharge Plan Using Be 1 ow-Qrad a Tailings 
Disposal" for Bokom Marquez mill Bevins comment n enrl 
KRUG , M E Uranium Recovery Licensing Dranrh 79/12/19 lp 


— 8OO1160LV5 Documents questions laieed in 791130 conference tclron re 
Dokum mineral resources Discusses overall water balance 6 
ovapordtion capabilities Qt tailings mgt sys f, gives 
estimates for evaluating effect of p r oc i p i tat ion an pundinq 
ADT.S R , NELSON, J D Colorado State Umv L4 04R 79/11/30 

5pp 


800H60T66 Notes that mt-o requested in NRC 7910Q5 ) tr rp Pinal 
Minerals 6 Mining nper jt ions at lucky Boy site is still 
required to complete review Requests schedule foT receiving 
reap onses 

MILLER, H j Uranium Recovery Licensing French 79/12/05 Ip 


8001160244 Forwards supplemental mat) to environ rept Suppi discusses 
alternative tailings mgt s«;s Dragline burial sys for 
La Polvadera Canyon is preferred alternative Forwards three 
oversize d r aw i ng s, a va i 1 ot» 1 e in Central Files only 
ROGERS, W L Linroln Pulp •« Paper Co 15005 79/13/06 lp 


— 0001160249 “Evaluation of Alternative Tailings Mq fc Methods " 

GIFFORD, F W U A tfAh 1 er l Associates, Inc 15005 79/U/JO 

200pp 


9001160400 Forwards consultant ttr rept on safety review of proposed 
addition to uothein embankment 6 cross dikes of Church Rock 
tailings impoundment Rept marks termination of technical 
assistance re stability evaluation off existing embankment 
SCARANO, R A Uranium Recovery Licensing Drench 79/12/10 5pp 


--8001160416 Submits conclusions on outstanding issues pertaining to 
stability of proposed addition to Church Rock tailings dam 
Details of disposal of drainage water from chimney drains 6 
horizontal fingq-p drains needed prior to const 
NELSON, J D Colorado State Un i v 79/11/20 4pp 
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NONDOCKETED ITEMS 


8001 1 70076 Sumarires 791030 site visit ft dans msp at Uravan. CO for 
l/mon. Carbide Corp Uravan U project Purpose of trip was to 
respond to 790917 ilr indicating possible sloughing 
p rob 1 em 

PERSON, i- S Uranium Recovery Licensing Branch 79/13/10 3pp 


8001180040 Recommends immediate action to impose license conditions 
forbidding Union Carbide use of Pond 2 of Uravan until 
integrity of pile is assured Recommends emergency plans be 
prepared ft dates established for accomplishments 

SCAR AMO. R A Uranium Recovery Lleens lug Branch 79/12/14 2pp 

80011901-64 Discusses stability review of Union Carbide Uravan tailings 
embankment 

SCARANO. R A Uranium Recovery Licensing Branch 79/12/26 ip 

6001(80166 Advises of issuance of emergency orders, per Radiation 
Control Act. Title 23, Article IK Section }03f SI , r e s u 1 ti ng 
from review of Union Carbide Environ Repti7?103G ft 1211-13 
tmcite insps ft 791213 meeting 

HAZLE, A J Colorado. State of 15090 79/13/17 3pp 


0001 190171 Submits trip rept for 79U19 site visit ta Pioneer Uravan, 
Inc proposed mill site in 5sn Miguel, CO List of 
participants enc 2 

HAMMJL, K Licensing Process A Integration Branch 79/13/05 

3pp 


8001100174 Discusses Navajo Environ Coordination Committee meeting 
concerning U recovery on Indian lands Agenda encl 

TRADER, E A Uranium Recovery Licensing Branch 79/12/li Jpp 


— •8OO'1J80176 Agenda for 7912J3 meeting concerning U development On 
Indian lands 

* Uranium Recovery Licensing Branch 79/12/13 2pp 


8001 J SOI 9? Submits technical assistance request for response to *nr 1 
Church Rock info request by Congressman UdalJ 

SCARAND, R A Uranium Recovery Licensing Branch 79/J2/10 ip 


— 0001 190196 Submits inquiries re Commission agreement states program ft 
U mi 1 1 tailings control 

UDALL. M K House of Rep . Interior ft Insular Affairs /9/12/06 
3pp 


8001 100242 Requests answers to questions on environ rept re projected 
impacts to groundwater 

KflUD, M E Uranium Recovery Licensing Branch 79/12/1? 2pp 

B001J80253 A-ek receipt of 791109 ltr re guidelines for determining 
impacts associated ui/major actions on agricultural sector in 
CO Guidelines should be submitted to State af CG, which hd-n 
licensing authority over Cypi us Mines Corp Hanson Project 
MILLER, H J Uranium Recovery Licensing Oi anch 79/12/12 6p p 


8001180412 Forwards request for add! info re factors which affect 
tailings mg t scheme af proposed Sen Miguel project Questions 
to be answered within 2-3 wks 

MILLER, H -J Uranium Recovery Licensing Branch 79/12/21 4pp 


8001220201 Forwards Bokum Resources Corp 791217 itr re discharge 
plan Imp ft maint obligations will be completed Fallowing 
every channel flow exceeding two ft in depth every five yrs 
or following lOD w yr Mood event 

TQFP. A A New Menco. State of 15064 79/12/1 7 4pp 


80QJ220262 Forwards questionnaire re radioloqical assessment of 
proposed U mill ft air contaminant emission permit 
application Meteorological data In questionnaf re 6 air 
permit arc based on 12 months onsite monitoring N/out end 
LANCE, 5 L Pioneer Nuclear, ln< 19096 79/12/21 19pp 


800J 220301 Forwards 791204 statement of reasons ft cover 1 t p, appea ) i ng 
Forest Svc 791016 approval of Homestake Mining Co plan of 
operation ft E19 

WAFtD21N5KI, K , HAN BON, B National Wildlife Federation 15097 
79/12/05 25pp 


8003240107 Forwards water quality analytical data for 790707-1130 ft 
add! data for JuJ.Auq ft Sept 

MMXKEft, ft D John Deere Corp 15099 79/12/17 40pp 

ft 1 E 1 4p f n ‘ i5 *° far oral hearing Presentation scheduled 

000207 in Washington, DC 

M Agricul ture, Dept of, Forest Service 19133 

Bv/0 1 /0 ) |p 


9001340274 Issues emergency order far protection of public health ft 
safety from dangers posed by current conditions at Uravan 
Co facility Violations include failure tc buttress Pond 3 
Orders discharge into pond to cease until authorised 
HAZLE, A J Colorado. State of B0/0 1/04 Jpp 


0001240933 Forwards summary of probable cause of Church Rock U mill 
tailings impoundment failure * recommendations re embankment 
insps ft evaluations to be performed by agreement states 
SCARANO. R A Uranium Recovery Licensing flianch 79/12/33 4pp 


6001240537 Forwards Hokum Resources Cprp 791226 ltr re answers tg NftC 
questions provided to clarify vendor discharge plan 
T0FP, A A New Mexico, State of 15006 79/12/27 9pp 


6001290017 Comments on documents prepared by Pioneer Uravan, Inc rc 
San Miguel U mill project Project is well-conceived h 
designed re tailings mgt Major concern is use df 
hydrogeologic framework for waste disposal purposes 
HENDRICKS. D W Environmental Protection Agency 15154 90/01/0/ 

5PJ> 


BO0 1 3D01 04 Forwards Hokum Resources Corp 791205 ltr clarifying certain 
discharge plan topics Requests that NRC ack receipt by 
t e 1 * o n 

TOPP.A A New Mexico, State of 15000 79/12/10 I6pp 


0001300250 Advises of receipt of preliminary plat for Gro Verde 
subdivision. located leas than half mile from Cotter Corp U 
mill in Canon City,co Requests UDAD program re TPA 25 
man-re 

HAZLE, A J Colorado, State of 15047 79/12/19 lp 


8-001300326 Submits seven location* considered real or potential graunq 
locations for rattle at B ok urn mil) site One location inside 
restricted area boundary Two inconsistencies caused by 
different maps 

GNUONOL 1 . 0 Uranium Recovery Licensing Branch 00/01/11 2pp 


0OO131O41O Forwards responsive statement re Natl Wildlife Federation 
791204 statement of reasons supporting appeal of DOA 
approval of FES 

RUPP'C U Agriculture. Dept of, Forest Service 15173 00/01/04 

lp 


— 0001310414 Responsive statement re Natl Wildlife Federation 791204 
statement of reasons supporting appeal of DOA approval of 
FES 

RUPP, C W Agricul ture. Dept of, Forest Service 15173 00/01/31 

IDpp 


XRQRTLIC EXPORT AND IMPORT LICENSE*? 


6001030077 Amend 3 to Reactor Eipenmen ts, Inc license adding 
intermediate consignee 

PETERSON, M R Assistant Director ioi Eipor t/Impor t ft Interned ona l 
Safeguards 79/12/M lp 


0001020373 Forwards application to amend 1 1 c onse. I ne reas i ng amount 
depleted U-30B for export to 10 5 kg If, containing C) 07J kg 
U-333 

HARMON, D U Aerutest Operations 79/11/26 ip 


—0001020307 Application by Ed low Inti Cp for license to export 10 5 kq 
U. containing 0 073 U-233, to Argentina End use statement 
one 1 

HARMON, 0 W Aerotest Operations CNEA-2 79/09/05 2pp 


8001020417 Requests Executive Branch positiun re kdlow Inti Co 
application far license to export 750.000 Ci tritium gas to 
United Kingdom, fo-r production of micro! ight tritium light 
sources 

PETERSON, M R Assistant Director for Expor l/Itnpor t ft International 
Safeguards 79/12/20 lp 


0001020420 Requests Executive Branch position re Transnuc iear Jnc, 
application for license to eiport 5NM to The Netherlands 
GOesJCK.L V Office of the Executive Director for Operations 
79/12/19 lp 


0001020422 Forwards application for export license for minor nuclear 
mafcl Ltr of assurance required 

PETERSON, M ft Assistant Director for Expor t/Import 6 International 
Safeguards 79/12/1? ip 


8001020423 Forwards application for export license for minor nuclear 
met! Ltr of assurance required 

PETERSON, M R Assistant Director for Eiport/Impor t 6 International 
Safeguards 79/12/17 lp 
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£001020654 Forwards 791108 end use statement re license application 
W/o enc 1 

PCTERSDM, M R Assistant Director for Exp art/ Import fc International 
Safeguards 79/11/23 Ip 


9001020655 Application bg Wo s 1 1 n g house for license to expert two 
WX32964 se 1 f -power e d nuclear detectors tn West Germany 
PQCHAU.Wr Edloui International Co ZE-1Q271 79/13/03 Ip 


£001020662 Requests Executive Branch position re Pathfinder Mines Carp 
application for license to export U-300 to Mexico 

PETERSON, M R Assistant Diroctor for E x pnr fc/ Import fc International 
Safeguards 79/11/23 Ip 


■"-8001020466 Forwards Pathfinder Mines Corp application for license to 
export U-308 to Mexico 

PENNINGTON, T W Atomic Energy of Canada, Ltd 79/11/14 ip 


— 8001020669 Application bg Pathfinder Mines Corp for license to export 
65 1 000 kg gel lou/cake, containing over 00*/. U-300* to Moxlco 
* Atomic Energy of Canada, Ltd 79/11/14 lp 


0001020676 Forwards application bg Metal Bellows Corp for license to 
export 24 flexible matal hoses to Spain 

ROGERS. W F Northwestern Refining Cd A14471-2 79/ll/i6 lp 


— 8001020679 Application by Metal Bellows Corp For license to export 
34 Flexible metal hoses to Spain 

ROGERS. W F Northwestern Refining Co A14471-2 79/11/16 2pp 


BOO 1030047 Forwards application for license to export U dioxide to 
■Japan 

HDNDEN. T JT Cullen Co 79/12/06 tp 


— QCOt 0-30053 Application by Mitsui 6 Co for license to export LI dioxide* 
to Japan End use statement end 
MCMDEN, T J T Cullen Co 79/12/06 Ppp 


9001030001 Forwards application for license to export MO 5 Pu to 
Israel 

DlSALJO.n J Buckeye International* Inc ■ Steel Castings Div 
79/12/07 Ip 


0001030005 Application by Nittman Matl & Medical Components. Inc for 
license to export 1 40 g Pu to Israel 

H I TTMAN, F Buckeye I n ter na t i ona 1 * Inc . Steel Castings Div 
79/12/07 2 pp 


BOOI 030087 Application by Reuter-Stokes, Inc for license to export one 
RS-C I- 1 a 10- 133 w/oigbt meter cable length to Greece 
&KARUFA.J D Energy Systems Oroup U-B43I 79/13/12 3pp 


-“8001030092 Application by Reuter-atokes, Inc for license to export orui 
RB— C4-QB06- 112 u/ten meter cable length to Greece 
SKARUPA, J D Energy Systems Oroup V-0432 79/12/12 3pp 


BOOI 03009 1 Forward* lfcr from Transnuc 1 ear , I nc advising that recipient 
requested delivery of matl in Nov 1900 W/o encl 
Q0S9JCK.L V Office of the Executive Director for Operations 
79/12/19 lp 

0001030MB Forwards application for license to export U dioxide to 
Japan 

MON PEN, T J T Cullen Co 79/12/03 lp 

□001030305 Forwards application br DRO Inti* Inc far license tn export 
U-235 source matl* to Soviet Union 
CAPOfiOSO, L Varian Export Corp 79/10/02 lp 


— 8001030312 Application by DRG Infcldnc for License to export U-235 tn 
Soviet Union 

CAFOROBO, L Varian Export Corp 40-342 79/10/02 Ip 

□00 1 030337 Application by Bio-Rad Labs for license to export 1 kq 
deuterium oxide to The Netherlands 
ABEL. G F Western Energy Co 79/U/26 Ip 

GOO 1030338 Answer in opposition to Friend* of the Filipino People U 
Coalition Against Reactor Exports 791106 fc 15 briefs, 

Petitioners failed to demonstrate standing fc raised 
questions outsido NRC jurisdiction Certificate of Svc end 
COWAN. B z Ed 1 ow International Co 79/05/23 28p P 

BOD 1 0-30346 Requests view* re granting of licence to import enriched U 
for , use in US reactor 

OARRETT.J A Separative Work Unit Corp 79/12/03 Ip 


8001030369 Forwards telex r&ply from Nu k erx. adv 1 s i ng of decision to 
stoTe U-300 in West Qarmany 

HAT30N, V Allied General Nuclear Services 79/12/12 2pp 


0001030912 Waive* 15-day waiting period before issuance of export 
license due to urgent requirements of customer 

PETERSON. M R Office of International Programs 79/12/21 lp 


—9001030917 License for Sandia Labs to export 9 Ci tritium as gas. 
absorbed in solid matl contained in neutron tuba, to West 
Germany 

PETERSON. M R Assistant Director for Ex port/import fc 
International Safeguards 79/12/21 2pp 


8001030922 Amend l to Hoke, Inc export 1 1 c en*«, ex tend i ng expiration 
date, increasing value of exported items fc changing address 
of one intermediate consignee 

PETERSON, M FI Assistant Director for Ex p o rt/ Imp or fc & International 
Safeguards 79/12/J9 lp 


0001030944 Forwards 79112B ltr from Tr ansnu c 1 ear . Ifl c • wPi i c h transmits 
ad d 1 info an export license application W/o end 
GOSSICHpL V Office of the Executive Director for Operations 
79/12/10 Ip 


BQ0104000B Application by Ed low Inti Co a* aqent for Brandhurst Co, Ltd 
for license to eipo-rt tritium hydroxide to United Kingdom 
HARMON, D W Aerotest Operation* 79/12/14 ip 


0001040044 Response t-o West inghousij abjection to Friends of the 
Filipino People request to Intervene No delay or prejudice 
will aTise from granting of request No other group can 
represent interests of petitioners 

DREW, J E Friend* of the F t Up l no' Puop 1 e /9/K2/J9 Qpp 


8001040046 Response to Wes t i nghou s c ob lection to Friend* of the 
Filipino People request to intervene Ho d^Iay or prejudice 
will arias from granting of request No other group can 
represent interests of petitioner* 

DREW. J E Friend* of thq Filipino People 79/12/19 3pp 


8001040064 License for We* 1 1 nghou s c- to export compensated ionization 
Chamber to West Germany 

PETERSON.hr Assistant Director for Ex p>or t f Impor t fc International 
Safeguards 79/12/18 ip 


Q001040123 Application by Mjtsuilino fravol Svc of America, Inc on 
behalf of Mitsui 6 - Co for licence to export 0 II g U-235, 
contained in 36 nuclear detection in a trume n t *> to Japan 
YAMA Z AKI * II Dale Electronics. Inc 79/11/29 3pp 


0001040235 Request* Executive Branch position ro H 9 ufcer-Stok es, 1 nc 
application for license to export two lonliation chambers to 
Qreoc e 

PETERSON. K R Assistant Director for Export/Impart fc international 
Safeguards 79/12/20 lp 


8001040263 Requests Executive Branch position re Taotope Products Lab 
application For license to export 10 uC i Cm-244 to Zaire 
PETERSON, rt It Assistant Director For E x p or t/ Import fc Interna t ion a 1 
Safeguard* 79/12/20 lp 


0001040336 Executive Branch position re Edlow Inti Co application for 
amend to license for export of natural U to United Kingdom 
Ltr of assurance end Awen-d should be issued 
NOSENZO, L V State, Dept of 79/12/17 3pp 


9001040354 Waives customary 15-day waiting period before issuance of 
licence por Tube Div of Kauiecki Berylc-o 1 ndu a tr k es < I nc to 
export 100-ft Zircaloy II seamless tubing to Canada 
PETERSON, M R Assistant Director Pot Ex por fc / I mpor t fc International 
Safeguards 79/I2/1B Ip , 


— 0001040358 License for Tube Div of Kaweclxi Derylco Industries. Inc to 
export 100-ft Zircaloy II seamless tubing to Canada End use 
statement enci 

PETERSON. M R Assistant Director for Export/Import fc 
International Safeguards 79/12/IB 2pp 


60010700-12 Respond* to State Dept fc AT-ms Control fc Disarmament Agency 
inquiry re application far export of V oxide to West Germany 
for storage fc then back to UB for conversion fc enrichment 
Forward* applicant 791212 ltr W/o end 

PETERSON. M f? Assistant Director for Export/Impart fc International 
Safeguard* 79/12/19 lp 


B0OJ070082 Application by Isotope Product* Lab for license to export 
10 uCl vendor Model Ph -244. d ep □* l te d as solid curium oxide, 
to Zaire 

HEIM, K FUcher fc Porter Co WO 7378 79/12/03 lp 
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GO0JO7Oi25 Response in opposition to Wc? s 1 i n g h dus? ansuer objecting to 
Friends of the Filipino People request to intervene Adopts 
Ctr for Development P o l i c y- J*T u v emeu t For Environ Protection ft 
JN Pe-rlas 790604 consolidated rt?ply W/Cpr ti F i ca te of Svc 
DREW. J E Friends of the Filipino Peo-pje 79/12/J9 4pp 


0001000074 Approves proposed license For Ml s-sho-Juai American Corp to 
eip ort 14 kg U. enriched to 45 40JC 11 - 23 $, to Japan Requests 
notification of issuance t delivery of license by 0OOJG2 
CHILK, S J Office of the Secretary of the Commission 79/12/20 
ip 


8001000144 Forwards application h y Tramnut Bear, Inc for license to 
export 16 04 kg U, c onta i m ng 14 9-65 kg U~235* to Thr* 

Motherland s 

MATSON, V Allied General Nuclear Seivites 79-37//0J 79/12/17 

IP 


■0001080170 Application by Transmit 1 ear* Inc for license to export 16 04 
kg u» c u n t a i n ing 1 C 965 kg U-.235. to The Motherlands End use 
statement end 

MATSON, V A]Jipd General Nuclear Services 79/12/17 3pp 


£?Q0]O0Oi7? Application by Sand i a Labs for license to export less than 
0 Cl tritium gas to West Germany • 

GRISSOM, J T Sand la Laboratories 79/12/11 Jp 


ECO (0 00] B 5 AppJicatiati by Aldrich chemicat Co. Jnt For license to export 
2 5 kg deuterium) in 10 kg deuterium oxide, to Vefieiwela 
EDELSTEIN, B Cummins Engine Co , Inc 79/13/12 Jp 


8001000194 Amend I to Hoke Inc export l i cense, c hang l rig address of 
intermediate consignee AECL 

■PETERSON, H B Assistant Director for ExpoT t/lmpci t h I n ternafci onal 
Safeguards 79/12/19 Ip 


0001000202 Amend I to Hoke, Int export license changing address of 
intermediate consignee AECL 

PETERSON* M R Assistant Director for Export 'Impor L ft International 
Safeguards 79/12/19 Ip 


8OO10BD21O Amo-nd 1 to Hnke.Inc export I it an ex tend ing expiration date 
to QlOlOJ. increasing value of items to be exported ft 
changing address of intermediate consignee ALCL 

PETERSON, M P Assistant Director for C iport/Imper t ft International 
Safeguards 79/12/19 Ip 


000 1 00021 5 Amend 1 to Hoke Inc export 1 J tense* changing address of 
intermediate- consignee AECL 

PETEfiSON-N R Assistant Director Pnr Fxport/ Impoi t ft International 
SaFeguardu 79/12/19 Ip 


90010BD2B2 Reply to applicant response to petitioner motion to 
intervene Urges Commission to grant intervention Affidavit 
of support ft Certificate of Bvc one! 

BElBEY.E N Coalition Againftt Reactoi Exports {Coalition CARE) 
SELDE/.E N Selby* E U 79/12/10 J0pp 


8OO1D0DBB4 Philippines Commission or> Nuclear Reactor Plants. "Rep t of 
Commission Re Inquiry on Safetu to Public of Bataan Nuclear 
Plant " 

* Philippines 79/U/30 l33pp 


3Q011&02B1 Requests Executive Oranch position re Edlou Inti Co 
application For license to export £f~252 sources to Ear.t 
Germany 

PETERSON, M R Assistant Director for Ex por t/ import ft International 
Safeguards B0/OI/O3 2pp 


001 10D28B Ll censo for Nissho-fuai American Corp to export b 336 fcp 
V-239, con ta i nerf in 14 kg U. to /span 

PETERSON. M ft Assistant Director for Ecpor t/lmpcrt ft ] n ternat i *>nal 
Safeguards 79/12/20 3pp 


1011 D029 1 License for Dresser Atlas to export 220 kg depleted Ift 
encased in eight sinker bars, to Canada 

PETERBDN, M R Assistant Director for Ex per t/l/nport ft 1 ixLerna t loria 1 
Safeguards 0O/Q1/O3 3pp 


71100294 License for Mitsui ft Co, Inc to export 2-059 kg U-3JS, 
obtained in 75-172 kg U as U h exu Fluor idp or V dioxide, 

,o Japan 

ETEftSOW-M R Assistant Director for Erp-ort/Jmport ft 1 n eernat t ona 1 
■afeguards 79/J2/28 2 pp 


1100296 Amend 1 to Ni s sho-Amer i can Corp license- ex tending 
xplration date to 810201 

;TER80N,M R Assistant Director for El p d rt/ Imp art ft International 
Jfeguards 80/01/02 Ip 


0001100320 Submits application to extend export license to 0OO0OJ 
YAHANA.K ESfl, Inc , Elide Industrial flattery Div 79/12/26 Ip 


800J 100328 Submits Application to amend 1 icense, ex tending 000401 
expiration date to max permissible length 

YAMAZAKI-M Hitimline Travel Service of America- Inf 79/12/21 
t P 


8001100330 Application by Mitsubishi Inti Corp for license to export 
roll compactor w/hydraii 1 > t compensator, top cover- roll shell 
ft bearing cartridge to Japan 

KUGE.T Darrill Industries 64-7379-79 79/1,7/17 Jp 


0001 100391 License for DOE to import 40 496 kg U, enriched to 19 /5/ 
U-235 ft 10 0 kg of U, enriched to 457, U-235, as irradiated 
fuel elements from West Germany. France ft The Netherlands 
PETERSON- M fl Assistant Director for Export/Impot fc K In to r na 1 1 o na 1 
Safeguards 79/12/23 2pe 


0001:100394 Application by Sigma Chomical Co for license to export 
compounds containing deuterium to Australia 
STERN. W C Longinej-Wittnauer Watch Co 79/12/27 Ip 


0001100397 Application by GoJlob Analytical Svc for licence to export 
4 5 liters tritium in hydrogen mixture to Canada 
GQLLOOiF Qal]cb Analytical Service 79/12/1 9 Jp 


0QOHOO399 Application by R f?u ter-Stok ps , Inc for license to export 
Models RS-C2-00OO-J29 ft RS-CI-2514-1 1 5 to Venoiuela 
SKAROPA- J D Energy Systems Qroup 79/12/20 4pp 


0001 1 00402 Appl i cat ion by Mlssho-Iuai American Corp for license tu 
pip dt t 7.507 75 kg enriched U hexafluoride to Japan 
YOSHIDA- Y ESfl. Inc . Exide Industrial flattery Div HHM-0197 
/9/ 12/27 3pp 


8001100407 Application by DOE for license to export 1 b kg Pu~2J9. 
O 2 kg Pu-240 ft 0 03 kg Pu-24l ft depleted U-235 to 
Swifcjerland Draft agruement between DOE ft Swiss Federal Inst 
for Reactor Research end 
* Energy, Dept of 79/12/20 21pp 


000 1 100409 Application by Isotope Products Labs for license to export 
17 5 uCl electroplated Cf o-xide tn Israel 
HELM. K Fischer ft Porter Ca 79/12/19 Ip 


80011004]? Submits application to amend export 1 j c o ns e> e » tend i ng 
expiration date to 010202 

WATANABE-N D-lrril! Industries 79/12/20 lp 


0001100536 Application by Uestmghouse for license to export natural U 
os 36 kgs (mar] (J oxi-de in sintered pellets encapsulated in 
16 fuel rpds to Japan 

HODAUOhf. R C Edlou Internat ional Co 00/01/10 Ip 


GOO l 1 00539 Application by Isotope Products Lobs for license to export 
less than 0 0| micrograms electroplated Cf oxide ft less than 
0 01 micrograms electroplated curium oxide to Argentina 
* Fuchdr ft Porter Co U/Q 7450 79/12/19 lp 


8001100541 Application by fleutors-Stokes. Inc for license to export 
one Model RS-C2-251 0-104 uncompensated ion chamber to 
We«-L Germany 

SKARUPA-J D Energy Systems Oroup V-0435 79/12/13 Jp 


8001100545 Application by Ti ansnuc lear, Inc for license to export 39 
micregram* Cf-252 as 72 seeds in 16 seed assemblies, ons 
1 9 microfiram* ALC source ft two 1 5 micrograms SALC sources, 
to Japan 

* Allied Ouneral Nuclear Services 79-304/0 79/12/19 lp 


0OOI1DO548 Application by Saginaw Steering Gear Div, General Motors Lnrp 
for license to export Armco 17-4 PH stainless steel ball 
bearing spline assemblies used in refueling $ys to Canada 
* Airwork Service Div 83285 79/12/12 lp 


800(100550 Application, by Saginaw Steering Bear Div. General Motors Corp 
for license to export spai e parts used in refueJJnq sys to 
Canada 

x* A j rwor k Service Div 0722 79/12/12 ip 


80011(0163 License for Transmit 1 ear- Int to export 367 kg W-235, 
contained in 10-794 kg U- to Belgium 

PETERSON, M R Assistant Director for Ex port/ Import ft International 
Safeguard* 79/12/31 2pp 
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BOOl 110211 License for Wes t inghous e to export 32 kg natural U, 
contained in 36 kg U dioxide In sintered pellets, to Japan 
PETERSON, M R Assistant Director For Expor t/lmport & International 
Safeguards 79/12/27 lp 


BOO 1 1 1 0216 License for Transnuc loar, Inc to export 1.1&9 15 kg U-235, 
contained 34.900 kg U as U h e x a 1 1 nor j do. U O 0333 kg J-235., 
contained In 1 kg U as he xaf luor ide, to West Germany 

PETERSON, M R Assistant Director for Exp ort/l-mport & International 
Safeguards 79/12/31 2pp 


6001110219 License for Transnuc I ear , Inc to export 413 kg U-235, 
contained in 12.713 kg U as U hexaf luon de. & O 0329 kg 
LP-235, contained in 1 kg U as U he * af 1 uor i d e , to West Germany 
PETERSON, pi R Assistant Director for E > p o rt/ I mpur t U International 
Safeguards 79/12/31 2pp 


8001110222 Forwards application for export license for minor nuclear 
natl Ltr of assurance required W/o encl 

PETERSON, M R Assistant Director for Export/ Import t* International 
Safeguards 79/12/26 lp 


GDOHJ0227 Forwards application for export license for minor nuclear 
mat) Ltr of assurance required W/o onc| 

PETEHBON, M R Assistant Director for Ex p ort/ Impor t fv International 
Safeguards 79/12/31 lp 


6001110231 Forwards application for export license for minor nuclear 
•matl Ltr of assurance required W/o end 

PETERSON, MR Assistant Director for Exp art/ lmpor t L International 
Safeguards 79/12/26 ip 


B001110234 Forwards application for export license for minor nuclear 
matl LtT of assurance required W/o encl 

PETERSON. M R Assistant Director for Export / Impor t & International 
Safeguards 79/12/26 lp 


□ 001 1 10242 Executive Branch position re 9pex Disc, ltic application for 
License to export 12 U isotopic etrfs containing 0 36 g 
U-235. c qnta iued in 12 g U, to Japan DOE will ie asked to 
request 1 fcr of assurance 

MELFRICH, 0 F State. Dept of 79/12/13 2p p 


GOO 1 1 1 0246 Executive Branch position ro Reufcpr-Btokes, Inc application 
for license to export 0 0008 g U-235. In two sealed 
detectors, to Spain Ltr of assurance end License should be 
granted 

NQSENZCLL V State. Dept of 79/12/17 ,3pp 


8001110250 Executive Branch position re Mitsui Co application for 
license to export 2,039 kg U-233. contained in 75,172 kg U 
as U ho xaf luor ide, to Japan Ltr of assurance end License 
should be granted 

N0SEN7O.L U State, Dept of 79/12/17 3pp 


GOO 1 110256 Executive Branch position re Transmit lear, Inc application 
for license to export 367 kg U-233, conta ined in K>, 794 kg U, 
to Dolgtum Ltr of assurance encl License should be granted 
N05ENZO. L V State, Dept of 79/12/17 3pp 


QQ01L10261 Executive Branch position re US oft of Italian Electricity 
Board application For license to export B i kg Pu to 
France Since applicant has transferred ownership of Pu to 
DDE, no Further action required 
NOSfcNZO. L V State, Dept of 79/12/17 2p p 


00 O' 1 1 1 0263 executive Branch position re Transnuc 1 ear, Inc application 
for license to export 413 kg U-23S, conta ined in 12,713 kg U. 
to West Germany Ltr of assurance end License should be 
granted 

WOBENZQ. L V State, Dept of 79/12/17 3pp 


GO 011 10391 License for Revter-Slokes, Inc to export 0 0008 g U-235 to 
Spain 

PETERSON, M R Assistant Director For Exp ort/ Imp ort U International 

Safeguards 79/12/31 2pp 


HOOl 1 1034 1 License for Isotope Products Labs to export i mCl Cm-G44 to 
The Netherlands 

PETERSON, M R Assistant Director for Exp ort/Import U International 
Safeguard s 79/12/26 lp 

0QOH 10345 License for Mitsui & Co, Inc to export 9.500 lbs 7jrcaloy-3 
tube shells to Japan 

PETERSON, M R Assistant Director for Expart/lrtport N International 
Safeguards 79/12/26 lp 


0001110348 License for Mafcheson Gas Pruducts. to export 540 q deuterium 
ta Taiwan 

PETERSON. M R Assistant Director for E x par t/ I mp or t ?* International 
Safeguards 79/12/26 Lp 


8001110375 Requests amend of export License to inclde East Germany as 
recipient of C f — 252 sources 

HARMON. D Aerates t Operations 79/12/29 Id 

SQO1L4OO30 Advises of status of application by QE to export components 
to India 

SHEA, J R Office of International programs 79/12/19 3pp 


— 8001140046 Requests expedited processing or GE 790507 application to 
export six transversing incoro probes tn India Util has 
urgent need for parts by Qc t 1979 
WILSON, D D Antibodies, Inc 79/iO/OI 2|ip 


•BOO 1 1 40050 Responds to 791101 menu re export of t r ansvers inq incoro 
probes to India Util request for six probes is reasonable 
Probes will be needed by Mar 1 9Q0 

KNIEL.K Core Performance Branch. 79/11/0/ 2p p 


8001140065 Informs of withdrawal af license applications X5NN-1575. 
1576, XBNM-] 578, XSNM- 1502 K XSNK-IS03 

PETERSON.il R Office of Internat tana 1 Proorans 79/12/31 Ip 


9001140072 Comments by National Rawer Corp of Philippines on NRC 791119 
submittal in response to Cortiml 9 s i On /91019 order Urgoss 
compliance w/US 1954 Atomic Energy Act limiting NRP 
jurisdiction to common defense V security of Ufa 
ITOIQN, 0 V Philippines 79/12/27 3pp 


0001140077 Requests consolidation tlf expart licenses w/Tnkyo ShlbAura 
Electric Co as -ultimate consignee 

YAMAZAKl.K Dale Electronics. Inc 79/10/10 ip 


BOO l 1 40089 Notifies that ltr of assurance will not ba required fox 
Westinghouse application to export 16 fuel rods containing 
U to Japan. Rods aro substitution for mixed oxide rods 
previously authorimd 

PETER50N.fi R Office of International Programs 77/12/27 Ip 


BOO 1 1 40092 Informs that application ta export fuel rods to Japan was 
issued w/o ID-bay wailing period Customer expressed urgent 
need for fuel rods 

PETERSON. M ft Office of International Programs 79/12/27 lp 


BO0114O1O7 Confiims appointment of Power Reactor & Nuclear Fuol 
D« vd 1 oprtie nt Corp as aufchonied corp, transfer of H q U 
enriched to 15 3//, U-235, & application of sa f o q tiartl s , 1 n 
accordance u/ayreement of co-operation 
M I 7AQ AYASH1 , M Japan 79/12/20 Lp 


800 1 1 40 1 1 5 Forwards Executive Branch 791130 response to application by 
West inghouse to export 82 926 kg U, enriched to 3 497 U~23 Sj 
to Vugoslavia 

SHEA, J R Office of International Programs /9/12/lG Ip 


8001140126 Comments on NRC 791119 position por Commission 791019 urder 
Urges compliance w/1994 Atomic Energy Act re limitation of 
NRC jurisdiction to common defends St security of US 
ITGHONpO V National Power Carp (Philippines) 79/12/27 5pp 


8001 140 149 SECY-79-014C 

-Recommends approval of application by Nlishn-Iuiai American 
Corp to export 14 kg U, enriched to 45 40'4 U-235. to Japan 
Forwards Executive Branch views . proposed license & 
supporting doc uocn t a t i on 

SHEA. J R Office of International Programs 79/12/13 9pp 


— BOQ1140151 Application by Nlssho-Iwal American Corp to export 14 kq li, 
enriched to 43 407. U-235. to Japan 

PETERSON, M R Office of International Programs 7B/12/19 36pp 


0001140198 SECV-79-640 

Forwards Executive Branch 791127 response to Eillou Inti Co 

application to export 6B, 500 kg natural U to Franco 

SHEA, J R Office of International: Programs 79/11/30 Ip 


0001150393 Requests withdrawal of export application SCSNrt-1290 
QERAGHTY, C Energy Systems Group 79/L2/19 Ip 

B00115039B -Requests withdrawal of export licenses XBNM-1575. 78NM-I576, 
X8WN-1577, XSNM-1578, XSNM-15E2 U XSNM-1 5S3 due to issuance of 
XSWH-1631 

YAMAZAVU.il Mit&uiline Travel Service of America, Jnc 79/12/13 

ip 
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BOO 1 1 505 ?9 Csrtifie? info from Transnur leor, Inc 791105 application to 
export 1, 1-69 15 kg U-23o. t c n tai ne d in 3*1,900 kg IP U O 0335 
kg U-335, cental ned in J ig U to West Germany 

MARC HAL > J European Communities, Conmission of T9/J2/0-5 Ip 


80OS19O673 Certifies jnfe from Tr ansnuc 1 ear, Inc 791205 application to 
export 633 75 kg U-235. c ante i r e d in 19,500 kg U *. O 0J3 
kg U-235, ranUi nptf in 1 kg U. to Sweden 

GOFF EL. M European Common 1 tie? , Commission of 79/12/27 Ip 


80011^0003 Certifies info from Tran snoctrar , Inc 791108 application to 
export 563 kg U-235, c onta 1 n edi in 17,400 kg U, 0 6335 kg 
U-235, conta 1 ned in 1 kg U. to West Germany 

GOPPEL, M European C 0 rrmur 1 1 1 es, Commission- of T 9/I2/18 Jp 


3001 3 £0023 Application by Thf Nuclear Specialties Inc for license to 
export 300,000 lb U as 400,000 lb of depleted U 
tetra f ] uor 1 de pourter to Canada 

CfiACKCN.fi J W Crosby ValvB ? Gage Cp 79/12/21 Ip 


8001160033 Application by Dresser Atlap Div of Dresser 1 ndustj » e&, Inc 
for license bo export 220 kg depleted U, encased in eight 
custom made sinker bars to Canada 
* Lucky Me Uranium Carp /9/12/JO 2pp 


F001160114 Submfcs application to amend l icenses, e * tending validity far 
SiJr months 

VAMANA, K FSD, Tnc , Exide Industrial flattery Div MACFJ 2 J 13 KY 
79/12/26 ip 


8001160242 Forwards application for license to export 21 NHS stds to 
Belgium End" use statements anrj 

M AtfC HAL. J European Communities Commission of 79/12/10 4pp 


— 8001160248 Application by Delegation of Commission of European 
Communities For license to export 21 NOS stds to Belgium 
NARCHAL. J European Co^mun 1 ties. Commission of AG/1 454CAH/ 131 J 
79/12/18 tp 


0001160354 Forwards NFlC 791228 Itr to NOftCA Machinery Co returning 
export license application w/d action pursuant to company 
request Advises marking records to reflect wj t b drai^a 1 
PETERSON, N R Assistant Director for Export/ Import *< International 
Safeguards 79/12/20 ]p 


--8001 160259 Returns license application for export of traversing in-citre 
probe sy 5 to India Unlikely that NftC would is<,ve license In 
near future 

PETERSON, M ft Assistant Director for £s p ort/ Imp o-r t & 

International Safeguards 79/12/26 Ip 


•30011*02*3 Requests Executive Branch- position re Isotope Products Lab 
application for license to export CF oxide to Israel 

FETERSBN 14 fi Assistant Director for E xp or t / Import ?. Internal lonal 
Safeguards 79/12/28 Ip 


30011602*5 Advises that instrumentation components ordered by Egypt 
tii-eru From std> Catalog & not specially designed 
MCWftY.WR Transcc, Inc IEL-1135 79/12/37 Ip 


3OO1J60277 License for Gollob Analytical Svc to export 900 mCi tritium 
to Canada 

PETERSON, M fi Assistant Dire*, tor for Export/Import 6 International 
Safeguards 60/01/02 3pp 


- B DO 1 1 602-30 Waives J5-day waiting period for issuance of license due 1o 
urgent r equi remun t of matl 

PETERSON, K R Assistant Director far Ex p ort/ Imp ort & 

Intflrnd t 1 unal Safeguards 0 Q/OJ/O 2 Ip 


3011*028* Forwards application by Mitsui fe Co, Inc for license to 
export 4,607 kg U U hexafluoride to Japan 
MONDEW, T J T Cullen Co 79/12/05 Ip 


S001J60394 Application by Mitsui !« Co. Inc for license to export 4. 60/ 
kg 6 as U hexafluoride to Japan 

a J T Cullen Co MDK-Kl-RAiD J 79/12/06 2pp 

5 QE 1*0298 Forwards application by Transnuc lear, Inc for license to 
export 19,500 kg U as U hexafluoride to Sweden 
MATBON. V Allied General Nuclear Services RDHJ310 79-290/0 
79/12/05 ! p 


80011*0303 Application bg Tra nsnuc 1 ear* Inc for license to export 19,500 
kg U as U - hexafluoride to Sweden 

MATSON. V Allied General Nuclear Services RBU310 79-258/0 
79/12/09 2 pp 


0001160317 Notifies of Reu ter-Stok es , Inc 791219 request For withdrawal 
of export license application for Pakistan Requests marking 
records to reflect withdrawal 

PFTER5GN. M R Assistant Director For Export/Import ** Internationa 1 
Safeguards 79/13/27 ip 


8001160376 License far Delegation of Commission of European Coimnum tie r 
to export 2 074 g U '23*7. c an ta 1 ned in 21 g U. to Delqium 
PETERSON, M R Assistant Director For Export/Import 6 International 
Safeguards 79/12/20 3pp 


8001160379 Executive Branch position ro Gt application for license 
to export 480 5 Pu k 90 kg U« containing 1 5 kg U-233, to 
Sup den License should be granted 
NOSENZO, L V Energy Dept of 79/13/17 3pp 


8001160364 Forwards application for export license for minor nuclear 
matl Ltr of assurance required W to end 

PE TERSDfi, M fl Assistant Director Fpr Export/ Impur t International 
Sa f eg iiar d 3 79/12/20 Ip 


80011*0391 Requests Executive Branch position re Isotopes Products lab 
application For license to export CF oxide to Argentina 
PETERSON. M ft Assistant Dlrectai for Export/ Import 5 International 
Safeguards 79/12/28 Ip 


60011606*8 Application by Mitsui l> Co Inc to amend license to inrrease 
quantity & value of exported matl 
BUONOCORE. J A J T Cullen Co 80/01/03 Ip 


60011*0*73 Application by Hewlett-Packard Co for license to export 
188030 electron capture detfiftur k » t to China 
JACK SDN, K Z J P Stevens, Easthdmptlon Rubber Thread Div 

1820-01630 79/1*2/31 ip 


00011*0675 Application by Georgo Uhe Co, Inc for license to export 
2.250 lb deuterium oxide to West Germany 

LAPULLA.U Cotter Uranium Mill CHEM-423I 80/01/03 Ip 


B001 170090 flegues ts Executive Branch position re Mitsubishi Inti Corp 
application tor license to export components to Japan 
PETERSON, M R Assistant Director For Export/Import h International 
Safeguards 79/13/20 Ip 


800J17O116 Requests Executive Branch position re Router-Stakes, Inc 
application far license to export two lonuation chambers 
tD Je-neiurla 

PETERSON. M R Assistant Director for Export/ Import ft International 
Safeguards 79/12/20 Ip 


0001 170 J 1 9 Application by Hewle tt-Packard Co For license to export 
180030 electron capture detector kit to China 
JACKSON, K Z J P Stevens, Easthamp ti on Rubber Thread Div 
79/1 3/31 ]p 


OO0U7O133 Application by Kauiec h 1 Berylco Indu 6 tr 1 es, Inc For license td 
export Zircaloy-2 seamless tubing to Canada 
TRIQLO.K Cap in tec Instruments //061 00/01/00 Ip 


0001 1705J9 Ll cpnao for Exxon Nuclear To, Inc to import 107 1 kq U« 
enriched to nax 2 05i W-335, as nuclear fuel rods, from 
Sued an 

PETERSON, M R Assistant Director for Export/ Import International 
Safeguards 79/12/19 2pp 


--800117G524 Discusses import of 107 1 kg U, enriched to 2 87., in fuel 
rods, by Exxon Nuclear Co, Jnc License should be granted 
MOORE, R N Office oF International Pi ograms 79/13/19 lp 


8001100091 SECY-79-326D 

Forwards Executive Branch 7912J7 response re pending 
application to amend export license Requests advice on 
issues or info to be included in analysis Commission action 
paper will be forward ed 

SHEA, J fi Office of International ProgTamB 79/12/27 Ip 


8001180341 Submits application to amend 1 1 cense, ex tend 1 ng expiration 
date from 800301 to 810301 

WILSON, 0 D Antibodies, Inc BDW-S0003 80/01/04 ip 


8001180386 forwards application for license to export 6,155 kq slightly 
enriched U hexafluoride bo Japan 

WATANADE, N Darri 11 Industries HSA-5400-02 00/01/03 3pp 


— 8001100390 Application by Mitsubishi Inti Co? p for license to export 
6,155 kgs slightly enriched U hexafluoride to Japan End use 
statement end 

FUKAZAWA. Y Darrin Industries USA-5480-02 80/01/03 4pp 
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600)180393 Submits application to amend 1 1 c ensei c* i tend i ng expiration 
date to S10301 

WRIGHT, 8 European Communities, Commission of B0/01/QB Ip 


6GQ1210125 Submits application to amend license, extend ing expiration 
date from 800301 to 830301 

HILSON, B D Antibodies, Jnc BDW-80002 80/0 1 /04 ip 


B0Q1220099 Fxecutivp Branch position re Mitsubishi Inti Corp 
application For license to export 396 kg U~23b. c cinta i ne 4 in 
17,570 kg U hexaf luor l dp. to Japan Ltr oF assurance end 
License should be granted 

NOSENZO.L V State. Dept oF B0/01/03 3pp 


0OC5 J22DI00 Executive Branch position re Edlom Inti Co application Fot 
license to expoit 293 V g U-235. conta ined in 9.990 kg U 
hex af luor ido. to Japan Ltr oF assurance end License should 
be granted 

hOSENZD.t- V State, Dept oF 00/01/03 3pp 


000 1 22010 5 Application by Sigma Chemical Co license to export compounds 
Containing deuterium to Australia 

STERN, W C Longines-Wl ttnauer Watch Co D-33 79/12/20 Ip 


£001220111 Executive Branch position re Mitsubishi Inti Corp 
application for license to export 540 kg U-235. contained in 
16.4 53 kg U hexafluoride, to Japan Ltr dF assurance enc 1 
License should bo qranted 

ND5EN7G* L V State, Dept of, Bureau of Oceans fc Internal 1 Environ fc 
Scientific Affairs 00/01/03 Jpp 


6001220117 License Fox Mitsui fc Co (USA). Inc to expoit 300 lbs 
1 1 rcon 1 u-m-2 5 niobium pressure tube samples to Japan 

PETERSON.il R Assistant Director for Export/ Impor t fc international 
Safeguards 00/01/04 ip 


6001 220 1 21 License ft>r Aldiich Chemical Co. Inc to export 2 b Icq 
tfeuter i urn, contained in 10 kq deuterium oxide. to Venezuela 
PETERSON. M R Assistant Director for Export/ Import t International 
Safeguards 00/01/04 2pp 


0001220123 License For Westinghouse to export two self-powered nuclear 
detec tors, Model WXJ2964, to West Germany 

PETERSON, M fl Assistant Director For E * por t / Impor fc fc Inter nat lona l 
Safeguards 00/01/04 Ip 


0001220193 Submits application to amend export license by increasing 
value fc changing expiration date fion 000701 tu QlOlDi 
BRUSH, P N Mirror Insulation, Diamond Power Div 79/12/07 3pp 


0001220237 Executive Branch position re Edlow Inti Co application far 
license to export 0 73 kg U-235, contained in 3 41 kg U. to 
Argentina Ltr of assurance encl License should be granted 
ND5EWZO, L V State, Dept of, Bureau of Oceans fc Jnternatl Environ fc 
Scientific Affairs 00/01/03 3pp 


B00I22O32! License for Transnuc loar, Inc to export 583 Vg U-235, 
contained in 17,400 kg U, t 0 0335 kg U-235, contained in 1 
kg U, to West Germany 

MOORE, R n Assistant Director for Eiport/lmp or t & International 
Safeguards 00/01/10 2pp 


9003220340 License for Edlow Inti Co to export 0 4 g U-235. c onta i ne d in 
□ g Up to Japan 

MOORE. R N Assistant Director for Export/Import fc International 
Safeguards 00/01/10 2pp 


0001220591 Submiti application to amend Licenses XCQM-229, XCQM-219, 
XCOrt-236. XCOM-244 fc XCOM-245 for export to Canada 
BRUSH, P N Mirror Insulation, Diamond Power Div 79/12/07 3pp 


BOO i 230004 Amend 4 to GE export 1 icense, ref lecting changes in licensee 
address fc adding another intermediate consignee 

* Assistant Director far Export/Import fc International Safeguards 
79/12/13 Ip 


BOO 1 230009 License for Hewlett Packard Co to export 60 mC 1 Ni-63* 
contained in four health physics Model 5736A gas 
chromatographs, to China 

PETERSON, M R Assistant Director for Expor t/ Imp o r fc fc International 
Safeguards 79/19/14 2pp 


BOO 1 2300 1 4 Requests Executive Branch position re DOE application For 
litense to export SNM to Switzerland 

■GQS 6 ICK..L V Office of the Executive Director for Operations 
80/01/10 lp 


0001230022 Requests Executive Branch position ra George Uhe Co. Inc 
application for license to export deuterium ozidi? to Wpst 
Germany 

QQSSICK.L V Office of the Executive Director for Operations 
80/01/10 lp 


8001230025 License for Appleton Papers. Inc to export 15 mC i Ni— A3, 
contained in electron capture detector unit of Parian gas 
chr omatogT ap h Model 3760, to So/iefc Union 

PETERSON. M R Assistant Director for 6. x p ort/ 1 mp ot t fc International 
Safeguards 79/12/13 2pp 


8001230026 Requests Fxetufcive Drench position, re Hittman Malts. fc: 

Medical Components. Inc application for license to export to 
Israel 

PETFR60N, M » Assistant Director For E xport/ Imp or t fc International 
Safeguards 00/01/11 lp 


6001230031 Amend 1 to Mitsui lino Travel Svc of Amur l cn . 5 nc export 
1 ic ense, e x tend ing expiration dato to 650401 fc removing 
Condition l 

MOORE. R N Assistant Director for E x p or t/ Imp q r t fc Inter naf i eiria I 
Safeguards BO/01/10 Ip 


8001230033 License for TX Nuclear Div to export 3 q Pu ■ con t a i n t'd J v» 
Pu-233Be as sealed source in TX Nuclear neutron activation 
lab analysis sys. to Brazil 

PETERSON, M R Assistant Director For E ■ p or t / I mp or t fc International 
Safeguards 79/12/17 2pp 


8001230035 Amend 3 to GE expait 1 ic r ns e . « i tend i nq expiration date' From 
800301 to 030301 

MOORE, R M Assistant Directai for E x por t/Imp or t \ Inter nats una I 
Safeguards 80/01/14 Ip 


8001230036 LJcensP for Dresser Industries, [nc to export 2 Ci C'S— ll*/, 

10 Cl Am-241-Oe fc 375 mL i Am-241-Be to Snviet Union 

PETERSON. M P Assistant Director for Expor t/lmpcr t fc International 
Safeguards 79/12/lJ 2pp 


BO 01 930037 Amend 1 to Mitsui fcCo.Inc expert 1 1 tense- increas i rq va i ua 
of equipment fc quantity o# mat J to 79,612 )b Zirc-aloy-2 tuba 
shells 

MOORE, R N Assistant Director for E t p or t/ I mp ar t fc International 
Safeguards QD/Oi/lO Ip 


COO123OO30 License for OE to eiport 400 9 Pu, contained in 1 rrari 1 a I ed U 
dioxide fuel test segments, fc 1 5 kq U-235 to Enunden 
MDQRE, R N Assistant Director for Exp or t / I mp ot t fc Tnt er no t i ona l 
Safeguards 80/01/14 2pp 


8001230039 Submits application to amend export liionse b ij thangimi 
intermediate consignee from "none" to Sped Dame n in Unst 
Germany 

HE! MAN i D Fife Corp 79/12/U lp 


8001330040 License for GandiaLatis to expert 0 0D‘> mq U J Di, contained 
in 345 mg IL fc 0 079 g depleted U. contained til 5 f lsion 
thermocouple detectors, to France 

MDCRE, R N Assistant Director for Ex p o r t / Impor t & International 
Safeguards 80/01/10 2pp 


□001230050 Forwards application for expoit license far minor nucluai 
matl Ltr of assurance required 

MOORE, R M Assistant Director for Exp or t/Impor t fc International 
Safeguards 00/01/10 Ip 


0001230134 Requests Executive Branch position re NisshQ-Iuai American 
Corp application for license to export 7.567 79 kg U, 
enriched to 145 6B5 kg U-235, to Japan 

MOORE, R M Assistant Director for E 1 p or t/ I mp or t fc International 
Safeguards 80/01/11 Ip 


8001230209 Application by KD1 Tube Div for license to export 30 ft of 
Zircaloy-2 seamless tubing to Canada 
TRIOLD.K Hast Metals Corp B0/D1/0? lp 


0001240001 License For General Motors Corp to expert ball bearing 
ipklne assemb 1 lcfi. used in refueling sys For unloading fc 
loading fuel elements into reactor. to Canada 

PETER60N.M R Assistant Director For Exp 0 r t/Imp ort fc t n L e r n a T i cm o i 
Safeguards 80/01/10 lp 


0001240003 License for Re u fcer-S 1 0 ke s , 1 nc to expoit one untampenaoted 
ionization chamber, Mode 1 RS-C 2-25 SO- 1 04, to West Germany 
PETERSQhfcM R Assistant Director For E x p or fc/ 1 mp ort fc Inter lafcjonal 
Safeguards 80/01 /H ip 
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800 1 240004 License for Edlow Inti Co to export 293 kg U-235* contained 
in 9.298 kg U, to Japan 

MOORE. R N Assistant Director for Ex port/ Tin p or ft I. International 
Safeguards 80/01/10 3pp 


Q0012«10009 License for Mitsubishi InfcJ Corp to export 548 kg U-235. 
contained in 16.453 kg Ui to Japan 

MOORE. R N Assistant Director for Export/ Import D Internationa) 
Safeguards 80/01/J 0 3pp 


SOO124OOS0 License far Mitsubishi fntl Corp to export 396 kg O -233. 
contained In 17. 570 Aq 0. to Japan 

MOORE. R N Assistant Director for Cxport/Impor t h In t o r mat i on,s I 
Safeguards CO/Oi/tO Jpp 


8001240093 License for Tube Div of Kawecki Derylco Industries. Inc to 
export 30*ft Zircaloy-2 seamless tubing to Canada 
IHDORE# fl N Assistant Director for Ex port/Jmporfc l< International 
Safeguards 80/01/10 lp 


--80QJ340097 Motes that license issued w/o 15-day waiting period d us to 
urgent requir ement of <nat) by customer 

M0ORE.R N Assistant Director for Cipoi t/tmpert L International 
Safeguards 80/01/10 Ip 


000)240098 Amend 2 to Mitsubishi Inti Coi p- export l ic cn s e. ex tending 
expiration date from 800201 to 810201 

MD0RE. R fV Assistant Director for Cxpor t/Impnr t & International 
Safeguards 00/01/10 lp 


BOO 12401 00 Amend 1 to Mitsubishi Inti Carp export ) i cense . pj tending 
expiration date from 00010) to GlOiOl 

HCORE. R N Assistant Director for 1 1 part/ Impart ft International 
Safeguards 80/01/10 !p 


•0001240101 Amend 1 to Nissho— final American Corp export license, 
extending expiration dote from 800201 to 810201 

M0DRE.R N Assistant Director for Exp or t/lmpart >< International 
Safeguards 80/01/10 lp 


0001240103 Amend 1 to QE export 1 1 c ense. e x tending expiration date fiom 
000301 to 0 J 0301 

MOORE, ff N Assistant Director for Expor t/Impor t I. International 
Safeguards 00/01/14 lp 


800)340105 Ami^nd 1 to Delegation of Commission of European Communities' 
expart ] l c e n se- ex t e nd i ng expiration date from 800301 to 
810301 

MOORE. R W Assistant Director for Export/Impart & Intel nat i one) 

Safeguards 80 / 01 /n 1 p 


8001240107 License far Exion Nuclear Ca. Inc to export 1.012 kg U-S3 l )> 
contained in 34.000 kg U as U oxide pellets or fabricated 
fuel as-semb 11 es.- to tfesL Germany 

MOORE. R H Assistant Director for Export/Impart & Interna 1 1 orioj 
Safeguards 80/01/10 2pp 


0001240100 License for Transnuclear, Inc to export 22 56 mCi Cf-252. 
contained In neutron sources, to Japan 

FETEflSON. M R Assistant Director for £ xp a rt/ Imp or* t ?< International 
Safeguards 00/01/11 2pp 


BDD1240279 Requests license amend, dale fc i rig Nukem. GmbH. Wes l 
Gei-many If Tr an snuk 1 ear . West Germany as intermediate 

consignees !< adding Nmde-Iwai Co. Ltd of Japan as 
intermediate consignee 

KATBDN, V Allied General Nuclear Services 80/01/09 Ip 


8001340280 Forward* 791227 itr from CA Co re application for license to 
export components to Egypt U/tf and 

FETEflSON.M ft Assutant Director for Export/ Jmpor fc fc I n t*T net Iona I 
Safeguards 80/01/<M lp 


3001240503 Ltr of assurance i e application by Reuter Stokes. Inc for 
) icense to expert nuclear matl to West Germany 
UENNKH.R Austria 79/13/ 14 lp 


001240312 License for Sigma Chemical Co to export 5 kg deuterium 
oxide. contained in compounds. tc Australia 

PETFflSDN, M R Assistant Director for Ex p or t/ Imp or t 6 International 
Safeguards 79/12/13 2p p 


>0124032® SECY -7 9-610 A 

Discusses NRC review of proposed issuance of license for 
Fsrchiney Ogine HuMman Dev*) opmont. Tnc to export highly 
enriched U to France Recommends issuance of license 
SHEA. J fl Office of International Programs 77/J2/26 Ojsp 


6001240356 8ECY-79-640A 

Discusses WRC review of proposed Issuance of license to 
Edlbw Inti Co to export source matl to France Recommends 
issuance of license when notified by DDE that IDCFRUf) 
requirements have been satisfied 

SHEA. J R Office of International Programs 79/13/3 7 3pp 


—8001240367 Application by Ed low 1 n 6 1 Co for license to export 68. 5 DO kq 
U. a s natural U hexaf luoride. to France 
EDLOW. J Acrctest Operations KWK 78/07/26 Ip 


— 3001240432 Advises that Ka i eerauQ s t. to 11 enrichment customer of burodif 
does not conemplate requesting return of tailing matl 
EDIOW. J Aeratest Dporatiorls 79/06/19 2pp 


8001240490 License for Sigma Chemical Co to export 8 0 kg deuterium 
oxide, contained in compounds, to Norway 

PETERSON. M R Assistant Director for Export/Import *< international 
Safeguards 79/12/13 2pp 


800 1 240504 License for Rput er-Stok es. Inc to export □ i g U-333* 
contained in 3 3 g U in two radiation detectors, to Rest 
Oe rmany 

MOORE. fl N Assistant Director for Export/Import 6 Interna t l ona 1 

Safeguards 80/01/11 lp. 


8001240513 License for General Motors Corp to export spore part*. used 
in, refueling sys for loading U unloading fuel elements info 
rise tor. to Canada 

PETER80N, M R Assistant Director for Ex p or t/ Imp or t 6 In t e rna 1 1 onal 
Safeguards 80/Dt/ll lp 


8001350158 Confirm* 000108 telcon notifying NRC as required in License 
Condition 5 Ltr tu R Tobin. Region 3, one 1 

STONEDURNER. U Allied General Nuclear Services 79-374/02/01 
80/01/00 ip 


— 8001 250162 Confirms call notifying NRC as required in License 
Condition 5 Shipment of Fegase Cask 1 containing 36 
irradiated fuel elements scheduled to arrive in Portsmouth. 

VA on 800129 

STDNERURNER. W Allied General Nuclear Services BO/O1/O0 Ip 


— 8001250166 Amend 3 to Licence ISNM-0169B, increasing quantity of matl 
authorized for import from France to 643 058 Vg U, containing 
4 59 507 kg 8*235 £. 3 406 kg Pu Matl to be protected in 
transit within US per 10CFA73 

PETERSON,#-! R Office of International Programs 79/09/25 #p 


-*8001350169 Amend J to License 16NM-01698. increasing quantity of matl 
authorized for import from France to 399 400 kg 0. containing 
813 307 kg U-235 t< 1 406 kg Pu 

SHEA. J R Office of International Programs 78/05/26 lp 


— 0001350174 License for Tran snuc I par. Inc to impart 121 708 kq Uj 
containing 96 607 kg U-235 it 666 g Pu from France 
GUHUf. M A Assistant Director for Export/Imp or t S< International 
Bafeguards 77/07/ IQ 2pp 


8001250402 Submits application to amend 1 i c on* e. c h ang i ng quantity to 
37 b pieces 

TfllDLO. K Kast Metals Corp 80/01/15 Ip 


000(350419 Submits application to amend license by extending expiration 
date to 80000 1 

PAISLEY. C J Dab ur g Cnrp 00/01/10 Ip 


000(250423 Submit* application to amend license by adding two ultimata 
consignees 

HUGE. T Darn I i Industries 80/01/14 lp 


0001250424 Application by Wefi t l nghouse for license to export 
compensated ipnuation chamber to France 
FOCHAL.WF Edlow International Co 80/01/07 ipp 


8001250540 License for Pechim?y Ugine Kuhlman Devel dpment, Inc to export 
13 kg V-335. contained In 20 5 kg U. *■(? France 

PETERSON. M R Assistant Director for Export/Zmport fc Interna tinnat 
Safsguarda GQ/Qi/t3 3pp 


0001200012 Application by Westinghouse for license to export 3 
s e 1 f -poii/d e r ad detectors to China 

POCHAL, W F Edlow International Co ZE-60162 80/01/01 ip 


000120007* Executive Branch position re kestinghouse application por 
license to export dnq praptir tianal counter to Philippines 
Ltr of aseurance end License should he granted 

NOEENZOj L V, State. Dept of. Dureau of Oceans Internatl Environ * 
Scientific Affair* 80/01/13 3pp 
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B0012BG079 Executive Branch position re lletfll Bellows Corp appliratiun 
for license to export flexible metal hose to Spain License 
should -be granted 

NUSENZO. L V State. Dept of, Bureau of Oceans & Int-ernatl Environ fc 
Scientific Affairs 00/01/15 2pp 


R0012000G2 App 1 1 cat ion by Uestinghouse for license to export gamma 
chamber to West Germany 

PFICJCHALi W r Ediouj International Co ZE-10275 80/01/14 lpp 


ESQO120O414 Application by Sandia Labs for license to export 0 OO0J6 q 
0-235 U 0 079 q U-230, j n fission thermocouple rfe fcet tors . 6 
0 035 mg U-235. in fission chamber detectors, to France 
WALKER. JV Bandia Laboratories 79/11/20 Ip 


0001290055 Requests Executive Branch position re Saund ers-Hoe 
Ueve 1 opment s, Ltd application for license amend to increase 
amount of matl to be exported from 500.000 Cj to 1,000.000 
Ci tritium For i-yr period 

PETERSON. M R Assistant Director fox Export/ Import t< International 
Safeguards B 0 / 01/22 lp 


□00 1290057 Submits application to amend \ icense. adding two ultimate 
cons i gnees 

KUCE, T Darrill Industries P1T-L-110O 00/01/07 lp 


0001290061 Submits application to amend license to include export of 
four magnet assemblies for control rod drives to Italy 
HOInIRV. W R Transco, Inc IEL-1130 00/01/15 lp 


0001300069 Executive Branch position re Transnuc lean* Inc application 
for license to export 105 599 kg U-235. c antain e rf in 
113 1B2 kg U. to Belgium Ltr of assurance encl License should 
he granted 

ifOSENZO. L 9 State. Dept of. Bureau of Oceans it Intornati Ersvii on h 
Scientific Affairs BO/Qt/21 5pp 


□001300533 Application by Transnuc Lear. Inc for license to export 190 U 
kg IN contained in cy 1 inders, to France 
• Allied General Nuclear Services QQ/Ol/lfa ip 


8001300536 Application by Weatmghouse for license to export three 
WL23944 compensated ionization chambers to Trance 

P0CHAL U F Ed 1 out International Co ZE-20152. 199 BO/OI/IB lp 


8001300539 Application by Sigma Chemical C-orp for license to export 
5 kg deuterium oude to Francp 

STERN* W C longines-Mi ttrwluer Watch Co D-34 80/01/ L7 lp 


8001310001 Requests Executive Branch position re Edlou; Inti Co 
application for license to export tritium gas to Yugoslavia 
hlQ3RE»R N Assistant Director for Ex p o rt/ lm p or fc 6 International 
Safeguards 60/01/24 lp 


0001310232 Requests Executive Branch position re West i nqhou se 
application for license to export detectors to China 
hlODRE.R N Assistant Director For Ex p ort/ Imp ort S, IntflTnat 1 ona 1 
Safeguards 80/01/22 Ip 


0001310260 Application by E-dlcw Inti Co for license to expert 50.000 
Cu tritium gas to United Kingdom 

HARMON, D W Aerotost Operations RCC-4 60/01/16 lp 


8001310301 Amend 8 to Wostinghouse export 1 it e-nse. e x tend ing expiration 
date from B00331 to 620-331 U increasing authorized dollar 
value- 

SHEA, J ft Assistant Director for E«por t/I mpor t it International 
Safeguards BQ/01/22 lp 


0001310303 Application by Mitsubishi Inti Corp for license to export 
5GO mCi encapsulated cement wire of Cf-252 to Japan 
KUOE, T Darrill Industries 00/01/16 lp 


BOO 1 300075 Executive Branch position re Transnuc 1 ear , Inc application 
for license to export 67 736 kg U-235, con to ine d in 72 6 kg 
IP, to Franca Ltr of assurance encl License should be granted 
NDBENZo, L V State, Dept of, Bureau of Oceans 6 Internatl Environ & 
Scientific Affairs 00/01/21 9pp 


0-001300002 Executive Branch position re Transnuc leer « Inc application 
for llconse to export IB 707 kg U-235, contained in 20 050 
kg U. to The Netherlands Ltr of assurance encl License should 
be granted 

NQBEN20, L V State. Dapt of, Duraau of Oceans & Internatl Environ h 
Bel anti Fi c Affairs 60/01/21 5pp 


BOO 131 0305 Application by GE far license to export 239,300 kg U oxide 
as powder or fabricated DWR fuel bundles to Spain 
WILSON, □ K Antibodies, Inc 00/01/11 lp 


BQ-0131030Q Application by C£ for license to export 95,000 kg U oxide 
as powder or fabricated (3VIR fuel bundles to Spain 
WILSON, B K Antibodios. Inc 60/01/1 i 2pp 


9001310310 Application by Westing house for license to expert 600 kg U 
oxide pauder to France 

HERSCIt, M M Edlou IntOT nation* l Co /9/Q0/3O lp 


0001300379 Executive branch position re Transnuc lear, Inc application 
for license to export 21 913 kg U-235, contained in 23 050 kg 
(J, to Host Germany Ltr of assurance encl License should bo 
granted 

NO SEN 20, L V State, Dept of, Bureau of Oceans L lnternafcl Environ U 
Scientific Affairs 80/01/21 3pp 


OQO 1 300406 Forwards application by Marubeni America Corp to export 
U 6 Pu to Japan 

GKIIIJA, H Sunbeam Corp , Northern Electric Co Div MAI~TIC16044 
60/01/00 lp 


--BOO 1 300463 Application by Marubeni America CoTp For litenso to export 
6 9 Pu sulfate totrahyrate, 1 g Pu-242 & 10 g U-308 it U-233, 
to Japan 

MAC1IYA.S Sunbeam Corp , Northern Electric Co Div 2HQ12-0W 
00/01 /OB 2pp 


8001300414 Executive Branch position re Transnuc lear, Inc application 
far license to export 18 098 kg U-23S, contained In 19.398 kq 
U, to The Netherlands Ltr of assurance end License should be 
gran ted 

NOSENZO, L V State, Dept of 00/01/21 9pp 


8^01300532 Application by Dlo-Rad Labs for license to export 2 kg 
deuterium oxide to India 

ABEL, 0 F Western Energy Co 80/01/03 lpp 


8001310315 Application by Nestinghouse for license to export 600 g IJ 
oxide powder to Belgium 

HERSCH, M M Ed l ouj International Co 79/0B/30 lp 


BQ013103L6 Application by Sandvik Special Metals Corp for license to 
oxpnrfc 1*239 pieces SamJvik Z->4 instrumentation tube to 
Japan 

* Hittman Nuclear 6 Development Corp (subs of Hittman Corp > 
00/01/14 5pp 


0001310319 Amend 1 to Kouccki Berylco Indus tries, Inc export license, 
increasing amount of matl tD be exported to 270 pieces of 
Zircatoy 2 seamless tubing 

SHEA, j R Assistant Director for Expur t/Imp or t & International 
Safeguards 80/01/21 lp 


8001310342 License for Sigma Chemical Co to export 5 kg deuterium oxidr 
to Australia 

PETEREGN-M ft Assistant Director for Etpor t/lmpor t & International 
Safeguards Q0/01/18 2 pp 


8001310343 License for Metal Bellows Corp to export 48 pieces flexible 
metal hose of various sixes to Spain 

SHEA* J R Assistant Director for Export/ Import U International 
Safeguards 00/01/21 ip 


0001310375 Executive Branch position tc Tran snuc 1 ear. Inc application 
for license to export 32 737 kq U-235, cont a i ned in 35 089 
kg U, to Sweden Ltr? of assurance encl License should be 
granted 

HOSENZO, L V State. Dept of BO/Ot/lB 6 pp 
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50-249 

s 

8001160363 

50-2B0 

J 

BAER, r B 

8001110434 

71-298 


BOO 1220 4 76 

50-200 

J 

BAER , T S 

0001 190095 

71-6144 


0001020127* 

50-269 

Q 

BAER, R L 

8001030579 

TOPREP 


0001220190 

GEN TEC 

IS 

BAER . ft L 

8001090062# 

50-395 

0 

0001020554 

TOPREP 


BAER , ft L 

0001020532 

50-369 

A 

8001240255 

GEN TEC 

IS 

BAER, ft L 

8001030025* 

50-445 

A 

8001310096 

NUREG 


BAER, R L 

8001030040# 

50-445 

A 

BOO 13 1031 1 

40-6502 


BAER . R L 

8001090111 

50-361 

A 

0001300354* 

RES 


BAER < R L 

8001100389 

TOPREP 


8001150578* 

50-320 

H 

BAER, R L 

0001210295 

90-382 

A 

8001070245# 

50-293 

0 

BAER, R L 

8001(70023 

50-443 

A 

80010201 47* 

90-36 L 

Q 

DAEft.R L 

8001310330 

50-445 

A 

8001310141 

30-361 

K 

BAER, R L 

8001310050 

50-327 

A 

BOOl 3 10291 

50-361 

K 

BAER, R L 

8001300976 

TOPREP 


0001020395* 

50-206 

P 

BAER, R L 

8001070444 

50-416 

A 

0001020515 

50-2(56 

P 

BAILEY. F S 

8001260007 

30-209 

H 

0001090463 

50-361 

S 

DAILEY. D E 

6001220269# 

50-443 

H 
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AUTHOR 

accession 

NUMBER 

SUBJECT 

category 

AU7HDR 

RA ILLY, J-t p 

DfK)l30023Arf 

50-329 

0 

BANL,R R 

GMLEY.R J 

8001090400# 

50-273 

0 

BAXLEY, S X 

xiailey, n o 

QOD109003Q# 

50-245 

Q 

DAXLEY. S X 

C C 

BOOl 15050Q# 

50-344 

R 

BAXTER. R C 

IIA 1 S D EM* L 

ROD J 040205 

CONTRACT 

BAXTER. T A 

OAISDEN. L 

CQ01O40105 

contract 

BAXTER* T A 

UAI?it>EM> L 

0001040206 

CONTRACT 

BAXTER, T A 

DA [ SI) LN, L 

EOO 1040254 

contract 

BAUER,! A 

DM 3DEM - L 

G001020SQ4 

contract 

BAXTER/ T A 

OAISDEN, L 

BOO 10206 15 

contract 

BAXTER. T A 

baisden, l 

BD010206JO 

CONTRACT 

BAXTER. T A 

DA fSDEN, L 

800 12201 40 

CONTRACT 

BAXTER, T A 

GAKLM, li A 

BOO 1220355 

50-305 

G 

BAXTER. T A 

OAKEN, C E 

GOO 130 0271 

40-0601 


BAXTER, T A 

flAViEft. C E 

0001300394 

40-8675 


BAXTER, T A 

DAAE11 p D A 

BOO 1090 024 

MUR EG 


BAXTER, T A 

oallard. « l 

7906050154 

50-568 

0 

BAXTER, T A 

DAILARD-R L 

8001030031*- 

SO-445 

A 

BAXTER, T A 

UALLARD.I? L 

8001040601 

50-416 

A 

BAXTER, T A 

MALLARD, ft U 

D0010B01 15 

50-3U2 

A 

BAXTER, T A 

DALLARD. R U 

BOOS 160350 

50-275 

A 

BAXTER, T A 

UAULARD, R L 

OOC 1210006* 

50-206 

P 

BAXTER, T A 

BALLAflD.ft U 

BOO 1340029# 

30-286 

D 

BAXTER, T A 

Ballard, i? l 

GOO 1250255* 

50-206 

D 

BAXTER, R C 

DAU-ARD.ft U 

0001 E 10004 

50-286 

P 

Baxter, t a 

DAL LARD, R L 

3001220059 

50-286 

P 

BAXTER, T A 

DAS LARD* R L 

GOO 1)240029 

50-206 

D 

BAXTER, T A 

BALLARD, R L 

0001250247 

50-206 

D 

BAXTER, T A 

BALLARD, R L 

0001250260 

50-560 

0 

BAXTER, T A 

BALLARD, R L 

8001230027 

50-409 

P 

BAXTER, T A 

PAtXAFtD, R L 

8001240305 

50-3G2 

C 

uaxtfr, t A 

IJALLAHILR l 

B001310I7C 

50-409 

P 

BAXTER. T A 

»A\ OUOH. R C 

0001250036 

50-445 

w 

BAXTER, T A 

RANfFiJEM* 8 

0001300200^ 

RES 


BAXTER, T A 

Ji AMO ART , R L 

0001290056 

90-330 

p 

BAXTER. T A 

DAKKHFP* S G 

0001300129# 

RES 


BAXTER. T A 

OANTA.r L 

0001030135# 

50-358 

T 

BAYIJUTT, P 

UARASCH. D 

0001 160386 

50-209 

G 

BAYBUTT.P 

DAfirrrLD. a 

0001150583* 

S 0-320 

H 

D/WNARD.F V 

OAR I, II A 

60010901/9 

RES 


oaynard, p y 

OAR I - R A 

0001090(04 

RFS 


OAYNARD, P Y 

TJARl.R A 

Q0010B0577 

RE6 


baynard, p y 

UAH I. n A 

0001000502 

RES 


3AVNARD, P Y 

nAuurTT, j m 

D0013B0446 

50-250 

G 

daynard,p y 

oahkctt, j m 

Q0012B0446 

50-250 

0 

BAYNARD, P V 

BARKER, J r 

□001310036 

PR 


HAYMARD. P V 

iiAnwrn, j i 

0001 J 50405* 

50-10 

0 

daynard.p y 

DAfll.EV, (i 

0OO128O2PS* 

5O-209 

G 

DAYNAflD. P Y 

nARNfUCIXJ A 

8001310256* 

50-361 

y. 

BAYNARD, P V 

HARNETT, J E 

000129034 3 

70-1621 


daynaud, p y 

LMriNcrr, j c 

BOOI 290352 

70-1621 


□ AYNAflD, P Y 

DARNES, M D 

0ODH6O173# 

50-317 

u 

DAYNARDiP y 

BARNES., P L 

00011 401 13 

REGO0 


BAYNARD, P V 

DARNED, I 

8001230060# 

QA99? 


BAYNARD, P V 

UANHrTT\, P A 

6001160086# 

50-373 

0 

DAYNE.J P 

UAHHFTT. 1. 

7911090270 

50-320 

p 

DAYNF.J p 

GAPPY, J H 

GOO 11 3 0234 

71-6346 


BAYNE, J P 

BARTH, C A 

7902090021 

50-408 

0 

BAYNE, J P 

BAfITH, 0 A 

7902140021 

50-40B 

0 

BAYNE, J P 

DAflTLETT , J 

0001240160* 

50-410 

Q 

BAYNE, J P 

BARTLETT* J 

0001220512 

50-220 

s 

DAYMC.J p 

DARTLETT, J 

0001230185 

50-220 

a 

BEARD, J T 

dartlctt* J 

0001290475 

50-220 

3 

HEARC, J A 

DARTL ETT, J 

8001280292 

50-220 

0 

HTASLE V, E G 

DARTDN.A R 

D 00 1 2 1 0 C 3 1 

50-340 

H 

BECHHDEFER, C 

DARTflN. J J 

0001220133# 

50-320 

P 

0CCHH0EFE8, C 

D AWE BAD. D L 

800-12301 06 

COMMISSION 

DECNMOErER, C 

fJAfjKlTDAB* D L 

8001230112 

COMMISSION 

OnCHNOEFER, C 

DASHEDAS, 0 L 

8001230099 

COMMISSION 

BECHNOEFER, C 

DARK IN* K P 

0001030648 

50-206 

F 

deciihoefer, c 

3ASKIN, K P 

0001 1 5031 2 

SO -206 

P 

BECHNER, 0 A 

MGKIN.K P 

0001090205 

50-206 

P 

BECK,J W 

JACKIN, K P 

BOO-1 230380 

50-206 

V 

BECKER , N 

JAEKIN, K P 

8001290533 

50-361 

A 

DECKER* M 

IA5KIN.K p 

GOO 1 2204 72 

30-206 

P 

DECKER, F L 

'ASKlN.K p 

8001210195 

50-206 

P 

BECKMAN. D A 

ASrtlWrK P 

000 1250312 

50-361 

A 

DECKNEP.W D 

ASK IN. K P 

GO-0 i 2 3001 4 

50-206 

P 

DCCKNER, w a 

ABKIN.K P 

8001290430 

50-206 

F 

BEDNAR, L F 

A HYMN# If U 

0001300631* 

50-354 

a 

OEDONT, N E 

ATTA, A D 

0001070301* 

50-244 

0 

BEEBE, N R 

AUER . E P 

0001090429* 

90-317 

8 

BFERS, R J 

4UCR. E n 

0001090439* 

90-310 

S 

&EHUN0J 8 R 

UIH, E A 

6001290915 

90-280 

H 

BEHLIMO, $ R 

SUM ANN* W 

000 1300009* 

RES 


BEILNAN, r P 


ACCESS ItlN 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

0001 100425 

7 1 -9032 


BELANGER, T L 

BOOt 840304# 

50-254 

a 

0001150529# 

50-366 

S 

BELISARID, M C 

8001140069 

90-574 

G 

0001310241* 

50-321 

s 

BELKE-W L 

7911020157 

MISC 


80012201 55 

PR 


BELLAMY, C 

8001 210094# 

50-3 

G 

8001O30231 

50-312 

c 

BELLAMY, R R 

BOO 1220239# 

50-320 

H 

8001030300* 

50-312 

G 

BELLO, C 

8001 I 50575# 

50-320 

H 

8001020052 

50-312 

G 

DELMDRE, C I 

8001140492* 

50-219 

R 

8001140CSO 

50-312 

Q 

BELVTN, E A 

8001250251* 

50-327 

A 

8001140087* 

50-312 

G 

BENDER, M 

8001220577 

ACRS 


SC01 J40094* 

50-312 

G 

BENEDICT, R A 

8001240222 

90-302 

A 

8001 l 40101# 

50-312 

0 

BENEDICT, R A 

9001240265 

50-302 

A 

□001220181 

50-312 

0 

BENEDICT, R A 

BOO 104030 3 

50-302 

A 

8001220174 

SO-312 

0 

BENNETT, J 0 

0001300256 

50-267 

P 

30O122G0I3 

50-312 

Q 

BENNETT, J G 

8001300263# 

50-267 

P 

0001220026 

50-312 

G 

BENTSEN. L M 

8001150374# 

NUREG 


6001280471 

50-312 

0 

OERANEK, F 

Q001300070# 

RES 


8001280104 

50-312 

0 

BERGER, D 

8001090050 

PR 


8001290094 

50-312 

0 

BERGERON, P A 

8001030514* 

50-309 

P 

8001290120# 

50-312 

0 

BERGER, C L 

8001220569* 

50-346 

S 

8001290133 

50-312 

0 

PER ICK. D 

8001300354 

PR 


8001290147# 

50-312 

0 

BERMAN, M 

8001300283# 

RES 


0OO129OI55* 

50-312 

0 

BERMAN, M 

8001 100562 

RES 


0001290324* 

50-312 

0 

GERRY, L W 

8001180046# 

90-320 

P 

8001130062 

PR 


GESECKER, K H 

8001100178# 

50-302 

0 

3001030300* 

50-312 

0 

DESWICK. L 

8001150562# 

50-320 

H 

QO0114OOGO 

50-312 

0 1 

dettenhausen, L 

0001020036* 

30-286 

G 

8001140037* 

50-312 

0 

D1CKWIT, L 

BQ01210152 

SECY 


0001140094* 

5Q-312 

0 

DICKWIT, L 

8001 130310# 

COMM I OBION 

0001 1 40 1 01 * 

50-312 

0 

BICKWIT, L 

8001230052* 

50-209 

T 

8001220022# 

50-3I2 

<5 

BICKWIT, L 

0001290084# 

10CFR 


8001280471 

30-312 

0 

BICKUIT, L 

8001230046# 

50-289 

T 

GOO 1230104 

50-312 

0 

BTCKWITi L 

0001310147* 

10CFR 


8001 270120 * 

50-312 

G 

BICKWIT, L 

8001310203* 

I0CFFI 


8001290147# 

50-312 

0 

BICKWIT, L 

0001150401 

50-275 

G 

8OO1290655* 

50-312 

0 

□ ICKWIT, L 

0001290087# 

10CFR 


000 J 290324# 

50-312 

0 

BIDDLE, C T 

0001020030 

50-466 

0 

80O13OO2Q6* 

RE& 


BIDDLE, C T 

8001160573 

50-466 

G 

0001300331 

RES 


BIDDLE, C T 

0001140140# 

50-498 

0 

00 0123004 3* 

50-302 

P 

DIDDLE, C T 

8001160556 

50-466 

0 

8001140527 

50-302 

F 

DIDDLE, C T 

0001160965 

50-466 

Q 

6001 150284 

30-302 

P 

DIDDLE, C T 

BOO 1080072 

50-466 

0 

8001130295 

50-302 

P 

BIDDLE. C T 

0001180021 

50-466 

0 

0001160476 

30-302 

P 

DIDDLE, C T 

QOO 1220286 

50-466 

G 

0001100280 

5O-302 

P 

DIDDLE. C T 

8001280232 

50-466 

G 

8001210126 

50-302 

K 

DIDDLE, C T 

8001 250022 

50-466 

G 

0001210213 

50-302 

R 

BIDDLE, C T 

8001250071 

50-466 

0 

3001210267 

50-302 

K 

BIDDLE, C T 

8001280044 

50-466 

0 

0001210269* 

50-302 

K 

BIDDLE, C T 

9001240503 

50-466 

0 

8001 21 02 S6 

50-302 

F 

BIDDLE, C T 

0001020038 

50-466 

G 

BOO 1 2300&3 

50-302 

H 

BIDDLE, C T 

8001I60573 

50-466 

G 

8001590325 

50-302 

P 

UlOOLEiC T 

QOO l 14Q 140# 

S0-49Q 

G 

BOO 13004 1 5 

50-302 

F 

BIDDLE, C T 

8001160596 

50-466 

Q 

0001300386 

90-302 

P 

QLDOLE, C T 

QQQ 1160565 

50-466 

Q 

BOO 13004 4 6 

50-302 

P 

BIDDLE, C T 

8001080072 

50-466 

0 

0001240340* 

50-286 

Q 

BIDDLE, C T 

8001 180021 

50-466 

G 

0OO1O3Q69S 

SO-286 

S 

BIDDLE, C T 

QQQ 1220206 

50-466 

Q 

6001240387 

S0-206 

Q 

BIDDLE, C T 

8001280044 

50-466 

G 

8001240337 

50-286 

Q 

BICLAWSK I , A P 

8001100044 

50-599 

C 

0001020360 

50-286 

3 

OI0QEE.J D 

8001100233 

REGGD 


0001 150623 

SO-286 

8 

B IMBERj R M 

0001200234 

NUREO 


8001100331 

50-286 

R 

BINDER, J R 

80011 704Q3 

50-514 

D 

8001030400 

REOGD 


BIRD, P E 

8001290081# 

10CFR 


0001020370# 

CONTRACT 


DIRKEL, R A 

8001070013 

50-369 

A 

300 125 0251* 

50-327 

A 

BlftKEL, R A 

0001090230 

50-369 

A 

3001 170379 

90-409 

0 

BIRKEL, R A 

8001310202 

50-309 

A 

8001030133# 

SO— 358 

T 

0I9H.L W 

8001160494# 

3Q -320 

H 

6001220556 

50-409 

0 

BISHOP, W P 

0001300610 

PR 


□001290093 

5G-3B7 

0 

BISHOP. C J 

8001020068 

50-356 

0 

000 J 280344 

50-498 

0 

BISHQP^C J 

0OQ 1020071 

50-445 

fi 

0001300105 

50-409 

0 

BISHOP, C J 

800108035 0 

30-312 

G 

8001200310# 

50-269 

p 

DISHQP.C J 

0001090239 

50-312 

G 

8001250209 

50-871 

P 

DI8H0P, C J 

8001040246 

50-330 

G 

0001030490# 

30-3 

0 

BISHOP, C J 

0001080284 

50-400 

G 

0001210019 

50-344 

H 

□ rSHOP, C J 

8001100315 

50-330 

G 

BOO 1300180# 

RES 


DISHOP, C J 

B00U70589 

50-466 

0 

8001030073# 

50-334 

Q 

BISHDP, C J 

BOO 1170575 

50-466 

G 

0001300106# 

RES 


BISHOP. C J 

0001230339 

50-445 

n 

8001300103# 

RES 


BISHOP, C J 

8001240536 

50-400 

Q 

B001290494# 

50-290 

6 

BISHOP, C J 

0001240307 

50-275 

Q 

8001180195# 

40-0721 


BISHOP , C J 

0001240549 

50-275 

0 

8001100125 

NUREO 


□ I SHOP, C J 

0001250014 

50-275 

9 

8001 100347 

71-9134 


BI8H0P.C J 

6001280206 

50-312 

9 

0001300020* 

REB 


DISHDP.T W 

0001100549# 

50-275 

Q 

0001300191* 

RES 


BISHOP, T W 

8001100538* 

50-460 

0 

80010406I3* 

50-316 

5 

BIVINS, W 8 

8001240076# 

40-6659 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BIVINS, M 5 

8001310366 

50-387 I 

31 VI NS, W 5 

0001030313* 

40-1162 

91 VIMS, W S 

0001220354* 

40-3453 

E IVINS, W S 

0001210053* 

40-2259 

BIVINS- W S 

8001230169 

50-387 1 

SIKELrD A 

BOOl 1 10076* 

50-155 < 

ejqrge. r 

0001300174* 

RES 

DLACK. K E 

0001240455 

50-302 

BLACK. R L 

8001040129 

50-522 

CLACK- n L 

8001220060 

50-522 

BLACK, R L 

□001250575 

50-312 

black- r L 

□001250576* 

50-312 

□ LACK- R L 

0001310320 

50-522 

BLACKWOOD-, E B 

□001100274* 

50-313 

BLAKE, E L 

8001310306 

50-209 

BLALOCK. L 

8001090207 

71-5939 

BLANTON, L 

BOOl 160408* 

50-320 

13 L ASK, J K 

0001 1603Q6 

50-289 

BLASK, J K 

8Q0114012Q 

50-209 

BLA5K- J K 

0001240509 

50-209 

BLEIWEIS, P B 

0001300154* 

RES 

blqm-eke, J 0 

0001300606 

PR 

BLUM, D- 

0OO1OBO25O* 

50-244 

DLUHBERQ, N 

0001020042* 

50-30? 

SLUMBERS. N J 

8001240352* 

50-206 


DLUMDEflG, N J 
BLUMS- H □ 

BLUME, m d 
D LUKE i M Q 
GLUME, M B 

BLUME. M B 
0LUME.M D 
DOCEl 4 ■ M 
D0CH, A L 
0 C D DY > J R 

BOQTKE, P J 
BDETTGER.J T . 
bcigart, L 
nnoDEN.o 

DOODEN. G 

BQGDEN, O 
BDQDEN.G 

bcigden.g 
DDGErl j D A 
BOH AN AH, R E 

BOHN, h P 
BOHN. R J 
IJOHH.R J 
GOHN, R J 

GOHN-R j 

BOHN, R J 
QONZCN.L L 
BOOK, H E 
BQQK.H E 
BOOK. H E 

BOOK i H E 
BOOTHROYD, J C 
0OPP, C D 
BDPP, C D 
DOR BUNICH, G M 

BORDEN I CK, B M 
BORDEN1CK, 0 M 
BORDEN I CK, 0 tt 
BORDENICK, D M 
BORDENICK, 0 M 

BORDENICK, 0 M 
BORDENICK, D M 
BORDENICK, B M 
BORUENICK, D M 
BORDEN I CK, 0 M 

doreb.r J 

BORES. « J 
BORES, R J 
SQROMANN, E A 
UORQMANN. E A 

borgmann.e a 
GORGMANN# t A 
GORCMANN. E A 
BOROMANN.E A 
BORGMANN. E A 

BGRGMANN, E A 
BQRGWALDT , H 
DOR IQ, W R 
OORYBEAK, M 
BGBYBIAK, Ml L 


BOQ124O306* 

□001030819 

8001250102 

8001080504 

0001220143 

BOO 1200201 

□001310154 

8001300274* 

8001310021 

0001020717 

BOO 1 140249* 

□001030106 

0001140364 

8001030931 

0001300569 

800 13002 10 
□001310292 
0001240510 
□001 160523 
8001310096 

□001300249* 
8001 110432 
8001140441 
□001170301 
0001150499 

8001170345 
□001 300232* 
8001100563 
8001 100566* 
0001 1 10005* 


50-293 R 
50-398 T 
90-3 G 
40-1162 
PROJ 


BOOl 110002 

QA999 

0001110220 

NUREG 

8001310043 

PR 

8001300603 

PR 

8001030142 

50-514 

8001250410 

50-514 

□001030020 

50-322 

0001110313 

50-514 

□001030934 

30-514 

BOOl 100144 

50-514 

0001150391 

50-514 

8001160431 

50-514 

BOOl 100006 

50-516 

0001250041 

50-514 

8001250560 

50-314 

0001170120* 

50-320 

8001150417* 

50-219 

BOOl 31 01 26* 

50-311 

0001030135* 

50-358 

0001210020 

50-350 

□001210012 

30-358 

8001200226 

30-350 

8001240529 

50-350 

8001160576 

50-350 

0001210123 

50-358 

8001 2202 07 

50-398 

0001300212* 

RES 

800116041 1 

50-255 

8001100380* 

90-346 

0001290223* 

50-346 


BGSSENMAIER. W S 
POSTON, J W 
D0UKN1GVIT, J A 
BOURNE A, A 
DONERS. J 

BOWERS- C E 
BOWERS, C E 
BOWERS, E S 
BOWERS, E S 
DOWERS, E S 

BOWERS, E S 
BOWERS, E S 
DOWER S , E S 
BOWER S , E S 
DOWERS. E S 

BOWERS, E S 
BOWERS, E S 
DOWERS. E S 
DOWERS, E S 
BOWERS, E S 

BOWERS. E S 
BOWERS. E S 
BOYD, H 14 
BOYD, D C 
DOYD> D C 

DOYD, D C 
BOYD, D C 
BOYD, D € 

BOYD, D C 
BOYD, D C 

DOVER, V S 
BOYER, V 5 
COYLE. M C 
CnADBURY, R G 
BRADFORD, 0 

BRADFORD, W H 
BRADFORD, P A 
BRADFORD, P A 
BRADFORD, P A 
BRADFORD, P A 

BRADLEY, E J 
BRADLEY, E J 
BRADLEY, R T 
BRADLEY, R T 
D RADY, ft 3 

BRAID WOOD. J 
OHAMLETTf L 5 
DRAMLETT » L 3 
BRANCH, P J 
BREDEHOEF T , J D 

BREEN, J E 
OR 1C KLEY, R H 
QR JCKLEY, R H 
BRIGGS, L € 
BROADUS, C R 

QROEHLr D J 
DROEHL, 0 J 
BRCEHL. D J 
DROEML.D J 
DROEHL. D J 

BftOEHL* D J 
□BtOEHL.D J 
DROEHL, J> J 
DROEHL, D J 
D0OEHL, D J 

DROEHL , D J 
BROGAN, 0 E 
BROOKS, B L 
BR0UN9, R J 
BROWN. H H 

BROWNE, W D 
DROWN, H It 
DROWN, H H 
DROWN, H H 
DROWN, F R 

DROWN, J Ml 
DROWN, D 
DROWN, Ml T 
DROWN. M S 
DROWN, Ml S 

BROWNLEE, U ft 
DROWN. S C 
DROWN, S C 
BROWN, S C 
BROWN, S C 


ACCESSION 

NUMBER 

0001090-306 

8001020464 

3001220004 

0001250007 

B0010704BB 

8001240369* 

□001220175 

0001 100328* 

□001100333* 

B001100J3B* 

8001100344* 
□001030142 
□001090516 
□00 1090267 
□001160023 

0001 lBOllO 
8001 1700G9 
0001220192 
0001280259 
□00 1 280260 

8001280015 
0001200253 
BOO 1 2Q0227 
GOQ1160016* 
BOOL 170077* 

BOOt 170094* 
6001100593 
6001100325* 
0001 150409* 
0001220095* 

0001240177 

0001180230 

3001300066* 

9001040275* 

□001030290 

□0010201 19* 
3001240262* 
□001 160321* 
□001 160312 
□00 1280011 

8001170422 
0001210270 
0001090060 
BOO 1090057 
0001290046 

□001240260* 
8001210230* 
8001220402* 
BOO 11 L 0069 
0001310025 

7909210176* 
80CH 1 10266* 
8001020206* 
8001030092* 
□001300266* 


SUBJECT 

CATEGORY 


accession 

number 


SUBJECT 

CATEQCRY 


50-340 G 
SECY 

COMMISSION 
COMMISSION 
30-443 0 


BROWN, S C 
BROWN, S C 
DROWN, S C 
DROWN, S C 
BROWN, S C 

DROWN, S C 
DROWN. S C 
DROWN, S C 
BROWN. S C 
DROWN. S C 

BROWN. S C 
DROWN, S C 
DROWN. S C 
CROWN, S C 
DROWN, R A 

BROWN, C H 
DROWN, C H 
BROWN, ft L 
DROWNE.W 0 
BROWN, C H 

DROWN, H H 
DRUflAKER.P P 
BRUCE, M 
BRUNNER, E J 
□RUNNER, E J 

□RUNNER. C J 
□RUNNER, E J 
BRUNNER. E J 
DRUNNER. E J 
DRUNNER, E J 

BRUNNER. C J 
DRUNNER, E J 
BRUNNER, E J 
URUNNER, E J 
DRUNNER, E J 

DRUNNER, E J 
DRUNNER, E J 
DRUNNER, 6 J 
DRUNNER, E J 
DRUNNER, E J 

DRUNKER, E J 
DRUNKER, E J 
DRUNNER. E J 
DRUKNER, E J 
DRUNKER, E J 

DRUNNER, E J 
uruknefi.e J 
DRUNKER, E J 
BRUSH, P N 
BRUSH, P N 

DRY ANT, E Q 
DRY AN, J K 
DRYAN, J K 
DRV AN, J K 
BRYAN. J K 


□001 100047* 

50-344 

0 

nnvAN, R h 

0001090034* 

50-344 

0 

BRYANT. J 1 C 

0001020454 

30-344 

9 

BRYANT. J C 

G001U053B 

30-344 

S 

DRYANT, J C 

8001220 1 24* 

50-344 

0 

BRYANT, J C 

0001030934 

30-344 

s 

BRYANT, J C 

B0010B0429* 

50-344 

G 

ORYANT , J C 

8001110463 

90-344 

G 

BRYANT . J C 

8001130440 

30-344 

P 

BRYANT, J C 

□001250391 

50-344 

P 

DRYANT , J c 

8001240452 

50-344 

S 

BRYSON, J W 

0001310221 * 

50-361 

K 

BUCHANAN, W R 

0001020196* 

30-302 

P 

BUCHHQL2.R H 

7908150366 

NUREG 


DUCHKOLZ, R H 

0001040505 

30-275 

G 

BUCHHOLZ.R H 

BOOl i80386* 

CONTRACT 


BUCHMOLZ. R H 

BOO10405S5 

30-275 

0 

BUCHHOLZ.R H 

□001100364 

50-312 

0 

DUCHHOLZ.R H 

□0011801 1 1 

50-312 

G 

BUCHHOLZ.R H 

BOOl 1 50023* 

50-409 

P 

BUCK, P 

0001100523 

50-599 

A 

BUCKLEY. D C 

BOOl 190364* 

30-254 

ft 

DUCKLEY, D C 

8001290453 

30-321 

I 

BUCKLEY, B C 

B001220533* 

50-316 

3 

DUCKLEY, B C 

8001220540* 

50-315 

5 

BUCKNER, M R 

8001170473* 

50-270 

Q 

BULI6CHECK. T 

□001030430* 

50-339 

S 

DULlSCHECKrT 

BOO 1 030583 

30-339 

S 

DUONOCORE, J A 

BOO 1030703 

50-339 

5 

BURACKj j a 

0001030725 

50-339 

8 

BURCHETTE, W H 


SOO l 030722 

50-404 

5 

BOOl L4O502 

50-339 

8 

7912280541 

50-339 

S 

B0010B0448 

50-339 

A 

9001080467 

90-339 

S 

80010B04S5 

50-330 

8 

8001090446 

50-404 

S 

□001160454 

50-338 

Q 

BOOl 160450 

50-404 

Q 

8001180362 

50-339 

A 

0001230127 

50-319 

3 

0001230115 

50-339 

S 

0001230203 

50-339 

S 

9001280347 

50-339 

5 

□001020707* 

27-47 


8001150409* 

50-123 

0 

□001220095* 

50-264 

G 

0001 110215* 

GA999 


0001150031 

70-1143 


8001150477* 

COMMISSION 

0001250125* 

50-312 

0 

8001240524 

40-B745 


8001020028 

REGGD 


QOOl 110052 

50-272 

S 

000102004a* 

50-206 

a 

8001070266* 

50-277 

a 

0001020037* 

50-309 

0 

8001070236* 

30-293 

Q 

8001030064* 

50-334 

□ 

9001240343* 

50-286 

Q 

80 OS 030069* 

50-97 

0 

BO01240392* 

50-247 

Q 

B001300340* 

50-272 

G 

800102051 1 

50-244 

Q 

800103 CM 04 

50-277 

0 

□001240106 

50-247 

0 

8001230003 

50-213 

Q 

8001240144 

30-27 1 

0 

0001070262 

50-277 

G 

BOO 13 10083 

50-29 

0 

9001020029 

50-309 

G 

8001020044 

50-286 

Q 

8001030032 

50-97 

Q 

9001030051 

50-334 

0 

0001240376 

50-247 

0 

B00131012D 

50-244 

Q 

0001240335 

50-206 

0 

9001240357 

50-277 

ti 

0001220193 

XPORTLIC 

6001330591 

XPORTLIC 

0001140302* 

PRM 


BOOS 330224* 

50-403 

A 

GOO 1090 320 

50-406 

0 

BOOl 150396 

50-403 

A 

BOOl 300444 

30-403 

M 

0001320304 

NUREG 


0001 020694* 

50-369 

Q 

8001180275* 

50-393 

0 

□001100022* 

50-416 

0 

□001 100401* 

50-413 

Q 

900 1230 179* 

50-340 

0 

0001140167 

50-327 

Q 

□001 1 60160 

50-553 

Q 

BOO 1250502* 

30-400 

0 

6001180382 

30-369 

0 

00013001 17* 

8EB 


B0013100B6 

NUREO 


0001030616 

REGGD 


□Q01 170500 

NUREG 


BOOl 03063 Q 

7CPREP 


□001090301 

TOPREP 


6001240046* 

TOPREP 


6001100051 

REGOD 


□001000479* 

TOPREP 


BOOl 170464* 

30-317 

p 

BOQU 10034 

50-275 

A 

e 001 1 BO 136 

30-273 

A 

8001 ISO 139 

50-364 

A 

8001240319 

30-275 

H 

0OO13OO-19D* 

RES 


8001080599 

RES 



SOO 1000603 
BOO 1 16 0660 
□0011 00387* 
8001090317 


RES 

XPORTLIC 
SO- 192 P 
50-445 M 



382 


personal author index 


author 


ttWWETTk.U H 
burchette, W H 
OVftCHETTL. W H 

BURDETTE, T £ 
RURGHAFF, C fl 

fiUFFHARDT, W 
DU*>yHAriDT, U 
BURNETTE, A 
BURNETTE, G g 
BURNETTE, e g 

BURNETT, P T 
BURNS, S Q 
OURSEY, D f\ 

0UR3TEUJ- $ 
BUflSTElN, S 

BWSTEIN, S 
OURSTEIN, S 
BURStEIN, S 
bursts in, s 
burst eih, s 

BURISTEIN, s 
burster, s 
UUflSTElN., S 
BlJRSTElN, S 
BURSTEiN, s 

BURNELL, 3 0 
DOWELLS D 
BV)RWELL,S D 
DUTCi^U,£- 
SUTLER, 0 

AVERS, R K 
CAUA, E 
CACCIA, D A 
CACCIA.D A 
CAHILL, W J 

CAHILL, W J 

CAUJLL.W j 
CAHILL. W j 
CAHILL, W J 
CAHILL, W j 

CAHILL, U J 
CAHILL, W j 
CAHILL, W o 
CAHILL, g j 
CAHILL, W j 

CAHILL, g j 

lavoll.w 0 

CAHILL, W j 
CAHILL, W j 

CAHILL, W J 

CAHILL, H *1 
CAMlLL W 7 
CAHILL, W J 
CAHILL, g j 
CAH/J, a l 

calaway, h g 

CAlLNEi L , f? rt 
CALDHELL.ft * 
CALHOUN, J ft 
CALHDUN, j r 

CALHOUN, J R 

CAlHOUn, J R 
CALHOlft|, j r 
CALH pUV, J ft 

CALHOUN , J ft 

CALHOUN, U ft 
CALHOUN J 7 
CALHOUN, J ft 
CALHOUN, J R 

CALHOUN, J r 

CALHOUN, J ft 
CALHOUN, J (1 
CALHOUN, J P 
CALV1DUN, U ft 
CALHOUN, J R 

CALHOUN, *> 

CAumUH, J ft 
CrtLSOYAB.c 0 

CAW, F 

CAMPUELL.P U 

CANNON, U M 
cannon, j b 
CANONICO, 0 A 
CANTER, H L 
CANTER, H L 


ACCESS ] ON 
NUMBER 


QUO 1070494 
&00lGQ03t7 
000109049* 
800l ISG275* 
BOO 1 1 6.0306 

8001320958* 
00011*0139* 
B0OUsO34$» 
80OIOB0O53 

gooioboob? 
Booneozc?* 

0001 310100 
BOD l 10002? 
QOO 1070529 
000107047? 

fiooio/itnaut 
BOO 10804 73 
8001030301 
0001 040*36 

0001 J 6027*i 

8001210143 
0001330009 

8001 1*0513 
8001 1*0539 
600134-0420 

8001 1 ICO 10 
BO01 030023* 
800J 1*0013 
800 1 24039 J 

8C0 11 50532* 

BO0 1 0002&3P 
BOOt M0a*y5» 
8001160310* 
QOO[ 180312 
BDO103O7 1 1 

0001240319# 
0001030093 
BOO 1240470 
BOD 10903 56* 
0OO1O4Q550* 

8001070306 
800 I 090307 » 

0OOLO9O3ia 
0001 000339 
00010903401 

BOO l l 1 OaO 5 
BOD 1040352 
8001090302 
0OO1O9O326* 

0001 1 10406 

0OOJ 150414 
60013203*6 
8001290470 
800120033a 
soon 1032* 

8001230003 

8001100140* 

0001 100340* 
0001030721 
0 OD 1030702 

BQO10VQ30& 
80010903 15 
8001090401 
6001090413 
0001100424 

000115t>446 
0OOI 150526 
8001150632 
0001310357 
00012101 97 

8001210209 
0001230138 
00013404 15 

80O12SQ454 
B0OJ29O39J 

6001290562 
8001290596 
000114061 3« 
8O0I31O4QO* 
800/140252# 

800 1 l 00374 
80 0 1 1 00374 
0001220384 
000/170386* 
8001040004* 


SUQUCCT 

category 


50-445 M 
50-443 ri 
50-443 ft 
50-395 Q 
50-387 G 

'T0-3B4 
70-364 
50-320 H 
RES 
RES 

50-269 0 

50-253 o 
50-393 o 
50-2*6 G 
50-2*6 S 

50 -2*6 S 
50-5Q3 I 
SO 266 p 
50-2*6 p 
5G—26& C 

50-26* 0 

50-2*6 q 
50-266 p 
50-266 P 
50-266 S 

50-445 A 
50-445 A 
50-443 p 
HISC 

50-320 H 
RES 

50-34* FI 
50-354 0 

50-334 Q 
50-247 <1 

30-247 c 
30-3 Q 

50-247 Q 
50-247 p 

SO-3 p 

50-347 F> 
50-24? f> 

SO -247 p 
50-24 7 p 
* 50-347 P 

30-24? 8 

50-3 p 

30-247 P 
50-247 P 
50-247 Q 

5 0-3 p 

SO-247 ft 
50-24/ 5 

50-247 p 
REOoO 

40-21$ 

50-3*7 0 

50“3 JO Q 
50-259 a 
50-396 $ 

50-359 S 
30-260 fi 
50-59* & 

50-596 B 
50-596 g 

50-596 9 

30-576 g 
50-576 s 
50-296 P 
SO -296 g 

30-896 ' 9 
SO-259 9 

00-260 9 

50-560 S 
30-359 g 

50-560 S 
50-576 Q 
50-330 if 
COMMISSION 
PUN 

27-39 
27-39 
NUftEG 

30-312 a 
50-312 ft 


AUTHOR 


CAUTRELL.F S 
CANTRELL. F B 
C APCLLA, J A 
CAOJHTCW, D L 
CAPHTOb), D L 

CAPDROgo, L 

CAponasa, l 

CAPRA, ft 4 
CARAeOTlAKf, J ! 
CARDQN, ft g 

caruom.m w 
carbon, H u 

CAROM, ft U 

CARBON. M U 
CARQQn, M U 

CARBON, ft g 
CARODM, h h 
CA ftEY, j j 
CAREY, iv g 

carfaonq, b p 

CARLOS, P C 
CARL6SQH, R 

carl sscn, h 
CARl£>ON,H T 
CARLSON, R r 

CARLSON. R T 
CARLStOfJ. R r 
CARL& 0 N, ft T 
CARLSON ft T 
CAf?L0GN, ft t 

CAHlSDN, r t 
CARLSON, ft 7 
CARLSON, R T 
CARLSON,# T 
CAftLSON, ft 7 

CARLSON, ft T 
CAftL60W, ft r 
CARLS 0 N, ft T 

CAF?L£ON, R J 

carl scu, ft r 

CAftLSON.il T 
CARLSON, R T 
CARLSON, ft T 
CARLSON, ft T 
CARLS 0 N, ft t 

CAftL Son. 0 T 
CARLSON, ft t 

Carlson, r t 
Carlson, ai r 
Carlson, ft r 

CARL80N.R T 
C4/?LS0W.ft r 
Carlson, r t 
Carlson, r T 
Carlson, r t 

Carlson, r 7 
Carlson, r t 
Carlson, r t 
Carlson, r t 
Carlson, r t 

CARLSON, R T 
CARLSON, R T 
CARLSON, R T 
CARLSON, ft f 
CARLSON, ft T 

CARPENTER, L F 
CARR, A V 

CAR/I, * v 
CAFIf!. A V 
CAffft, j C 

Carr, 0 c 
carr, u c 
carrich. j t 

CARftJEft, ff j 

carrier, e a 

CAfWlZR,E s 
CARfIOLL/J T 
Carroll, j t 
Carroll, j t 
carrqll.o e 

Carroll, d e 

CARROLL, D E 
CAftftOLL, D E 

CARROLL, 0 E 
CARROLL, D E 


ACCE5SJ0W 

W/1PER 


8001200067* 
7001 1^0010* 
8001090(19 
8001 020056* 
80010301 JO* 

B001O303D& 
GOOl 030313* 
aciui 100363 
9001220278 
9001240043 

8001220297 
771 1010*03 
8001240043 
9001 iD03?0 
9001240054 

SOO 1040070# 
9001240037 
900 1 1 10539 
9001220390 
8001 160596 

8001040379 
8001310043 
B001310040 
DO 01 240393# 
6001240174* 

Q0O125OJ 50* 
60012400*7* 
80012401*4* 
8001230072# 
000 I 24 0095* 

6001250130# 
8001300*1 1 # 
QOO1240O5&* 
800103059? 

800 1 240495* 

00010301 50 
00012^0535 

8QOI240&94 

8001240114 
Q 00 1250544 

BCO l 340339 
8COl<M06i J* 

S001 31 0324 
O00IO4O666 
8001310003 

SD0I3101 12 
0001310173 
8001310590 
8001 310139 
8001240075 

8001290140 
800 J 240393 
0001^30005 
0001230044 
8001230054 

BoOl 340023 
80 Of 240 045 
0001240057 
00^1240150 
0001240294 

8001240409 
8001250123 
BQ01230191 
8001250533 
8001300560 

0001300109 

£001 t 10003 
0001900100 
8001020024 

9001040170 
£001040401 
800*100401 
8001140014 
8001 1 40309 

8001140348 
8001 140342 
BODJ 1506 4 3 
8001240456 
8001090026 

8 DO MOO 5 $3 
800 n 00075 
8001 IO 0077 
B0012B0469 
80012401 52 


SuftUECT 

category 


50-424 Q 
30-430 Q 
REGGt> 

30-206 Q 
SO-277 Q 

XPORTLIC 
XPGRTLIC 
tdprep 
50-30? ft 
A CRS 

3 0-320 p 

50-286 a 
ACRS 
NlfREtJ 
ACRS 

50-327 0 

acrb 

50-334 p 
' 50-271 j 

CONTRACT 

40-00 7ft 
Pft 
PR 

50-332 a 

50-410 q 

50-423 Q 
38-412 q 
3D-4J0 Q 

50-322 Q 
50-39? q 

00-363 0 

50-354 Q 
50-443 Q 
S0-3PO q 
50-354 Q 

50-4 J 3 Q 
50-423 Q 
50-307 g 
50-332 <3 

30-27 J Q 

80-3Q7 0 

S0-3S2 s 
50*410 0 

30-337 S 
30-279 Q 

30-272 0 

30-33* G 
30-310 Q 
50"2B«? 0 

50-307 (j 

50-423 (1 

50-322 G 
30-307 S 
50-443 S 
50-322 Q 

30-443 s 
50-443 G 
30-412 0 

50-41Q <i 
50-412 S 

90-354 0 

50-363 £ 

50-443 ft 
50-442 £} 

30-354 Q 

50-209 H 
50-344 Cf 
90-344 0 

90-344 0 

70-143 

70-143 

foia 

3 0-294 F 
TDPftJEp 
50-302 A 

30-455 A 
5 0-219 S 
30-219 B 
30-219 S 
OftO 

org 

oro 

ORO 

oro 

0,90 


author 


CARROLL. P E 
CARROLL, D E 
CARROLL, 0 E 
CARROLL, 0 E 
CARTER, K W 

CARTER, K g 
CARTER, K W 
CARTER, J 
CARTER, U 
CARTWRIGHT, g R 

CARTgRjGHT.W R 
CARTWRIGHT, g R 
CARTER 10NT, W R 
cartwright.w .4 
CARTWRIGHTS ft 

CARTWRIGHT, W R 

CARTWRIGHTS R 
cartwright-w ft 

CASE,E Q 
CASE, e <} 

CASTRO, R D 
CASTRO. R D 
CATALANO. 0 ft 
CATCHPGLE, £> j 
CATCHPOLL, G j 

catchpole,g J 

CAVANA OH, T E 
CAVANAGH, T £ 
CAVANAUGH, U 
CAVANAUGH, W 

CAVANAUGH, g 
CAVANAUGH, W 
CERNE, A C 
CERNE, A 
CEftVENKA.P F 

CHALLY, J 
CHALMERS, j A 
CHAN* 9 p 
CHAUANt A, F 

chanani a . f d 

CHANaNM.F 0 
CHANANIA, F D 
CHANANI Arp D 
chandler, l j 

chandler, L u 

CHANDLERrL j 
CHANDLER, L J 
CHAPMAN,ft H 
CHAPMAN, L D 
CHAPMAN, L D 

CHAPMAN, L D 
CHAPMAN, L D 
CHAPMAN, L 0 
CHAPMAN, L D 
CHAPMAN, L D 


ACCESSION 

MJftOER 


SUBJECT 

category 


900124OS1O 
0001/40106 
8001150007 
0001 150274 
0001250016 


□f?G 

ORG> 

ORG 

DRO 

30-289 a 


BOO 1250Q17 « 
0001200031 
800 1230341* 
£ 001 140035# 
BOO] 020405# 


S0-2Q9 o 
50-209 {> 
50-155 >J 

commission 
50- 33B s 


0001070370 

0001030737* 

0001020392# 

00012205*3# 

8001290224* 


50-338 

50-339 

50-339 

50-333 

50-330 


P 

S 

s 

s 

3 


8001290228# 
BOO! 310/47# 
80013] 0214* 
9001030704* 
0001030018# 


50-330 
50- 339 
90-330 
30-266 
50-2*6 


5 

S 

9 

a 

0 


QOOUOQiAQ 
SOOI100157# 
80 01 1 1012G 
8001240003 
0001240522 


50-313 0 

50-313 G 
40-2061 
40 0745 
40*.fl? 4 5 


800 122023Q 
8001020101 
0001000093# 
SCOfl 1042? 
8001220351 

8001220453 

9001280335 

6001240190# 

9001220540# 

0001240459* 

SCC 1220509 

9001300200# 

000107001?# 

000/140558 

000/090010 

0001I40U9 
800128020 ! 
80013101 54 
0001030079 
8001080351 

0001 1*039? 
0001280030 
000/500474 
0001000005 
0001000060 


40-B693 

40-206! 
40-20*1 
50-313 P 
50-313 P 

50-313 P 
50-313 IP 
50-410 G 
50-423 0 

50-219 E 

50-3*7 a 

30-320 P 

50-3*9 fy 
50- 329 Ml 
50-445 M 

50-445 H 
50-445 H 
50-445 M 
50-320 0 

^0-445 H 

50-36 1 0 

50-320 C 

RES 

RES 

RES 


0001040701 ftES 

800/00000? RE S 

boo 1O0QO 04 pee 

8001100552 ft£g 

0001 020 J *4 res 


CHAPMAN, L D 
CHARLTON, T R 
CHARLTON, T R 
CHARNOFF, 0 
CHARNOFF, 0 

CHARNQFF, 0 
CHARNOFf, o 
CHARNO FF, Q 
CHARNOFp.Q 
charmdff, g 

CHARNOFF, 0 
CHAU, H 
CHAUUlN t R J 
CHAU'LA, j C 
CHEN, U C 


SOOj 1Q0273 
0OOJ3GOHS* 

00013002*0# 
8001030043# 
80 01070525 

0OO128O47J 

0001200104 

8001030043# 

0001200471 

0001200104 

0001070525 
00011*0509 
QQD| 140279# 
8001300130# 
8001300027* 


RE 8 

RES 

RES 

50-320 6 

50-266 0 

50-312 G 
50-3(2 Q 
50-320 o 
50-312 0 

50-312 0 

50-2*6 0 

708REP 

PRM 

RES 

RES 


CHEN, J C, 
CHENQ.a C. 
CHENG, H 8 
CHERNJCK, C L 
CHEftNiW e 


0001080569 
8001300041# 
800 1 250 571 
0001180424# 
0001040377 


RES 

RES 

RES 

CONTRACT 

RES 


CHERN.H S 
CHERN, W B 
CHEUNG t Y L 
CHEVERTON, R p 
CHlANGi. N j 

CHlANOl.ft u 
CHIDSEY, R E 
CHILDERS, -J 
CHILDS, W V 
CHILDS, U y. 


8001300559 
800 131 0320 
8001300101* 
0001300113# 
0001030*32 


ftES 

0 E 0 

RES 

RES 

50-400 


S 


8001110*34 
0001020*42 
0001340250 
80010203 *3# 
8001OQO469* 


50-400 s 
ftJS’GOD 
50-339 H 
50-333 S 
50-333 9 
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CATEGORY 

AUTHOR 
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categgr/ 

CHILDS, W V 

0001080494* 

50-333 

5 

CHILK, S J 

0001290205 

27-39 


COHEN, I 


8001310130* 

70-371 


CHILDS, U V 

8001130612# 

50-333 

s 

CHINGER, J 

8001 140176# 

50-3 

G 

COHEN, I 


QOO 1310090* 

70-1100 


CHILDS, W V 

8001150616# 

50-333 

s 

CHISHOLM, 8 

8001150102 

50-3 

U 

COHEN, I 


BOO 1 310072* 

70-020 


CHILDS, U V 

BOOH 50672# 

50-333 

s 

CHISHOLM, J R 

0001070199# 

CONTRACT 


COHN, D B 


GOO 110002? 

50-367 

G 

CHILDS, t 

A V 

BOO 1 150620* 

50-333 

s 

CHISHOLM, J R 

00011701 43# 

CONTRACT 


COHN, D D 


BOO 11 00029 

50-367 

0 

CHILDS, W V 

BOO 12 101 96* 

50-333 

s 

CHITWOOD, R D 

8001360436# 

70-27 


COLE, N M 


BOOl 230203* 

50-339 

H 

CHILDS, W V 

BOO 1210220* 

50-333 

s 

CHHIELEWSKI.C L 

□0010701 1 I* 

50-10 

P 

COLEMAN. M 


SO0 1 230 193* 

50-339 

H 

CHILDS, W V 

0001220507# 

50-333 

5 

CHO. J 

8001080407* 

IOCFR 


COLL, N A 


0001 140207 

50-250 

G 

CHILDS, W V 

8001220469# 

50-333 

5 

CHO, J 

BOOl 160424 

50-312 

0 

COLL, N A 


0001200446 

50-250 

G 

CHILDS, W V 

BOO 1290479* 

50-333 

s 

CHO, S K 

0001 3001 35# 

RES 


COLL, N A 


8001140207 

50-250 

G 

CHILES, L 

0001 160412* 

MI5C 


CHDCKIE- A D 

8001 150008 

NUREG 


COLL. N A 


800L2B0446 

50-250 

G 

CHILK, 

S 

J 

0001240380 

SECY 


CHONG, L R 

BOOl 100246* 

MI SC 


COLL- N A 


8001290193 

50-3D9 

0 

CHILK, 

s 

J 

8001110042 

10CFR 


CHON I M, N 

8001260175 

50-250 

G 

COLLINS, G 

E 

8001290535 

50-528 

D 

CHILK, 

s 

xj 

BOOl 150106# 

10CFR 


CHON IN. N 

B001200 1 75 

50-250 

G 

COLLINS, R 

V 

B00122001 5# 

50-341 

0 

CHILK, 

s 

J 

BOOl 1501 12# 

10CFR 


CH0ULE3. N C 

0001020122# 

50-263 

0 

COLLIER, ft 

P 

0001300112* 

RES 


CHILK, 

s 

J 

800 1 1 50120# 

10CFR 


CHOULES.N C 

8001 17001 1* 

50-305 

a 

COLLINS, J 

L 

00013003 L 4* 

RES 


CHILK, 

s 

vJ 

8001150544* 

COMMISSION 

CHQULE9- N C 

8001100295* 

50-263 

Q 

COLLINS , H 

E 

0OQlO4O4ol 

StatB Prog 

CHILK, 

s 

J 

0001150127* 

10CFR 


CHOW, E T 

BOOl 10GL52* 

50-155 

Q 

COLLINS, H 

E 

3001160175 

nureq 


CHILK, 

s 

J 

0001150125# 

10CFR 


CHRISTMAN, J N 

B001070090 

50-330 

G 

COLLINS, H 

E 

BOOl 160153 

Stat# Prog 

CHILK, 

s 

0 

0001150152* 

10CFR 


CHRISTMAN, J N 

BOOL 040266 

50-330 

0 

COLLINS, H 

E 

Q0012 10107 

HISL 


CHILK, 

s 

J 

BOO 1 1 50160# 

10CFR 


CHR I 3TMAN , J N 

6001160442 

50-339 

G 

CQLl INS, H 

E 

00012501 16* 

50-312 

G 

CHILK, 

s 

J 

BOOl 150141* 

10CFR 


CHftlSTENDURY, E 

BOO 1220234 

COMMISSION 

COLLINS, H 

E 

0001020059 

MI SC 


CHILK, 

s 

U 

BOOl 190183* 

10CFF1 


CHRI5TENDURY, E 

800 L 280467 

50-70 

G 

COLLINS, H 

E 

0001100260 

State Prug 

CHILK, 

s 

J 

800 t 150366 

10CFR 


CHRISSOTIMOS, N 

0001100593 

50-254 

S 

COLLINS, J 

T 

8001030099 

50-320 

S 

CHILK, 

s 

J 

8001150372# 

10CFR 


CHRI9SDTIM0S, N 

8001100034* 

50-294 

G 

COLLINS, J 

T 

80010301 l 1 

50-320 

S 

CIULK, 

s 

J ‘ 

8001160364 

50-344 

0 

CHRISSOTIMOS, N 

8001160340* 

50-254 

Q 

COLLINS. J 

T 

SOG 1220239# 

50-320 

H 

CHILK, 

s 

J 

0001160371* 

50-344 

0 

CHR r stopfer, g M 

BOOL 240304# 

50-254 

Q 

COl LINS. P 

F 

791 1140370 

M1BC 


CHILK, 

9 

J 

8001150163* 

10CFR 


cm UNO, H -M 

0OO1OBO451 

PRO 


COLLINS, P 

F 

GOO 1030000 

50-315 

V 

CHILK, 

9 

J 

8001150099 

10CFF1 


CIESZKIEHICZ.S 

8001150479* 

50- l 0 

n 

COLLINS- P 

F 

0001040735 

50-277 

V 

Ol I LH, 

a 

J 

8001150208* 

10CFR 


CLARK, C 

G0010403B6 

50-574 

G 

COLLINS, P 

F 

0001040301 

50-261 

U 

CHJLK, 

5 

j 

BOO 11 50 146* 

iOCFR 


CLARK, R (1 

BOOl 1705 1 2 

PR 


COLLINS, P 

F 

BOOl 160383 

50-54 

V 

CHILK, 

B 

J 

8001150225# 

locrn 


CLARK, R L 

0001 L 6067 4 

PR 


COLLINS, P 

f 

8001 1 70127 

50-282 

V 

CHILK, 

8 

J 

8001150196* 

IOCFR 


CLARK, D 0 

0001030059# 

50-97 

Q 

COLLINS, P 

F 

0001230041 

50-346 

U 

CHILK, 

B 

J 

GOO 1 1 50216# 

IOCFR 


CLARK, L 

0001070391 

50-20 

S 

COLL I NS, H 

E 

0001250157* 

50-206 

0 

CHILK, 

a 

J 

8001150232* 

IOCFR 


CLARKE, W L 

000130014?# 

RES 


COLLINS. J 

T 

8001 180440 

50 -320 

P 

CHILK, 

3 

J 

0001150379* 

IOCFR 


CLARKE, G A 

BOOl 300506 

HU REG 


COLLINS. J 

T 

BOOl 03047 1 

50-209 

P 

CHILK, 

8 

J 

0001150202# 

IOCFR 


Clark, d 

6001070474* 

50-254 

S 

COLLINS, J 

T 

BOO LI 50236 

50-320 

P 

CHILK, 

a 

J 

80011503B4* 

IOCFR 


CLARK. 0 

G001240445* 

50-294 

3 

COLLINS. J 

T 

8001210026 

30-209 

H 

CHILK, 

s 

J 

8001130381* 

IOCFR 


Clark. l l 

800U5000B 

NUFIEG 


COLLINS, J 

T 

0001150161 

30-320 

H 

CHILK, 

s 

J 

8001130235# 

IOCFR 


Clark, a t 

0001I7C043 

NUREG 


COl LINS. J 

T 

6001160413 

50-320 

H 

CHILK, 

e 

J 

0001150244* 

IOCFR 


CLARK, A r 

9001230270# 

50-201 

P 

COLLING, J 

T 

8001 160536 

50-320 

P 

CHILK, 

s 

J 

8001190240# 

IOCFR 


CLARK, R J 

0001040527 

50-277 

F 

COL LINS. J 

r 

8001 130206 

50-320 

H 

CHILK, 

a 

J 

800 1 1 90189* 

IOCFR 


CLARK, Ft J 

□001250004 

50-259 

P 

COLLINS, J 

T 

8001 140 140 

50-320 

P 

CHILK, 

B 

J 

000 U 50386# 

IOCFR 


CLARY, R 0 

BOOl 180070 

REGGD 


COLLINS, J 

T 

0001160444 

50-320 

P 

CHTLH, 

a 

J 

BOO 11 30388* 

IOCFR 


CLARY, ft B 

B00125006B 

REGOD 


COLLINS, J 

T 

0001160422 

50-320 

H 

CItILK, 

9 

J 

8001150392* 

IOCFR 


CLAYTON. F L 

0001030395 

50-364 

S 

COLLINS, J 

T 

8001220159 

50-320 

P 

CHILK, 

s 

J 

8001 130099# 

COMMISSION 

CLAYTON, P L 

8001 160569 

50-349 

G 

COLLINS, J 

T 

8001220162 

50-320 

P 

CHILK, 

s 

J 

8001 1 50249* 

IOCFR 


CLAYTON- F L 

8001020725 

50-349 

F 

COLLINS, J 

T 

0001220200 

50-320 

P 

CHJLK. 

s 

J 

8001150256* 

IOCFR 


CLAYTON, F L 

8001030627 

50-340 

P 

COLLINS, J 

T 

BOOl 140042 

50-320 

P 

CHILK. 

s 

J 

8001150394* 

IOCFR 


CLAYTON, P L 

B00103Q44Q 

50-340 

F 

COLLINS, J 

T 

8001 160102 

50-320 

P 

CHILK, 

s 

J 

BOOl 150261* 

IOCFR 


CLAYTON, F L 

000 1C404B9 

50-348 

P 

COLLINS, J 

T 

00012201 90 

50-320 

P 

CHILK, 

6 

J 

0001150266# 

IOCFR 


CLAYTON, F L 

8001070491 

50-340 

S 

COLLINS, J 

T 

0001150213 

50-320 

P 

CHILK. 

S 

J 

8001150276# 

IOCFR 


CLAYTON, F L 

8001090372 

50-340 

S 

COLLING, J 

T 

□001220191 

50-320 

P 

CHSLK, 

s 

J« 

BOOl 150269* 

IOCFR 


CLAYTON, F L 

BOO1O9O350 

50-346 

3 

COLLINS, J 

T 

8001040449* 

50-320 

P 

CHILK. 

e 

J 

BOOl 19027t* 

IOCFR 


CLAYTON, F L 

0001140920 

50-34B 

P 

L DLL INS, J 

T 

B001220L47 

50-320 

P 

CHILK, 

s 

J 

8001150279# 

IOCFR 


CLAYTON. F L 

0001140526* 

50-34B 

P 

COLL I MS, J 

T 

8001 150193 

50-320 

P 

CHILK, 

a 

J 

8001030008 

50-320 

0 

CLAYTON, F L 

8001150406 

50-346 

P 

COLL I NS, J 

T 

BOOl 160144 

50- J20 

H 

CHILK, 

a 

J 

BOO 11 50281* 

IOCFR 


CLAYTON. F L 

0001 150447 

90-348 

ft 

COLLINS, J 

T 

□001040309 

50-20? 

P 

CHILK, 

s 

J 

0001040345* 

50-352 

A 

CLAYTON, F L 

00011 50610 

50-346 

9 

COLLINS, J 

T 

8001070035 

50-209 

P 

CHILK, 

s 

J 

8001150291# 

IOCFR 


CLAYTON, F L 

6001280072 

50-346 

0 

COLLINS, J 

T 

BOO U 40005 

50-209 

F 

CHILK, 

s 

J 

8001150302# 

IOCFR 


CLAYTON, F L 

8001230139 

50-340 

P 

COLLINS, J 

T 

8001160137 

50-320 

P 

CHILK, 

3 

vl 

BOOl 150328* 

IOCFR 


CLAYTON, F L 

0001220397 

90-340 

S 

CDLL INS, J 

T 

BOOl 160433 

50-320 

P 

CHILK, 

S 

J 

8001130319* 

IOCFR 


CLAYTON, F L 

0001230170 

50-340 

0 

COLLINS, J 

T 

BOOl 1604 57 

50-320 

P 

CHILK, 

3 

J 

8001150342* 

IOCFR 


CLAYTON, F L 

8001230200# 

50-340 

Q 

COLLINS. J 

T 

60011 60526 

50-320 

P 

CHILK, 

5 

J 

0001150361* 

IOCFR 


CLAYTON, F L 

0001290457 

50-340 

S 

COLLINS. J 

T 

8Q01 160450 

50-350 

F 

CHILK, 

3 

J 

8001220120# 

50-522 

0 

CLAYTON, F L 

0001290354 

50-349 

P 

COLL INS, J 

T 

G001 160622* 

50-320 

P 

CHILK, 

S 

J 

BOO 1020002 

PR 


CLEARY, P 

8001280442 

NJREO 


COLLINS, J 

T 

6001160464 

50-320 

P 

CHILK, 

8 

J 

B001150333* 

IOCFR 


CLINE, T E 

8001220233# 

50-320 

H 

COLLUM, M 


8001140131* 

PRft 


CHILK, 

S 

J 

0001150347# 

IOCFR 


CLOUD, T 

•BOOl 140 1 93* 

PRM 


COLOMOO.R 

W 

8001020620* 

50-312 

B 

CHILK. 

5 

J 

0001090241* 

50-312 

0 

CLOUGH, FI L 

9001300324* 

RES 


COLOMBO, R 

w 

8001090355* 

50-312 

a 

CHILK, 

Q 

J 

BOO 1040229 

50-373 

<3 

CLUSEN, ft C 

8001160209* 

IOCFR 


COLOMBO, R 

w 

3001210224* 

50-31? 

s 

CHILK, 

8. 

J 

B001040233 

50-266 

O 

CLUSEN, ft C 

8001160451* 

50-335 

U 

COLOMBO, R 

w 

0001240462* 

50-312 

9 

CHILK, 

8 

J 

0001040200 

50-250 

hi 

CLUSEN, ft C 

0OOJ22OOO7 

PR 


COLOMBO, R. 

w 

8001250507# 

50-312 

9 

CHILK, 

S 

J 

8001080278 

SO-443 

0 

COCHRAN, T B 

0001040216* 

70- M3 


COLOMBO, ft 

w 

8001290589* 

50-312 

8 

CHILK, 

3 

J 

BOOl 110070 

IOCFR 


COCHRAN, T B 

0001110458 

FOI A 


COLOMBO, R 

w 

3001290592* 

50-312 

0 

CHILK, 

8 

J 

0001110097 

IOCFR 


COCHRAN. T B 

8001150355* 

FQ3A 


COLUMDD, ft 

w 

8001150495# 

50-313 

n 

CHILK, 

S 

vl 

0001000074 

SECY 


COCHRAN, T B 

0001290140* 

IOCFR 


COLUMBO, ft 

w 

9001290419# 

30-312 

a 

CHILK, 

S 

J 

8001 140161 

PR 


COGGIN, C L 

8001090383* 

50-366 

a 

COMPTON, R 

M 

BQQ10201I 1# 

50-335 

0 

CHILK, 

B 

J 

8001220210 

50-320 

H 

COGGIN, C L 

8001140353* 

50-321 

s 

CQNLON, T 1 

E 

BOOl 140194* 

50-327 

Q 

CHILK, 

S 

J 

8001240030 

IOCFR 


CQGOIM, C L 

8001150619* 

50-321 

8 

CDNLCN, T 

E 

8001 l 80134* 

50-390 

Q 

CHILK, 

8 

■J 

0001170552 

90-266 

Q 

COGGIN, C L 

BOOl 130666# 

50-321 

8 

CQNLON, T 1 

E 

Q0011B0437* 

50-369 

0 

CHILK, 

8 

vF 

00012301 50 

50-346 

M 

COGGIN, C L 

BOO 1 220515# 

50-321 

5 

CQNLON, T 1 

E 

8001040709* 

50-518 

0 

CHILK, 

8 

vf 

0001230156 

50-556 

0 

COHEN, L M 

8001 1B0023 

30-344 

G 

CDNLOhf, T i 

E 

BOOl 160108# 

50-553 

a 

CHILK. 

8 

J 

8001230164 

90-522 

Q 

COHEN, 8 

8001230258# 

CONTRACT 


CONLON, T 1 

e 

S001030902* 

50-510 

0 

CHILK, 

S 

J 

8001300084 

50-295 

0 

COHEN, W W 

6001 L 40128 

50-289 

0 

CONLON, T 1 

E 

8001 1 BOO 14* 

50-390 

a 
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AUTHOR 
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CONLONr T E 

0QQI28OO67* 

50-424 

0 

caUNSlL, W G 

8001020136 

50-213 

Q 

CROWLEY, J L 

8001300474 

RES 


CO/JLON, T E 

000 1250586* 

50-400 

a 

C0UNS1L , W G 

SQ0103Q077 

50-336 

Q 

CROWLEY, fl R 

0001170570* 

50^416 

a 

CONNER. T 0 

0001140057 

50-395 

0 

COUNSIL, W 0 

8001 170082 

NUREO 


CRUMLEY, J A 

0001020323 

PR 


CONNER . T □ 

GOOJ 140060* 

50-393 

G 

COUNCIL, W 0 

0001 110404 

50-245 

P 

CRUMLEY, J J 

0001 160241 

PR 


CONNER. T 0 

8001 1 60 M3 

50-350 

■ Q 

C0UN&IL.H 0 

0001020331 

50-213 

P 

CULLEN. W H 

0001300093* 

RES 


CONNER. T 0 

00011001 16 

50-350 

G 

ccunsil.w g 

G001 030679 

50-245 

F 

CULP, R H 

0001250071 


Q 

CONNER, T a 

G001 160142 

50-350 

0 

ccunsil.w g 

000108042 1 

50-213 

H 

CULP, R H 

0001240503 

50-466 

G 

CONNER, T 0 

8001130116 

SO-359 

G 

COUNCIL, W G 

S00104049G 

50-213 

P 

CULP.R H 

0001290030 

50-466 

G 

CONNELL , C 

BOO 1 1 00352* 

30-286 

R 

C0UW5IL, W G 

6001 110424 

50-423 

A 

culp.r h 

0001290030 

50-466 

G 

CONNER, T 0 

GOO 1 1 40060* 

50-395 

G 

CGUNS1L, W 0 

8001140393 

50-336 

P 

culver. M w 

0001210210* 

50-302 

R 

CONNER, E L 

0001230034 

50-269 

P 

CQUNSIL, W 0 

6001080555 

50-336 

P 

CUMMINGS, J U 

8001150522* 

COMMISSION 

CONNER, E L 

0001290077 

50-317 

P 

COUNS JL, Id G 

8001230015 

PflM 


CUNNINGHAM, J D 

BOO 120021 4 

50-209 

G 

CONRAD, V L 

0001160051 

REOOO 


COUNSiL, W G 

B001 140470 

50-423 

A 

CUNNINGHAM. J D 

BOO 1200221* 

50-209 

0 

constable, g l 

8OD110O339* 

50-290 

Q 

CaUNSjL, W 0 

0001150470 

50-245 

P 

CUNNINGHAM, R G 

0001310266 

50-S 

P 

CONWAY 1 , U F 

0001000549 

50-271 

5 

COUNSIL, (d a 

8001150272 

50-245 

H 

CUNNINGHAM. J D 

□001140093 

50-209 

o 

CONWAY, U F 

0001 080534 * 

50-271 

S - 

COUNSIL. Id G 

8001150470 

5<W45 

P 

CUNNINGHAM. J D 

8001200214 

50-209 

G 

CONWAY. U F 

0001170367 

50-271 

S 

COUNSIL, U G 

8001250466 

30-213 

P 

CUNNINGHAM, U D 

0001200221* 

50-309 

G 

CONWAY, W F 

GOO 1 170370# 

50-271 

9 

COUNSIL, W C 

8001250919 

50-213 

P 

CUNNINGHAM. U D 

0001300019 

50-209 

0 

CONWAY, W F 

BOO 1 100307 

50-271 

S 

COUNSIL, W G 

3001280354 

50-213 

P 

CUNNINGHAM, J D 

8001 140093 

50-209 

0 

CONWAY, W F 

0001 18031 1* 

50-271 

S 

COUNTESS, R J 

soon 10425* 

WASTE MOT 

CUNNINGHAM. G E 

0001310073 

71-9136 


CONWAY, W F 

SOO 1280264 

50-271 

s 

CONAN, D Z 

8001030338 

50-574 

G 

CUNNINGHAM. G E 

8001030084 

71-6697 


CONWAY, W F 

0001200277* 

50-271 

□ 

COWAN, fl z 

0OOtO3O3JB 

50-574 

0 

CUNMINGHAM. G E 

0001040035 

71-5942 


COOK, A G 

0001 140059# 

50-3 

H 

CDWDEN, 0 fl 

8001200050 

NUREO 


CUNNINGHAM, G E 

8001080691 

71-9044 


COOK K W 

0001 03064 1 

tpprep 


cawoiLL. C J 

3001020036* 

50-206 

0 

CUNNINGHAM, 0 

BO0124O250* 

10CFR 


COOK, N G U 

0001310044 

PR 


COX, F T 

□001310191* 

NUREG 


CUNN INGHAM, R E 

8001020085 

70-2623 


COOK.R J 

0001100209* 

30-329 

a 

COZZUOL- J M 

0001290127 

RES 


CUNNINGHAM, R E 

0001030072 

□ RG 


COONEY, M j 

000)240180 

30-27(3 

0 

LRACKEN.fi J W 

0001160020 

mportlic 

CUPPS. F J 

0001100292 

NUREG 


CODNEY, fl J 

6001140402 

30-277 

s 

CRAMER, E fJ 

00012201 72 

PR 


CURRAN, J M 

0001150324 

50-206 

R 

COONEY, tf J 

6001 14040G« 

50-277 

s 

CRANE, P A 

8001090470 

REGGD 


CURRAN, J M 

0001220504* 

30-206 

S 

COONEY, iM J 

0001150652 

30-270 

e 

CRANE, P A 

0001000306 

50-275 

A 

CURRAN, J M 

0001100323* 

50-206 

S 

COONEY, fl J 

0001100453 

30-270 

G 

CRANE, P A 

SOO1O7O370 

50-275 

A 

CURRY, J 

0001040202 

RES 


COONEY.M J 

0001160395 

50-278 

3 

CRANE , P A 

80011 00221 

30-275 

A 

CURTIS, L H 

0001230179* 

50-329 

s 

COONEY.M J 

0001150523 

50-277 

R 

CRANE. P A 

8001270255 

50-273 

A 

CURTIS, N W 

0001240371 

50-307 

G 

COONEY.M J 

0001290563 

50-277 

5 

CRANE, P A 

0OCM31O357 

50-275 

A 

CURTIS. N W 

9001 150435 

50-307 

5 

COONEY, M J 

0001290573* 

50-277 

S 

CRANSTON, A 

0001130137* 

50-133 

U 

CURTIS, N W 

0001150429 

50-307 

S 

COOPER, R H 

0001150448* 

50-296 

s 

CRANSTON. A 

0001160610* 

50-320 

U 

CURTIS, N W 

8001 200396 

50-307 

A 

COOPER, R H 

8001310261* 

50-296 

p 

CRANSTON. A 

0001160657* 

50-320 

u 

CURTIS, N W 

8001290378 

50-307 

9 

COOPERSreiN.R 

0001 [GOO 16 

40-8304 


CRAPO, h S 

8001200401 

fi£S 


CURTIS, J R 

0001 1005664 

50-206 

a 

COPE, 0 

GOOl 140294* 

PRM 


CRAWFORD, C Y 

6001150592* 

00-320 

H 

CUTCHIN, J M 

0001140557 

50-307 

0 

COPELAND, J 0 

80011 10344 

50-466 

0 

CREWA, E N 

8001110377 

50-395 

S 

Ct/TCHlNi J M 

0001040133 

50-568 

G 

COPELAND, J G 

0001140156 

50-466 

0 

CREWS, E It 

0001030710 

50-395 

a 

CUTCHIN.U M 

0001110335 

SO-307 

G 

COREL A NO, J G 

QOO 1200232 

50-466 

0 

CREWS. E H 

0001310244 

50-395 

s 

CUTHDERTSON.R 

P001 110112 

71-365 


COPELAND, J G 

8001250071 

50-466 

G 

CREWS, J L 

00013)0107* 

50-312 

a 

CYPULSK1S. P 

0001 040202 

RES 


COPELAND- J G 

0001240503 

50-466 

C 

CREWS, U L 

790511004 4* 

50-346 

p 

CYDULSKIS, P 

BOO 1300331 

RES 


COPELAND, J 0 

8001290030 

50-466 

0 

CREWS, J L 

000 1 1 00506 

50-312 

0 

CYPHERT, S D 

0001020035 

50-445 

11 

COPELAND, R L 

0001140108 

REOOD 


CREWS, J L 

000 1040026* 

50-312 

0 

CYPHEfIT, B B 

GOO 1340081 

50-445 

ri 

COPELAND, ft L 

0001100016 

RECOD 


CREWS, J L 

BOO 10400 12 

50-344 

0 

CYPHER T, S 0 

0OOJ2BO47O 

50-445 

M 

COPELAND, R L 

0001310225 

30-537 

V 

CREWS, U L 

0001040001 

50-275 

a 

CYPHERT, S fl 

000 11 00009 

50-445 

H 

COPFLAND, J 0 

0001110344 

50-466 

0 

CREWS, J L 

S001 110170 

30-70 

0 

DAHLMAN.L C 

GOO 1170366* 

50-306 

0 

COPELAND, J G 

8001 140156 

90-466 

0 

CREWS, J L 

9001 J0051B 

50-375 

Q 

DAIL.L C 

000 1 0206 ! 3 

REGGD 


:OPELAWD. J G 

BOD 1290030 

90-466 

0 

CREWS- U L 

BOOS 030231 

SV312 

0 

DAIL.L C 

8001 160J5B 

REGGD 


:OH0ETT, J S 

□001080079 

71-6375 


CREWS, , J L 

8001100540 

30-433 

a 

DAIL.L C 

0001 100236 

REGGD 


ORGETT.J S 

8001220024 

71-9010 


CR0CKER, 8 

DOOl 040560* 

30-261 

F 

DALE, L F 

0001 J 40094 

PRM 


OP0ETT. J 5 

0001300553 

71-6400 


CROCKER , J 

8001030111 

50-320 

S 

DALE, L F 

8001200167 

50-416 

Q 

OR 0ANI , R A 

8001 100000 

REGGD 


Cl? OFF , A 0 

0001300606 

PR 


DALE, L F 

0001240147 

30-416 

0 

ORREA.C 

8001220353 

50-346 

J 

CROSSMAN.W A 

800(020494* 

50-445 

a 

DALE, L r 

0001040543 

50-416 

A 

OR REA, C 

8001290347 

50-346 

J 

CROSSMAN, W A 

GOO 1020080 » 

50-302 

0 

DALE, L F 

BOO! 100466 

50-416 

s 

ORREA, M A 

□001310220 

50-272 

•J 

CREJ0SMAN.W A 

8001070051* 

50-445 

a 

PALE, L F 

QQ0U90419 

50-416 

g 

ORYELL, 0 P 

80£>t 1B0301* 

70-1201 


CfiOSSMAW, W A 

0001000692* 

50-332 

a 

PALE, L F 

0001150537 

50-416 

s 

OSTELLO, J 

8001 140241* 

50-200 

R 

GROSSMAN, W A 

00010900 54* 

50-445 

Q 

DALE, L F 

0001100431 

30-4(6 

Q 

OSTELLtl, J R 

eooi i IO206* 

QA999 


CROSSMAN, W A 

8001090510* 

50—14 5 

a 

OALE.L F 

0001150589 

50-416 

s 

OSTON.H W 

BOO 1 140239* 

PRM 


CRO03MAN, W A 

8001280291* 

50-490 

0 

DALE, L F 

0001 140464 

50-416 

A 

D3T0N01/AY, H R 

8001030514* 

30-309 

P 

CROSSMAN, Id A 

8001280274* 

90-432 

0 

DALE, l r 

0001230096 

50-416 

s 

DTTLE.W T 

0001170239* 

50-327 

8 

CROUCH, D A 

GOO 1 290320 

SO-334 

P 

DALE, L F 

0001150511 

50-416 

A 

3TTON, G D 

800(160410* 

30-361 

0 

CROUSE, R P 

GOO 1070063 

30-346 

G 

DALE, L F 

0001170413 

50-416 

A 

KJGHLlN, L 

800 130 0279 

50-352 

u 

CROUSE, R P 

800 1 1 00224 

50-346 

P 

DALE. L F 

0001230144 

50-416 

5 

junsil, w g 

6001240330 

50-213 

•a 

CROUSE, R P 

□001 140302 

50-346 

F 

DALMAN, J C 

0001300141* 

RES 


IUNS1L, W G 

6001030332 

50-213 

F 

CROUSE, R P 

8001020443 

50-346 

P 

DALTON, H D 

8001140247* 

PRM 


KJNSIL, W G 

, 0001030575 

50-213 

F 

CROUSE, fl P 

8001040333 

50-346 

P 

DALTROFFiB L 

0001040549 

30-277 

a 

JUNSIL, H C 

0001090303 

50-213 

0 

CROUSE, R P 

0001040623 

50-346 

P 

DALTROFF, S L 

0001240364* 

50-277 

G 

HJNSIL.W 0 

0001220593 

50-213 

Q 

CROUSE , fl P 

6001 100479 

50-346 

P 

DALTHOFF, S L 

0001240300 

50-277 

0 

UNS f U , W G 

GOOM 50466 

50-2 1 3 

P 

CROUSE, R P 

8001 160569 

50-346 

P 

DALTPOFF.S L 

9001240214 

50-277 

a 

ONS1L.W 0 

ADO 1250526 

30-213 

0 

CROUSE. R P 

BOOU 60316 

50-346 

P 

DALTflOFF, 8 L 

0001240366 

50-277 

a 

UNSIL, W 0 

6001290221 

30-213 

P 

CROUSE. R P 

BOOI 130349* 

50-346 

P 

DALTROFF , S L 

0OD1O4O48O 

50-277 

p 

XJN31L,W 0 

8001250145* 

50-423 

a 

CROUSE, R P 

8001240443 

50-346 

P 

DALTR0FF.9 L 

8001040494 

50-277 

p 

UNSIL, M Q 

B00J24046B 

50-245 

a 

CROUSE, R P 

0001220430 

50-346 

P 

DALTRQFF. S L 

0001090354 

50-277 

p 

jnsil, w o 

8001240374 

50-336 

0 

CROUSE i R P 

0001340193 

50-346 

Q 

DALTRAFF.S L 

0001160522 

50-277 

F 

JNSlL, W D 

8001240377 

50-336 

a 

CROUSE, R P 

8001240402 

50-346 

F 

DALTRQFF, S L 

00011 70424* 

50-277 

P 

■WSIIljW g 

8001240210 

50-336 

0 

CROUSE. R P, 

8001240460 

50-346 

P 

DALTROFFrS L 

8001240370* 

50-277 

a 

JNStL, W G 

0001240331 

50-336 

Q 

CROUSE, R P 

0OOI39O144 

50-346 

P 

DAMONiD 0 

0001150437 

50-490 

H 

1N9CL, W G 

0001240315 

30-245 

Q 

CROUSE, R P 

000 1 2G030B 

50-346 

P 

DAMON# D Q 

8001130656 

50-490 

H 

WSIL.W 0 

BDOJ 020460 

50-245 

P 

CROUSE, R P 

0001290350 

50-346 

P 

DANA, R H 

0001110320 

NUREG 


JNSIL. W G 

0001 110557 

30-336 

P 

CROUSE, R P 

0001310233 

50-346 

P 

DAMCE< H C 

0001030090* 

50-259 

0 

>N31L.W 0 

BG012203B3 

50-336 

P 

CROW, U T 

8001160430 

70-27 


DANCE, H C 

8001160054* 

50-321 

0 

fM-git. W Q 

8001230329 

50-245 

P 

CROWLEY, C J 

0OO13OOJ2O* 

RES 


DANCE, H C 

0001170339* 

50-327 

Q 
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AUTHOR 

ACCC8S I QN 
NUMBER 

SUBJECT 

CATEGORY 

C A.'J If LGtirVi L J 

C AN 1 hi , D 

DANIELSON. 1) H 

DANlELnGNj 0 II 
PANICLES, f T 

DOO 1230069 

0001140475* 

0001020007* 

QOO 1 160349* 
0001100335* 

40-2061 

30-307 U 
30-331 a 
50-329 0 
50-390 Q 

CANIFL5DN. D II 
DANIELSON, L> H 
DANIELSON, 0 H 
DANIELSON. D H 
PA'ilEism 1) H 

S001170D29* 

0001100476* 

0001250012* 

GOO 1040095* 
9001290045# 

50-373 0 
50-330 a 
50-440 0 
90-358 G 
50-155 Q 

CAUlELflON, 0 U 
CAHIELSDNI. 1) H 

DAP OHIO. A 

SA^IEO, D 

DA^MITIEL.R Ini 

0001290059* 
□001290090* 
□001210094* 
00010701 lift 
Q001160555 

50-359 0 
50-350 Q 
50-3 0 
50-10 P 
50-73 P 

DAUGHERTY, T M 
DAVIDSON, V 

DAV 1 DGDNr 0 FI 
DAVIDSON. D ft 
CAVIDCON. o n 

GOO 1030330 
0001000250* 
0001030630 
B001030G10 
0001 2202Q9* 

90-574 G 
50-244 0 
50-440 9 
30-440 S 
50-440 0 

DAVIDSON, 0 n 

EAVl E‘i0N, D H 
DAVIDSON, tl 11 
DAVrG. J R 

DAVIS. 13 

0001230097 
□001130660 
0001290469 
G001310061» 
G001 220259ft 

30-440 a 
50-440 S 
30-440 A 
30-320 H 
50-320 0 

CA^IFI, P Q 

DAVl'l, 0 

DAVIS. T W 

E'AV IQ. C R 

DAVIS, r L 

0001020022 
0001300209 
0001310235* 
BOOl 100267 
0001290397* 

TOIA 

30-206 P 
30-320 H 
RES 

TOPREP 

DAVIS, *3 IT 

DAVIS, U -M 

DAVIS. 0 M 

DAVl'l, S M 

DAVIS, U M 

0001030797* 
0001040566ft 
000 1090346* 
G001 100472* 
0001300312* 

30-317 9 
50-319 B 
30-319 8 
30-3 1 0 S 
50-319 9 

DAVIti.C E 

DAVltdl D 

DAVltt.C L 

DAVIS, A 3 

DAVIS. A D 

GOO 1300035ft 
0001130023 
/902090374* 
DOO 10201 29 
0001020091 

RES 

50-536 G 
30-200 Q 
50-461 a 
90-116 Q 

DAVIS. A 3 

U AVID. A R 
oavpi.a D 

gavis.a d 

0AVI6, A 3 

BOO 1160352 
OQOl 160103 
□001160332 
□001160094 
G001 1 10210 

30-305 a 
50-202 G 
30-254 0 
30-409 Q 
70-923 

DAVIS. A □ 

DAVID, A [1 

D AVI c i , A a 

DAVIQ, D K 

DAVlfi, 0 VI 

□001130411 
GOO 1 230143 
0001290030 
□001160169* 
0001160137* 

50-339 G 
50-331 G 
90-295 a 
50-317 U 
50-317 U 

DJAVIQ, T r 

DAVIS. T F 

DAVIS, T r 

OAVlTa A M 

dawning. r> t 

0001220630 
0001220626 
0001220621 
GOO 1230263* 
0001140021 

PR 

PR 

PR 

90-201 P 

30-155 G 

DAWNING* P T 
DFALFI.V D 

Df AN. R 9 

dean.g h 

DEDUGHANANNC. 0 

0001 140062 
0001000366 
0001040090* 
BOOl 020120* 
0001 1 10001 

30-3 H 
50-322 0 
30-324 P 
50-267 G 
PR 

LIE DUl, Fl 

DtCMLR.R r 3 

UEXirn mam, n 

CC I Nil AltO T. C J 

DEI OFflflQIE* L 0 

0001150600ft 

0001170379 

0001310030 

0001200421* 

0001040437 

50-320 H 
90-409 0 
PR 

90-244 P 
NUREG 

dmceoikjf. L 0 

Dt UA flATTA, A 

DC Hi NO, 0 0 
DELONG, 0 D 

d r m i no , r a 

□001170397 
0001030131# 
0001020410* 
0001220347* 
QOO 102061 9 

30-373 A 

70-371 
30-315 S 
90-313 B 
PR 

DR-lIB I. c 

01 NIOE, « P 

EH N 1 SC* FI P 
DLNNINCJi R 3 

denning. n a 

G0013101 17# 
0001070130 
0001 100160 
0001040202 
0001040697 

50-320 H 
MIBC 

COMMISSION 

RES 

RE9 

DENNINO. R 5 
DENNING, fi 5 
DENTON. It R 
DENTON, II R 
DENTON, H R 

0001290159 
0001300331 
GOO 1 160428# 
7909170299# 
7907310133 

TOPREP 

RES 

30-266 T 
MI8C 

MtBC 

CHITON, It FI 
DENTON, H FI 
DENTON, H f» 
DENTON, M R, 
DENTON, H R 

0OOIO0O315# 
0001090321 * 
9001 140119 
7910230195 
7910230204 

COMMISSION 

COMMISSION 

SECY 

PR 

PR 
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SU6JECT 


AUTHOR 

NUMDER 

CATEGORY 


DENTON, H n 

7910330213 

PR 


DENTON, H R 

0001 100174* 

COMMISSION 

DENTON, H R 

791 1 090293 

50-320 

H 

DENTON, H R 

7911050043 

COMMISSION 

DENTON, H R 

7911050110 

50-320 

H 

DENTON, H R 

7911050115 

50-320 

H 

DENTON, H R 

7912260315* 

50-299 

P 

DENTON, H R 

7911130364 

50-320 

H 

DENTON- H R 

7911130107 

COMMISSION 

DENTON. H R 

0001250063* 

IOC FR 


DENTON, H R 

0001 140519 

50-272 

U 

DENTON, H R 

0001220165 

50-320 

H 

DENTON, H R 

8001220253 

50-320 

G 

DENTON. H fl 

6001220266 

50-320 

H 

DENTON, H Ft 

6001150306 

50-320 

H 

DENTON, H Fl 

9001 1 50292 

50-320 

0 

DENTON. H R 

BOOl 1 50313 

50-320 

H 

DENTON. H R 

0001 1 50321 

50-320 

H 

DENTON, H R 

6001150334 

50-320 

H 

DENTON. H R 

8001150570 ' 

50-320 

H 

DENTON, H R 

9001580039 

50-320 

H 

DENTON, H R 

9001220 166 

50-320 

H 

DENTON, H R 

8001220277 

50-320 

H 

DENTON, H R 

9001240476 

50-289 

H 

DENTON, H R 

0001040175 

50-244 

P 

DENTON, H 9 

BOO 1000244 

50-24 4 

G 

DENTON, H R 

000 1OBO350 

50-244 

H 

DENTON, H R 

8001240011 

50-244 

H 

DENTON, H R 

QOO 1 1 50242 

50-320 

H 

DENTON, H R 

□001150245 

50-320 

H 

DENTON, H R 

QOO 1 1 30247 

50-320 

H 

DENTON, H R 

8001150252 

50-320 

H 

DENTON, H R 

BOO 1150283 

50-320 

H 

DENTON, H R 

0001150207 

50-320 

H 

DENTON, H R 

□001150269 

50-320 

H 

DENTON, H R 

8001 150290 

50-320 

H 

DENTON, H R 

BOOl 130294 

50-320 

W 

DENTON, H ft 

0001 150296 

50-320 

Fl 

DENTON, H R 

8001 150299 

50-320 

H 

DENTON, H R 

BOOl 130301 

50-320 

H 

DENTON, H R 

6 00 1150303 

50-320 

H 

DENTON, H R 

8001150305 

50-320 

H 

DENTON, H R 

BOOl 150309 

50-320 

M 

DENTON, H R 

BOOl 150311 

50-320 

H 

DENTON, H R 

8001150315 

50-320 

H 

DENTON, H R 

0001150317 

50 320 

H 

DENTON, H R 

B00115031B 

□0-320 

H 

DENTON, H R 

8001130322 

50-320 

H 

DENTON, H R 

9001190327 

50-320 

H 

DENTON, H R 

0001190331 

50-320 

H 

DENTON, H R 

8001150335 

50-320 

H 

DENTON, H R 

0001150336 

50-320 

H 

DENTON, H R 

0001150340 

50-320 

H 

DENTON, H R 

800 1 1 90344 

50-320 

H 

DENTON, H R 

8001 1 50345 

50-320 

M 

DENTON, H R 

G001V5034B 

50-320 

H 

DENTON, H R 

BOO 11 30349 

50-320 

H 

DENTON, H R 

BOO 11 50392 

50-320 

H 

DENTON, H R 

6001150354 

50-320 

H 

DENTON, H R 

BO 011 50357 

50-320 

H 

DENTON, H R 

0001150359 

50-320 

H 

DENTON# K R 

6001 130365 

50-320 

H 

denton, h r 

8001150369 

50-320 

Fl 

DENTON. H ft 

0001150369 
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HEISHMAN, R F 

0001070527 

50-315 

0 

HEISHMAN, R F 

9001230147 

50-341 

G 

HEISHMAN, R F 

BOG 1240261 

50-202 

0 

HEISHMAN, R r 

00 D 1230049 

50-10 

0 

HtlSHKAN, H F 

8001 230055 

50-255 

o 

HEISHMAN, R F 

0GCH 230042 

50-295 

a 

HEISHMAN, R F 

0001230057 

50-263 

0 

helfrich.g f 

BOOl 110242 

XPORTL It 


KELGESON, 0 L 

8001140019 

40-8084 


H&LLJNQ5, G 

9001300221 * 

RES 


HELM.X 

BOO! 100409 

XPORTLIC 


HELTEMES, C J 

9001140053 

MISL 


HENDERSON, 0 K 

Q0012H0035 

nureg 


HENDRICKS, D U 

9001290017 

waste mot 

HENDR1E. J M 

900102 00 30 » 

70-143 


HENDRIE, J h 

0001 100162 

COMMISSION 

HENDRIE, J ft 

GOO 1040222* 

70-143 


HENDfttE. J ft 

BOOH 90550* 

COMMISSION 

HFNORIE.J M 

BOOH 30556* 

COMMISSION 

HENDRIE. J W 

□001130090 

COMMISSION 

HEN DR IE, J H 

BOO 1130093 

COMMISSION 

HENDRIE. J M 

0001130069 

50-104 


HE NOR IE, J M 

8001 130077* 

50-194 

u 

HENDRIE, J M 

8001130103 

COMMISSION 

HENDRIE, J M 

8001130103 

COMMIEiSlCN 

NENORlE, J ft 

8001140363 

COMMISSION 

HENDRIE, J M 

0001 1 4037 1 * 

COMMISSION 

HENDRIE, J M 

0001140372* 

COMMISSION 

HEN DR IE. U M 

BOOl 140375* 

COMMIES ION 

HENDRIE, J M 

BOOl 140370* 

COMMISSION 

HENDRIE. J M 

9001140300* 

COMMISSION 

HENDRIE, J M 

3001140305* 

COMMISSION 

HENDRIE. J M 

SOOU 40390* 

COMMISSION 

HEN OR IE, J ft 

□001140394* 

COMMISSION 

HENDRIE. J ft 

BOOl 150453 

COMMISSION 

HENOftlE.U M 

BOO 1 1 30223 

50-339 

0 

HENDRIE, U ft 

0001150241 

50-33? 

u 

HENDRIE. J ft 

BOOH 50251# 

30-339 

0 

HENDRIE. J M 

8001 15025?* 

30-339 

u 

hendfue, j m 

8001 l 50267* 

50-339 

u 

HE NORSE. J M 

9001 150275 

50-339 

0 

HENDRIE, J ft 

80011 502-BB# 

50-339 

u 

HENDRIE. J M 

&0Q1 150297* 

50-339 

u 

HENDR IE. J ft 

□001150309* 

50-339 

u 

HENDRIE, J M 

SO 011 50320* 

50-339 

u 

HENDR IE, J ft 

□001150329* 

50-339 

u 

HENDRIE. J h 

8001150341* 

50-339 

0 

HENDRIE. J M 

□001130350* 

50-339 

u 

HENDRIE, J M 

8001140032 

COMMISSION 

HENDRIE, J M 

0001160121 

COMMISSION 

HENNESSEY, R J 

7902090374* 

50-200 

□ 

henninger.r j 

8001300460 

NUREO 


HERBERT, P C 

9001150577* 

50-320 

H 

HERBEIN, J 0 

0001030252# 

50-320 

0 

HERBEIN. J G 

0001030299* 

90-320 

0 

HER BE IN, U 0 

0001030234# 

50-320 

o 

HERBEIN. U 0 

0001030070 

50-320 

p 

HERBEIN, J 0 

8001030325# 

50-320 

0 

HERBEIN. J 0 

0001250046 

30-320 

F 

HERBEIN, g 0 

GOO 1030009 

50-2B9 

0 

HERBEIN, g 0 

6001030021 

50-209 

Q 

HERBEIN, J 0 

6001070039# 

50-289 

P 

HERBEIN. J Q 

G001150243 

50-320 

F 

HERBEIN, g G 

0001030476 

50-320 

H 

HERBEIN, J Q 

0001030573 

50-20? 

P 

HERBEIN, g 9 

0001080528 

50-289 

P 

HERBEIN. J 0 

8001 150627 

50-29? 

P 
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ACCESR I ON 

sumtcr 


AUTHOR 

NUMHER 

CATEGORY 

HERBEIN, J G 

BOOl 160378 

50-320 

J 

HERDEJN. J G 

8001170204 

50-320 

P 

HERDF I-N. J G 

8001170293 

50-320 

P 

HERBEIN, J G 

0001240471 

50-2S9 

H 

HERDT.A R 

8001020154* 

50-390 

fl 

HLRDT, A R 

BOO 1020127 * 

50-269 

0 

HERDT , A R 

0001020107* 

50-33B 

0 

HERDT , A R 

BOOl 0201 l 1 « 

50-335 

0 

HERDT, A R 

BOOl 1 7057B* 

50-416 

a 

HtRDTrA R 

8001 170021 * 

50-327 

a 

H&RmSON.P H 

BOO 1290569* 

50-331 

p 

HERL1HY.D 

BOO l 180172 

4 0-Q7PEJ 


HERLtHY. t> 

8001310068 

40-8728 


HERNANDEZ. G 

8001 100504* 

50-160 

0 

HERR, R C 

0001260255 

NUREG 


HERR. R K 

6001020080* 

50-3D2 

Q 

HERR, R P 

0OD1 290096* 

0A999 


HEnRlNG.K S 

Q001090049* 

30-344 

a 

HLRBCMjH m 

□001310310 

XPDRTLIf 


HERSCH, M M 

8001310315 

XPOFITLIC 


HERSLOFF. L W 

8001140025 

40-8452 


hertzler. k 

G0011 50600# 

50-320 

H 

heuhner. a t 

BOO 1020591# 

ClONT RAPT 


hewarq, r w 

9001240447* 

50-320 

P 

HICKFY.C R 

0001040556 

50-320 

n 

hkkle, d J 

□OOU0O357* 

50 -283 

R 

MICKLE, □ U 

9001 1 00359 # 

50-205 

R 

HILREL.R P 

BOO 1090308* 

30-31G 

S 

HU DERRY, N 

BOOl 3006 ID 

rn 


MILL, M D 

8001300603 

PR 


Hit L. R M 

0001200069 

nUREG 


HILLMAN. R E 

GOOt 140492* 

50-219 

R 

HIND, j A 

□001240304* 

50-254 

fl 

MIND, J A 

6001090016 

50-295 

fl 

HIND. J A 

8001240247# 

50-G7 

a 

HlNDrJ A 

0001240243 

50-87 

fl 

HIND. J A 

□001240302 

50-254 

Q 

HIND. J A 

B0012S0254 

50-305 

fl 

MINDERSTEIN, f 

8001090013 

50-466 

G 

hints, e 

□001220125 

50-34J 

Q 

mines, e 

SOO 1220036 

50-141 

Q 

HINES, E 

8001240525 

50-341 

fl 

HINRICMS, 0 H 

□001150654* 

50-219 

(3 

HITTMAN. T 

8001030005* 

XPORTLIC 


hohaugh. r c 

BOOl 100536 

XPORTLIC 


hqdson, j w 

8001090398* 

50-14? 

ii 

HODSON. T C 

8001 160401* 

50-320 

M 

HOBSON. J L 

9001300474 

RES 


HOCHREITER, L F 

9001300006# 

RES 


HOCK, D t> 

0001220400 

50-26/ 

U 

HODDER, M II 

900 1090 1 02 

30-1Q9 

G 

HODDER.M m 

9001020065 

50-389 

U 

HODODON, A 

80011401 19 

50-445 

ft 

HODGES, g w 

□001280267* 

50-340 

a 

RODGfc.C V 

9001200052* 

50-471 

0 

HOEFLINO, R K 

□001040630 

70-2623 


hoeflujg.r k 

8001100462 

50-322 

G 

hdeflino.r k 

0001170510 

70 2623 


HOEFLINO, R K 

800 1 270002 

30-312 

0 

HOFFLING.R K 

800 l 290006* 

50-312 

G 

HOFFMAN, D W 

9001030212 

50-320 

P 

HQFFftAN, Q 

000130000?* 

RES 


HOFFMAN, S> P 

0001040021 

REGOD 


HOFF MAN . D P 

8001030040 

REG JO 


HOFFMAN. D P 

0001020015 

REGOD 


HOFFMAN, D P 

G001250P2I 

50-155 

fl 

HOFFMAN, D P 

0OOV21OO3O 

NURFG 


HOFFMAN, D P 

9001020430 

50-155 

P 

HOFFMAN, D P 

9001020430 

00-255 

P 

HOFFMAN, D P 

0001020444 

50-255 

fl 

HOFFMAN, 0 P 

□001020473 

50-255 

a 

HOFFMAN, D P 

9001020470 

50-255 

p 

HOFFMAN. D P 

8001090432 

50-255 

Q 

HQTFMAJI. D P 

8001090247 

50-155 

P 

HOFFMAN, D P 

8001110433 

50-155 

P 

HOFFMAN, D P 

9001140390 

50-255 

P 

HOFFMAN, D P 

0001230047 

50-155 

<1 

HOFFMAN, D P 

0001240172 

90-255 

(1 

HOFFMAN, D P 

□001210234 

50-135 

3 

HOFFMAN, D V 

0001210 1 1 7 

50- 1 55 

P 

HOFFMAN, D P 

80012101 10 

90-253 

a 

HOFFMAN. D P 

BOOS 210 124 

50-255 

p 

HOFFMAN. D P 

G001210229 

50-255 

F 

HOFFMAN. I> P 

9001250511# 

50-155 

P 

HOFFMAN. D P 

9001250410 

50-235 

8 
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AUTH0R 


HOGAN, T f 
HOC AN, T F 
HOSE. K 0 
HOLMAN, J F 
HOLT , 0 C 

HOLT, D C 
HQL7- P P 
HON, A L 
HQ0D, M 
HOOD, D 3 

HOOD. D 
HCPQ, □ 

hooker, a m 

HOflAK , H 
HOflELlND, R K 

HORN, A J 
HORN, A J 
HOSHI, T 
^OJCHTON, 7 C 
HOUSEHOLDER, W R 

HOVlS, R L 
HOWARD- T R 
HOWARD- T R 
HOWARD. T R 
HOWARD. G V 

HOWARD, J E 
HOWARD, V C 
HOWE-P W 
HOWELLr S H 
HOWELL, L 

HOWELL, S H 
HOWELL, S H 
HOWELL, 8 H 
HOWELL- S H 
HtJWELL.fi H 

HOWELL, 8 H 
HOWELL- 3 H 
HOWELL, 3 H 
HOWELL. S H 
HOWLETT, Q H 

HOYLE, J C 
HGVLE-J C 
HOVLE, J C 
HOYLE, J C 
HOYLE, J C 

HDYIE, J C 
HOYLE, J C 
HOYLE, J C 
HOYLE, J C 
HOYLE. J C 

HOVLE, J C 
HOYLE. J C 
HOYLE, J C 
HOYLE, J C 
HOYLE , J C 

HOYLE, J C 
HOYLE. J C 
HOYLE r J C 
HOYLE, J C 
HOYLE, A 

HOfLE, J C 
HDYLE, J C 
HOYLE. J C 
HO^T, <J W 
HS1A, D 

HSIAO, W T 
hubpard.t N 
HOSIER, L J 
vmFFORD.H L 
HUGHES. N R 

HUGHES, U J 
hughlett.c A 
huchlett.c A 
HULKAM. L o 
HUMBUROrH R 

HUMMEL, J 
HUMPHRIES, J 3 
HUNNJCUTT.D M 

hunnicutt, d m 

HUNN1CUT7,D H 

HUNNICUTT, D M 
HOMNICUTT, D M 
HUnNKUTT, D U 
4 UHN 1 CDTTiD H 
IUNMICWTT, o H 


PERSONAL AUTHOR INDEX 


ACCESSION 

number 

SUBJECT 
CATEGQf? V 

8001100436 

CONTRACT 


8001210007 

CONTRACT 


8001 100! 19 

NUftEG 


800J21001I* 

CONTRACT 


8001030291# 

50-312 

G 

0001290110# 

50-312 

Q 

0001220564 

HVR£Q 


8001020652 

NUREO 


8001310044 

PR 


8001020013 

50-329 

A 

0001160087 

50-329 

A 

0001250047 

30-329 

A 

8001210009 

50-344 

G 

6001080061 

RES 


eaoio4oJ06 

70-2623 


800! 100527* 

50-J75 

0 

8001100544* 

50-433 

Q 

8001300204* 

RES 


8001290100 

50-4 1 6 

A 

8001240224 

71-179 


0001090050 

PR 


B00I220340# 

40-3453 


0001220347* 

40-3453 


0001220352# 

40-3453 


BOOl 090336 

50-275 

0 

8001000416 

50-293 

P 

8001150452 

30-461 

A 

B001250579 

50-400 

a 

0001290572 

ORO 


80012E0OSG 

NOR EG 


8001040625# 

50-32? 

Q 

BOOl 300209# 

50-329 

Q 

8001170032 

50-329 

a 

7912280412 

30-329 

R 

SOQ 1230226 

30-339 

Q 



ACCESSION 

AUTHOR 

NUMBER 

KUNN1CI/TT, D M 

8001 180179* 

HUNN1CUTT, d m 

0001210134* 

hwnicutt, 0 h 

0001300123# 

HUNSTAD, A A 

BOOl 1S0337# 

HUW3TAD, A A 

600 1 I 70329* 

HUNS TAD- A A 

800 1220495# 

HUNS TAD- A A 

0OO12SO447* 

HJHT.O T 

6001240399 

HJNT.rt D 

8001020674# 

HUNT, M r 

0001280179* 

HUNTER- L W 

8001300362# 

huwtfr-r s 

BOOl 030693 

hunter, r s 

8001 150426 

HUN1ER, V, H 

QOOt 110252* 

HUR5H, 0 

BCKH2405G6 

VfURSH, G 

3001250069 

HUSKINS, J P 

800124025 0 

HUSTON, R W 

8001110031 

HUSTON. R U 

eoomoo7( 

HUSTON, R W 

800111015? 

HUSTON- R W 

8001070059 

HUSTON, R W 

0001^50471 

HUSTON, H V» 

0OO125O4Q9 

HUSTON, R W 

8001250502 

HUSTON,!? W 

8001250503 

HUSTON- R W 

8001200215 

HUSTON.fl w 

0001310219 

HUTSON, T U 

8001100304* 

HUTTON, P H 

300 13001 36 * 

HUTTON, P H 

0001000047 

HYLTON. J 0 

0001300029# 

HVMES.fl 

8001070402* 

1ANHI.P W 

8001080454* 

ICHIKAWA- M 

8001300307# 

IfFLANB.R ft 

0001310169 


SUBJECT 

CATEGORY 

AUTHOR 

3A999 


ISRAEL, 8 L 

0A999 


ITCHON-G Y 

0A999 


1TCH0N. 0 Y 

50-202 

R 

JABLONSKf.F J 

50-282 

S 

JACK 1 W> T N 

50-282 

s 

JACKSON, K 7 

50-306 

s 

JACKSON, K Z 

PP 


JACKSON, P Q 

50-369 

0 

JACKSON- G 

50-340 

Q 

JACKSON- G 

RES 


JACKSON. T J 

50-315 

P 

JACKSON. L L 

50-316 

P 

JACK0GN- R E 

QA999 


JACKSON- R E 

50-312 

0 

JACKSON, R E 

50-313 

G 

JACKSON, R E 

90-33? 

H 

JACKSON, R E 

50-255 

Q 

JACKSON, R E 

50-155 

0 

JACKSON, L L 

50-255 

0 

JACOBS, 9 Q 

50-155 

0 

JACOBS, B D 

50- 1 55 

S 

JACOBS. S Q 

5Q-2S5 

S 

JACOBS, 5 B 

50-155 

P 

JACOBSON, N H 

50-255 

P 

JACOBS- A 

50-159 

S 

JADWIN- D A 

50-255 

ft 

JAHN, H L 

50-460 

0 

JANECEK-R F 

FES 


janecek.r f 

RES 


janecek, r f 

RES 


jape. F 

50-3B2 

s 

jaseph-r l 

TOPREP 


JAYCOY, C E 

RES 


JENKINS, 0 R 

50-2-13 

J 

JENKINS- G R 


8001170390 

50-329 

S 

IFF LA NO, R ft 

8001 180333 

50-329 

S 

iFfland. r r 

8001230174 

50-329 

3 

IKLENHELDT,*! 

BOO 13004 17 

50-329 

n 

IPPOLITO, T A 

0DO121O162# 

50-336 

R 

IPPOLITO, T A 

£00(310132 

ACRS 


IPPOUTO.T A 

0001300206 

ACRE 


IPPOLITO- T A 

6001300220 

ACRB 


IPPOLITO- T A 

£001300248 

ACR5 


IPPOLITO. T A 

6001300059 

ACRS 


IPPOLITO. T A 

6001300200 

ACRS 


IPPOLITO, T A 

800130051 4 

ACRS 


iPPDLlTfl'T A 

S001300572 

50-327 

0 

rPPOLITJ). T A 

0001300264 

ACRR 


IPPOLITO- T A 

6001300193 

ACRS 


IPPOLITO- T A 

800 1 300224 

ACRS 


IPPOLITO. T A 

0001300255 

ACRS 


IPPOLITO* T A 

0001300153 

ACRS 


IPPOLITO- T A 

000130015? 

ACRE 


IPPOLITO- T A 

8001300176 

ACRS 


fPPOLITO- T A 

BOO 1300 1 70 

ACftS 


IPPOLITO, T A 

6001300162 

ACflS 


IPPOLITO- T A 

800! 300 1C? 

ACRS 


lpPOUTO-T A 

0001 300164 

ACRB 


IPPOLITO, r A 

0001300537 

CONTRACT 


IPPOLITO, T A 

8001040349# 

90-352 

A 

rpPOUTO, T A 

0001150307* 

10CFR 


IPPOLITO - T A 

00O1I5O3H* 

10CFR 


IPPOLITO- T A 

6001210245 

50-361 

A 

JRP0LIT8- T A 

8001300174# 

RES 


JPFOLITD, r A 

000117037,6* 

TGFftEP 


IPPOLITO. T A 

0001220630 

PR 


IPPOLITO. T A 

8001 1601 10* 

50-201? 

Q 

fPPOLirO^T A 

0001290261 

NUREG 


fPPDL I TO, T A 

8001 IQ 0378# 

TOPREf* 


IPPOLITO, T A 

BOOl 160563* 

wise 


IPPOLITO- T- A 

800104066? 

30-599 

A 

JPPOLJTD, T A 

0001310355 

50-409 

P 

IRELAND, J H 

0001280312 

NURE0 


IRELAND, J H 

60012100$ l 

PH 


IRELAND, J H 

800] 1 60305# 

50-320 

H 

IRELAND, J H 

8001250492* 

50-271 

P 

IRELAND, J H 

8001090491* 

GA999 


IRELAND, J R 

8001220060* 

QA799 


I RUING, B M 

8001100594# 

0A999 


IRjrNQ, 6 M 

80O1J1OJ76# 

0A999 


IRVING. S M 

8001100077# 

QA99? 


JSHII.M 

8001040197* 

0A99? 


IBHlKAWArN 

B00I020569* 

0A99? 


I8H5KAWA, M 

800124022I# 

GA99? 


JOWIWATAftl. N 


8OD131O1B0 

50-245 

J 

JENKINS, G ft 

80D1J10213 

50-245 

J 

JENKSi Q H 

800H 40209# 

PPM 


JENKS, 0 H 

BOOl 640627 

50-254 

H 

JENS, W H 

6001070390 

50-298 

r 

JENTZ, T L 

8001110600 

90-271 

p 

JERNJGAN. E ft 

13001090219 

50-277 

p 

JERNI0AN, E P 

8001040723 

50-298 

p 

JERN10AN-E P 

8001040727* 

50-298 

p 

jernjGan, e p 

SOD 1 08068 1 

50-298 

p 

JERNKJAN.E P 

8001030382 

50-321 

p 

JEftNltfAN. E P 

8001070332 

50-324 

p 

JISCHKE, M C 

8001070338# 

50-324 

p 

JOHN, 0 F 

8001070346# 

30-324 

p 

JOHNSON, E 

B00109023L 

50-293 

p 

JOHNSTON, J 

BOOl 08026 B 

50-277 

p 

JOHNS, S J 

GOO 10802 73 

30-333 

p 

JOHNSON, 0 

800 108020 I 

30-325 

p 

JOHNSON- D 

8001080205 

50-271 

p 

JOHNSON. C 

8001080290 

30-331 

p 

JOHNSON- C 

9OOI0B0274 

50-259 

p 

JOHNSON, 0 L 

0001090468 

50-259 

p 

JOHNSON- W P 

6001090482 

50-293 

a 

JOHNSON- W P 

8001(540722 

50-263 

o 

JOHNSON. W P 

8001 1 40004 

50-333 

p 

JOHNSON, R W 

8001080033 

50-321 

a 

JOHNSON, R N 

0001 1-6066-5 

50-331 

0 

JOHNSON, ft W 

B001C6002B 

30-259 

0 

JOHNSON, R w 

BOO I 080032 

30-133 

fl 

JOHNSON, R W 

8001 0?0 130 


P 

JOHNSON, R W 

8001 090102# 

90-237 

P 

JDHN80N, r w 

8001 100060 

50-263 

P 

JOHNSON, R W 

BOOl 100066* 

50-263 

P 

JOHNSON, R W 

0001110459 

30-271 

G 

JOHNSON, R W 

BOOl 140018 

50-290 

0 

JOHNSON, R W 

8001210291 

50-277 

P 

JOHNSON, ft W 

9001310373 

50-331 

P 

aawsQN. r w 

80O1O9O31O 

30-259 

J 

JOHNSON, M C 

0001250342 

50-199 

J 

JOHNSON, (1 C 

8001250428 

50-253 

J 

JOHNSON, ft 

8001230451 

50-255 

J 

JOHNSON, W P 

B0D123O445 

50-255 

J 

JOHNSON, W P 

BOOT 30 OQ 49* 

REfi 


JOHNSON. W P 

8001210088 

30-362 

D 

JOHNSON- J 

8001200244 

50-382 

0 

JOHNSON- D 

800! 210088 

30-382 

G 

JOHNSON, J 

8001300158# 

RES 


JOHNSON, D F 

0001300307* 

RES 


JOHNSON, J M 

ODD 1300204* 

AES 


JOHNSTON, 0 

0001300488# 

RES 


JOHNSON, P H 


accession subject 

NUMBER CATEGORY 


800UB039I 

6001140072# 

0001H0126 

8001020103* 

6001100310# 
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KEPPLER.J C 
KEPPLER.J G 
KEPPLER.J G 
KEPPLER. J 0 

8001090406 

8001090468 

8001090489 

8001090493 

8001090494 

50-461 G 

50-367 0 

50-262 G 

50-300 0 

50-546 Q 

KEPPLER.J Q 
KEPPLER.J G 
KEPPLER.J G 
KEPPLER.J 0 
KEPPLER.J 0 

800109049/ 
□001090502 
0001090505 
8001090506 
800110031 1 

50-346 Q 

50-463 Q 

90-266 G 

50-305 a 

50-255 Q 

KEPPLER, J 0 
KEPPLER, J 0 
KEPPLER, J 0 
KEPPLER, J 0 
KEPPLER, j G 

0001160264 

0001160267 

8001160279 

8001160282 

□0011602B9 

50-315 0 

50-10 Q 

30-358 0 

50-440 G 

50-329 Q 

KEPPLER, J G 
KEPPLER, J 0 
KEFIR, 0 W 

KERR, G It 

KER«,C W 

8001160292 

0001160300 

8001160302 

8001160307 

8001160309 

50-155 Q 

50-409 G 

50-341 0 

50-331 0 

50-461 Q 

KERR, 0 W 
KETCHEN, E 0 
KETCHEN, E G 
KEUMJN, J L 
KEYHANI, M 

0001160311 

0001160315 

8001160316 

8001160320 

8001160324 

50-367 Q 

50-263 G 

50-580 Q 

50-346 G 

50-346 Q 

kidoe.r k 
kiessel, r j 

KIM,H s 

KIM, K S 

KIMMEL, J J 


8001 160325 
8001160329 
800 U 60031 
8001 J 00192 
8001 100196 


50-403 Q 
50-266 0 
50-305 0 
50-358 0 
50-440 0 


KING.W H 
JUNO. W H 
king, w h 
KING, W H 
KINO, W PI 


8001 100196 
8001 100199 
8001 100203 
8001 100208 
8001100210 

8001100212 
8001 100213 
0OOUOO216 
8001100217 
8001 100219 

8001100221 
800 J 100223 
8001100225 
8001100227 
8001100229 

8001100231 

8001150101 

8001150105 

8001150119 

8001150122 


50-327 

Q 

KING.R D 

90-155 

a 

KINGSTON. R E 

90-10 

G 

KINNEY, W 

50-409 

a 

KINNEY, W 

30-341 

G 

kintner, l l 

50-331 

G 

KIRCHNER, w L 

50-461 

50-315 

Q 

0 

KIRCHNER, W L 
KIRK. C L 

50-367 

a 

KIRK.W F 

50-263 

0 

KIRK. W F 

50-560 

0 

KIRK, W F 

50-546 

G 

KIRK, W F 

50-346 

G 

KIRK, J U 

30-493 

a 

KIRK, I A 

50-266 

G 

KIRKPATRICK, M 

50-305 

a 

KIRKPATRICK, M 

50-315 

G 

KIRKPATRICK, M 

SO- 10 

G 

KISTER.H D 

50-350 

G 

KISTER.H □ 

50-440 

0 

KISTER, H 


ACCESSION SUBJECT 

CATEGORY AUTHOR 


S0Q1 150124 
8001 150126 
0001 150134 
8001150136 
8001 130138 


50-155 0 

50-409 a 
50-341 G 
50-331 0 

50-461 G 


KISTER, H 
KISTER.H 0 
HISTER, H 
KLAMERUS, L J 
KLEIN, D E 


8001150145 
3001 150149 
8001 150130 
8001150153 
8001150157 


50-263 G 
50-500 Q 
50-546 G 
50-346 0 

50-403 Q 


KLEIN, D E 
KLEINSORO. E A 
KNIAZEWYCZ. 
kniel, k 
kniel, k 


8001150153 
8001150160 
8001170113 
8001 100239 
8001180246 

8001290247 

8001220066 

8001240378 

8001240381 

8001250273 

BOO 1230301 
8001230310 
6001200493 
8001280500 
6001200501 

6001200503 

80013S0504 

8001290105 

0OO129OJ16 

8001290116 


50-266 G 
50-305 0 

90-255 H 
30-329 A 
50-10 P 

50-367 Q 
30-305 G 
90-350 G 
90-350 Q 
50-356 H 

50-350 H 
50-358 H 
50-10 Q 
30-155 Q 
50-409 G 

30-331 G 
50-263 G 
50-10 G 
50-350 Q 
50-440 Q 


KNIEL, K 
KNIGHT, T D 
KNIGHT, J P 
KN0C8PEL, P 
KNOP,R C 

KNOP.R C 
KNOP.R C 
KNOROVSKY, G 
KNOTTS, J D 
KNOTTS, J D 

KNOTTS, J 0 
KNOTTS, J B 
KNUPP, R L 
KNUTH, D F 
KOCHER.C R 

KOCIS, R 
KOEHLER, H 
KOEPFINOER, J 
KOESTER.G L 
KOESTER, G L 


A 


L 


Q0O129O123 

8001290130 

8001270131 

8001290134 

8001270136 


50-155 G 
50-329 G 
50-409 Q 
50-341 G 
50-331 G 


KOGER, R K 
KOCER.R K 
KOH, B 

KOHLER, J £ 
KQME5, J H 


8001290139 
8001290142 
0001290143 
8001290146 
0001290 1 49 


50-161 G 
50-3 1 3 Q 
50-36 7 G 
30-263 0 

50-500 G 


KONKLIN, J E 
KODI.M 
KQPACZ. J 
KOPLIK, C M 
KOTSCH, J L 


8001270132 
8001290154 
00012901 56 
□001290159 
8001290162 


50-946 G 
90-346 a 
30-403 G 
50-266 G 

50-305 0 


KOTSCH. J L 
KRAFT, D C 
KRANJSH, A 
KRANISH.A 
KRAUSE, F R 


0001300013 

8001300541 

8001020110 

8001100300 

8001220290 


50-546 A 
ORO 

State- Prog 
State Prog 
State Prog 


KRIEG.R D 
KRUO, N E 
KRUG, M E 
kruo.m E 
KUEMIN, J L 


8001220290 

8001140130 

8001160134 

8001100486 

8001030130 


State Prog 
50-275 0 
50-275 0 
50-155 p 
NUREG 


KUCE, T 
HUGE, T 
KUOE, T 
KUQE, T 
KULACKI , F A 


8001310021 
BOO 1070099* 
B001 2S0I2Q 
BOO 1 2801 3 1 • 
□001210100* 


PR 

50-333 0 

□FIG 
□ RG 

CONTRACT 


KUNKA.S M 
KURTZ, R j 
KURTZ, R j 
KUSEK.L T 
KUSHNER, W L 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8001240352* 

0001240386* 

8001310131* 

8001300227* 

8001100307* 

8001 100384 
8001 100549* 
8001300604 
8001140050* 
7912260158 

8001 160077 
0001300269* 
0001160597* 
8001240454* 
8001020103* 

B001160367* 
8001 180289* 
8001 110092 
8001040357 
000 ill 0384* 

0001110373* 
0001 1 10390* 
8001250425 
0001140070 
8001020595* 

8001020435* 

0001150964* 

8001030106 

0001070333 

0001290400 

8001220357 

8001240408 

0001090006 

8001180145# 

0001110133* 

0001240176* 

8001070434* 

0001240464* 

8001300596 

9001100182 

8001240074 
0001040312# 
B001 300317 
00010401 □ 1 
8001300368* 

0001110092 
□001150009 
0001 1601 52 
8001 100242 
0001030666 

8001100330 
8001290057 
8001250422 
B001 31 0303 
8001030130 

0001040182* 
0001300136# 
8001 080047 
0001140427* 
8001220324* 


50-206 a 
50-24 7 Q 
50-244 0 

RES 

50-192 P 

50-192 P 
50-27 L) Q 
PR 

SECY 

50-272 P 

Ml SC 
RES 

50-320 U 
50-254 G 
50-34 1 Q 

50-358 0 

50-329 0 

NUREG 

50-445 M 
50-44 5 M 

50-445 M 
50-445 M 
50-209 G 
PR 

50-206 P 

50-346 S 
50-320 H 
50-358 T 
50-482 b 
50-482 S 

50-270 0 

50-270 G 
71-6574 
50-295 G 
GA999 

50-440 Q 
50-254 3 

50-254 S 
FR 

40-299 

40-6659 
50-140 <1 

FOIA 
70-143 
RES 

NUREG 
WASTE M«5T 
WASTE MOT 
WASTE HOT 
30-255 P 

XPURTLIC 

XP0RTL1C 

XFOFITLIC 

XPORTLIC 

NUREG 

0A999 

RES 

RES 

50-285 S 
70-1 143 


0001180324* 
B001 180315# 
8001 180306* 
8001 180296# 
0OOIJQO29O* 

0001280409 
8001 100372* 
0001110007 
8001 1 10013 
BOO 123024 2 

BOO 1300 14 1 * 
0001300308* 
BOO 1280010# 
8001 090170 
BOO 1 180059 

0001230212 

8001250216* 

8001170453* 

7909240615* 

6001280505 

BOO 1280507 
8001200500 
6001240206* 
BOO 1030351* 
0001020042* 


71-3926 

70- 754 

71- 5926 
71-5926 
71-3926 

NUREG 

TOPREP 

70-364 

70- 364 
50-275 A 

RES 

RES 

50-289 H 

71- 50B6 
REGOD 

71-5086 
71-5006 
50-270 Q 
50-320 P 
50-320 P 

50-320 P 
50-320 P 
50-334 Q 
50-320 Q 
50-309 G 


KYGER, J A 
LAAT8, E T 
LACKER, D K 
LADUN, R H 
LADUN, R 

LADUN, R H 
LAFLEUR, J D 
LAGJEWSKI.J S 
LAGIEWSKI.J S 
LAGIEW8KI.J S 

LAGIEWSKI.J S 
LAGIEWSKI.J S 
LAKEY, R T 
LA I NAS, G 
LA I NAS, G 

LAINAS, G 
LAINAS, G 
LAINAS, G 
LAINAS, G 
LAINAS, G 

LAINAS, Q 
LAINAS, G 
LAINAS, G 
LAINAS, G 
LAINAS, Q 


8001160022 

6001300235* 

8001300623 

8001300439* 

0001090059* 

8001300597# 

0001090001 

8001030809* 

0001090429# 

8001160372* 

0001160407* 

8001240425# 

0001300163# 

8001300634 

8001090252 

0001220167 

8001090075 

0001030045 

8001030506 

0001160500 

8001030499 

0001040329 

8001220306 

0001210284 

8001220021 


NUREG 

RES 

PR 

50-293 O 
50-320 Q 

50-213 G 
30-574 A 
50-317 S 
50-317 S 

50-318 a 

30-316 S 
50-310 S 
RES 

50-3 F 
50-410 <3 

50-266 P 
50-324 F 
30-249 P 
50-209 F 
50-220 P 

50-3 p 
30-296 P 
MISC 

50-202 P 
50-295 P 


PERSONAL AUTHOR INDEX 


37E 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

category 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

accession 

number 

SUBJECT 

CATEQGRV 

LA I NAS. G 

0001240235 

50-250 

P 

LEONARD, J D 

000 1000486 

50-333 

S 

librizzi.f p 

8001030515* 

50-272 - 

LAIMAS, G 

0001210150 

50-259 

P 

LEONARD. J D 

8001 140356 

50-333 

R 

LtUFUZZI.r P 

8001030532* 

50-272 

lainas, g 

BOO 124001 5 

50-263 

P 

LEONARD, J D 

0001150506 

50-323 

S 

LIBRIZZI.F P 

0001000541* 

50-272 

LAIMAS. G 

8001240035 

50-312 

P 

LEONARD, J D 

BOOS 150600 

50-331 

s 

LinntzziiF p 

GOO 13401 73 

50-272 1 

LAIMAS, g 

Q001 240002 

30-336 

F 

LEONARD, J D 

8001130667 

50-333 

8 

LIBRJ ZZJ.F p 

0001130330 

50-272 

LAIMAS, G 

9001240164 

50-213 

F 

LEONARD, J D 

9001150617 

50-333 

S 

LIDRIZZI.F P 

GOO 1020445 

50-272 

LAIMAS. G 

9001300561 

TQPRCP 


LEONARD, J D 

8001210194 

50-333 

5 

LIDRI ZZ l, F P 

SOOl 040640 

50-272 

lainas. g 

3001300489 

50-266 

P 

LEONARD, J D 

BOO 1210217 

50-333 

S 

LIBRIZZI -F P 

9001 0004 1G 

50-272 

LAIMAS- G 

7909270595 

TOPREP 


LFONARD-, J D 

0001220500 

bO-313 

s 

LIHRIZ21, F P 

8001080492 

50-272 

LAIMAS, G 

79110G0219 

HI SC 


LEONARD, J D 

8001220450 

50-3 33 

s> 

LJDRI Z7I. F P 

8001080500 

50-272 

LAMB. J D 

9001140199* 

PRM 


LEONARD. J D 

0001290472 

50-333 

s 

LIDRIZZI.F P 

8001090376 

50-272 

LANCASTER, H T 

9001040551 * 

50-302 

S 

LERINE, M 

0001080607 

RES 


libfuzzi, f p 

0001090433 

50-272 

LANCASTER, K F 

9001220372* 

50-302 

S 

LESSOR, L C 

0001290441 

50-299 

s 

LIBRIZZI. F P 

6001 110364 

50-272 

LANCASTER. K r 

0001220472* 

50-302 

s 

LESSOR, L C 

0001290460 

50-299 

s 

LIDRIZZI.F P 

8001140460 

50-272 

LANCASTER, K F 

9001290593* 

50-302 

s 

LE8SDR, L C 

0001290524 

50-298 

s 

LIBRIZZI, F P 

60011104 30 

50-272 

LANCASTER , K F 

9001290249* 

50-302 

s 

LESSOR, L C 

0001 2903 0 7 

50-299 

s 

LIDRIZZI.F P 

3001210237 

50-272 

landau, p 

9001 140102* 

50-3 

G 

LESSOR, L C 

8001210273 

50-299 

8 

(. I DR I ZZ 1 , F P 

8001280231 

50-272 

LAMDRAMi C S 

9001300177* 

RES 


LFSSOR. L C 

GOQ 1 290409 

50-296 

s 

L1BRI ZZI, F P 

80012B0330 

50-272 

LAME, C R 

0001030877* 

50-344 

G 

LESSOR P 

7911070351 

M15C 


LIDRIZZI.F P 

8001290240 

50-272 

LANGE, S L 

90010004 1 1 

waste hot 

LESSY. R P 

8001090010 

50-445 

M 

LIDRIZZI.F P 

BOOl 290282 

50-272 

LANCE, s l 

0001220262 

WASTE MOT 

LESSY* R P 

B001070123 

50-498 

M 

LI0R1ZZI.F P 

8001290329 

50-272 

L ANGER, Q 

0001300090* 

RES 


LOSSY, R P 

80012401 36 

50-490 

M 

LIBRIZZI, F P 

□001290295 

50-272 

LANPHER, L C 

0001090056 

30-312 

Q 

LESSY, R P 

8001 2501 Q9 

50-49B 

M 

uinfu ZZI. F P 

BOO 12903 12 

50-272 

LANPHER. L C 

0001 100031 

50-312 

G 

LESSY, R P 

6001200201 

50-445 

M 

LinRlZZI.F P 

SOOl 290447 

50-272 

LANPHER, L C 

B001 160446 

50-312 

G 

LESSY, R P 

8001310154 

50-445 

M 

L I ChT ENBER G Eft 

BOO 1090107 

71-6078 

LANPHER, L C 

0001160540 

50-312 

G 

LETT I ER1 , V 

0001290266 

RES 


L I C l TRA, E A 

8001240061 

50-492 

LANPHER. L C 

9001160547 

50-312 

G 

lettieri, V 

6001200452 

REE 


LIED LER, G E 

SOOl 220359 

NUREQ 

LANPHER, L C 

0001160551 

50-312 

G 

LEVINE, S 

6001010267* 

50-5 

P 

LIEDEF10ACH, F J 

0001240530 

50-261 

LANPHER, L C 

0001 100111 

50-31? 

G 

LEVIN. C 

□001160231* 

50-339 

U 

LIGHT, 0 D 

0001130026 

NUREQ 

LANPHER, L C 

0001170106 

50-312 

G 

LEVINE. M M 

0001090027 

RES 


LIKE. I 

SOOl 110307 

50-322 

LANPHER, L C 

8001100341 

50-312 

Q 

LEVIN, H A 

0001160653 

50-2.06 

P 

LILES, D R 

0001300234* 

RES 

LANPHER. L C 

B0012B0359 

50-312 

Q 

LEVINE. S 

7908170294 

MI6C 


L1NDBLAD.W J 

8001200379 

NUREQ 

LANPHER, L C 

6001280493 

50-312 

0 

LEVTNE.S 

0001100006* 

50-320 

P 

L1NDHLAD, W J 

DO 01 2203 68 

50-344 

LANPHER. L C 

8001280403 

50-312 

Q 

LEVINE, S 

0001040128 

RES 


LINDER, F 

8001070381 

50-409 

LANPHER, L C 

0001260499* 

50-312 

0 

LEVINE. S 

8001040695 

MI SC 


LINDER.F 

8001090403 

50-409 

LANPHER. L C 

6001200496* 

50-312 

G 

LEVY, M 

BOO 11 50367 

F01A 


LINDER, F 

0001210020 

50-409 

LAPOLLA, U 

8001160673 

XRORTLIC 


lew, m 

6001150373 

FOIA 


LINDER, F 

8001070424 

50-409 

LARSON, T K 

0001300024* 

RES 


LEVY, h 

8001150377 

F3IA 


LINDER, F 

BGO1O0O516 

50-409 

LARSON, T K 

0001200413 

RES 


levy, m 

0001130362 

FDI A 


L I NDER . F 

3001 140217 

50-409 

LARSON, L K 

6001250035 

53-312 

G 

LEVY, M 

BOOl 1 50385 

FOI A 


LINDER, F 

□001280026 

50-409 

LASHER, L E 

000 1 1 702-80* 

TCPREF 


LEW, M 

8001150307 

FOIA 


LINDER, F 

3001 100350 

50-409 

LAUDIG, B 

0OOUOO173 

30-367 

G 

LEW. (1 

B0011303&9 

FOIA 


LINDER, r 

BOO 12404 11 

50-409 

LAZARUS, W J 

0001230006* 

50-213 

0 

LEWALLEN, T R 

BQ01110239* 

GA999 


LINDER, F 

3001250455 

50-409 

LAZARUS, M 

6001310089* 

50-27 

0 

LEU1BK1, H 

00 0 1 150390* 

50-320 

H 

LINDER, F 

8001290525 

50-409 

LAZO.R m 

600 l 200275 

NUREG 


LEWIS, M I 

0001240287 

PR 


LINDER, F 

GOQ 1220469 

50-409 

LAZO. R M 

8001100101 

50-367 

0 

LEWIS, M I 

800 1240303 

REGGD 


LINDER, F 

0001280^00 

50-4Q9 

LAZO, R M 

0001100356 

30-367 

G 

LEWIS, H I 

0001 160106 

REGGD 


LINDER, F 

BOO 1220439 

50-409 

LAZO.R M 

6001300121 

30-395 

G 

LEWIS, h I 

0001140106 

50-209 

G 

LINDER, F 

BOO 1300425 

50-409 

LEACH, L P 

GOO 1300268# 

RES 


LEWIS, M I 

0001220223* 

90-320 

H 

LINDER, F 

0001 2003 1C 

50-409 

LEASE, R S 

8001020406* 

50-315 

S 

LEWIS, m r 

3001280199 

50-209 

Q 

LINDER, F 

8001300443 

50-409 

LEASE, R S 

0001210164* 

50-315 

R 

LEWIS, K I 

□001280205* 

50-209 

0 

LINDER.F 

0001280264 

50-109 

LEAVITT, J K 

0001200219 

NUREG 


LEWIS. M I 

000 U 40309 

30-299 

H 

LINDER.F 

7912170207 

50-409 

LEflO, C D 

8001290167 

CONTRACT 


LEWIS. J 0 

0001150416 

50-259 

S 

lincbarcer. j h 

0001300269* 

RF9 

LEE. D 0 

Q001210007 

50-338 

H 

LEWIS, S R 

0001 100449# 

50-269 

s 

LINEMAN, J J 

0001030855 

40-0452 

LEE, D 0 

0001300205 

FOIA 


LEWIS, S R 

8001130443* 

50-269 

s 

LINEMAN, J J 

8001220293 

40-3453 

LEE- E W K 

6001160349* 

50-329 

0 

LEWIS. S R 

0001170449* 

50-270 

S 

lineman, J J 

SOOl 160272 

40-0102 

LEE. E W H 

8001250013* 

50-440 

0 

LEWTSpB H 

6001 100136 

50-313 

G 

LINEMAN, J J 

8001 100421 

40-6659 

LEE, J Y 

B001030492 

50-209 

P 

LEWIS. 5 H 

8001170504 

50-492 

G 

LINEMAN, J J 

9001210050 

40-2259 

LEE, K U 

0OO1O3OB0O 

MUR EG 


LEWIS. S H 

0001220045 

50-471 

G 

LINEMAN, J J 

□001 180250 

40-9502 

LEE, 0 R 

6001020130* 

50-267 

Q 

LEWIS. S H 

BOO12I0071 

50-312 

G 

linehan, j j 

BOO 1 2300 10 

40-299 

LEE, 0 R 

8001290397 

50-267 

P 

LEWIS, S. H 

90012501 12 

50-312 

0 

LINOCNFELTER, T 

□001170391* 

50-346 

LEE, R S 

6001300135* 

RES 


LEWIS, S H 

BO0128C024 

50-312 

G 

LINK, 0 3 

8001030067 

REOGD 

LEE, T D 

0001070292* 

70-143 


LEWJ5, S H 

800 12000 1 7 

90-3 J 2 

G 

LIPCHAK, J B 

8001040608# 

30-273 

LEE, W F 

6001240374 

50-336 

Q 

LEWIS, 5 H 

9001290006* 

50-312 

0 

LIP IR&KI, R E 

790D2KH63 

hi BC 

LEE, W F 

8001240377 

50-336 

0 

LEWIS, R C 

BOO 1090 177# 

30-338 

0 

LITTLE, D 0 

BOO 1040054 

50-522 

LEE, W F 

9001 250339 

50-245 
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50-366 

50-321 

50-321 

R 

R 

R 

S 

R 

MATHEWS. E R 
MATHEWS. E R 
MATHEWS, E R 
MATHIAS, C M 
MATHIAS. C 

8001230100 
8001220356* 
8001280331 
8001160643 
GOO U 30080* 

□001160546 
600122050B 
8001220570 
BOOl 220490 
8001220502 

50-366 

50-321 

50-366 

50-321 

50-366 

R 

S 

S 

s 

s 

MATHIS, C J 

MAT 5 C HOB, V 
MATSON. V 

MATSON, V 

MATSON. V 

8001030560 
8001300319* 
0001 16Q29Q 
8001160303* 
8001030369 

9001220572 

8001300277 

0001300340 

0001310233 

8001310243 

50-321 

50-321 

50-321 

50-321 

50-321 

3 

s 

s 

s 

s 

MATSON. V 

MATSON. U 

MATSON. V 

MATT I SON, T 
MATTIMOE, J J 

BOO 1GEJ01 44 

8001090170* 

8001240279 

8001160245 

0001140091 

G0010702E32* 

8001300308* 

9001240277 

□001150579 

□001160242 

70-143 

RES 

PR 

XPCRTLIC 

XPORTLIC 


MATT I HOE, J J 
MATTIMOE, J J 
MATTIMOE. J ) 

MATT l MOE, J J 
MATTIMOE, J J 

3001030242# 
3001180313 
0001040017* 
GOO 1170582* 
8001310104* 

8001160240* 
9001220577 
9001280312 
9001 02051B# 
□001310131* 

XPORTLIC 

ACR5 

NUREG 

50-244 

50-244 

G 

Q 

MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE. J J 
MATTIMOE. J J 
MATTIMOE, J J 

SCOT 0204 51 
0001090327 
50010206 14 
0001090311 
0001000513 

BOO 1040732 
8001070254 
6001040733 
7912310197 
9001090203* 

30-250 

PR 

50-250 

PROJ 

50-33B 

G 

0 

9 

MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE. J J 
MATTIMOE, J J 

G001 090351 

SO 01 030 707 
B00109044L 
0001090443 
0001 l 10549 

9Q01J5Q55B* 
0001150339* 
□001 300322* 
8001090217 
9001300529* 

50-320 

50-320 

RES 

50-350 

50-272 

H 

H 

F 

G 

MATTIMOE. J J 
MATTIMOE, J J 
MATTI MDE, J J 
MATTIMOE. J J 
MATTIMOE, J J 

8001210219 

8001150496 

8001310094 

8001240438 

8001220380 

6001300590* 
8001240492* 
6001310035 
800109001 1 
800105001 4 

50-354 

50-354 

PR 

RES 

RES 

a 

G 

MATTIMOE, J J 
MATTIMOE. J J 
MATTIMOE, J J 
MATTIMOE. J J 
MATTIMOE, J J 

0001240435 
8001290412 
9001230 LOO 
8001230 L 07* 
9OO125O300 

9001 100265 

0001290009* 
8001290008 
800131 00&9* 
8001090396# 

RES 

50-244 

50-244 

50-29 

50-272 

G 

0 

0 

G 

MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE, J J 
MATTIMOE, J J 

□001290129# 

S00129057S 

□001290593 

9001290307 

8001290532 

8001310102# 
8001090033 
8001250426# 
0001030033 
BOO 1070297 

70-371 

50-320 

50-277 

50-320 

50-244 

a 

a 

p 

G 

MATTIMOE, J J 
MATTIMOE, J J 
MATTIA.M J 

MATT! A, W J 
MATTIA, M J 

8001290561 

8001290509 

0001020370* 

0001070183* 

0001070199* 

8001090033 

8001040736 

9001030119 

8001240359 

0001240314 

50-245 

50-223 

70-371 

70-620 

70-135 

0 

0 

mattia.m J 

MATTIA, M J 
MATTIA, tl J 
KATTIA, M J 
MATTIA, M J 

8001040729* 
80011003B3* 
SOOl 090054* 
0001240204# 
8001090015* 

8001220322 
0001300590 
8001090394 
8001310076 
BOO 12 50423 

70-1 143 

50-213 

50-272 

70-1100 

50-277 

0 

G 

a 

mattia.m J 
mattia.m J 
MATTIA.M J 
MATTIA, N J 
MATTIA, K J 

0001210100* 
8001 180402* 
BOO 1230003* 
8001 IB0439* 
0001040221* 

6001310070 

8001310340 

8001310095 

8001170303* 

8001020119* 

70-820 

50-213 

70-371 

50-320 

50-348 

a 

p 

a 

MATTIA. M J 
MATTIA.M J 
mattia.m J 
mattia.m j 

MATTIA. H J 

8001040356* 

8001040320* 

0001170143* 

0001040220* 

0001210011* 

80011B0267# 

0001160221* 

8001150004 

0001030743 

8001070178* 

50-269 G 
50-269 (2 
HASTE MOT 

50-255 P 
71-9035 

MATTIA, M J 
MATTIA, M J 
MATTIA.M J 
MATTIA. N J 
MATTIA. M J 

B001040365* 
8001030937* 
BOO 12 10235* 
8001290172* 
0001 160576* 


INDEX 

- 
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ACCESSION 

fiUD JECT 

CATEGORY 


AUTHOR 

NUMBER 

CATEGORY 

50-320 

H 


mattia.m J 

8001170135# 

CONTRACT 




MATTIA.M J 

8001 100440# 

CONTRACT 

50-16 

J 


MATTIA.M J 

8001170104* 

CONTRACT 

50-305 

P 


MATTIA.M J 

0001210312* 

CONTRACT 

50-305 

0 


MATTIA, 11 J 

E30012901B4* 

CONTRACT 


Q 


MATTIA, J 

0001240072* 

50-143 <1 

30-305 

P 


MATTSON, R J 

0001 170095* 

50-120 y 

30-305 

Q 


MAXWELL. 0 D 

BOOl 160050* 

50-209 F 




MAXWELL. G F 

8001170140# 

50-440 C 

30-305 

P 


MAXWELL, d F 

8001170455* 

50-461 C 

50-305 

F 


MAXWELL, G f 

0001160032* 

50-456 C 


s 


MAY, E L 

8001140459* 

50-29 i 

50-305 

R 


•MAY. E L 

8001290237# 

50-29 S 

50-305 

P 


HAVER, L 0 

BOO 1020 4 36 

50-202 F 

50-305 

P 


MAYER. L 0 

□001020525 

50-282 F 

50-305 

s 


MAYER. L 0 

8001040540 

50-282 ( 

50-305 

c 


MAYER. L 0 

3001030613 

50-263 f 

50-305 

p 


MAYER, L 0 

B001Q30B37 

50-263 1 

50-320 

p 


MAYER. L 0 

□001040576 

50-2B2 f 

50- 104 

u 


MAYER . L 0 

8001070365 

50-263 ( 

50-293 

s 


MAYER , L D 

8001070385 

50-2B2 

RES 



MAYER, L a 

800 IO7O4O0 

50-263 

XPORTLIC 



MAYER . L 0 

0001070462 

50-202 

XPCRTLIC 



MAYER. L 0 

BOOl 100448 

50-202 

XPORTLIC 



MAYER , L 0 

0001 1 00452 

50-263 

XPORTLIC 



MAYEn, L 0 

6001100*13 

50-263 

XPORTLIC 



HAVER, L Q 

0001040547 

50-263 

XPORTLIC 



HAVER , L O 

□001 150525 

50-263 




MAYER , L D 

0001110523 

50-282 ! 

flEQOD 



MAYER, L 0 

0001140271 

50-263 


0 


MAYER, L 0 

8001 140361 

50-292 

50-312 

p 


haver, l o 

S0011 50457 

50-263 

50-31 P 

a 


MAYER, L 0 

0001150332 

SO -202 

'3 0.— □ 1 p 

a 


MAYER, L 0 

0OO l 1 50576 

50-263 

50-312 

□ 


MAYER, L 0 

BOOT 170362 

50-306 

50-312 

p 


MAYER, L 0 

0001170325 

50-202 

50-312 

p 


MAYER, L 0 

BOOl 170421 

50-263 

50-31? 

s 


MAYER. L 0 

8001230102 

50-263 

50 312 

F 


MAYER, L 0 

0001220423 

30-261 

50-312 

P 


MAYER, L 0 

0001220445 

50-263 

SO-312 

3 


MAYER. L 0 

SOOl 220469 

50-202 

50-312 

J 


MAYER. L 0 

8001220960 

S0-2G2 


F 


MAYER, L 0 

8001220567# 

50-202 


F 


MAYER, L Q 

8001250532 

50-263 

50-312 

P 


MAYER. L 0 

8001250442 

50-306 

50-31? 

3 


MAYER, L 0 

80012903 82 

50-263 

50-312 

P 


MAYER, L 0 

9001200301 

50-263 

50-312 

G 


MAYHEW, D M 

□001100496* 

0A999 

50-312 

5 


MAYS, R L 

0001040667# 

50-320 

50-312 

F 


KAZZOLI. R L 

8001 130230* 

50-546 

50-312 

P 


MCBREARTY.R A 

BOO 1 3 10326* 

50-410 

50-312 

S 


MCQREARTY.R A 

0001310122* 

50-272 

50-312 

0 


MCCABE, E C 

0001070245* 

50-293 

50-312 

G 


MCCABE. E C 

0001070274* 

50-27 } 

50-312 

S 


MCCABE, E C 

0DOIO3OOD2# 

50-97 

50-312 

G 


MCCABE, E C 

0001240375* 

50-277 

50-312 

S 


MCCARTHY. J H 

8001020409* 

50-29D 

50-312 

s 


MCCARTHV.E L 

0001140359* 

PRM 

50-312 

p 


MrCARTHY.E L 

BOOU 40300* 

PRIi 

50-312 

p 


MCCARTHY. E 

BOO 1140561 

State Pn 

50-312 

F 


MCCARTHY. E 

0001140562 

State Pr 

50-312 

P 


MCCARTHY, E 

0001140364 

State Pr 

CONTRACT 


MCCARTHY. E 

0001170527 

State Pr 

CONTRACT 


MCCARTHY, E 

800131009D 

State Pr 

CONTRACT 


MCCARTEN, J D 

0001240165* 

50-373 

CONTRACT 


MCCLAIN. C M 

800 1 240354 « 

50-219 

CONTRACT 


MCCLINTOCK. R 0 

BO 01 070531* 

40-7994 

CONTRACT 


MCCLINTOCK. R 0 

8001 080323 

40-B702 

CONTRACT 


MCCLINTOCK. R 0 

B001040436 

40-7102 

CONTRACT 


MCCLINTOCK, R 0 

G0013I022Q 

70-48 

CONTRACT 


MCCLINTOCK, R D 

8001070034 

40-6998 

CONTRACT 


MCCLINTOCK, n 0 

8001310120 

70-997 

CONTRACT 


MCCLINTOCK, R 0 

0001070519* 

40-7994 

CONTRACT 


MCCLINTOCK, R 0 

8001070514 

40-7994 

CONTRACT 


MCCLINTOCK, R a 

BOOS 300547* 

70- 1710 

contract 


MCCLINTOCK, R 0 

8001300 533 

70-1710 

CONTRACT 


HCCORKLE, Q A 

8001240260 

30-466 

CONTRACT 


MCCORMACK- C E 

BOO 122001 0 

71-9035 

CONTRACT 


MrDERMOTT.R J 

□00111013k 

71-35 

CONTRACT 


HCnlARMID, R C 

□001020004* 

30-445 

CONTRACT 


MCDIARMID, R 0 

□001170409 

50-416 

CONTRACT 


MCDIARMID.R C 

□001020004* 

30-445 

CONTRACT 


MCDONALD, P E 

□001300316* 

RES 

CONTRACT 


MCDONALD, T J 

9001280203 

NUREG 

CONTRACT 


MCDONALD, W C 

0001220413 

50-28? 
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ACCESSION 

SUOJECT 


ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

HUNGER 

CATEGORY 

MCDOWELL -BOYER 

9001160484 

FES 


MENSCER. i> v 

8001030462 

50-394 

( 

MCDUFFIE. M A 

B001 030592 

50-400 

A 

merrell, d r 

8001030203 

50-397 

y 

MCDUFFIE, M A 

8001 100421 

50-400 

A 

MEfiSON, S Z> 

300123008* 

50-317 

f 

MCDUFFIE, H A 

□001100475 

50-400 

A 

mersom, s d 

0001230091* 

50-317 

F 

MCDUFFIE. M A 

0001290316 

50-400 

A 

hertz, L R 

8001110032 

71-160 


MCDUFFIE. M A 

8001 290346 

50-400 

R 

MESLER. fi E 

BOOl 1 10406 

50-148 

F 

MCELflOf'* W N 

8001300126* 

RES 


f-lESSINGER. M 

OO01O4O23I* 

70-143 


MCELROY, W N 

0001300247* 

RES 


METCALF, J H 

B001220623 

PR 


MCEWEW, J E 

0001030409 

30-317 

F 

METZGER . J R 

SOO 1110012* 

0A999 


MCFARLAND, J e 

S 00 1020 183* 

QA999 


I1EYDER. W 

BOO 13002J 2* 

RES 


MCFARLAND, J E 

80011 10272* 

0A999 


MEYDER, R 

BOD 1300274* 

RES 


MCFARLAND, C R 

6001180401* 

50-4I3 

0 

METERS, E 

6001150298* 

50-320 

C 

NCGARRY. U M 

8001100359 

PR 


MEYER, Q 

300 1 140034* 

50-514 

t 

mcgaughy. J p 

8001140350 

50-4 £6 

R 

MEYER, R 0 

BOO 1240053* 

TOPREP 


mcgaughy.r w 

0001300631* 

50-354 

<k 

MEZO, C 

3001080286 

50-367 

c 

MCGaUGHV.R W 

8001240397* 

50-322 

Q 

MICHEL, C J 

8001030804 

71-249 


MCGAUGHY. R J 

6001240190* 

50-41 0 

0 

MICHEL, C J 

6001220020 

70-143 


MCGAUGHY. R W 

8001230154* 

50-423 

Q 

MT DURA, H J 

790B01G329 

50-272 


MCGAUGHY. R H 

0001240073* 

30' 412 

Q 

MI DURA, H J 

SOOT 1 1024B 

71-9111 


MCGAUGHY, R W 

8001230079* 

50-320 

Q 

MI DURA, H J 

6001170333 

50-272 

n 

MCGAUOHV, R W 

0001250 137* 

50-363 

G 

MILHOLLIN, G 

BOO 1000405* 

10CFR 


MCGAUGHY- R W 

0001240072* 

50-443 

Q 

hill, j 

6001070516 

40-8745 


MCGAUGHY, FI W 

8001030150* 

50-412 

a 

MILLER, H J 

000 1 110039 

40-8681 


MCGAUGHY- R W 

8001230040* 

50-423 

a 

miller, J 

BOOl 1505B1* 

50-320 

{- 

mcgaughy. r w 

BOO! 240392* 

50-3Q7 

g 

MILLER, J 

BOO I 070201 

PROJ 


MCGRATH, E J 

BOO! 250375 

PRO J 


MILLER. J 

eoon 106B5 

PROJ 


MCGRATH. E J 

Q001310062 

PROJ 


MILL£R, C D 

000 £ 140231* 

PRM 


MCGRATH, E J 

□001250366 

PROJ 


MILLEY.G P 

0&O1O40275* 

50-338 

G 

MCGRATH, E J 

0001310065 

PROJ 


HILLER, M S 

00 01090070 

50-445 

M 

MCGRATH, E J 

0001310069 

PROJ 


•MILLER. M I 

0001310097 

50-295 

G 

MCGRATH, £ J 

0001250395 

PROJ 


HILLER, K M 

0001 300066* 

RECQD 


MCGRATH, E J 

0001250399 

PROJ 


HILLER, M S 

0001090070 

50-445 

M 

MCGRATH, E J 

aCO!030B73 

WASTE MOT 

MILLER, D R 

8001310202 

50-344 

P 

MCGREW. J U 

8001070506 

71-46 


HILLER, L K 

BOO l 170337* 

50-272 

R 

MC GREGOR , L 

B001230I49* 

50-341 

a 

MILLER, L K 

8001290406 

50-272 

H 

MCGUIRE, P J 

BOO 11 5050 I 

50-293 

n 

MILLER. L F 

8001300247* 

RES 


MCGUIRE, P J 

B00114046B 

50-293 

s 

HILLER, M E 

8001030026 

50-320 

G 

MCGUIRE, P J 

0001100293 

50-293 

s 

MILLER, M E 

8001020034 

50-344 

G 

MCGUIRE, P J 

BOO 1290304 

30-293 

B 

HILLER. M E 

8001080066 

50-344 

G 

MC GUINNESS. J 

8001 0705I9* 

40-7994 


HILLER, M E 

0001090912 

50-560 

G 

MCGURIE, W F 

6001 160565 

50-466 

G 

HILLER, M E 

BO0124O1O4 

50-445 

M 

MCCURREW, H J 

00010803 1 2 

50-362 

G 

miller, m e 

BOO 1 160434 

50-445 

M 

MCSURREN, H J 

BOOl 110356 

50-382 

G 

HILLER. M F 

0001240139* 

30-49B 

M 

MCGURREH, H J 

9001 090059 

50-498 

G 

MILLER, M E 

8001250195* 

50-498 

M 

mcgurren, H J 

8001 140052 

50-49B 

0 

miller, m e 

8001 160009 

PR 


MCGURREN, II J 

8001160319 

50-490 

0 

MILLER, M E 

800129000 1 

50-445 

M 

MCGURREN, H J 

8001160326 

50-490 

G 

MILLER, M £ 

0001240310 

PRDJ 


MCGURREN.H J 

GOO 1200034 

50-490 

G 

HILLER. M E 

BOOJ 240942 

PROJ 


MCKENZIE, B 

BOO 1300460 

NUREQ 


MILLER, M e 

8001230249 

PROJ 


MCKINNEY. S B 

8001 130241* 

commission 

MILLER , U 0 

8001020623 

90-321 

P 

MCKNIGHT, T fl 

8001 180429 

71-9138 


MILLCR.W 0 

8001 14OO0S 

S0-316 

P 

MCLAUGHLIN. J E 

9001300063 

reggd 


HILLER , U 0 

8001040392 

70-820 


1CLOUGHL IN, M T 

0001290544 

50-293 

S 

MILLER. W 0 

8001040090 

70-135 


1CLDUGHLIN-H T 

8001310390 

50-293 

8 

MILLER , U 0 

8001040713 

50-289 

P 

■TCLOUGHL JN, M T 

0001290309* 

50-393 

S 

MILLER, W 0 

8001030342 

70-25 


"fCLOUGHL IN, M T 

0O0J 290555 

50-293 

s 

MILLER. U 0 

8001220304 

70-1 151 


1C NAHA RA, B 

8001070406* 

50-293 

J 

miller, w 0 

BOOl 21 0296 

50-477 

A 

ITNAMARA, a e 

8001150485* 

50-244 

R 

MILLER, W 0 

8001240270 

40-B698 


ICNATT, T 

0OO1O7O245* 

30-293 

0 

HILLER, W 0 

8001230030 

50-346 

P 

ICNULTY, A 

8001080239 

CONTRACT 


MILLER, W H 

B00J,3BO437* 

50-369 

Q 

CPHATTER.C F 

B00I230236 

50-320 

s 

HILLER. W H 

8001140194* 

50-327 

0 

CPHATTER# C F 

8001230243 

50-320 

s 

HILLER, D E 

800! 160357* 

90-305 

a 

CPHATTER.C F 

8001230277 

50-32-0 

s 

HILLER, D E 

8001230146* 

50-331 

0 

C PH AT TER, C F 

8001230249 

50-320 

s 

MILLER. D E 

8001220071* 

50-309 

Q 

cpherson, g d 

8001300257* 

RES 


MILLER, H J 

8001 1 50006* 

WASTE MOT 

CPMERSON, G D 

7911000004 

REVIEW GRP 

MILLER, H J 

8001070144 

WASTE MOT 

-WHORTER, R J 

8001 140409 

S0-5B0 

H 

HILLER, H J 

0001 160166 

WASTE MOT 

:ch,s J 

BOOl 090064 

RES 


MILLER. H J 

BOOl 140067 

WASTE MOT 

-CREDY. R 

8001280106* 

90-244 

P 

HILLER, H J 

6001180253 

WASTE MOT 

CLOCK, R L 

800103086B* 

40-8432 


HILLER. N J 

0001170037 

PROJ 


DROW, L K 

8001070195 

CONTRACT 


HILLER, H J 

8001190203 

40-8647 


CROW, L K 

BOO ! 0 4 036 1 

CONTRACT 


MILLER.H J 

8001180412 

WASTE HOT 

DRDW, L H 

8001030929 

CONTRACT 


MILLER, J R 

60012101 65 

50-254 

H 

DROW. L K 

8001240197 

CONTRACT 


HILLER, J R 

8001110305* 

40-2061 


DRDW, L K 

8001090012 

contract 


MILLS. L h 

8001030639 

50-327 

S 

DROW, L K 

0001220130* 

CONTRAC T 


HILLS, L H 

0001020961 

REGOD 


INHDLD, C B 

8001000049 

NUREO 


MILLS, L H 

8001070447 

REOQD 


166, R L 

8001250023 

PROJ 


Mil LB, L M 

BOO 1080252 

RE0GD 


4ARD.H W 

BOO 10200 18 

REGGD 


MILLS, L M 

BOOl 1401 77* 

50-327 

(l 

'JARD.H W 

80D1290547 

50-523 

A 

MILLS, L M 

8001040051 

NUREQ 


ICZER. W D 

0001100520 

CONTRACT 


HILLS, L M 

B00i030e7l* 

50-259 

0 

K2ER.W D 

8001170429 

CONTRACT 


MILLS. L M 

8001020657 

90-259 

Q 

1CZER, W D 

0001020409 

CONTRACT 


HJLLS, L H 

8001030532 


3 

>C2ER,W D 

8001040359 

CONTRACT 


HILLS. L » 

8001030550 

50-518 

S 

iger, C 8 

0001310209* 

50-320 

H 

MILLS, L M 

8001020144 

50-390 

G 



ACCESSION 

SUBJECT 


author 

NUMBER 

CATEGORY 

mills, L M 

0001030735 

50-438 

S 

MILLS, L H 

G001030605 

50-553 

s 

MILLS. L M 

BOO 1030750 

30-518 

s 

MILLS. L M 

8001020721 

50-259 

0 

MILLS. L M 

8001020112 

50-327 

0 

HILLS, L M 

0001 160176* 

50-553 

Q 

MILLS, L M 

BOO 1030846 

50-259 

Q 

HILLS, L H 

9001140496 

50-327 

S 

MILLS, L H 

8001030533 

50-327 

A 

mills, l m 

800! 140395 

50-327 

3 

MILLS, L H 

8001140467 

50-327 

3 

HILLS, L M 

0001020437 

50-430 

A 

NTLLS.L H 

8001160115* 

50-359 

Q 

MILLS, L M 

8001020465 

50-327 

A 

MILLS, L M 

0001080441 

50-510 

3 

MILLS, L h 

8001090360 

50-328 

S 

MILLS. L H 

0001090427 

50-327 

K 

MILLS, L H 

0OO1O9O2OS 

50-259 

F 

HILLS, L M 

0001110544 

50-327 

A 

MILLS, L M 

8001 140365 

50-296 

P 

MILLS, L H 

0001140370 

5Q-43S 

6 

HILLS. L M 

BOOl 140410 

TOPRCP 


MILLS, L H 

8001 150502 

50-327 

A 

MILLS, L M 

8001 1 5QJ75 

50-390 

9 

MILLS, L M 

0001310404 

40-1341 


HILLS, L M 

8001140219 

50-259 

P 

MILLS, L M 

0001 16047B 

50-327 

A 

MILLS. L M 

8001 160465 

50-327 

A 

HILLS, L M 

800116047! 

50-327 

A 

MILLS, L M 

□001 160510 

50-327 

A 

MILLS. L M 

9001160543 

90-327 

A 

MILLS, L M 

8001 160549 

50-327 

A 

MILLS, L M 

8001210221 

50-518 

5 

MILLS, L M 

3001210226* 

S0-51Q 

S 

MILLS, L M 

8001210252 

50-438 

S 

MILLS, L M 

8001 180364 

50-259 

P 

HILLS, L H 

BOG 121 0290 

90-438 

s 

MILLS, L M 

8001250516 

50-259 

p 

HILLS. L M 

8001210222 

50-438 

A 

HILLS, L H 

0001210265 

50-359 

P 

MILLS, L M 

8001230165 

50-259 

H 

MILLS, L M 

aooiaioui 

50-3,27 

A 

MILLS, L M 

B001230U9 

50-259 

P 

MILLS, L M 

0G0123O126 

50-327 

3 

MILLS, L M 

8001330175 

50-390 

S 

MILLS, L M 

8001220465 

50-327 

A 

HILLS, L H 

800 1230207 

50-515 

3 

MILLS, L H 

0001280331 

50-327 

F 

MILLS, L M 

BOO 1310234 

50-4 3a 

S 

MILLS, L M 

800131 0264 

50-390 

S 

MILLS, L M 

8001 290367 

50-259 

P 

HILLS, L M 

□001240453 

50-327 

A 

MILLS, L M 

8001310269 

50-390 

S 

HILLS. L M 

0QO 1280296 

50-327 

A 

HILLS, L M 

0001310359 

50-327 

S 

MILLS, L M 

8001280251 

50-327 

A 

MILLS, L M 

GGQ 12Q0297 

50-259 

P 

MILLS, L M, 

0001280286 

50-327 

A 

MILLS, L M 

8001280306 

30-327 

A 

MILLS, L M 

0001280329 

50-327 

A 

MILOS, R A 

0001170459* 

50-317 

P 

MINECK.D L 

9001020344 

50-331 

S 

MINECK, D L 

0001020507 

50-331 

5 

MINECK, 0 L 

BOO! 0B0547 

50-331 

S 

MINECK.D L 

8001 J 50339 

50-331 

S 

MINECK.D L 

0001150563 

50-331 

8 

Hi NECK, D L 

BOOl 230077 

50-331 

R 

MINECK. D L 

8001220425 

50-331 

S 

MINECK.D L 

80Q 1220544 

50-331 

3 

MINER, S 

BOOl 160141 

30-400 

A 

M! NOCUE, R fi 

8001140133 

71-210 


MINOOUE, R 0 

8001250009* 

IOCFR 


MINOGUE, fi B 

8001130116 

PR 


MINOGUE.R D 

0001160595 

PRM 


MrNQGUE, R D 

8001160594* 

50-320 

P 

MITCHELL, D K 

B00117Q067 

FQIA 


MITCHELL, D 0 

□001220417* 

50-289 

R 

MITCHELL, D L 

8001100292 

NUREG 


MIITL.R L 

SOO 10203 19 

50-354 

A 

MITTL, R L 

8001070372 

90-334 

A 

MITTL, R L 

8001090300 

50-311 

A 

MITTL, R L 

8001100300 

50-311 

A 

MITTL, R L 

8001100302 

30-31 1 

A 

MITTL, R L 

BOOl 100371 

50-311 

A 

MITTL, R L 

8001100342 

50-311 

F 
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ACCESSION 

NUMBER 
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CATEGORY 

M I YAH AY ASH I. M 
MOOES. C M 

MOFFETT, T 

MOHR , C L 

MQLL.K D 

8001140107 
0001140214* 
8001160609* 
0001 180090 
0001230146* 

XPORTLIC 

PRM 

COMMISSION 

NUREG 

50-312 G 

HONDCNi T 

MDNOEN, T 

MQNOEN, T 

MUNDEZN, T 

MONK, C B 

0001030148 

6001160266 

8001030047 

8001030053* 

8001100050* 

XPORTLIC 
XPDRTLIC 
XPORTLIC 
XPORTLIC 
50-344 G 

MONROE, 0 E 

MOODY, D E 

MOODY, D E 

MOODY, D E 

MOODY, D E 

8001200449 

0001030033# 

8001240159 

8001030258 

9001020433 

FOIA 

50-309 (1 
50-309 Q 
50-309 P 
50-309 P 

MOODY, D C 

MOODY, D C 

MOODY, D E 

MOODY, D E 

MOODY, D F 

0001020434 

6001040537 

6001230070 

6001150461 

8001280295 

50-309 P 
50-309 P 
50-309 P 
50-309 P 
50-309 P 

MOODY, D C 

MOODY, D E 

MOODY, D E 

MOODY, D E 

MOODY, D E 

8001020719 

8001080477 

0001140406 

0001220399 

6001240421 

50-271 Q 
50-271 F 
50-271 P 
50-271 P 
50-271 F 

MOODY, D C 

MOODY, U E 

MOODY, D C 

MOON, D T 

MUON, C W 

6001030213 
0001290015 
8001100065 
0001160132# 
79121 10435 

50-29 G 
50-29 G 
50-29 F 
50-259 0 
30-454 A 

MOON, C W 

MOQRL, J 

MOORr.J 9 

MOORE, J S 

MOORE, G W 

6001160607 

6001090000 

0001070497 

0001110107 

8001030665* 

50-466 G 

REQGD 
71-9009 
71-9009 
50-334 R 

MOORE, G W 

MOORE, G W 

MOORE, 0 C 

MOORr.G C 

MOORE, d n 

0001030659 

0001290411* 

0001020182 

8001030570 

7906220402 

50-334 R 
50-334 P 
50-302 P 
50-302 P 
50-206 S 

MOORE, R C 

MOORE, E D 

MOORE, R. N 

MOORE, R N 

MOORE, R N 

6001140262 
0001 100295 
0001 170524* 
BOO 1220321 
0001220349 

50-312 F 

NUREG 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MOORE, R N 

MOORE, R N 

MOORE, R N 

MOORE, R N 

MOORE, R N 

0001230031 

0001230037 

0001230040 

6001230050 

0001240004 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MOORE, R N 

MOORE, R N 

MOORE, R N 

MOORE, R N 

MOORE, R N 

BOO 1240005 

0001240069 

8001240093 

8001240097* 

0001240090 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MUORE.R N 

MOORE, R N 

MOORE, R N 

MOORE, R N 

MOORE, R N 

8001240100 

0001240101 

0QO124O1O7 

0001230134 

0001240105 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MOORE, R N 

MOORE, R N, 

MOORC, R N 

MOORE, R N 

MOORC, R N 

0OOI24O3O4 

8001230035 

6001230038 

6001240103 

6001310232 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

MOORE, R N 

MOORE, J E 

MOORE, J E 

MORI ARTY, J M 
MORI ARTY, d M 

8001310001 
0001 140117 
0001100060 
0001160116 
0001300477 

XPORTLIC 
50-155 G 
50-155 0 

REGOD 
50-399 6 

MORIN, L A 
MORRIS, C J 

morrow, d 

MORROW, D 

MORSE. M 

6001200343 

8001300173* 

6001310423 

8001310419 

0001000265 

NUREG 

RES 

40-6502 
40-6300 
50-244 0 

MORTON, K V 
MORTON, K V 
MORTON, K V 
MORTON, K V 
MORTON, K V 

□001310046* 
□001 100413* 
BOO 1 100434* 
0001020591* 
0001020622* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MORTON, K V 
MORTON, K V 
MORTON, H V 
MORTON, K V 
MORTON, K, V 

0001020636* 
□001020600* 
0001 100426# 
8001 1004 S 4* 
0001 100346* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


AUTHOR 


ACCESSION SUBJECT 

HUMBER CATEGORY 


KDRTON, K V 
KG R TON, K V 
MORTON, K V 
MORTON. K V 
MORTON. K V 


G 001 10O3SO* COMTRACT 
0001100395* CONTRACT 
S001230142* CONTRACT 
800104021 1* CONTRACT 
8001040260* COMTRACT 


MORTON, K V 
MORTON, K V 
MORTON, H V 
MORTON, K V 
MORTON, H V 


8001040291* 
9005040342* 
BQOt 170074* 
8005040168* 
0001220140* 


COMTRACT 

CONTRACT 

CONTRACT 

contract 

contract 


MORTON, H V 
MORTON, V V 
MORTON. K V 
MORTON. K V 
MORTON. K V 


0001170015* 
6001040 IB9* 
0001170062* 
6001180406* 
0001040309* 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


MORTON. K V 
MORTON, K V 
MORTON, K V 
MORTON, K V 
MORTON, K V 


0001330212* 
S001 310063* 
SOOll 80372* 
8001 1 00424* 
9OO1220091* 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


MORTON, K V 
MOSER . U 
MOTT « C J 
MOWER/, J D 
MOWRY, W R 


9001300503* 

9001150540* 

0001250136* 

0OO12BO255 

0001160365 


CONTRACT 
50-320 H 
50-312 0 

NUREG 
XPORTLIC 


MOWRY, W R 
MOVER, W 0 
MUELLER, E £ 
MUELLER, I M 
MUELLER, R 


8001290061 
8001030095 
8001040131 
0001200196* 
0001 140433* 


XPORTLIC 

PT21 

50-466 G 
50-367 Q 
50-2B5 S 


MUIR. J F 
MULKEY.M E 
MULKEY, M E 
MULKEY, rt E 
MULKEY, M E 


BOO 1300238* 
800 1 04061 1 
eoot 100353 
SOOll 70522 
8001170526 


RES 

50-471 G 
30-209 G 
50-289 G 
50-596 0 


MULKEY, M E 
MULKEY, M E 
MULKEV.M E 
MULKEV.M E 
MULKtY.M E 


8001170532 
0001170534 
000 1 170537 
000 1 170549 
000 1 130094 


50-443 G 
SO- 155 C 
50-471 G 
50-133 C 
50-471 G 


MULLER, D R 
MULLER, D R 
MULLER, D 
MULLIKIN. M S 
HUNDTH, L K 


8001200305 NUREG 

6001160103 PRM 

8001170500 PRK 
8001140179* PRM 
0001220265 NUREG 


MUNN9, F J 
MUNNO, F J 
MUNRO, J J 
MURPH/rJ D 
MURPHY, J M 


8001110467 
0001300629 
0001070176 
8001240484 
BOO 1070032* 


71-5957 
7 1-369 
71-9035 
71-9071 
50-230 P 


MURPHY, M J 
MURPHY, D £ 
MURPHY, C E 
MURPHY, C E 
MURPHY, C E 


8001290303* 
000-1190002 
8001 100422* 
0001020600* 
80O114O1B4* 


50-272 S 
50—438 0 
50-369 Q 
30-369 0 
50-327 a 


MURPHY. C E 

murphy, c e 

MURPHY. C E 
MURPHY, C E 
MURPHY, c E 


8001020148* 
BOO 1020 123 
0001020 l 02 
0001020109 
8001020087 


50-390 Q 
30-269 Q 
50-338 Q 
50-335 Q 
50-518 G 


MURPHY, C E 
MURPHY, C E 
MURPHY. C E 
MURPHY. C E 
MURPHY, C E 


8001040699 
S001 160 1 80* 
0001 100394* 
B001 100271 
6001100012 


50-510 Q 
50-553 0 
50-369 0 
50-395 O 
50-390 0 


MURPHY, C E 
MURPHY. C E 
MURPHY, C E 
MURPHY, C E 
MURPHY, C E 


0001180125 
8001 170576 
0001 170018 
0001 {00018 
0001 100388 


50-390 Q 
50-416 □ 
50-327 Q 
30-416 Q 
50-413 a 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MURRAY. T D 

9001 100490 

50-346 

5 

MURRAY, T D 

BOO 1 100529 

50-346 

S 

MURRAY, T D 

0001140156 

50-346 

s 

MURRAY, T D 

800114^249 

50-346 

R 

MURRAY, T D 

0001 J 40313 

50-346 

S 

MURRAY, T D 

BOO l 140303 

50-346 

S 

MURRAY. T D 

eooi 140440 

50-346 

s 

MURRAY. T D 

BOO 1 150467 

50-346 

R 

MURRAY, T D 

0001 150574 

50-346 

S 

MURRAY, T D 

9001 170332 

50-346 

B 

MURRAY, T D 

SOO 1 220499 

50-3+6 

S 

MURRAY, T D 

0001220562 

50-34*, 

s 

MURRAY. T D 

SOO 12902 17 

50-346 

s 

MURRAY, R C 

800 1 230265 * 

50-201 

p 

MUSCARA, J 

9001300130* 

RES 


MYERS B A 

0OO12BO199 

NUREG 


hYNATT, F R 

6001160611 

PE5 


MY MATT, U A 

BOO 1030354 

contract 


MYflATT. W A 

0001030363* 

CONTRACT 


MYNATT, W A 

0001170009 

CONTRACT 


m/natt.w A 

9001040333 

CONTRACT 


MYNATT, W A 

SOOI 170059 

CONTRACT 


MYNATT, U A 

8001020601 

contract 


MYNATT, W A 

8001100411 

CONTRACT 


MYNATT. W A 

0001310042 

i ONTRACT 


MYRAOO, A L 

0001150530* 

50-263 

ft 

NAIDU. K R 

0OOII7OO4G* 

50-373 

a 

NA1DU K R 

000116036’’* 

50-350 

a 

MAKER. K R 

SOOI 160327* 

50-266 

a 

NAPUDA, 0 

900i03035L* 

50-320 

a 

NrtPUDA.G 

9001240206* 

50-334 

a 

NARDACCI.G A 

0001040561* 

50-320 

R 

MAROACC I , G A 

0001290541* 

50-320 

R 

narrow. L 

BOO 1240 no* 

50-410 

a 

MARROW, L 

6001240073* 

50-412 

a 

NARROW. L 

0001230079* 

50-322 

a 

NARROW. L 

0001300631* 

50-354 

G 

NARROW. L 

000 1250137* 

50-363 

0 

NARROW, l 

BOO 1030150* 

SO-412 

a 

NATHAN50N.M R 

7912310362 

50-302 

A 

NAUGHTON, W F 

6001220535 

50-454 

A 

NAUGHTON, W F 

8001230160 

50-454 

A 

NAUGHTON, W F 

GOO 131 021 0 

50-454 

A 

NAUGHTON, W F 

0001300436 

50-599 

A 

NAUGHTON, W F 

SOO 1290213 

50-293 

P 

NAUGHTON. W F 

5001110290 

50-454 

A 

NAYLOR, R W 

eOOl 140147* 

50-346 

S 

NAYMARK, S 

0001140063 

PT21 


NEDZI.L N 

GOOl 160627 

50-320 

U 

NEELY, D R 

B0013202 7 2* 

50-320 

a 

NEELY, D R 

8Q0H10226* 

50-322 

0 

NEELY, D R 

G0O10B00I9 

NUREG 


NEIGHBORS. D 

0001240146 

50-261 

p 

NE I MAN. R E 

5001 20026 1 

NUREG 


NEISLER. J H 

BOO! 170040* 

50-373 

G 

N£ISLER,J M 

0001240165* 

50-373 

G 

NELSON, ft A 

0001300071 «■ 

RES 


NELSON. J D 

0001 160416* 

WASTE ftGT 

NELSON, J 0 

8001 160159* 

WASTE MGT 

NELSON, J D 

BOO! 250237 

40-8601 


NELSON, D K 

BOO 123022 5* 

50-206 

G 

NELSON, P 

0001310032 

PR 


NELSON, P 

0001310024 

PR 


NELSON, T A 

9001290414 

50-245 

P 

NELSON, C 

8001240252 

50-70 

P 

NELSON. C 

BO 0131021 1 

50-70 

P 

NERSES, V 

BO-Ok 160069 

MISC 


NERSES, V 

0001 160073 

MISC 


NEUMANN, M R 

0001300513 

40-6697 


NEUMANN, M R 

9001310347 

40-8721 



MURPHY. C E 
murphy, c e 

MURPHY, T D 
MURRAY, T D 
MURRAY, T D 


0001200062* 
0001280173* 
SOO 108 0049 
3001150536 
3001020419 


50-424 0 
30-343 Q 
NUREQ 

50-346 S 
50-346 S 


NEUMANN. J 
NEVINSKI. D E 
NEWMARK.N M 
NEWMARK.N M 
NEWMAN, J R 


0001230212 
SOOI 170425* 
0001 1BO360* 
0001310367* 
8001020033 


71-5086 
50-263 S 
CONTRACT 
TOPREP 
50-466 G 


MURRAY, 7 D 
MURRAY, T D 
MURRAY, T D 
MURRAY, T D 
MURRAY, T D 


0001020427 

□001020429* 

0001020432 

3001020372 

3001030705 


50-346 8 

50-346 S 
50-346 S 
50-346 S 
50-346 8 


NEWMAN, J R 
NEWMAN, J R 
NEWMAN, J R 
NEWMAN, J R 
NEWMAN. J R 


0001140156 
0001 160556 
0001 160565 
8001 140137 
8001100079 


50-466 G 
50-466 0 
50-466 G 
50-498 0 
50-498 G 


MURRAY, T D 
MURRAY, T D 
MURRAY, T D 
MURRAY, T D 
MURRAY, T D 


3001030302 
9001 100377 
8001100426 
SOOI 100441 
8001100445* 


50-346 S 
50-346 S 
50-346 S 
50-346 S 
50-346 S 


NEWMAN, J R 
NEWMAN, J R 
NEWMAN. J R 
NEWMAN, d R 
NEWMAN, J R 


9001180021 

0001220286 

0001240528 

0001250071 

8001280044 


50-466 G 
50-466 G 
30-490 Q 
50-466 G 
50-466 G 
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NEWMAN, J R 


8001340503 

50-466 

G 

NEWHAM, J R 


SCO 1020038 

50-466 

0 

NEWMAN. J R 


8001 I 10344 

50-466 

G 

NEWMAN, J R 


8001140156 

50-466 

C 

NEWMAN, J fl 


0001160573 

50-466 

0 

NEWMAN. J R 


8001160556 

50-466 

G 

NEWMAN, J R 


SOOi 1 £0565 

50-466 

G 

newmam, j r 


0001 ] 4 01 37 

50-499 

G 

NEWHAM, J R 


8001 180079 

50-499 

C 

NEWMAN, J R 


0001 160021 

50-466 

G 

NEWMAN, J R 


8001320286 

50-466 

0 

NEWMAN, J R 


0001280044 

30-466 

0 

NEWSOM, P 


0OO15CO434 

50-416 

A 

NICHAUE, P W 


0001150454 

50-416 

A 

NICHOLS. T C 


0001 1*0066* 

50-395 

0 

NICHDLS, D 


000! 020571 

NUREG 


NICHOLSON, T 

J 

0001 160026 

NUREG 


NIEHAU5.F U 


0001 H0203* 

0A999 


NIEHAUS.P W 


0001 t 40002 

PT21 


NIELSON, K R 


0001 18031 9* 

RJi 


NlHHAWAN, s 


0001080569 

RES 


NILSDN.R 


0001180077 

PR 


N ILSON, R 


0001 2201 49 

NUREO 


NIHITZ. fl L 


000 l 3 l 0344* 

50-213 

0 

nix.r r 


BOO 1 150604 * 

90-321 

S 

NIX. R T 


0001080501* 

50-366 

s 

NlX,f? T 


0001080563* 

50-366 

s 

NIX. R T 


0001000543* 

50-366 

5 

NIX. R T 


0001000576* 

50-321 

S 

NIX.R T 


0001 1 S0674* 

50-366 

s 

NIX, R T 


0001000530* 

50-321 

s 

NIX, R T 


0001540243* 

50-366 

S 

N I X , r r 


SOOI 140337* 

50-366 

5 

nix.r r 


0001140414* 

50-366 

S 

Ml X, R T 


0001150533* 

50-366 

5 

NIX. R T 


0001220593* 

50-366 

S 

NIX.R T 


0001220503* 

50-321 

8 

NIX. R T 


80 01 2205 10* 

50-366 

S 

NIX. R T 


0OO122OSB2* 

50-321 

8 

N ] X, R T 


0001300267* 

30-321 

S 

NIX.R T 


0001300350* 

50-321 

s 

NIX, f? T 


0001310253* 

50-321 

5 

NIXON. W A 


800 E 080004 

40-2061 


NOLAN. M 


0001280029 

NUREO 


NOLAN, L L 


0001 150585* 

50-263 

S 

NOON, J C 


0001240359 

50-244 

s 

NOONAN. V S 


0001230116* 

50-244 

p 

NORDERHAUO, L 

R 

8001100290 

70-734 


NQRDERHAUG. L 

R 

0001170580 , 

50-312 

G 

NORDEflHAUO-L 

R 

0OOIO4OOO7 

30-312 

a 

NORDERHAUO. L 

R 

0001220082 

70-25 


NORDERHAUO . L 

R 

8001 140680 

50-70 

a 

ncjrdenhaug, l 

R 

6001280460 

50-228 

0 

NORDERHAUO. L 

R 

8001290124 

30-312 

Q 

NOW EL I US, C E 


8001040090* 

30-350 

Q 

NOR EH US . C E 


800 1170252* 

50-358 

a 

NOR I AN, P E 


8001250570* 

50-312 

0 

N0RILI4J8. C E 


BOO 11 00474* 

50-358 

a 

NORRHDLK.L J 


8001300555* 

50-272 

0 

NORRIS. J A 


8001 150031* 

50-556 

G 

NORTON, B 


8001300126 

50-275 

0 

NORTON, 0 


8001 100350 

50-275 

G 

NORTON, □ 


8001290185 

50-275 

0 

NORTON, 0 


□001300126 

50-275 

Q 

NOSENZO. L V 


□00 11 60379 

XPORTLTC 


NOSEHTO, L V 


8001040336 

XPORTLIC 


NOSENZO, L V 


BOOl 110346 

XPORTLIC 


NOSENZO, L V 


9001110250 

XPORTLIC 


NOSENZO, L V 


S001110256 

XPORTLIC 


NOSENZO, L V 


8001110261 

XPORTLIC 


NOSENZO, L V 


0001110263 

XPORTLIC 


NOSENZO. L V 


0001220090 

XPORTLIC 


NOSENZO, L V 


0001220100 

XPORTLIC 


NOSENZO, L V 


0001310375 

XPORTLIC 


NOSENZCJ, L V 


0001300414 

XPORTLIC 


NOSENZO, L V 


8001 180084* 

SECY 


NOSENZO, L V 


00012201 1 t 

XPORTLIC 


NOSENZO, L V 


0001220237 

XPORTLIC 


NOSENZO , L V 


8001 280076 

XPORTLIC 


NOSENZO, L V 


0001200079 

XPORTLIC 


NOSENZO. L V 


0001300069 

XPORTLIC 


NOSENZO. L V 


0001300075 

XPORTLIC 


NOSENZO. L V 


8001300082 

XPORTLIC 


NOSENZO. L U 


8001300379 

XPORTLIC 


N0TLEY, M J 


0001300341 * 

RES 
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AUTHOR 

NUMBER 

CATEGORY 

NOVARRD, J P 

8001040608* 

50-322 

S 

NOVARRO, J P 
NOZAUA. M 

NUGENT, E L 
NUGENT, E L 

8001 1 60540 
BOO13OQO0O* 
8001080105 
BOO1OOO550 

50-322 

RES 

40-2259 

40-2259 

I 

NUNN, D E 

8001110106* 

50-361 

s 

□ 'CONNOR, T 

8001230176 

50-320 

s 

Q 'CONNOR, P W 
O'DONNELL. E P 

O' BON NELL, E P 

O'DONNELL. E P 

0001180029 
800 1 1 50220 
0OO1MOO1O 

0001160126 

50-29 

REGQD 

REGGD 

REGQD 

p 

O'NEILL. R 17 

6001090390* 

50-142 

H 

O'REILLY, J P 

7902120050 

50-259 

a 

O'REILLY, J P 

0001090190 

50-338 

a 

O'REILLY, J P 

8001070179 

50-340 

Q 

O'REILLY, J P 

6001070182 

50-261 

a 

O’REILLY, J P 

6001070100 

50-269 

ft 

O'REIL LYi J P 

0001070193 

50-40B 

a 

0 'HE ILLY, J P 

0001070197 

50-302 

a 

0 ’REILLY, J P 

0001070200 

50-290 

0 

O'0EILLY,J p 

800 1070202 

50-321 

a 

O'RErLLY, J P 

8001070205 

50-416 

Q 

O'REILLY, J P 

0OD1O7O2O0 

50-395 

a 

O'REILLY, J p 

8001070210 

50-395 

0 

O'REILLY, J P 

6001070218 

50-259 

0 

Q'REILLY.J P 

0001070242 

50-200 

Q 

O'REILLY. J P 

6001070240 

50-437 

0 

O'REILLY, J P 

0001240112 

50-340 

0 

O'REILLY. J P 

6001240115 

50-261 

0 

D 'REILLY, J P 

60012401 17 

50-269 

n 

O'REILLY, J P 

6001240121 

50-400 

0 

P 'REILLY , J P 

0001240124 

50-230 

a 

O'REILLY, J P 

0001240126 

50-302 

a 

O r REJLLY,J p 

800-1 240 1 28 

50-321 

0 

O'REILLY, J P 

8001240129 

30-416 

Q 

O'REILLY, J P 

8001240130 

30-393 

0 

O'REILLY, J P 

80012401 J1 

30-393 

Q 

O'REILLY . J P 

0001240133 

50-259 

0 

O'REILLY. J P 

8001240143 

30-200 

Q 

O'REILLY. J P 

0001240140 

50-437 

0 

O'REILLY. J P 

8001240463 

50-340 

0 

O'REILLY, J P 

9001240467 

50-261 

0 

O'REILLY. J P 

8001240470 

50-269 

0 

O'REILLY. J P 

9001240474 

50-400 

0 

O'REILLY. J P 

0001240477 

50-302 

G 

O'REILLY. U P 

0001240400 

50-250 

G 

O'REILLY. J P 

0001240482 

50-321 

G 

O'REILLY, J P 

0OOL24O4Q3 

50-416 

G 

O'REILLY, J P 

0001240483 

50-395 

0 

O'REILLY, J P 

3001240486 

50-395 

a 

O'REILLY, J P 

000124049/ 

50-259 

a 

O'REILLY, J P 

9001240494 

50-200 

a 

O'REILLY, J P 

800124049? 

90-437 

0 

O'REILLY, J P 

0001 16021 l 

50-269 

0 

□ 'REILLY, J P 

0001250034 

90-346 

0 

O'REILLY, J P 

8001 25004 4 

50-261 

fl 

O'REILLY, J P 

000 1250073 

50-269 

0 

□ 'REILLY, J P 

8001250062 

90-48B 

0 

O'REILLY, J P 

0001250094 

30-302 

a 

□ 'REILLY, J P 

8001250100 

50-250 

G 

□ ‘REILLY. J P 

0001250109 

50-321 

0 

□ 'REILLY, J P 

00012501 L 4 

50-416 

G 

O'REILLY, J P 

60012501 19 

50-395 

a 

O'REILLY, J P 

80012501 26 

50-259 

Q 

Q'REILLY.J P 

8001250141 

50-280 

Q 

O'REILLY, J P 

8001250147 

50-437 

G 

O'REILLY, J P 

8001160100 

50-340 

G 

0 'REILLY, J P 

8001160235 

50-261 

Q 

O'REILLY, J P 

8001 160240 

50-269 

Q 

O'REILLY, J P 

8001 1 60247 

50-488 

G 

□ ‘REILLY, J P 

8001 160252 

50-302 

G 

□ 'REILLY, J P 

00011 6028 1 

50-250 

G 

0 'REILLY, J P 

0001160287 

50-321 

G 

0 'REILLY, J P 

0001160305 

50-416 

G 

0 'REILLY, J P 

8001160310 

50-395 

0 

0 ‘REILLY, -J P 

8001160313 

50-259 

G 

0 'REILLY, J P 

8001160348 

50-280 

G 

□ 'REILLY. J P 

8001160365 

50-437 

G 

O'REILLY. J P 

0001 24001 B 

90-348 

Q 

O'REILLY. J P 

8001240031 

50-261 

Q 

Q'REILLY.J P 

B001240036 

50-269 

G 

□ 'REILLV.J P 

8001240042 

50-4B8 

a 

O'REILLY, J P 

B001240049 

50-302 

G 

O'REILLY, J P 

BOO! 240050 

50-250 

a 

O'REILLY , J P 

B001240055 

50-321 

G 


accession subject 


AUTHOR 

NUMBER 

CATEGORY 

Q'REILLY.J P 

0001240059 

50-416 

Q 

O'REILLY, J P 

8001240063 

50-395 

Q 

O'REILLY. J P 

5001240066 

50-395 

Q 

Q'REILLY.J P 

□001240069 

50-259 

0 

O'REILLY, J P 

8001240084 

50-280 

G 

O'REILLY, J P 

8001240000 

50-437 

0 

O'REILLY, J P 

0001290252 

50-348 

G 

O'REILLY, J P 

0001290257 

50-261 

a 

O'REILLY, J P 

8001290268 

50-408 

0 

0 'REILLY, J P 

0001290273 

30-269 

a 

Q'REILLY.J P 

0001290270 

50-302 

0 

O'REILLY, J P 

000 1290204 

50-250 

0 

□ 'REILLY, J P 

0001290209 

50-32 1 

Q 

O'REILLY, J P 

0001290292 

50-416 

0 

O'REILLY, J P 

8001290294 

50-395 

Q 

O'REILLY, J P 

8001290297 

50-393 

G 

O'REILLY. J P 

0001290300 

30-259 

a 

O'REILLY, J P 

00012903 L 5 

50-200 

a 

O'REILLY, J P 

8001290310 

50-437 

0 

0 'REILLY, J P 

0001200480 

50-324 

a 

O'REILLY, J P 

0001200402 

50-321 

0 

Q'REILLY.J P 

0001200404 

50-259 

a 

0 'REILLY, J P 

8001290417 

50-349 

a 

O'REILLY, J P 

0001290418 

50-261 

0 

O'REILLY, J P 

0001290423 

50-269 

0 

0 'REILLY, J P 

0001290427 

50-302 

0 

O'REILLY, J P 

BOOl 290420 

50-250 

0 

O'REILLY, J P 

0001290431 

50-321 

a 

O'REILLY, J P 

8001290435 

SQ-416 

Q 

Q'REILLY.J P 

8001290439 

50-395 

0 

O'REILLY, J P 

8001290442 

50-259 

Q 

O'REILLY, J P 

8001290451 

50-200 

Q 

oberg, c r 

0001200274* 

50-482 

a 

OOAR, F 

8001230023 

50-320 

p 

QESTMANN, M J 

0001150413* 

50-358 

(3 

QGURt, T 

8001290510* 

TOPREP 


QHUCHt, S 

BOO 1 300307* 

RES 


QKUDA, H 

0001300406 

XPORTLIC 


OLLER.R e 

8Q01UQ176* 

GA999 


oller.r e 

8001040197* 

0A99? 


QLMSTEAD, W J 

0001150025 

50-356 

Q 

0LM5TEAD, W J 

8001200137 

50-389 

0 

OLSEN, A F 

0001240266 

71-6400 


OLSEN, A F 

0001310415 

71-230 


OLSEN, A F 

8001210251 

50-13 

P 

OLSEN, R C 

8001040470 

50-317 

H 

OLSHAN, L 

8001220245 

50-286 

P 

QLSHIN6KI. J A 

0001220104 

TOPREP 


GLEjON, r c 

BOOl 020440 

50-317 

P 

OLSON, R C 

0001170339 

50-317 

P 

OLSON, A U 

0001090060 

RES 


OLSON, A W 

QQ0109Q057 

RES 


QLSZAN5K I , M 

800I0802B6 

50-367 

a 

ONCAVAGE.M P 

0001100331 

50-250 

G 

OOSTERMAN, C H 

0001110040 

71-6386 


DPEKA, J F 

6001080404 

50-336 

s 

OPERA, J F 

BOOl 02036B 

50-245 

s 

OPERA, J F 

8001110636 

50-336 

s 

OPERA, J F 

000121015? 

50-336 

R 

OPERA, J F 

8001230060 

50-245 

R 

OPERA, J F 

BOO 1240441 

50-245 

S 

OPERA, J F 

0001290501 

50-336 

s 

OPELKA. J H 

0001030663 

50-599 

A 

0RME9, J 

800124051 1 

40-8745 


ORR, E 

8001240292 

PR 


ORR, R 

BOO 1240292 

PR 


GST. F 

0001150649* 

50-299 

S 

OBT, F 

8001150664* 

50-295 

8 

OSTRANDER, F W 

8001160380 

50-344 

0 

OSTRANDER, F W 

8001 170297 

50-344 

Q 

OTTOSON, H L 

0001220496 

50-206 

3 

OTTOSON, H L 

8001100317 

50-206 

0 

OYERLID, T W 

8001250335* 

50-263 

S 

DWELL, D 0 

800125Q25U 

30-327 

A 

OWSLEY, G F 

00011 004 10 

TOPREP 


OWSLEY, 0 F 

0OQ13QO328 

TOPREP 


PACHUR, D 

0001300003* 

RES 


PACKWDOD, B 

8001300087 

50-344 

0 

PADALINA, J 

0001070402* 

50-302 

3 

PAGE, R G 

8001240256* 

SECY 


PAISLEY, E J 

0001250419 

XPORTLIC 


PALMER, F A 

8001210187 

50-1 0 

P 

PANRA9KIE P J 

0OOUQQQ9O 

NUREG 


PAOLJNO. R J 

0001240397* 

50-322 

0 

PAPERND. H 

8001090008 

REGGD 
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AUTHOR 
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AUTHOR 

ACCESSION 

NUHOER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PAPPAS, H 

0001100142 

50-10 

a 

PECK, C H 

80012B0246# 

50-244 

S 

PETERSON, h 

R 

9001230025 

XPORTLIC 

PAPPAS, H 

8001100046 

50-10 

0 

PECK, C C 

0001290046* 

50-295 

0 

PETERSON, h 

R 

BOO 1230 036 

XPORTLIC 

PAPPAS, H 

S001 100049 

ORG 


PEDERSEN, E 

8001200452 

RES 


PETERSON, M 

R 

8001240312 

XPORTLIC 

PAPPAS, H 

0001100130 

ORG 


PEDERSEN, K S 

8001150469* 

COMMISSION 

PETERSON, M 

R 

0QO124O49O 

XPORTLIC 

PARIS, 0 H 

8001090512 

50-563 

0 

PEENDERGRAFTjR 

80011 106DB* 

50-360 

S 

PETERSON. M 

R 

0001020077 

XPORTLIC 

PARKER, W 0 

800 1 220169# 

50-369 

A 

PEEPLES, W P 

6001140341* 

71-210 


PETERSON, M 

R 

BOO 123 0009 

XPORTLIC 

PARKER, W 0 

0001 1 00405* 

5Q-369 

0 

PEEPLES, W P 

8001030694 

PRM 


PETERSON, M 

R 

8001230033 

XPORTLIC 

PARKER, W 0 

0001020485 

50-369 

Q 

PEEPLES, U P 

8001140153* 

PRM 


PETERSON. M 

R 

0001040064 

XPORTLIC 

PARKER, W 0 

8001020005 

REGGD 


PELTIER, I A 

8001 100141 

50-522 

A 

PETERSON. M 

R 

8001040354 

XPORTLIC 

PARKER, W 0 

8001070244 

nureg 


PENCE, U B 

8001130650* 

50-317 

S 

PETERSON. M 

R 

9001040338# 

XPORTLIC 

PARKER, W Q 

8001190387# 

50-369 

0 

PENDEfiGRAFT, R 

0OO1O7O4S9* 

50-369 

5 

PETERSON. M 

R 

8001070012 

XPORTLIC 

PARKER, W 0 

9001020386 

50-269 

P 

PENDERORAFT, r 

8001110620* 

50-366 

S 

PETERSON. M 

R 

0001020422 

XPORTLIC 

PARKER, W 0 

8001 l 10461 

50-207 

s 

PEMDERGRAFTj r 

00011 1062Q* 

50-366 

S 

PETERSON. M 

R 

8001020423 

XPORTLIC 

PARKER, W 0 

0001020227 

50-2B7 

p 

PENDERCRAFTjR 

000 l 2 1 OJ 71 * 

50-368 

R 

PETERSON, K 

R 

0001030922 

XPORTLIC 

PARKER, W 0 

8001020327 

50-269 

p 

PENDERGRAFT.R 

8001220392* 

50-368 

S 

PETERSON. M 

R 

8001090194 

XPORTLIC 

PARKER, W 0 

8001020395 

50-269 

p 

FENQOV'C A 

3001070087 

71-5796 


PETERSON, rt 

R 

8001000202 

XPORTLIC 

PARKER, W 0 

8001020459 

50-269 

p 

PENGOV, C A 

800131 0408 

71-5796 


PETERSON, M 

R 

BOO 10802 10 

XPORTLIC 

PARKER, W 0 

800 1020481 

50-269 

p 

PENNINGTON, T W 

B001020666* 

XPORTLIC 


PETERSON, M 

R 

B001OBO215 

XPORTLIC 

PARKER, W D 

8001030589 

50-36? 

A 

PENT2. D L 

B001 300596 

PR 


PE PERSON, M 

R 

0001 1703 19 

XPORTLIC 

PARKER, W 0 

8001030519 

50-26? 

F 

PEOPLES, D L 

B001090021* 

30-295 

0 

PETERSON. M 

R 

8001020417 

XPORTLIC 

PARKER, W Q 

9001190220 

REGGD 


PEOPLES, D L 

8001070342* 

50-454 

a 

PETERSON, M 

R 

6001040235 

XPORTLIC 

PARKER, W 0 

BOO 1030543 

50-269 

0 

PEOPLES, D L 

0001040465# 

50-454 

0 

PETERSON, M 

R 

0001040263 

XPORTLIC 

PARKER, W 0 

9001040603 

50-269 

P 

PEOPLES, D L 

0001070224* 

50-456 

Q 

PETERSON, M 

n 

8001 0309 17* 

XPORTLIC 

PARKER. W 0 

8001040529 

50-269 

P 

PEOPLES, D L 

8001040719# 

50-454 

G 

PETERSON, M 

R 

9001 100391 

XPORTLIC 

PARKER, W 0 

8001280374 

NUREG 


PEOPLES, D L 

6001100512# 

50-237 

0 

PETERSON, M 

R 

BOOl l 10222 

XPORTLIC 

PARKER, W 0 

0001080434 

50-26? 

P 

PEOPLES, D L 

8001170044 

50-237 

G 

PETERSON, M 

R 

□00 L 1 10231 

XPORTLIC 

PARKER, W 0 

8001090333 

50-270 

P 

PEOPLES, D L 

0001040633 

50-237 

Q 

PETERSON, M 

R 

0001110234 

XPORTLIC 

PARKER, W 0 

8001090374 

30-369 

A 

PEOPLES, D L 

0001 Q7032B 

50-249 

a 

PETERSON. H 

R 

8001110341 

XPORTLIC 

PARKER, W 0 

BOO 1100447 

50-269 

a 

PEOPLES, D L 

0001000274 

50-295 

0 

PETERSON, M 

R 

BOOl 110345 

XPORTLIC 

PARKER, W 0 

8001140421 

SO -269 

p 

PEOPLES, D L 

0001 330033# 

50-10 

Q 

PETERSON, M 

R 

0001110348 

XPORTLIC 

PARSER, W 0 

80013101 1 B 

REGGD 


PEOPLES, D L 

8001210016 

50-295 

8 

PETERSON, M 

R 

9001110211 

XPORTLIC 

PARKER, W 0 

BOO 1130338 

50-269 

p 

PEOPLES, D (_ 

9001 220 1 1 5 

50-10 

Q 

PETERSON, M 

fl 

9001 160317 

XPORTLIC 

PARKER, W 0 

8G011S04Q4 

50-26? 

p 

PEOPLES, D 

BOG! 1B0219 

PR 


PETERSON, M 

R 

0001 1002BB 

XPORTLIC 

PARKER, W a 

8001130439 

50-269 

s 

PEOPLES, D L 

0001 180233 

50-10 

P 

PETERSON, M 

R 

8001 100294 

XPORTLIC 

PARKER, W 0 

8Q01 170395* 

50-270 

G 

PEOPLES, 0 L 

0001220257 

PR 


PETERSON, M 

R 

8001160234 

XPORTLIC 

PARKER, Ul 0 

8001170439 

50-270 

S 

PEOPLES, D L 

8001030549 

50-10 

H 

PETERSON, M 

R 

8001 160239* 

XPORTLIC 

PARKER, W 0 

0001170372 

50-270 

<3 

PEOPLES, 0 L 

8001040553 

50-454 

9 

PETERSON, M. 

R 

8001160263 

XPORTLIC 

PARKER, W 0 

8001170370# 

30-270 

G 

PEOPLES, D L 

□001040541 

50-254 

P 

PETERSON, h 

R 

8001160376 

XPORTLIC 

PARKER, W 0 

8001230256 

50-413 

S 

PEOPLES, D L 

B001 160380 

50-454 

Q 

PETERSON, M 

R 

0001160334 

XPORTLIC 

PARKER, W 0 

8001220441 

50-269 

P 

PEOPLES, D L 

BOO 103062? 

50-295 

P 

PETERSON, M 

R 

8001160391 

XPORTLIC 

PARKER. W 0 

8001240409 

50-369 

A 

PEOPLES. D L 

6001110429 

50-10 

R 

PETERSON, M 

R 

0001170090 

XPORTLIC 

PARKER, W 0 

0001240472 

50-369 

A 

PEOPLES. D L 

8001230051 

50-237 

P 

PETERSON, M 

R 

0001170116 

XPORTLIC 

PARKER, W 0 

0001280303 

50-269 

P 

PEOPLES. D L 

8001100442 

50-10 

P 

PFTERSON , » 

R 

80011 10163 

XPORTLIC 

PARKER, W 0 

8001290557 

50-369 

A 

PEOPLES, D L 

B0010903B9 

50-295 

P 

PETERSON, H 

R 

80011 10216 

XPORTLIC 

PARKER, W D 

8001290357 

50-269 

P 

PEOPLES, D L 

E001090330 

50-254 

r 

PETERSON, rt 

R 
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0001 160372* 

90-318 

9 

X ZZQ, P Q 

□001 160407# 

50-318 

9 

S f ZZO.P 0 

0001240425# 

50-310 

B 

ll t ZZQ.P Q 

□001300312# 

50-318 

S 

fix zo ,p o 

□00 1030809# 

30-317 

8 

rtC jOUINB,R L 

8001090043 

30-367 

0 

’lOUFftTGON, C 

0001030927 

50-367 

0 

* CjUEftTS.W M 

B001 140208# 

PRM 


LfjULnTQ, D 

8001310407 

40-0681 


JJ^aEHTQON.J D 

0001310125 

PR 


x»CH*ERTB,r P 

0001310043 

PR 


rtpHERT8,F P 

7908150366 

NURE0 


L(-jOEnDS,H M 

0001100077# 

0A999 


^ C* HERDS, H w 

0001240221# 

0A999 


fJciaCRTS, J p 

0001290090 

PR0J 


f n O HINSON, J 

8001150588# 

30-320 

H 

«C)CHAU,G e 

8001300346# 

RES’ 


rtCJODEY.G c 

8001030745# 

TDPREP 


tjCJDWW w 

8001150346# 

50-321 

R 

InJ 

800 11 50493# 

50-366 

R 

rtCJDGCRiW A 

8001030433 

PR 


il O DH IQUEJ . R d 

8001030281# 

50-312 

0 

J^CIDRIQUEZiR J 

8001110437 

50-312 

5 

ej £| DR IQUE2, R J 

8001150490 

50-312 

R 

RODRIGUEZ, R d 

8001140258 

50-312 

S 

f?OPftlOUEZ,R J 

8001220022# 

90-312 

0 

UCIDRIOUEZ-R d 

8001220032# 

50-312 

0 

^odfugulz.r d 

8001150615 

30-312 

s 

f^OORlGUEZ* R d 

8001290106# 

30-312 

0 

HCIGCRS.d R 

8001140272# 

PRM 


fqjCJG[Ra,A E 

8001100372# 

rOPREP 


f^CJGLHO.U L 

8001100337 

waste MOT 

ntlCFRB, W L 

8001160244 

WASTE HOT 

r^nsLRa.w f 

9001020676 

XPORTCIC 


f? CJ OERSi W F 

8001020679# 

xportlic 


l?0 QrRBt R F 

8001160054# 

50-321 

Q 

rPOOVIN, H 

0OOJ24O244 

50-320 

P 

rogovin, m 

0001240540 

50-320 

P 

f*nOC)UIN, M 

0001240545# 

50-320 

P 

RnaoviNiM 

0001240346# 

30-320 

P 

ROGOYINi M 

0001240348# 

30-320 

P 

rtnauE.F 

0001 090060 

RES 


u rjauc. f 

0001090057 

RES 


ROHATOI.U B 

0001300276# 

RES 


HQLLR W 

0001210017 

30-344 

0 

fT«M AN. M 

8001150595# 

50-320 

H 

fiUMNEY.K H 

0001150434* 

50-317 

8 

fT-tIMNEYi K H 

0001150629* 

50-317 

8 

fiaONCYiV L 

0001040733* 

50-298 

P 

nOONEY, V l. 

0001020143 

50-283 

F 

ROONEY, V 

8001090130* 

50-237 

P 

ROONEY, V l 

0001100070# 

30-263 

P 

«OaT.L D 

0001210000 

50-331 

a 

ROOT, L D 

0001070360 

50-331 

F 

ntJOT.L D 

0001080479 

50-331 

P 

RQDT.L D 

0001070360 

50-331 

P 

RQDT.l D 

0001240390 

50-331 

0 

RODT.L D 

0001230246 

50-331 

0 

ncjqt. l d 

0001290380 

50-331 

p 

Raor.L d 

0001290358 

50-331 

p 

RQ£3AND,R P 

0001300439# 

50-293 

Q 

RQ9E,C C 

0001290172* 

CONTRACT 


Rasa, o f 

0001140227# 

PRM 


ROSENTHAL, J 

0001310100 

30-320 

H 

RQ98. D K 

0001100456# 

30-3 

0 

Rosb, d k 

0001100431 

50-3 

0 

Rqsb, d k 

6001240339 

50-3 

0 

Ross, e c 

0001100446 

50-361 

A 

r OS0, d a 

0001240169 

50-219 

0 

RCSQ.D A 

8001240331 

50-219 

Q 

Ross. d a 

8001140277 

50-219 

S 

**QS9, D a 

6001180369 

90-219 

3 

** CJSS. D A 

8001240430 

50-219 

S 

**038. 1) A 

8001240433# 

50-219 

s 

**038. D A 

8001280237 

50-219 

9 

**09S» D A, 

0001200236# 

50-219 

S 

**OB8. D A 

8001290495# 

50-219 

8 

**OS8. P A 

0001020371 

NUREO 


**038. W J 

8001090035 

50-272 

F 

^QSS.d M 

8001290125 

TOP REP 


**098. D, F 

8001060024 

$0-312 

G 

**OS8. D F 

8001140027 

50-312 

Q 

**OS8. D. F 

8001110446 

TOPREP 


**0THFLEI8CH, d 

8001020094 

40-0690 


** Othfleibch. j 

8001 1B01 12 

40-6721 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ROTHFLEfiSCH, J 

8001180103 

40-8721 

ROTHFLEESCH, J 

8001210003 

40-6721 

ROTHCED, R 

8001290508* 

50-336 

S 

ROTHSCHILD, M 

8001250015 

50-443 

C 

ROUSE, L C 

8001 160101* 

70-364 


ROUSE, L C 

800U 00509 

70- 1 30Q 

ROUSE, L C 

8001220252 

70-364 


ROUSE, L C 

800 1220254* 

70-364 


RDU5E.L C 

8001220258* 

70-364 


ROUSE. L C 

8001230240 

50-201 

P 

ROUSE, L C 

8001 160125 

70-364 


ROUSE, L C 

0001110308* 

40-2061 

ROW, T A 

0001310008 

RES 


ROW, T A 

0001310093 

RES 


ROWDEN.M A 

0001160218* 

10CFR 


ROWE. C D 

0001210258* 

50-289 

P 

ROWSQNi R C 

0001040396 

F01A 


RUBENSTEIN, L 5 

0OO1O2O6B9 

30-327 

Q 

RUBENSTEIN, L 5 

0001040071 

50-32/ 

□ 

RUBENSTEIN, L 3 

0001140124 

misc 


RUBENSTEIN, L S 

3001160295* 

50-45B 

M 

RUBENSTEIN, L S 

BOO S 1 10407 

50-32/ 

F 

RUBENSTEIN, L S 

8001160335 

50-327 

A 

RUBENSTEIN, L S 

8001210173 

50-327 

A 

RUBENSTEIN, L 3 

8001240329 

50-450 

I 

RUBENSTEIN, L 5 

8001240532 

30-322 

A 

RUBENSTEIN, L S 

8001100081 

30-329 

A 

RUB I NO H. J 

8001020047 

WASTE MOT 

RUBINSTEIN. L 3 

BOO 1 1 60203 

30-430 

M 

RUBIN, W P 

B00125057B# 

30-31? 

0 

RUDOLPH. J P 

8001100532* 

50-346 

5 

RUDYCGFF, L ft 

8001140175* 

50-3 

C 

RUFF. M 

8001150599* 

50-320 

H 

RUFF. A B 

3001160134* 

30-390 

Q 

RUI TER i O H 

3001230187* 

30-303 

S 

HUNN INGEN, R D 

BOO 1110469 

FD1A 


RUPP, C W 

BOO 13 10410 

WASTE 1 

MOT 

RUPP, C W 

8001310414* 

waste 1 

MOT 

RUSSELL, K 

8001080250* 

30-244 

G 

RUSSELL, J E 

8001300400 

40-6622 

RU5SELI , L B 

0001030793 

50-317 

S 

RUSSELL, L B 

0001030803 

50-317 

S 

RUSSELL, L B 

0001040560 

50-318 

S 

RUSSELL, L B 

8001090352 

50-317 

s 

RUSSELL. L B 

0001090342 

30-310 

s 

RUSSELL, L B 

000 10903B6 

50-310 

s 

RU35ELL, L B 

0001070424 

50-317 

s 

RUSSELL, L B 

0001090433 

50-310 

s 

RUSSELL, L B 

8001100465 

50-31B 

s 

RUSSELL, L B 

0001150650 

50-317 

s 

RUSSELL, L B 

8001 1 90431 

50-317 

s 

RUSSELL, L B 

8001150624 

30-317 

s 

RUSSELL, L B 

8001160368 

50-318 

s 

RUSSELL, L B 

0001160402 

50-318 

s 

RUSSELL, L B 

8001240417 

50-318 

s 

RUSSELL, L B 

8001300302 

50-3 IB 

s 

RYAN, E S 

8001200213# 

50-367 

0 

RYAN.R 0 

8001200033 

NUREG 


RYAN, 8 0 

800UB0064* 

50-320 

R 

RYAN, 8 0 

8001250072# 

JOCFR 


RYAN, 8 0 

8001250070# 

10CFR 


RYAN, 8 0 

800 1-04014 1 

ORG 


RYAN, 8 0 

0001020671 

State 

Prog- 

RYAN, F 0 

0001110062 

Stats 

Pt off 

RYAN.R 0 

000 1 230150 

State 

P-roff 

RYAN.R G 

0001230151# 

State 

Prog 

RYAN.R 0 

8001040718 

Stake 

Prag 

RYAN.R 0 

8001 2301 53* 

State 

Prog 

RYAN.R 0 

8001230155# 

State 

Prog 

RYAN. R 0 

8001040675 

State 

Prog 

RYAN.R 0 

8001140036 

50-3 

H 

RYAN.R 0 

8001040592 

State 

Prog 

RYAN.R 0 

B0010B0531 

State 

Prog 

RYAN.R G 

8001100166 

State 

Prog 

RYAN.R Q 

BOO 1 100269 

Skate 

Prog 

RYAN.R 0 

8001070117 

State 

Prog 

RYAN.R 0 

000 1 220294 

State 

Prog 

RYAN.R 0 

8001220305 

State 

Prog 

RYAN.R G 

8001 220299 

State 

Prog 

RYAN.R 0 

600131030+ 

State 

Prag 

RYAN.R <3 

8001240201 

State 

Prog 

8AB0L, A R 

8001240079* 

50-367 G 

SACHS, S H 

8001020619 

PR 


SAHA. P 

8001300178* 

RES 


SAHA, P 

8001300276# 

RES 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SALAZAR, £ A 

8001300024* 

RES 


5ALDAR INI , J C 

8001180184 

ft EG CD 


5ALTZMAN, J 

0001140433 

30-112 

J 

SALTZMAN, J 

0001180105 

50-320 

H 

SANCHEZ -MORALES 

0001170395 

30-272 

P 

BANDERS. M E 

0001110193 

State Prag 

SANDERS. W F 

0001220247* 

50-271 

a 

SANDHU.B S 

6001140556 

50-395 

A 

SANDV1K, R M 

8001160380 

50-344 

G 

SANQVIK, ft M 

8001220144 

50-344 

G 

SANDY IK. R H 

BOOS 250025 

50-344 

G 

SANT1.B 

6001 160516* 

50-320 

H 

SANTMAN.L D 

0001020370* 

contract 


SANTORO, M P 

0001140352* 

PRM 


SAP0W1TZ, 9 

0001220205* 

50-320 

H 

SARBANES. P S 

8001 130083* 

50-1B4 

U 

SASTRE, C 

B0D1090174 

RES 


SA5TRE, C 

8001090019 

RES 


SAUER, D W 

0OOH 50611* 

50-305 

s 

SAWYER, C B 

0001260022* 

50-471 

Q 

3AXE.R F 

00011 10422 

50-111 

P 

SAXE, R F 

8001160496 

50-297 

P 

SCARANO, R A 

8001020094 

40-8698 


SCARANO. R A 

8001 16040Q 

waste MOT 

SCARANO, R A 

600(210170 

40-8681 


SCARANO, R A 

BOOS 180104 

40-2239 


SCARANO, R A 

BOO 118 0048 

WASTE HCT 

SCARANO, R A 

0001210058 

40-0698 


SCARANO, R A 

0001 1 B0192 

WASTE HOT 

SCARANO.fi A 

8001170521 

40-8432 


SCARANO. R A 

8OOU0O255 

40-299 


SCARANO, R A 

8001240019 

40-6659 


SCARANO, R A 

BOOS 180164 

WASTE MOT 

SCARANO, R A 

0001240533 

WASTE MC7 

SCARANO, R A 

0001310317 

40-4492 


SCARTH. E D 

80011 S03B4* 

50-445 

M 

SCHADE, A ft 

8001 S 10465 

FROJ 


SC MADE, A R 

B001 160417 

PROJ 


SCHAFER, d F 

8001240247* 

30-87 

a 

SCHAU.E ft 

BOOS 02031 1 

70-303 


SCHEER, d L 

0001290906* 

50-298 

s 

SCHENDEL.K R 

0001090511* 

71-9069 


SCHERER, A E 

GOO 1230333 

NUREO 


SCHERER, A E 

0001 1 BOMB 

REGOD 


SCHERER, A E 

8001170539 

50-470 

K 

SCHMITT, B A 

8001310106* 

50-320 

H 

SCHMIDT, P L 

0001 S 80406* 

CONTRACT 


SCHMIDT, A 0 

BOOlll 0592 

50-335 

S 

SCHMIDT, A D 

0001110570 

50-335 

s 

SCHMIDT, A D 

0001110647 

50-335 

s 

SCHMIDT, A D 

0001 200497 * 

50-335 

0 

SCHNEIDER, R R 

8001020715 

90-220 

a 

SCHNEIDER. ft R 

8001240163 

50-220 

Q 

SCHNEIDER, R R 

BOOL24O303 

50-220 

Q 

SCHNEIDER, F W 

B0010B0498* 

50-272 

5 

SCHNEIDER, F W 

0001240473 

50-272 

0 

SCHNEIDER, F W 

8001240343 

50-272 

0 

SCHNEIDER, F U 

8001240355 

50-272 

a 

SCHNEIDER, F H 

B001220537 

50-272 

p 

SCHOCK , U 

8001 140099 

RECCD 


SCHOCK, H 

BOOS 150239 

REG5D 


SCHOCK, H 

0001150246 

REGGD 


SCHOCK, H 

0001160042 

RECGD 


SCHOCK, H 

0001 140 120 

REGDD 


SCROPPMAN. M A 

8001110600* 

50-335 

s 

SCKOPPKAN, H A 

6001 t 10532* 

30-335 

s 

SCHOUTENS, 1 3 

0001240318 

PR 


SCHULTZ, G 

BOO 121 0035 

50-367 

G 

SCHULTZ. W B 

0001100029 

50-367 

G 

SCHULER, V J 

80011 10494* 

50-272 

0 

SCHULER, V J 

0001210237* 

50-272 

( 

SCHULTZ, W B 

8001 100029 

50-367 


SCHULTZ, D M 

8001 160066 

REOGD 


SCHULTZ. D M 

6001 160226 

REGGD 


SCHULER, T 

0001020500* 

50-244 


SCHWARZ, M D 

8001140137 

80-490 


SCHWARZ, M D 

8001160079 

50-490 


SCHWARZ, M D 

8001220064 

50-498 


SCHWARZ, M D 

8001240528 

50-498 


SCHWARZ, M D 

8001 140137 

50-498 

L 

SCHWARZ. M D 

0001 160079 

50- 4 913 

C 

SCHWEJKER.R S 

BOOS 130160* 

50-3S7 

l 

SCHWEIKER* R S 

000 11 40425* 

50-387 

l 

SCHWENDIMAN, L 

0001180314* 

RM 


SCHWENDIMAN.L C , 

0001180319# 

RH 



384 


author 


SCHUENK, £ 
SCHWENDIWAN. L 
SCHWENDIMAN. L 
SCHWENDIMAN, L C 
SCHWEIBINZ. E R 

5CHWENCER, A 
6CHW6WCER, A 
SCHWENCER, A 
SCHWENCER. A 
SCHWENCEft. A 

SCHWENCER.A 
SCHWENCER. A 
SCHWENCER. A 
scmwencer, a 
5CWENCEX, A 

SCHWENCEfl, A 
SCHUENCER, A 
SCHUENCEfl, A 
SCjHUENCER, A 
SCHWEtfCER, A 

SCHWENCER, A 
SCMWENCER, A 
SCMJENCER, A 
SCHWENCER, A 
SCIWENCER, A 

SCHWENCEfl, A 
SGHWENCEfl, A 
SCHWENCER, A 
SCHWENCEfl, A 

ecHyENcee , a 

0CHWENCER, A 
SCHWENCER. A 
GCHWEWCER, A 
SCHW£«C£fl,A 
SCHWENCER, A 

0CJHWEWCER. A 
SCHWEMCER. A 
SCHHEHCER.A 
SCHWEMCER, A 
5CHWENCER, A 

0CHWENCER. A 

schweNcer, A 
gCHWeNCER, A 
SCHWIER^W M 
gCIfllMlCQ- N J 

SCOTT, J R 
SCOTT, W J 
SCOTT, R 
SCROGOINS, T L 
SCROGGINS, J? 

SEELlWJFfl, D 
SEGEL, A W 
SEGUCHI* T 
SElDLfc*. W C 
seidlE, W C 

SENDEE, W C 
SEIDLE' M C 
SEIDLE^ C 
SElOLE/W C 
SEIDLE,W C 

SEiDt E> W C 
SEJPLE.W C 
SEHM-E-U C 
SEJDLE/W C 
SE10LE.W C 

SEKULEfi, S W 
SEKULERrS ti 
gELBEY> E K 
SELUEY-E N 
SELLS- J) E 

sengpiel, w 

SERADfAN, O A 
SEXSmTH, R 
SEYFRIT, X V 
SEYFRIT, X V 

SEYfRJT, K \f 
etYFRJT.K V 
SEVER IT# X \f 
SEVER IT# H V 
SEVER! T, K V 

SEYFRIT, K V 
SEYFRIT, K V 
SEYFRIT. X V 
SEYFRIT. R V 
SEYFRIT, K V 


PERSONAL AUTHOR INDEX 


accession 

Nt/MBER 


8001300136* 

sooi looaio* 

00QI32O1 13# 
0001 200302* 
B001 170310* 

80011)70160 

BOOJ03O4&? 

800100047? 

0001030^52 

8001090245 

0OO1O8O236 
800 J 03032 V 
800J03015V 
0OOJO4OJOV 
9001050545 

8001040576 
SO 01 040604* 
8001040614* 
800 1090351 
8001090259* 

&001 090260* 
80010802^7 
8001040207 
800JO4G2J3* 
0001 L1Q481 

0003070099 
0001070 J03» 
8001070 112* 
8001240010 
8001810061 

8001510065* 
8001210069* 
0001020053 
0001020050* 
00Q £020064* 

0001040241 
0001170046 
0001170050* 
0001 170060* 
0001 360285 

8001 160293* 
BOOJ 1 6030 1 * 
0001170040 
BOO 1030135* 
00O1O2O619 

0001170392* 
0001220141 
0001020421* 
0001 I 10017* 
BOOJ J 70098* 

BO01 300006* 
BOO 1300341* 
B001 300354* 
SOO102OD74 
8001020408 

8001090042 
0001250291 
BQQ1O0O6O9 
000109001 1 
0001090500 

0OOI2BO271 
6001200288 
QQO \ 220072 
BOO I 25 0269 
Q001 250306 

0001 100095 
BOO l 290004 
QQO 1080202 
6001080202 
600(03 0836* 

BOOT 3002 1 2* 
0001 0301 76 * 
8001030269 
8001090002 
0001090005 

8001090006 

8001090007 

8001090030 

8001090032 

8001090035 

BOO U 00037 
0OOU00O3G 
0001 100042 
0001100043 
0001100120 


SUBJECT 

CATEGORY 


RES 

pm 

50-522 G 
50-320 G 
50-546 G 

50-280 P 
50-344 P 
50-280 P 
50-266 P 
50-334 P 

50-272 F 
50-273 P 
50-266 0 

50-250 P 
5O-JI0 P 

50-33-1 P 
50-334 P 

50-334 P 

50-261 P 
50-261 P 

50-261 P 
50-290 P 
50-340 ft 
50-340 0 

50-340 Q 

50-334 P 
50 -334 P 
90-334 P 
50-295 P 
50-27J P 

50-27^ P 
50-2 7 J P 
50-251 P 
50-251 E 
5G-25I P 

50-333 P 
50-315 P 
30-315 P 
50-315 P 
50-330 P 

50-339 P 
50-339 P 
40-266 0 

50-3 5 B T 
PR 

50-220 E 
PR 

50-346 S 
GA*m 
50-320 P 

tfES 

RES 

RES 

50-307 O 
gr-445 n 

50-445 a 
50-445 0 

50-392 fl 
50-445 0 

50-445 0 

50-402 G 
50-496 0 

50-445 (3 

50-445 G 
50-499 0 

50-295 G 

37-39 

XPORT-LIC 

XPORTUC 
50-430 A 

RES 

50-286 G 
NUPEG 
50-313 Q 
50-298 Q 

50-285 0 

50-267 ft 
50-313 0 

50" 235 ft 
50-367 0 

50-313 8 

50-296 G 
50-205 G 
50-267 G 
50-3I3 0 


Accession SUBJECT 
AUTHOR NUMBER CATEGORY 


SEVER IT, A V 

SEVFRIT. A V 
SEYFm.X V 
SEVER IT, K. V 
SEVER I T, K J 

6 E YEP IT, X V 
SEVER IT, X V 
SEVER IT, K V 
SFYFPIT.R V 
SEVFRIT. K V 

SEVER IT, iK V 
SEVFRIT. K 0 
SEYFRIT. X 9 
SEVFRIT, K V 
SEYFRIT, A V 

SEVER! T, K V 
SCYPR1T.H J 
SEVER 1 T , V, V 
0EVF8J 7, K V 
SeYFPlT.lt V 

SCVFRrT, K V 
SEVFRIT. A V 
SEyPRl T, K V 
SEVFRIT, X V 
SCVFRIT.A 9 

SfTYFff 1 T, X V 
St YFP IT, X V 
SEYpfKT,* U 
5EVFB IT, 14 V 
SEVER IT, K V 

SEYFRIT, K V 
SEYFRIT. ^ V 
SEVER IT, M V 
SrvFfflT.K V 
SFYFfl 1 T. K V 

scvFfirr. k v 
SEKFnil.W v 
SEYFRIT- K V 
SEYHiTT. H V 
SEYFRIT, K 0 

SLYER IT,K V 
SEVER n, A V 
v9E»Ff?lT, (L V 
SEVERIT, K 7 
SEYFRIT, W V 

SEVFfllT. H V 

SFvrRir. K V 
SCVFRIT, H V 
SEYFRIT, K V 
SErFRJT , K V 

SFVFflIT,« V 
SEVFRIT, K V 
SEVER IT, K V 
SEYFRIT, H V 
SEVFRIT/ K V 

SEVFRIT, K V 
fiEVFRTT.K V 
SCVFfirT.et V 
SFYFRIT, M V 
SEVER I T, K V 

SEVER IT, K V 
SEYFRIT, K- V 
SEVER I T- H V 
SE VpRTTi A V 
SFYEfftT, H V 

SEVFRIT, K U 
SEVFRIT, K U 
SEVFRIT, K V 
SCVFRlT.il J 
0EYFRIT.K V 

sEvruiT, k v 
SEVER IT, K V 
SEVFRIT, K U 
SEVER IT, K V 
SEVER IT, X V 

SEYFRIT. X V 
SEYFRIT, K V 
SEYFRIT, X V 
SEYrRiT, K U 
SEVFRIT.X S/ 

SEVFRIT. K V 
SEYFRIT, « y 
SEYFRIT, K V 
SEYFRIT, K V 
SEVFRIT, X V 


0001 100124 
0001 1O0I27 
0001 100129 
9001090017 
8001090020 

BO 01 090022 
8001090023 
BOO l 100149 
8001100151 
9001100153 

0001 100155 
6001090039 
6001090040 
8001090041 
8001090044 

800! J 80256 
aaoMOooeo 

0001100069 
00011 00091 
8001 J 00130 

8001030140 
QOQUOOQ61 
0001 100062 
0OOUOO064 
000 1100067 

8OO13400D9 
0001080216 
GOO 1060219 
800100022.) 
0001000224 

6001100102 
600 U 00104 

8001 J 001 00 

8001 1001 U 
000(100112 

8001000077 

flOOlOSOOQt 

0001000083 

0001030006 

6001110016 

8OO1J10GJ9 
QCIGM 10020 
8001110021 
0OOI J10245 
600 !H 0347 

80011 10291 
0001 1 10253 
0001110255 
8001000553 
flQ 01000593 

aooiofl^e? 
BOO 1080590 
8001000591 
9001160002 
00011 6000 3 

8001 I6000B 
8001160010 
000 i 100003 
BOOM 00034 
0001100006 

0O0ttOGC67 
000 M 00090 
8001160092 
800 U 60053 
BOO 116 Q 035 

BOO U 600 S3 
BOOL 100232 
0001 100234 
800U0Q236 
800 U 00238 

0001100239 
0001160030 
flQOUSO013 
0OO112QO34 
0001 1 50036 

0001190038 

0OOU6OO17 

0001160018 

0001160019 

0OOU60Q24 

0001160039 
0O01 160Q93 
0001160097 
000 U 60096 
0QQ 18044 70 


50-299 Q 
50-205 0 

50-267 0 

50-313 G 
£0-290 G 

50-265 a 
go-26? 0 

30-313 0 

50-200 0 
50-205 0 

50-26? 0 

50-313 0 

50-270 0 

50-205 0 

50-26 7 0 

50-3I3 0 

50-313 0 

50-290 (* 

50-295 0 

50-26-7 0 

50-458 A 
50-3(3 0 

54-29B & 

50-205 d 
5(3-267 0 

50-267 0 

50-313 Q 
30-290 G 
50-285 G 
50-267 G 

90-453 0 

50-493 G 
30-402 0 

S 0-302 Q 
50-445 0 

90-3(3 G 
90-29 8 0 
90-205 Q 
90-26/ 0 

90-31(3 Q 

90-290 Q 
9G-2Q9 0 

50-267 G 
50-450 0 

50-49& Q 

50-403 « 

S0-3S2 0 

50-445 0 

50-450 Q 
50-490 Q 

50-4B2 Q 
90-302 a 
50-445 a 
50-313 <T 
50-290 0 

50-20*? 0 
5Q-2&7 0 

30-450 0 

30-49Q Q 
50-482 a 

50-302 R 
9Q-445 n 
50-313 n 
50-278 0 

50-285 R 

50-26/ ft 
50-456 a 
50-4<?S a 
50-4G3 ft 
50-303 0 

50-445 0 

50 -4 50 0 
50-490 ft 
30-492 ft 
9Q-302 G 

50-445 ft 
30-313 ft 
5Q-298 ft 
50-293 ft 
50-267 ft 

50-313 Cl 

so-ase ft 

30-285 ft 
30-267 ft 
S0-29G a 


AUTHOR 


ACCESSION 

HUM DPR 

EU3 . r 

CrtTM.-. 

SEYFRIT, K V 
SEYFRIT. X V 
SEYFRIT, X V 
SEVFRIT. X V 
SEVFRIT, X V 


BO0129O4ST 

0O0139O4Q9 

0001290490 

0001290493 

0001290063 

50-31 ] S 
5d-:’ a 4 

ao-^s i 
s 

50-313 , 

seyfrit.K V 

SEVFRIT, K U 

bevfrit,k u 
SHAFER- W D 
SHAWL, D M 


0001290063 
B0OI29OO67 
000(290 069 
0OO1I0O274* 
00010900 ;o 

50 2»J S 

50 S'T 1 

30 - 7 < 7 s 
50^JJ3 1 

CO 445 * 

SHALLER. D V 
SMALLER, D V 
SMALLER, D V 
SHALLER, D V 
SHALLER, D U 


0001020279 
0OP1O2O300 
0001020401 
6001250486* 
0001 0405 P3 

50 31^ I 
50-316 S 

50-31* t 

53'jrj i 

SMALLER, D V 
SHALLER, D V 
SHALLER, D V 
SMALLER, d V 
SMALLER, 0 V 


000107034? 
BOOM 70346 
BOO! 220536 

SOO 1220332 
000! 2404 10 

5D-116 * 

S0-3J4 « 

50-3 J 6 t 
sa ati \ 

50-3(5 l 

SMALLER,!) V 
SHALLER, 0 V 
SMALLER, D V 
SHALLER, D V 
SHALLER, D V 


0001 2404 Ha 
0001250463 
8001250470 
0OO129O54? 
0001290545 

50 31 * i 

SO 31 6 S 
st-ats t 
50-315 ^ 

BQ-315 i 

SMALLER, D V 
SHALLER, D V 
SHALLER, D V 
SHALLER, D V 

smaller, d V 


9001250481 

aO0107O35t 

0001070397 

8001030621 

00010/0344 

SO 116 S 

30 U6 1 

50 Jli P 
SO‘3^ ^ 

JO-115 - 

smaller, t m 
SHALLER, D U 
SMALLER, 0 V 
SHALLA, L C 
SHANDAXY/M 1 

M 

0001030033 

0001810160 

0001210177 

0001140122 

0001310126* 

50-116 1 

90-1(3 1 

SQ-3H. 1 
50-fi.J ? 

40 Jll < 

SHAO/L c 
SHAO rL C 
SHACLL C 
SHAPAfl, H X 
SMAPAR, H X 


0001200270 
000123001? 
0001200097 
00011 60220* 
0001100042 

me 

50-266 t 

Mfit 

lOCTfl 

QQ-32u F 

smapar.h X 
SHAUR/E t 
8MAI *0, T 
SMEA-X H 
SHEA-X H 


9001310203* 

9001070301* 

9001310072* 

9001090018 

9001140134 

IQCFR 

S0-2M J 

70 820 

50-36/ ^ 

50-36/ « 

SHEA- X H 
SHEA, X H 
SHEA, K H 
SHEA, X H 
SHEA, K H 


9Q013I01 13 
900131 01 16* 
000131 01 24* 
000131 01 27* 
0OO1Q9OO1O 

50-34? fi 
50-T&) 9 

50-367 5 

50-J6? S 
50-36? 6 

X K 
SHEA, X H 
SHEA. K M 
SHEA, K H 
SHEA. X H 


QQ0! 140134 
8001310 U3 
0001310116# 
0001310124# 
0001310127* 

50*16/ I 
30-36? t 
30-36? C 
5G-J47 = 

59-367 t 

SHEA. O R 
SHEA. J R 
SHEA. J R 
SHEA-J r 
SHEA, J R 


R0OL25GU9* 

0001140190 

0OOU4OM5 

9001140149 

0001140030 

XPCflTLlt 

SECY 

SECY 

SECY 

SHCV 

SHEA. J R 
SHEA, J R 
SHEA. J R 
SHEA- J R 
SHEA, J R 


BOO U4 0328 

aooueooBi 

9001240356 

60013103 IV 

6001310343 

SECY 

9ECY 

SECY 

XECRTUC 

XPDRTLIC 

SHEA.O R 

SHEA, s! J 

shea.j J 

SlTEA.sl d 
SHEfELBlNE.H C 

6001910301 
0001170099* 
0001220350 
0001240291 
800 1220623 

xpo/iruc 

90-40? C 
50-409 P 
50-409 P 
PR 

SliEl-DQM, X. P 
QHEL.OQN. K P 
SHELDON. K P 
SHELDON. K P 
SHELDONi X P 

POO M1O204 
0001 1001 22 
0001310309 
6O0M5OI90 
0001110204 

90-4*3 0 

PR 

PR 

30-239' f 
30-443 f 

SHELDON. X 
SHELDON. K 
SHELDON, X 
9HELDQN, X 
SHELLEY, W 

P 

P 

P 

P 

J 

9001150190 J 

0O011BO043 30-443 4 

8Q01 180122 P« 

8001310309 PX _ 

0001110218* 70-929 

qhelhqn. p j 

SHEPARO, J L 
SHSPARO.H ft 
SHEPARD, J L 

qherer.a e 

0001310245* 50-361 H 

6001210095 

6001220033 71-9010 

soomosw rwn 

6001150263 TOPfit^ 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BHERft, T 5 

QOOl 040227* 

70-143 


SHERWOOD, A L 

SO01 02004? 

PRDJ 


SHERWOOD/ 0 Q 

8001230063 

TGPREP 


SHERWQ0D, 0 Q 

8001230064 

TGPREP 


SHERWOOD , G G 

80010703S5 

TGPREP 


SHERWOOD. G G 

BQOt 100375 

TOPREP 


SHERWOOD/ G G 

BOO 1240406 

50-263 

0 

SHERWOOD. Q G 

6001040337 

50-352 

s 

SHIEHi R C 

7911140210 

MI SC 


SHIELDS, S W 

BOO 1080256 

REGOD 


SHIELDS S W 

BOO 1220300# 

5Q-34-6 

G 

SHIFLD5, S W 

BOO 1210184 

5Q-346 

A 

SHIELDS, S W 

B001 2 10313 

50-544 

G 

SHIELDS, S W 

B001 240138# 

50-546- 

Q 

SHIELDS, S W 

0001240520 

50-546 

G 

SHIELDS, S W 

9001100433 

50-546 

A 

SHIELDS, S W 

BOOt 1 50370 

50-546 

Q 

SHIELDS, S W 

BOO 1 170394 

50-546 

A 

SHIELDS, 3 W 

BOOl 2903 59 

50-546 

P 

SHIER, W G 

0001300205* 

RES 


SHIER, W G 

9001250371 

RES 


shivelv.c n 

00011 30371* 

30-36B 

B 

SHIVELY, C N 

9001130590* 

50-368 

B 

SHIVELY, C N 

8001220390* 

30-369 

S 

SHIVELY, C N 

8001220396* 

50-369 

5 

SHLEMON, R J 

8001310243* 

50-361 

K 

SHOLLY/9 C 

8001180397* 

50-2B9 

Q 

SHOLLY/9 C 

B00MB0407* 

50-2B9 

G 

SHOLLY/9 C 

BOOt 090003 

50-2B9 

Q 

SHOLLY, 8 C 

8001200182 

S0-2B9 

G 

5HG0P.P R 

8001200406 

NOR EG 


SHOPPMAN, M A 

00011 10633* 

50-335 

S 

SHORB, E W 

0001210262 

50-367 

G 

SNC3RB, E M 

BOOl IB0033 

50-367 

a 

SHORT. E W 

0001140204* 

PRM 


SHREEVE, D B 

BOOl 100426* 

CONTRACT 


SHULL, G D 

B0012S0509 

RES 


5HUHWAY , R W 

9001200413 

RES 


SIEBER.J D 

9001290411* 

30-334 

p 

SILDERO/J E 

9001170012 

30-387 

8 

SILBERG, J E 

0001250035 

30-4B2 

0 

SILBERO, J E 

0001170012 

30-397 

G 

SILVERMAN, A 

8001160499* 

50-320 

H 

SILVER, R D 

8001280130 

50-255 

P 

SILVER, R D 

8001 230 1B3 

50-255 

Q 

SILVER, R D 

BOOl 240296 

50-255 

F 

SILVER, R D 

8001240141 

50-255 

P 

SILVER, H 

B0012B0092 

50-289 

P 

SIMCHUK, J D 

8001230324 

71-9130 


SIMMONS, n 

BOOl 1 30532* 

30-320 

H 

SIMPSON, A K 

BOOl 150460* 

COMMISSION 

SIMPSON, A K 

BOOl 160439# 

COMMISSION 

SINGER. L N 

8001 100166 

50-289 

G 

SINGER, L N 

BOO 1220196 

50-289 

G 

SINGER, L N 

BOOl 10035B 

50-289 

Q 

SINGER, L N 

BOOl 2 10071 

30-312 

C 

SINGER, L N 

BOOt 250185 

50-209 

G 

SINGLETON, 0 

BOOU 50569* 

50-320 

H 

SINK IN, L A 

BOOl 160677 

30-499 

G 

SISTER MARGUERI 

BOOl 30053B* 

70-1710 


SKARUPA. J D 

9001030087 

KPORTLIC 


SKARUPA, vf D 

8001030092* 

XPORTLIC 


SKARUPA, J D 

9001100541 

XPORTLIC 


SKARUPA, J D 

8001100399 

XPORTLIC 


SKILLIN, E S 

8001300244 

50-374 

0 

SKDLD8, J L 

80-01 1600BO* 

50-395 

0 

SKOROHOO, P M 

80-0 1 030 B? 5 

71-363 


SKDVHOLT , D J 

8001220263 

50-443 

H 

SL AGGIE, E L 

8001070027* 

30-238 

P 

SLAP, A J 

BOOl 030043* 

50-320 

C 

SLATEN, N G 

8001090364 

50-403 

A 

SLICKER, F K 

8001110359 

50-445 

M 

SLICKER, F K 

8001 1 10373* 

50-445 

M 

SLICKER, F K 

BOOU 10390* 

50-445 

M 

SLICKER, F K 

8001 1 10304* 

50-445 

M 

SLICKER, F K 

80011 10373* 

50-445 

M 

SLICKER, F K 

BOOU 10373* 

50-445 

M 

SLICKER, F K 

BOOl 1 10390* 

50-443 

M 

SLOAN, D E 

8001310149 

30-329 

3 

SMITH, C B 

8001300583* 

CONTRACT 


SMITH, E 

6001 300469 

NUREG 


SMITH, J C 

6001310290 

40-1341 


SMITH, M T 

BOOU 40023 

40-8601 


SMITH, M T 

6001100817* 

40-8691 


SMITH, vl B 

8001240497 

40-8743 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SMITH-0 L 

BOOl 220523* 

50-249 

S 

smith, d m 

BOOl 210259* 

50-289 

P 

SMITH, R L 

B001020431 

50-271 

P 

SMITH, R L 

BOQIG9O450 

50-271 

P 

SMITH, R L 

B001310349* 

50-271 

G 

SMITH, R L 

6001220394 

50-271 

0 

SMITH, R L 

6001290250 

50-271 

G 

SMITH, fi L 

8001290527 

50-271 

P 

SM1TH.fi L 

6001250477 

50-271 

P 

SMITH, R 1* 

8001310346 

50-271 

G 

SMITH, D R 

6001 160679 

PR 


SMITH, I U 

6001 160046 

50-289 

P 

SMITH, I W 

BOOl 020007 

50-289 

G 

SMITH, I wr 

0001 L00022 

50-395 

G 

smith, I w 

0001 180392 

50-289 

Q 

SMITH. I W 

8001 100229 

50-289 

G 

SMITH, I U 

80 01 280 I BO 

50-289 

G 

SM I TH, I W 

8001230019 

50-400 

C 

SM I TH, 0 

BOOl UQ007 

70-364 


SMITH, T H 

80010301 10* 

50-277 

0 

SMITH, G 

0001160013 

70-364 


5MI TH, R H 

8001240392* 

50-3B7 

0 

SMITH, G H 

BOOl 03024 4* 

50-320 

0 

SMITH, Q H 

8001030165 

50-206 

0 

SMITH,© H 

8001030230 

90-320 

0 

SM 1 TH. G H 

00010200 11 

50-29 

IP 

SMITH, Q H 

0001 OS 02 L 7 

50-322 

0 

SMITH, G H 

0001310123 

50-311 

0 

SMITH, G H 

0001130415 

50-219 

0 

SMITH. G 

8001 31 0130* 

70-371 


SMITH. J D 

8001 170566* 

50-266 

0 

SMITH, R 

BO01O2O128* 

50-267 

a 

SMITH, R 

BOO! 04 0002* 

50-267 

o 

SMITH, R 

0001090028* 

30-313 

a 

SMITH, C V 

8001020027* 

70-143 


SMITH/ H 

0O0131OOB1 

50-206 

0 

SNA[DER,R P 

BOOU 10034 

GEM TEC 

15 

SNAIDER/R P 

0001 170045 

30-263 

P 

SNIDER, D M 

0001300049* 

RES 


5N I£Z£K, J H 

0001 310129 

FR 


SNOW. E V 

9001 150606* 

50-320 

H 

6N0W.D A 

8001 1 50402 

50-244 

ft 

SODOM, L J 

0001 100367* 

TOPREP 


SDBCN, L J 

□001 140354 

TOPREP 


S3ECN, L J 

□001 170369 

TOPREP 


SOBCN, L J 

0001310364 

TOPREP 


SODCN.L j 

0O05OBO446 

TOPREP 


SODOM, L J 

0001 170318 

TOPREP 


SODOM, L J 

0001 1702B3 

TOPREP 


SODOM, L J 

0001 170353 

TOPREP 


SO DEN, R 

□001 150675* 

50-265 

5 

S0H1NKI, 9 M 

00011 S0068 

50-43/ 

0 

SOHINKI, S K 

□001030940 

50-437 

G 

BOH INK I, 5 M 

BOOl 070093 

50-466 

G 

BOH INK I, S M 

BO01 100313 

50-437 

G 

SDHINKI, 3 M 

8001 l 10006 

30-466 

G 

SOM INK! , 8 M 

0001 1 000 52 

30-466 

G 

BOH INKT, S M 

SO01 1BD055 

50-466 

G 

SOHIUKI-S M 

9001250415 

50-466 

G 

6Q1NSKI.A J 

0001310334 

PR 


SOLBR 10, C W 

BOOl 300509 

RES 


SOLOMON, 8 N 

0001280450 

NUREG 


SOONG, A L 

SOOl 030063 

70-1257 


SORENSON, 0 C 

SQO 129003 4 

OftQ 


SQUTHERB, R L 

BOOl 1403 1 5# 

PRM 


SPACKMAN, T 

6001 L501B1 * 

50-463 

U 

SPARKS, D T 

0001170430 

NUREG 


SPARKS, E 

7911050106 

PR 


SPEAKER, F 

BOOl l 70 l 07 

S 0-320 

S 

SPENCER, H A 

0001240186 

71-357 


SPENCER, T L 

0001 OB0500* 

50-272 

6 

SPENCER, T L 

80010B0512* 

50-273 

S 

SPENCER, T L 

BD 01 080526* 

30-272 

s 

SPENCER, T L 

6001000533* 

50-272 

s 

SPENCER, W C 

8001210121 

50-200 

P 

SPENCER, © 5 

8001300473 

50-320 

G 

SPENCER, G B 

SCO! 100546 

30-275 

0 

SPENCER, 0 S 

8001020151* 

50-361 

Q 

SPENCER, 0 S 

8001 100533 

50-460 

Q 

SPENCER, 0 S 

8001 160440 

50-361 

0 

SPENCER, 0 8 

BOOl 100490 

50-460 

Q 

SPENCER. G 8 

BOOt 160154 

50-361 

Q 

SPENCER, 0 S 

8001 100530 

50-361 

Q 

SPENCER, G S 

8001020140 

50-361 

Q 

SPENCER, G 6 

0001140093 

50-361 

0 
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NUMBER 

ca nrooRV 

SPESSAftD R L 


OOOU 504 O'j* 

50-10 

0 

SPIL3SARD, R L 


0001 180034* 

50-274 

a 

SPEBSARD R L 


0001 180 143* 

5 0-29' i 

a 

SPESSARD. R L 


00011600 7^* 

HO- 1? 1 

a 

SPIKER- H L 


00012r>f)t37 

(’ft 


SP ISAK. J F 


(10012204) 33 

tV 

*r 

*T 

l 


SP1TZN0GLE, A 

E 

0001210) 36* 

10- H4 

ft 

SPRAGUE , J A 


0001 110066* 

GEN TLL 

IB 

SPRCNCEL , J T 


0001090015* 

CONTRAfT 


3GUJFES , R 


fJOO 104OU 36 

50-367 

O 

SGUIRES. R 


0001220161 • 

bO-76/ 

G 

5ft I N I VAS AN i J 


00013001 JD* 

RF'i 


5TAEN0ERG. M 

P 

0001070441 

50-871 

0 

STAHL, D M 


110010700/0 

50 447 

M 

STAHL- D 


□001070036 

50-447 

14 

STAHL. D M 


□001170271 

50-441 

M 

STAHL, D H 


□00 UOOO-U 

30-4913 

n 

STAHL. D 


□001090036 

50-440 

n 

STAHLE.C FI 


BOOU 50002 

40-484 

A 

STAPLE, C « 


0001220273 

40 1? 7 

A 

STALLINGS, C 

n 

0001090)74* 

SQ~.nEt 

a 

STALLINGS. C 

M 

8001020 1 1 1 

50- n« 

□ 

STALLINGS. C 

M 

07010300/9 

50-20 l 

o 

STALLINGS, C 

M 

(3001030 712 

50-800 

Q 

STALLINGS. C 

M 

80011 '50036* 

5Q-280 

0 

stallings, c 

M 

0001 160233 

PH 


STALLINGS. C 

fl 

8001030042 

60-L’riO 

0 

STALLINGS. C 

14 

(3001020 J84 

50-J1U 

S 

STALLINGS, C 

11 

(3OOIO204OO 

60*3311 

B 

stallings, c 

M 

HOO 1020441 

5 

■ 

"j 

3 

0 

STALL U4GS- C 

M 

800102018? 

50-280 

f 5 

STALLINGS. C 

n 

8001030029 

50-880 

0 

STALL IN05. C 

M 

0001020600 

90-280 

l* 

STALLINGS, C 

M 

8OUIOJ0654 

50-880 

H 

STALLINGS, C 

M 

ROOIO30/56 

50-1311 

S 

STALL IN OS, C 

M 

00010107 =10 

DO* 338 

C| 

STALLINGS. C 

M 

□001040530 

DO 200 

□ 

STALLINGS, C 

M 

□001040530 

SO 200 

V 

STALL I NOS. C 

M 

0001070166 
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TRIMBLE, D C 

8001210166 

50-368 

R 

TRIMBLE, D C 

8001250392 

71-6400 


TRIMBLE, D C 

8001220424 

30-369 

P 

TRIMBLE, 0 C 

BOO 1 2404 13 

50-313 

P 

TRIMBLE, D C 

8001220369 

50-313 

P 

TRIMBLE, D C 

B001 220385 

50-3 6B 

S 

TRIMBLE, D C 

BOOl 220306 

50-368 

S 

TRIMBLE, D C 

8001220397 

50-3 1 3 

s 

TRJMDLE, D C 

BOOl 240400 

50-313 

p 

TRJMDLE. D C ' 

800129037 1 

50-3 1 3 

F 

TRIMBLE, D C 

BOOl 290567 

50-368 

P 

TR JOLO. K 

6001170123 

XPORTLIC 


TRIOLO, K 

8001230200 

XPORTLIC 


TRIOLO, K 

0001250402 

XP3RTLIC 


TRIPP, L £ 

BOOl 240501* 

50-354 

0 

TRIPP* L E 

0001240090* 

50-397 

Q 

TRIPP.L E 

8001030302* 

50-320 

a 

TRIPP, L E 

BOOl 240099* 

50-387 

a 

TRIPP.L E 

8001220247* 

50-271 

0 

TRIPP.L E 

6001310326* 

50-410 

Q 

TRIPP.L E 

8001310197* 

50-336 

a 

TRIPP.L E 

8001310122* 

50-272 

a 

TRIPP.L E 

8001310151* 

50-289 

Q 

TRIPP.L- E 

8001310002* 

50-3 1 8 

a 

TRIPP.L E 

8001310007* 

50-278 

G 

TROWBRIDGE. G F 

800(030061 

50-320 

G 

TROWBRIDGE. 0 F 

8001040019 

50-382 

G 

TROWBRIDGE. G F 

8001080056 

30-289 

0 

TROWBRIDGE. G F 

8001140112 

50-382 

•G 

TROWBRIDGE. G F 

8001 180409 

50-289 

•G 

TROWBRIDGE. G F 

BOOl 180416 

50-289 

■G 

TROWBRIDGE. G F 

8001 180027 

50-289 

Q 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TROWBRIDGE, Q 

F 

BOOl 140086 

50-392 

G 

TRCW0R1DGE, G 

F 

BOOT 200043 

50-299 

0 

TROWBRIDGE, G 

F 

BOOl 250029 

50-289 

G 

TROWBRIDGE, G 

F 

BOOl 300 1 37 

50-299 

G 

TROWBRIDGE, Q 

F 

BOOl 280 11 2 

50-289 

G 

TROWBRIDGE, G 

F 

3001280114 

50-289 

C 

1P0WBR1DGE, G 

F 

BOOl 2802 17 

50-289 

<5 

TPQWQRIDGE, C 

F 

SOO 1 280459 

50-289 

0 

TROWBRIDGE, G 

F 

0001310215 

50-289 

0 

TROWBRIDGE, 0 

F 

0001 1401 12 

50-382 

0 

TROWBRIDGE. 0 

F 

0001 L400S6 

50-382 

c 

TROWBRIDGE, G 

F 

0001030061 

50-320 

G 

TROWBRIDGE. 0 

F 

0001100409 

50-289 

G 

TROWBRIDGE , G 

F 

0001100416 

50-299 

G 

TROWBRIDGE, 0 

F 

9001130027 

50-299 

G 

TROWBRIDGE. G 

F 

B0012BQ043 

50-299 

G 

TROWBRIDGE. G 

F 

□00 l 250020 

50-289 

G 

TROWBRIDGE. G 

F 

BOO 1 300137 

S0-2B9 

G 

TROWBRIDGE. G 

F 

BOO l 2801 12 

50-2B9 

G 

TROWBRIDGE. G 

F 

BOOl 2001 1 4 

S0-2B9 

0 

TROWBRIDGE. G 

F 

BOOL 2802 17 

50-2E39 

G 

TROWBRIDGE, C 

F 

□0012B0459 

50-2B9 

G 

TROWBRIDGE. G 

F 

BOO 1 3102 1 5 

50-309 

0 

TRULL, C L 
TRUS5EL.H H 

TV R WAGE. K 0 
TURNER, L V 


8001300420 

9001220164 

900 1300035* 
SOD! 140337* 

50-306 

40-8064 

RES 

PPM 

G 

TURNER, E A 


QO 01 2501 15* 

30-498 

0 

TURNER, E A 


BOO! 100398 

50-498 

F 

UDALL. M K 


8001130107* 

COMMISSION 

UOALL, M K 


3001*100177* 

COMMISSION 

UDALL. M K 


9001130113* 

COMMISSION 

UDALL ■ M K 


8001180196* 

WASTE MOT 

UHRIG. J J 
UHRIG, R E 


QOO 1 030 135* 
9001 180074 

30-35B 

PEGGD 

T 

UHRIG, R E 


BOOl 150506* 

50-335 

P 

UNRIG, R E 
UHRIG, R E 


BOO L 1 505 1 2* 
BOO! 160039 

50-335 

REGOD 

P 

UHRIG, R E 


BOO 1 030772* 

50-399 

a 

UHRIG, R E 


BOOl 110409 

50-3B9 

s 

UHRIG, R E 


QOO 1030667 

50-335 

s 

UHRIG, R E 


□001180037 

50-335 

a 

UHRIG, R E 


BOOl 100157 

50-250 

a 

UHRIG, R E 


BOO 102061 G 

50-335 

p 

UHRIG, R E 


0001 LI0051 

30-250 

p 

UHR 10, R E 


9001180203 

50-250 

0 

UHRIG, R E 


BOOl 020627 

50-250 

p 

UHRIG, R E 


9001020637 

50-3B9 

A 

UHRIG-R E 


0001030343 

50-250 

F 

UHRIG. R E 


8001030390 

50-333 

F 

UHRIG-R E 


□001040524 

50-250 

P 

UHRIG, R E 


0001090322 

50-250 

P 

UHRIG, R E 


BOOl 140446 

50-335 

P 

UHRIG, R E 


8001 150400 

50-250 

P 

UHRIG. R E 


0001150412 

50-335 

P 

UHRIG, R E 


BOOl 150499 

50-335 

P 

UHRIG, R E 


BOOl 170340 

50-250 

0 

UHRIG, R E 


8001150293 

50-335 

P 

UHRIG, R E 


000-1 100249 

5Q-335 

P 

UHRIG, R E 


0001 100276 

50-335 

F 

UHR I 0, R E 


9001210 1 1 9 

50-250 

P 

UHRIG, R E 


8001 210200 

50-250 

P 

UHRIG, R E 


8001220419 

50-250 

P 

UHRIG, R E 


8001220409 

50-335 

P 

UHRIG, R E 


8001310040 

50-250 

P 

UHRIG.R E 


8001220420 

50-250 

0 

UHRIG, R E 


BC012B0287 

50-335 

0 

UHRIG. R E 


B00129G305 

50-335 

p 

UHRIG, R E 


8001290242 

50-230 

p 

UHRIG, R E 


0001290353 

50-335 

p 

UHRIG, R E 


8001290356 

30-250 

p 

UHRIG.R E 


B0012905L7 

30-250 

p 

UHRIG. R E 


8001290533 

50-251 

a 

UHRIG, R E 


8001310294 

50-335 

p 

ULLRICH, W T 


8001020 141 

50-278 

8 

ULLRICH. U T 


8001170417 

50-277 

9 

ULOTH, J 


8001030076 

30-155 

G 

URBAN, J R 
UflCIUOLO.L R 


8001220370 
8001 14031 l* 

30-399 

PRM 

M 

UTLEY, E E 


8001030610 

50-261 

P 

UTLEY, E E 


8001030023 

30-324 

P 

UTLEY, E E 


8001070367 

50-261 

P 

UTLEY. E E 


8001220194 

50-261 

P 

UTLEY. E E 


8001040565 

50-261 

F 

UTLEY. E E 


8001040630 

50-324 

P 
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number 
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CATEGPRY 

UTLEY, E E 

SCO 1 040644 

50-024 

r 

UTL EYiE E 

DO 01 21 0132 

50-324 

r 

UTLEY, E E 

9001290905 

30-261 

p 

UTLEY, E E 

300131 0207 

50-261 

P 

UTLEY, E E 

3001 l 40493 

30-261 

p 

IJTLEY, E E 

300121 0201 

50-324 

p 

UTLEY, E E 

300121 0263 

50-324 

p 

UTLEY, E E 

3001 200266 

50-J24 

V 

UTLEY, C E 

3001 290:i26 

50-261 

F 

UTLEY, E E 

QOO 1 290-149 

50-261 

P 

UTLEY, E E 

00013102/3 

50-324 

P 

UTLEY, E E 

0001310299 

50-261 

r 

VnHRENWALD. J 

0OO1O7O467* 

50-265 

a 

VAHRENWALD , J 

8003290010* 

50-251 

a 

VALANDANI. P 

8001170376* 

TCP REP 


VALENTINE- P C 

BOOT 3 103 12 

50-275 

G 

VALENTINE, P C 

80 0131 OT 1 2 

30-275 

G 

VALLJERES, 0 

QOO L 1 fJO LOO 

30-344 

H 

VALL1SM.E j 

8001020107* 

50-310 

0 

VAN ALSTYNE, A F 

GOOl 140321* 

PHM 


VAN GRUNT, E E 

0001 1601 72 

nr, god 


VAN 0-RUNT . E E 

0001090299 

30-539 

t 

VAN DQQRN.P K 

000 1 170021* 

50-337 

0 

VAN ROOYER.0 

0001000599 

RES 


VAN ROOYEW, 0 

8001030603 

RES 


VAN SICHEL.J 

QOO 1 230001 * 

50-331 

fl 

VAN VRAM KEN, J 

0001220141 

PR 


VANDERVELDEN. M 

8001020041 

50-na 

G 

VANS ERV6L DEN, M 

BOOl 000 1 0 1 * 

50-312 

0 

VANDERVELDEN, M 

8001 090 1 04 * 

50-313 

0 

VANDERVELDEN, M 

QOO 1 090 113* 

50-312 

G 

VANDENDUftGR, D 

0001 290292 

90-309 

F 

VANDENDURGH, d 

0001220401* 

90-271 

0 

UANDENBUJtQH, D 

0001310269 

50-271 

P 

VANDENUURGH, d 

BOOl 100444 

50-29 

P 

VAtJDENDURGH, D 

00012^0314 

90-29 

P 

VANDENDURGH. D 

0OO1 200298 

30-29 

P 

VANDEL. T E 

9001 ! 60367* 

90 358 

0 

VAR AC El LE, D J 

0001300291* 

RfJ$ 


VARELA, A 

8001^10072* 

30-44 J 

0 

VARGA, B A 

BOOl 2 1 O 1 75 

30-4(1? 

11 

VARGA, b A 

791227016/ 

3U-964 

A 

VARGA. 8 A 

BOOl 100035 

30- 311 

A 

VARGA. S A 

GQOLO3OI0G 

90-322 

11 

VASSALLO, 0 D 

0001(1300111* 

■KI-43E1 

A 

VAS5ALLQ, D B 

00010J0U1 i 

90-443 

A 

VASSALL0, D B 

oao to loom* 

50 443 

A 

VASSALLO, D 0 

0OO1OFJOO5V 

10 545 

A 

vassallo.d b 

aooionucvio* 

■jO 543 

A 

VAS3ALL0. D D 

8001 l IuCj4 1 

JO-273 

A 

VAS-SALLO, D 0 

0001 2 A 001/ 

MtiC 


VAUGHN. R fl 

9001090343 

00-416 

A 

VAUGHN, R fl 

QOO 1 140 m 

90-302 

H 

VEATCH. H t 

BOOl 1 70‘M*! 

PR 


VERRELL ! > □ M 

GOOiOVO, -1* 

50-277 

P 

VERRELL I . D M 

eooioa-oiJA 

50-27/ 

P 

VIOILrJ C 

0001300269* 

RES 


VILLALVA, I 

1300 124 0089 

30-336 

P 

V1SSIN0, 0 8 

80012*10242 

50-313 

P 

VLIES.L E 

8001040098* 

50-321 

P 

VOGT, D 

6001300604 

PR 


VOGT. J F 

0001090147 

71-2.19 


VOGT, J F 

QOO 1020 5. 10 

T OPR CP 


VOIGT, H H 

8001 100381 

30-346 

0 

VOIGT. H H 

BOOl 100047 

30-289 

G 

VOLOENAU, E 

8001020027* 

70-143 


VOLLMER, R H 

8001 1 S 0673 

30-10 

0 

VOLLMER, R H 

Q 00 1 07 0 L 0 1 

30-10 

P 

VOLLMER, R H 

8001210010 

30-244 

P 

VOLLMER, R H 

80012100)3 

30-213 

P 

VOLLMER, R H 

6001210014 

30-10 

P 

VDLLMER. R JH 

8001210015 

50-219 

P 

VOLLMER » R H 

SOO 121 00 1 Q 

30-139 

P 

VOLLMER. R H 

aooia 10075 

90-29 

P 

VOLLMER, R H 

□00121 0070 

90-409 

P 

VOLLMER, R H 

aoota looso 

30-206 

P 

VOLLMER, R H 

□0012 i 0081 

90-245 

P 

VOLLMER, fl H 

800 l 040717 

90-2B-9 

P 

VOLLMER, R H 

QOO 1220211 

90-320 

H 

VOLLMER- R H 

8001030199 

50-320 

P 

VOLLMER, R H 

0001 1*0620 

50-320 

P 

VOLLMER, R H 

9001 2201 Q7 

50-320 

P 

VOLLMER, R H 

8001160616 

50-320 

P 

VOLLMER, IT 11 

0001230228 

50-320 

n 

VOLLMER, R H 

8001 3 S 0049 

50-320 

p 



PERSONAL AUTHOR INDEX 



accession 

SUBJECT 


AUTHOR 

nlwoer 

category 

VGLlNER.P H 

aoo 1230 332 

50-289 

P 

"OCUMEfl.R H 

S00J22O216 

50-320 

P 

VOUCHER. R H 

6001230334# 

SO-SO? 

p 

VOLUMES, ft H 

00012303J6* 

50-26? 

P 

VOLUMER.fi H 

800(310103 

50-320 

H 

VON HfPPfL.F 

SOO 1030343* 

COMMISSION 

VflRpEflBmJG-GEN, L 

BOO 1230477* 

50-520 

(J 

VdflESS. H E 

B001220630 

PR 


VORESS, H E 

0001220626 

Pff 


WACHTEfl.L J 

0001240273* 

50-202 

G 

i;achtep, l j 

B0D12I01SQ 

50-202 

F 

wachtcfl l J 

0001 070S21 

S0-2A3 

Q 

wachter, l j 

0001220306 

50-282 

Q 

wachtew, l j 

0001250031* 

50-263 

0 

WAthrEn.c. J 

0001240327 

5C-202 

a 

WACHTEft, L J 

00010405m* 

50-202 

P 

WADE, G E 

9001000454* 

TOPPER 


WAGNER. ft J 

0001300216* 

RES 


MALGRICGE. W C 

SOOi JoOlRl 

RECOD 


WALKER, F S 

BOOU 50173* 

50-463 

u 

WALKER. R S 

800 U 60521* 

MI5C 


WALKER R S 

QOO 1070439 

PR 


WALKER, J V 

0001200414 

yportlic 


WALKED, R D 

0001 160075# 

50-373 

0 

wall.c l 

0001140260# 

PRti 


■Wallace , h r 

0001230243* 

50-320 

H 

WALLACE, J J 

600! 140430* 

50-305 

R 

WALTER. J F 

C001 3004 JO 

TOPREP 


WALTERS. 0 K 

BOO 1030702* 

50-318 

O 

WmL ton, g a 

00010-30302* 

50-320 

0 

WALTON, S A 

00010301 58* 

50-412 

0 

WALTON, G A 

000124009V* 

30-387 

0 

WALTON, G A 

000131019?* 

50-336 

0 

WALTON. G A 

000 13 I 0002# 

50-318 

0 

wanat.s w 

BOO! 100374 

27-3? 


WAN AT, S W 

0001100374 

27-39 


wandhe, n e 

6001150640 

50-295 

3 

w awoke, n e 

0001 150635 

30-295 

0 

WANDKB, N £ 

0001150630 

$0-295 

s 

wandke, m e 

3001290470 

50-295 

8 

WANG . C H 

0001220304 

30-243 

r 

WANNINGFR.A j 

COOJ 090090 

RET, DO 


WAN.JINCER.A ,J 

soon 40079 

F1EGC0 


want;, j c 

BOO 1220131 

PR 


warp, 0 E 

BOO t 1 70000 

REGGJJ 


WARD, J E 

BOO 1200388 

NUREG 


WARD. H D 

BOOl 170529* 

$0-373 

0 

WARD. A » 

9Q0 129003(1* 

30-358 

0 

warden, J f 

SOOlOBOOlB# 

50-220 

H 

WARDLAN, W C 

6001070015 

50-250 

0 

WARD/ INSKI. K 

0001220301 

WASTE MOT 

WAPFMOCURG, 0 

BOO 1090320* 

50-267 

P 

WAREHQOURO, 0 

BOO 10 BO 136* 

50-267 

P 

WAREriOOURO. (> 

0OO11605B2 

50-267 

a 

WAREHDaURO. V 

8001090226* 

30-267 

p 

WAtfEMBOlKlCL D 

8001 130561 

50-267 

e 

RAREMDEVRO- D 

6001070417 

5Q-2fa? 

s 

WAREHOCJORf/, 0 

6001000475 

50-26? 

& 

WAREHSOURff, 0 

BOO 1 1 50494 

50 267 

R 

WAf? EMflOURG' D 

BOO 1 280280 

50-26? 

5 

WAFWEff, J W 

BOO J 130217* 

50-330 

u 

WARWICK, R F 

B001 020021 

50-346 

s 

UMtmGKiR F 

9001020132* 

50-261 

0 

warnick, r f 

BOO 1 J 70 566# 

50-266 

Q 

WARHICK, R F 

6001170011* 

50-305 

G 

WARWICK. ft T 

0001 100335* 

50-350 

Q 

WARWICK. R F 

0001 100295* 

50-263 

Q 

WARREN, M V 

BOO 1300471* 

50-412 

S 

WARREN, R 

800J2301.3I 

50-32Q 

S 

washdurn, c a 

9001 1 50053* 

50-320 

P 

W AT A NAB E, N 

0001100417 

XPQRTLIC 

watanabe. N 

6001160306 

XP0RTUC 

WATFORD- M L 

6001140237* 

50-261 

R 

WATSON, W K 

6001 300353 

PPM 


WATSON. A p 

800 1 1 60484 

RES 


WATSON, R A 

0001300610 

PR 


WATTERS, J C 

0001150144* 

50-320 

P 

WATTS' T 

Q0O1 150547* 

50-32(1 

H 

WATTSCN, P 

8OO1150326* 

50-206 

ft 

WEAVER. 0 0 

800 £230 01 7 

PR 


WEAVER. W W 

0001020196* 

30-303 

P 

WEAVER, W W 

BOO 1 020470* 

50-36? 

P 

WEAVER, W W 

80O11OO4B6* 

50-346 

f 

WEAVER. W tJ 

BOO 1080519* 

50-313 

P 

WEAVER. W W 

BOOJ 100402* 

50-346 

P 


AUTHOR 

accession 

NUTHJEfl 
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ACCESSION 

HUNGER 

sva^r 

CATEfcCSe. 


BOO! 020652 

NUF?EG 


WHITS. L D 

0001300 L68 

S4-2M | 


0QOIO9020O# 

S0-33B 

0 

WHITE' L D 

8001020271 

50‘2H p 


0001090123 

PEOCD 


WHITE, L D 

8001020493 

50^244 j 


3001 040729* 

CONTRACT 


WHITE. L D 

8001030607 

3Q~»4« F 

WECST, W 

8001090390* 

50-142 

H 

WHITE- L 0 

BOO 1040671 

50'2<4 y 


BOD 1090393 

50" 142 

H 

WHITE. L D 

800 109031 4 

50'7M ) 


0001300419 

50-142 

H 

WHJ TE, L D 

8Q0U6Q544 

S0‘34* * 

VipldANQ J Q 

0001020403 

30-453 

A 

WHITE, L D 

8001280242 

50 24i t 

WEIOAND, j 0 

0001090214 

50-45B 

A 

WHITE, L D 

3001260235 

Zt '2\\ } 

WE 1C AND. J G 

9001300458 

90-45B 

H 

WHITE, L D 

8001290580 

5 a~2« t 

WFfRS. R U 

8001070250 

PPOJ 


WHITEHEAD, E P 

8001030116* 

RECOD 

WFfSS.E R 

0001280476* 

50-29? 

0 

WHITE, J D 

8001310096 

N'jflSi 

WF1SS,E R 

GOO 104057 1 

50-20? 

0 

WHITE. J R 

8001310344* 

W*213 i 

IJF TS5, E fi 

GOO 1 080259 

50-28? 

0 

WHITE, J 

BOO 10301 1 l 

50 S 

WE I S3, E R 

B0O1 150001 

50-28? 

0 

WHITE. J ft 

Boonsoaie* 

50'WO t 

NF fSS, E R 

8001 150003* 

50-2B9 

0 

WHITESELL, D E 

3001040410* 

tW54? 


BOO! 17001 4 

50-289 

0 

WHITE SELL, D E 

flOOlIIOJ?52» 

QA959 

WE I 58. E n 

8001250084 

SO -289 

0 

WHITESELL, D E 

BOO 12302 19* 

0A999 

WEISS . E R 

B0012BC475 

50-289 

Q 

WHITESELL. D E 

BOO 122007 7* 


WEISS. E R 

9001 1700.05 

50-390 

P 

WHITESELL, 0 E 

60011802(3* 

0A999 

WEISS. E p 

GO0104O571 

5G-2&9 

0 

WHITESELL. D E 

600 U 10215* 


WEISS, E fi 

6001090239 

30-28? 

G 

WHITTIER, G 

BOO 1 220 171* 

50-31D »- 

WEISS, E R 

BOO 12201 70 

30-28? 

0 

WHYTE, M D 

BOO J 230231* 

90-Wi C 

WEISS, E R 

8001150001 

50-289 

G 

WICHERS. D L 

BOO 1240535 

40-0tu3 

WEISS. £ fl 

G001 1 50003* 

50-209 

Q 

WICHERS. D L 

8001220165 

4D-BK1 

WEISS- E R 

0001170014 

30-28? 

0 

WICHERS, D L 

0001310331 

40 03'’’ J 

UEIbS.E R 

9OOE2500Q4 

50-28? 

0 

WIQNER.W A 

B001 0201 31 

50*321. 1 

WCISO. E R 

0001290140* 

JOCFR 
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50-293 

J 



6001 1 10620* 

90-360 

8 

8001070406* 

30-293 

J 



8001 140200 

50-3 1 3 

Q 

8001100374 

27-39 




0001140404 

50-313 

P 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Army. Dept of 


Arnold Greene Teitltig Labor* turifla# Inc 
Arthur JJ Little* Inc 
Atomic Imfuitria 1 Forum 


Austin. TX 
Auitr la 

Automatic Sprinkler Corp af America.! 
Inc 


Automation Industries Inc 
3 J Hughwsi Inc (subs of Hughes Tool 
Co ) 

IRK El«c fcrgnic* 
abcock lc Hi 1 c o i Co 


icock J« Wilcox Co < Nuclear notarial 

v 


ACCESSION 

NUMBER 

SUBJECT 

CATE 0 DRV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8001140404 

50-3 IP 

P 

Daberck It Wilcox Operating Plants Owners 

0001100497 

NUREG 


8001 IS0560 

50-360 

S 

Group 




0001150571* 

50-360 

s 

Dali 1 Y All lance, IL 

0001 100029 

50-367 

0 

0001 1 50580* 

50-360 

s 

flaker & Datta 

8001020030 

50-466 

0 

0001170302 

50-313 

H 


8001080072 

50-466 

G 





8001000397 

50-443 

M 

0001170332 

50-313 

H 





8001 170375 

50-313 

P 


0001110344 

50-466 

0 

SQ01 1 70375 

50-313 

P 


0001140137 

50-490 

G 

9001 180181 

50-313 

Q 


0001140140* 

50-490 

G 

3001510168 

50-368 

R 


(3001140156 

50-466 

Q 





0001160556 

50-466 

G 

6001210169 

50-313 

G 





0001210171# 

30-360 

R 


0001160563 

50-466 

G 

0001210225 

50-313 

S 


0001160573 

50-466 

Q 

0001210230* 

50-313 

S 


8001180021 

50-466 

0 

000 1 22035 1 

50-313 

P 


BOOI 180079 

50-498 

Q 





0001210064 

50-445 

H 

0001220363 

50-313 

F 





000122036*? 

50-313 

P 


0001210064 

50-445 

M 

0001220369 

30-313 

P 


8001210064 

50-445 

M 

0001220375* 

50-3 1 3 

P 


B0012 10068# 

50-445 

M 

3003220373* 

50-313 

P 


0001210060# 

50-445 

M 





BOO] 2 10068# 

50-445 

M 

0001220376 

50-313 

P 





0001220393 

50-366 

9 


BOOI 220064 

50-498 

Q 

Q001220306 

50-368 

S 


0001220286 

50-466 

0 

0001220390* 

30-368 

S 


0001240503 

SO-466 

0 

8001250392* 

50-368 

3 


B0O124O52D 

30-490 

Q 





8001250022 

30-466 

0 

0001220394* 

50-360 

G 





8001220397 

50-313 

B 


0001250071 

30-466 

0 

0001220402* 

30-313 

S 


9001 280044 

50-466 

G 

800S230424 

30-368 

P 


0001200232 

50-466 

G 

0001220455 

50-313 

P 


0001290030 

50-466 

G 





0001300581 

50-445 

M 

0001240400 

50-31 J 

P 





0001240^00 

50-313 

P 


0001300501 

50-445 

M 

0001240413 

30-313 

P 


0001300501 

50-443 

N 

0001250309 

71-9089 



0001300507# 

50-445 

M 

0001250392 

71-6400 



B0013005B7# 

50-445 

M 





8001300507* 

50-445 

M 

0001200335 

50-313 

P 





0001290371 

50-313 

F 

Baltimore Gas it Electric Co 

BOOI 0201 00 

50-317 

Q 

0001290567 

50-360 

P 


0001020440 

50-317 

P 

8001110112 

71-365 



0001020440 

30-317 

P 

D001 1 1 01 16* 

71-365 



0001020635 

50-317 

G 





BOOI 020674 

PH 


80013 3D023* 

50-407 

P 





aooioeo263 

71-365 



0001030420# 

50-317 

F 

6001140536* 

50-272 

U 


0001030793 

50-317 

S 

8001170090 

RECGD 



0001030797# 

50-317 

S 

BOOi 100074 

RECOD 



BOOI 030803 

50-317 

8 





0001030009* 

90-317 

S 

0001230331# 

10CFFI 






BOO 1230333# 

10CFR 



0OOIO4O47O 

50-317 

H 

8001530339# 

10CFR 



0001040470 

90-317 

H 

BOO 1 230388 

NUREG 



0001040534 

50-317 

P 

8001290034 

ORG 



0001040360 

50-310 

S 





0001040566* 

50-310 

8 

000129057 2 

ORQ 






8001250036 

90-445 

n 


SOO 1070374 

50-317 

F 

BOOI 240283 

XP0RTL1C 



0001080507 

50-317 

P 

8001240423# 

50-271 

F 


0001000507 

50-317 

P 





0001080529 

50-317 

P 

8001 240426# 

50-271 

F 


BOOI 090342 

50-310 

S 

0001 24042B# 

50-271 

F 


0001090346* 

50-310 

s 

8001240439# 

50-271 

F 


B001090352 

50-317 

8 

8001240439# 

30-271 

F 


0001090357* 

50-317 

S 

BOOI 140352# 

PRM 



8001090306 

50-310 

S 

8001140294# 

PRM 



0001090300# 

30-318 

S 





0001090424 

50-317 

S 

eoo 12201 35 

PR 



B001090429* 

50-317 

8 

8001220130 

PH 



0001090433 

50-310 

S 

0001020176# 

50-302 

P 


8001090439# 

50-318 

8 

8001020470* 

50-269 

P 


BOOI 100438 

50-317 

F 

0001030690 

7 1 -6206 










BOOI 100438 

30-317 

r 

800 1 030704 » 

71-6206 



0001100463 

50-318 

8 

9001040526 

TOP HEP 



8001100472# 

50-318 

9 

0001000519* 

50-312 

P 


0001 1 90370 

50-317 

P 

800J1 00402* 

50-346 

P 


0001 1 50370 

30-317 

P 

30011004B6* 

30-346 

P 









8001150431 

50-317 

S 

8001150403* 

30-46 0 

B 


0001150434# 

50-317 

S 

8001180080 

PEGOD 



8001150624 

50-317 

S 

8001210331 

30-13 

n 


8001150629* 

50-317 

8 

800 1 2201 B2 

PR 



0001150650 

50-317 

S 

0001 220440 

TOPREP 










BOOI 1 5065B# 

50-317 

S 

800 1 240266 

71-6400 



8001160368 

50-318 

S 

0001280310* 

50-269 

p 


8001 160372# 

50-310 

8 

B0OJ20O317* 

30-269 

p 


0001160402 

50-31 0 

S 

8001290374 

TOPREP 



8001160407# 

50-318 

8 

8001290540 

TOPREP 










0001160460 

50-317 

P 

8001310415 

71-230 



8001160501 

50-317 

F 

8001100354 

70-135 



800U60501 

50-317 

F 





0001170339 

90-317 

P 
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author 

AFFILIATION 


Basic Energy Technology Associate's 

Basin Surveys, Inc 

Battel 1 c Memorial Institute 


BatteLle Memorial Institute. Columbus 
Laboratori os 


Bettelle Memorial Institute. Pacific 
Northwest Laboratory 


Bearfoot Corp 

Bechtel Associates Professional Corp 
Bechtel Corp 


ACCESSION 

NUMBER 

SUBJECT 

category . 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

8001 170339 

30-317 

P 

BOOT 020768* 

50-340 F 

BOQt 170434 

30-317 

P 

6001020769* 

50-340 F 

0001 170434 

50-317 

P 

8001020769* 

50-348 * F 

BOOt 170472* 

50-317 

P 

8001020770* 

50-349 F 

0001 170472* 

50-317 

P 

6001020770* 

50-348 F 

8001230086 

50-317 

n 

6 00 L 0207 71 » 

50-340 F 

3001230086 

50-317 

R 

S001020771* 

50-348 F 

8001230091* 

50-317 

R 

8001020772* 

50-348 F 

8001230091* 

50-317 

R 

8001020772* 

50-348 F 

□001240399 

50-317 

P 

0001020773* 

30-349 F 

□001240399 

50-317 

P 

B 001 020 7 73* 

90-348 F 

0001240417 

50-316 

S 

8001020774* 

30-340 F 

□001240423* 

30-316 

9 

8001020774* 

50-340 F 

0001240440 

90-317 

H 

8001020775* 

50-340 F 

8001240440 

50-317 

H 

8001020779* 

50-348 F 

□001250529 

50-317 

P 

□001020776* 

50-340 F 

□00)250323 

50-317 

P 

□001020776* 

50-348 F 

0001250320* 

50-317 

P 

8001020777* 

S0-34D F 

0001250520* 

50-317 

P 

Q001020777* 

50-34B F 

0001300302 

50-310 

S 

8001020702* 

50-340 F 

0001300312* 

90-31 B 

s 

BQ010207Q2* 

50-346 F 

SOO 1300472 

50-317 

p 

0001020783* 

5G-34B F 

8001300472 

50-317 

p 

0001020703s 

50-340 F 

8001310280 

50-3 l 7 

F 

8001020784* 

50-346 F 

8001310281* 

50-317 

F 

8001020704* 

50-340 F 

8001310281* 

50-317 

F 

800)020785* 

50-340 F 

8001040729* 

CONTRACT 


BOOl 020785* 

50-340 F 

□001140327* 

PRM 


0001020786* 

50-340 F 

8001300090* 

RES 


8001020786# 

50-34 & F 

0001300221* 

RES 


800)020707* 

50-340 F 

8001300239* 

RES 


8001020787* 

50-349 F 

8001030B60 

NUREO 


0001040667* 

50-320 P 




0001 l 10473# 

PRDJ 

8001040202 

RES 


0OD1 1 L0479# 

PROJ 

8001040697 

RES 


QOOll I04B4* 

PROJ 

0001140492* 

50-219 

R 






8001110486* 

PROJ 

8001 1700 ID* 

CONTRACT 


80011 10492* 

PRDJ 

BOOT 170062* 

CONTRACT 


0001 110496* 

PROJ 

□OOl 180413* 

CONTRACT 


8001 110501* 

PRO J 

0001220179 

71-9010 


8001 110305* 

PROJ 

0001290130 

TO PREP 







BOOl L 10509* 

PRDJ 

0001300112* 

RES 


BOOl 1 105 1 3# 

PROJ 

0OO13OO2B6* 

RE9 


8001110516* 

PRQJ 

BO 013003 3 1 

RES 


BOOL 110922# 

PROJ 

8001300615 

PR 


0001110527* 

PROJ 

8001310031 

PR 







80011 10533* 

PROJ 

8001310035 

PR 


8001 110535# 

PROJ 

0OOI3JOO30 

F* 


BOOH 10536* 

PROJ 

79081S0366 

NJREG 


□0011 10542* 

PRDJ 




80011 1054Q* 

PRDJ 

80Q10B0047 

RES 




0001090024 

NUREG 


S0011 10554# 

PROJ 




□001110560# 

PROJ 

0OQ1 100299 

NUREO 


□QOS 1 10566* 

PROJ 

000 1150008 

NJREQ 


□001110569# 

PRDJ 

0001100090 

NUREO 


8001110371# 

PRDJ 

80Q1 J80310* 

RM 




0001180314* 

m 


0001 110575* 

PROJ 




8001 1 10577* 

PROJ 

B0011BO319* 

Rh 


8001 1 10580# 

PROJ 

G00122OI 13* 

50-532 

G 

8001110590* 

PRDJ 

8001250368 

RES 


8001110596* 

PRDJ 

0001250372 

RES 




8001280382* 

50-320 

0 

8001 1 10599* 

PROJ 




8001 110604* 

PROJ 

B001290296 

NUREC 


800)1 10610* 

PRQJ 

BOO 1300130* 

RES 


8001110614* 

PRDJ 

BOO 1300136* 

RES 


8001110619* 

PROJ 

BOO 130OS73* 

REB 




BOO 1300180* 

RES 


8001110623* 

PROJ 




8001110631* 

PROJ 

0001300239* 

REG 


QOOll 10637* 

PRDJ 

8001300290* 

RES 


QOOll 10630* 

PROj> 

BOO 131 0043 

PR 


Q001 110669* 

PROJ 

BOO5G3OB60* 

40-B492 




BOO 1090250* 

50-135 

P 

BOOl 110674* 

PROJ 




0001110677* 

PROJ 

0001020759* 

50-34 B 

F 

BOOl l 10679* 

PROJ 

9001020759* 

50-34 B 

F 

6001110661* 

PRDJ 

9001020760* 

90-34 B 

F 

6001110663* 

PRDJ 

0001020760* 

50-349 

F 



6001020761* 

30-34R 

F 

0001110684* 

PROJ 




BOOl 110686* 

PROJ 

0001020761* 

90-3 48 

F 

BOOl 110697* 

PROJ 

6001020765* 

30-349 

F 

QOOll 10683* 

PRDJ 

600 1 020765* 

50-349 

F 

6001 110699* 

PRDJ 

0001020766* 

50-349 

F 



8001020766* 

50-349 

F 

800L1 10690* 

PRQJ 




BOOl 1 10691 * 

PROJ 

8001020767* 

50-34S 

F 

□001110692* 

PROJ 

0001020767* 

50-34Q 

F 

6001110693* 

PRDJ 

0001020769* 

50-348 

F 

S0011 10694* 

PROJ 
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AUTHOR 

ACCESSION 

SUBJECT 


author 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 

affiliation 

NUMBER 

category 


©001110695* 

PROJ 



0001090599 

REB 



BOOS 110696* 

PROJ 



0OO1OBO6O3 

RES 



0001 1 40069* 

PFIOJ 



8OO1OB06O7 

RES 



0001140079* 

FRO J 



0001090019 

RES 



B00U4009B* 

PflOJ 



0001090027 

RES 



BOO 1 J 40100* 

PROJ 



0001090115 

RES 



B001 140102* 

PROJ 



0001090172 

RES 



8001 1401 09* 

PROJ 



0001090174 

REB 



8001 (40114* 

PROJ 



8001090179 

REB 



6001 J401 16* 

PROJ 



8001090184 

RES 



8001 140121* 

PROJ 



B0OIO9OIS6 

RES 



6001 140123* 

PROJ 



0001090 1 00 

RES 



B00U40131 * 

PROJ 



8001090345 

90-213 

F 


8001140136* 

PROJ 



8001090459 

50-3J6 

F 


goon 40139* 

PROJ 



BOOH 00403 

50-2? 

F 


8001 140142* 

PROJ 



8001140339 

50-335 

F 


9001140146* 

PROJ 



0001140339 

50-335 

F 


SQQM40130* 

PROJ 



0OOU4O345 

50-335 

F 


SQQI140154» 

PROJ 



BOOH 40345 

50-335 

F 


BOO 11401 5«?» 

PROJ 



0001 1404B6 

50-335 

F 


0001140162* 

PROJ 



B001 140486 

50-335 

F 


0001140165* 

PROJ 



00011 40491 

TQPREP 



B001 140169* 

PROJ 



0001160564 

50-261 

F 


0001140174* 

PROJ 



0001250571 

RES 



0001140233* 

PROJ 


• 

BOO I 2004 52 

REB 



0001 14023S* 

PPDJ 



0001290173 

RES 



BOOH 40246* 

PROJ 



0001290266 

RES 



BG01 140250* 

PROJ 



8001290507 

TOPREP 



0001 140256* 

PROJ 



BODi 290552 

TAPPER 



BOO121019O* 

50-206 

P 


0001300099* 

RES 



000 121 0199* 

50-206 

P 


0001300123* 

RES 



800 KM 0202* 

50-206 

P 


8001300170* 

RES 



0001210205* 

50-20* 

F 


0001300205* 

RES 



0001210212* 

50-20* 

P 


0001300276* 

RES 



800121 02 E 6* 

50-206 

P 


8001300333 

50-250 

F 


6001210366* 

50-206 

P 


BOOI 300465 

30-244 

r 


0001210300* 

50-352 

A 


0001300480 

50-244 

p 


S001300226* 

50-329 

0 


BOO 1300480 

50-244 

p 

Bechtel Pauer Corp (subs of Bechtel 

BOO 1 070369* 

50-331 

P 


BOOI 300400 

50-244 

p 

Lorp ) 





0001300400 

50-244 

p 


BOO! 1 10133* 

QA99? 











8001300490 

50-244 

p 


B001 1 i 0326 

REGG0 



B0013004B0 

30-244 

p 

Rerger. D 

0001090050 

PR 



BOO 1 300460 

*50-244 

p 

D i nJjhdm-Ui 1 1 amc 1 1 e Co 

8001 220 042* 

GA99 7 



8001300400 

50-244 

P 


8001220049* 

GfW<7? 



BOO 1300400 

50-244 

p 

Bla-Red Laboratories 

6001030337 

XPCRTLIC 











000 1300492* 

50-244 

P 


8001300533 

XPORTLIC 



BOO 13004 92* 

30-244 

p 

Boston Edison Co 

8001020706 

30-293 

0 


BOOI 300492* 

90-244 

p 


BOO 1030560 

30-293 

s 


8001300492* 

90-244 

p 


0001040531 

30-293 

p 


800 1300492* 

50-244 

p 


8001040549 

30-277 

Q 










BOOI 300472* 

50-544 

p 


0001070333* 

50-293 

0 


BOO 1300492* 

30-244 

p 


800 10804 16 

50-293 

P 


0001300492* 

30-244 

p 


8OO1OB0523 

50-293 

F 


0001300492* 

50-244 

p 


60011 10336 

50-293 

Q 

Brown 6 Root Carp (subs of Halliburton 

8001090000 

REGOD 



6001 14046B 

50-293 

S 

Lorp > 





8001140472* 

50-293 

8 


0OOU 50437 

SQ-490 

H 


0001150501 

50-293 

R 


0001150437 

30-490 

H 


B001 150504* 

50-293 

n 


B001J 50656 

90 -49B 

H 


8001 160462 

50-293 

p 


S00S1 50656 

50-490 

H 


8001160293 

50-293 

a 

Brownsville. TX 

BOQl 070323 

50-445 

M 


B00U80298* 

50-293 

s 


BOO 1080309 

50-445 

11 


BOOI 2401 02 

50-293 

0 

Qruco Norton 

0001300136 

50-273 

G 


000129037? 

71-6144 


Burns. & MtDonnsi 1 

8001140556 

50-395 

A 


0001 2803 5 8 

50-293 

F 

Burns & Roe Co 

B0010204B9* 

50-290 

P 


BOO 1290304 

50-293 

Q 

C-E Operating Plants Owners Group 

800U 70407 

90-320 

P 


9001290309* 

90-293 

6 


8001220359 

NUREO 



9001290544 

90-293 

S 

C<-£ Power Systems 

8001090107 

71-6070 



&001290555 

50-293 

8 


8001100009* 

30-470 

K 


6001310390 

90-293 

a 


0001100015 

30-470 

K 

Branch Radiographic Laboratories. I nic 

6001110069 

71-369 



0001100019 

50-470 

K 


00011 10074 * 

71-360 



BOOH 00028 

50-470 

K 

Briggs Engineering L Testing 

0Q01030B93 

71-363 



0001100030 

50-470 

K 


0001030901* 

71-363 



8001100033 

50-470 

K 

Brookhaven National Laboratory 

8001030432 

00-29 

F 


9001100036 

50-470 

K 


8001030570 

50-237 

F 


0001100042 

50-470 

K 


6001030570 

50-237 

F 


0001 100048 

50-470 

K 


GO 08030631 

50-293 

P 


80011 00052 

50-470 

K 


000 I 0306 SJ 

50-295 

F 


8001100055 

50-470 

K 


3001 030680 

50-245 

F 


0001100059 

50-470 

K 


S0O1O9OO42 

RES 



0001100063 

50-470 

K 


9001090045 

RES 



8001 100071 

50-470 

K 


BOO 1090049 

NUREQ 



900 U 00076 

50-470 

K 


9001000577 

f?BS 



0001100008 

50-470 

K 


8001080502 

RE0 



8001100099 

50-470 

K 
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AUTHOR 

AFFILIATION 


C F Braun 6 Co 


California Stoto Univ , Sacramento 
California. State of 


California. Univ of, Berkeley 
Calif Drrtifli Univ of, Lps Angeles 


Carneg le-Mo I Ion Univ 

Carolina environmental Study Group 


Carolina Power l Light Co 


ACCESSION 

NUMBER 


0001100105 
0001170539 
0001 1 BO 140 
BOO 1 200333 
BOO 1030593 

BOO 1030598* 
BOO I 150053* 
8001040395 
0001090056 
B001 100031 

0001100361 

0001100364 

0001160446 

0001160540 

0001160547 

0001160551 

0001170106 

0001160111 

0001230136* 

0001250192* 

8001200198 
BOO120O359 
0001200403 
BO Oi 280489* 
BO 01 280493 

BO 01 280496* 
0001310334 
0001300109* 
0001090393 
BOO 1 090396* 

0001140041 
0001300419 
0001020311 
B001 100036* 
0001180030* 

0001030592 
BOO 10306 10 
0001030632 
0001030653 
BOO 1030023 

0001040565 

8001040560* 

S00104063B 

0001040630 

0001040643* 

0001040643* 

0001040644 

0001040644 

8001040646* 

0001070367 

0OO1O8O3B7 

8001080392* 

0001080396 

8001080400* 

8001080462 

0001080462 

0001080505 

0001080514* 

0001090321 

0001090325* 

BOO 1090329 

0001090333* 

0001090391 

0001090397* 

0001100392 

0001100395* 

0001100421 

0001100421 

0001100421 

0001100421 

0001100475 
BOO l 100475 
0001100475 
0001100475 
8001110402 

B0011 10634 
BOO! 140230 
BOOI 140237* 
0001140343 
0001140499 

0001150424 
8001150427* 
BOOU 50460 
8001150476* 
8001150618 


SUBJECT 

CATEGORY 


50-470 K 
50-470 K 
REGGD 
NUflEO 
TO PREP 

TOPREP 
50-320 P 
50-275 C 
50-312 G 
50-312 G 

50-312 G 
50-312 G 
50-312 0 

50-312 0 

50-312 G 

50-312 0 

50-312 0 

50-312 Q 
50-312 G 
50-206 G 

NUREO 

30-312 0 

50-312 G 
50-312 G 
50-312 G 

50-312 G 

PR 

RES 

50-142 H 
50-142 H 

PRM 

50-142 H 
70-303 
70-2623 
70-2623 

50-400 A 
50-261 P 
50-400 S 
50-323 S 
50-324 P 

50-261 r 

so-261 r 

50-324 P 
50-324 P 
50-324 P 

50-324 P 
50-324 F 
50-324 F 
50-324 F 
50-261 P 

50-325 S 
50-325 5 

50-325 S 
50 -325 S 
30-334 G 

50-324 0 

50-324 S 
50-324 S 
50-324 S 
50-324 S 

50-325 S 
50-325 a 
50-324 B 
50-324 E 
50-324 R 

50-324 R 
50-400 A 
50-400 A 
50-400 A 
50-400 A 

50-400 A 
50-400 A 
50-400 A 
50-400 A 
30-325 S 

30-400 S 
30-261 R 
30-261 R 
50-324 S 
50-261 P 

50-325 S 
50-325 B 
50-324 S 
50-324 S 
50-324 S 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8001150633* 50-324 S 
BOOH 30642 50-325 S 
BOOH 50659* 50-323 B 
8001160596 50-324 0 
8001160596 50-324 Q 


8001170453* 

8001170470 

0001170486* 

8001180075 

0001210132 


30-270 G 
50-325 S 
50-325 8 
50-261 0 
50-324 P 


Castro, R fc Hursh, Q 

Center for Laut In the Public Interest 
Central & Southwest Service*. Inc 


0001210132 

B001210135* 

0001210135* 

0001210138* 

B001210I3S* 

E0D1210I39* 

B001210139* 

0001210141* 

0001210141* 

8001210143* 

0001210142* 

0001210143* 

B001210I45* 

0001210146* 

0001210146* 

8001210201 

800121020! 

8001210263 

0001210263 

0001210264* 

B001210264* 
0001220194 
0001220360 
BOO 1220362# 
0001220414 

8001220419* 

8001220433 

0001220437* 

0001220448 

8001220452* 

BOO 122046 4 
8001220475* 
8001220513 
8001220522* 
BOO 1240429 

0001240432* 

6001240434 

8001240437* 

8001250476* 

0001250579 

0001280266 
BOO 1280266 
000 1 3803 L 6 
0001280326 
0001290346 

8001290349 

8001290393 

0001290403* 

8001290305 

0001290536 

0001290539* 

8001290546 

8001290550* 

8001290554 

8001290564* 

BOO 1290579 
6001290306* 
0001300318 
BOOI 300323* 
8001300327 

8001300334* 
8001310273 
0001310273 
BOO 13 10279* 
8001310279* 

B0013102B7 
0001310299 
6001 100148 
6001 100159* 
8001240506 

8001250069 
0OO122OIA9 
0001 2801 B6 
0001090036 
6001090070 


50-324 P 
50-324 P 
30-324 P 
30-324 P 
50-324 P 

50-324 P 
30-324 P 
50-324 P 
50-324 P 
50-334 P 

50-324 P 
50-324 P 
50-324 P 
50-324 P 
50-324 P 

50-324 P 
50-324 P 
50-324 P 
50-324 P 
30-324 P 

50-324 P 
50-261 P 
30-324 S 
50-324 S 
50-324 S 

50-324 S 
30-325 S 
50-325 S 
50-323 5 
50-325 9 

50-325 S 
50-325 S 
50-325 S 
50-325 B 
50-325 B 

50-325 S 
50-325 S 
50-325 S 
50-155 S 
50-400 0 

50-324 F 
30-324 F 
50-400 A 
50-261 F 
50-400 R 

50-261 P 
50-325 8 
50-323 S 
50-261 P 
50-325 S 

50-325 S 
50-324 S 
50-324 S 
50-325 S 
50-325 8 

50-324 S 
50-324 8 
50-325 6 
50-323 S 
50-325 S 

50-325 S 
50-324 P 
50-324 P 
30-324 P 
30-324 P 

50-261 P 
50-261 F 
50-312 0 
SO-312 a 
50-312 0 

50-312 0 
50-275 0 
50-275 0 
50-445 rt 
50-445 tt 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

CORPORATE SOURCE INDEX 

SUBJECT AUTHOR ACCESSION 

CATEGORY AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

Central Power & Light Co 

BOO 1090070 

50-445 

M 

8001070342* 

90-454 

Q 

Chem-Nuc 1 ear 9ystems. Inc 

BOO108QO79 

7 1 "■6375 


8001070433 

50-254 

S 


BDoiOQooea* 

71-6375 


8001070434* 

50-254 

s 


0001220024 

71-9010 


8001070450 

50-265 

s 


0001300553 

71-6400 


0001070467* 

50-245 

s 


000130 0567 

27-47 


8001070469 

30-254 

s 

Chemetron Corp , Tubs Turns Div 

0001 290360 

50-206 

P 

8001070471 

50-254 

s 

Chicago Bridge h Iron Co 

0001220010 

71-9035 


800)070473* 

50-254 

s 

Chicago. Unlv of 

7911140074* 

MISC 


8001070474* 

50-234 

s 


BOOi 100424* 

CONTRACT 


8001080274 

50-293 

0 

Chickening 6 Gregory 

8001 020593 * 

50-206 

P 

8001080274 

50-295 

Q 


8001230214 

50-204 

G 

8001Q9QQ2U 

30-295 

Q 


0001230219* 

50-206 

G 

8001090090 

REGGD 


Chontn. N 

800 12 501 75 

50-250 

0 

0001090330 

50-254 

F 

Cincinnati Gas h Electric Co 

0001 160142 

30-358 

9 

0001090330 

50-254 

F 


000114057* 

50-350 

it 

0001090309 

50-295 

P 


B001 140579* 

50-350 

K 

0001100442 

50-10 

P 


B0O1 100114 

30-359 

0 

BOOI 100439 

50-237 

P 


BOO! 2100 12 

50-338 

Q 

8001 100459 

50-237 

P 


SCO 12I0020 

50-358 

P 

8001100441* 

50-337 

P 


B001210123 

50-330 

A 

80QU0Q461* 

50-237 

P 


8001220267 

30-35B 

K 

SOOl 100512* 

50-237 

Q 


8001240529 

50-35B 

Q 

8001 100512* 

30-237 

Q 


8003280226 

30-35B 

S 

0001110429 

50-10 

F 

Citizens Concerned About Nuclear Power. 

&00H 40 677 

50-498 

0 

0001110429 

50-10 

F 





8001110429 

50-10 

F 

Citizens Energy Council 

0OO1 140364 

30-3 

G 

8001110429 

50-10 

F 

Citizens for a Better Environment 

0001280442 

NUREQ 


8001110440 

50-10 

F 

Citrus County. FL 

0001240512 

NUREG 


8001110440 

50-10 

F 

Cleveland Electric 1 1 i umi rating Co 

0001030630 

30-440 

3 

BOOI 110440 

50-10 

r 


0001030910 

50-440 

S 








BOOI 110440 

50-10 

r 


0001030010 

50-440 

s 

8001110440 

50-10 

r 


0001030016* 

50-440 

3 

BOOI j 10553 

50-10 

p 


8001030014* 

30-440 

5 

BOOI i 40079 

REGOD 



8001150668 

90-44 0 

a 

800M40I 13 

REGQD 



B001220289* 

50-440 

Q 








BOO114O2J0 

50-254 

R 


8001230057 

PQ-440 

0 

8OOH4O210 

50 -254 

ft 


8001290468 

30-440 

A 

8001 150310 

50-373 

D 

Coalition Against Reactor Exports 

BOO1O0O2B2 

XPDRTLIC 


8001150310 

50-373 

D 

iCoalition CARE) 




0001 150362 

50-254 

a 

Cohn. D 3 

0001100029 

50-367 

G 




Cnle, N n 

8001230203* 

50-339 

H 

8001150362 

50-254 

ft 





BOOI 190364* 

50-254 

ft 

Colorado State Univ 

8001140159# 

WASTE HOT 

0001150364* 

50-254 

R 


0&O! 140416* 

WASTE MGT 

0001150418 

50-10 

p 


BOO1250237 

40-B4G1 


0001150418 

50-10 

p 

CoJoiado. State of 

BOO 1020047 

WASTE MOT 





8001 100345 

WASTE MOT 

8001150418 

50-10 

p 





8001150418 

50-10 

p 


0001140030 

WASTE HOT 

8001150418 

30-10 

p 


BOOi 1QQ166 

WASTE HOT 

8001150418 

50-10 

p 


8001240274 

WASTE MGT 

8001 1 504 IS 

50-10 

p 


9001300256 

WASTE HOT 




Colt Industries. Inc 

0001160116 

RECOD 


8001 150442 

50-249 

s 





8001 150490* 

50-249 

S 

Colt Industries. Inc . Fairbanks Horse 

60013004 77 

50-393 

S 

8001150491 

30-254 

S 

Engine Div 




8001150455 

50-237 

S 

Combustion Engineering. Inc 

BOOI 1 50263 

TOPREP 


8001150456* 

50-254 

3 


800)150260* 

TOPREP 






8001250508* 

50-235 

P 

8001150462* 

50-237 

8 


BOO 1290344* 

90-335 

P 

0001150473 

50-10 

ft 





BOOI J 50479* 

50-10 

ft 


3001290387* 

30-368 

P 

8001150479* 

50-10 

R 

Carnmerc e< Dept of. National Bureau of 

0001330086* 

50-104 

V 

8001150479* 

50-10 

R 

Standards 








0OOUQO4I4* 

CONTRACT 


BOOI 1 50519 

50-10 

P 


8001 180426* 

CONTRACT 


8001150519 

50-10 

P 

Commerce. Dep t of. National Marine 

S001090336 

50-275 

D 

S001 150604* 

50-321 

3 

Fisheries Service 




6001 1 50629 

50-237 

3 





0001150634* 

50-237 

9 

Commonwealth Edison Co 

8001020461 

50-237 

S 





0001020468* 

50-237 

s 

0001 i 50636 

50-265 

8 


0001030349 

50-10 

K 

0001150639 

90-295 

8 


0001030629 

50-295 

P 

8001150440 

90-293 

8 


8001030429 

30-295 

P 

8001150644* 

50-265 

8 





8001190647* 

50-295 

S 


8001030634* 

50-295 

P 





0001030634* 

50-295 

P 

800)150449* 

50-295 

S 


8001040457 

Nt/REO 


8001150655 

50-295 

3 


0001040465* 

50-454 

a 

BOOI 150661 

50-249 

8 


8001040541 

50-254 

F 

0001150664* 

50-295 

& 





8001150669* 

50-249 

S 


0001040533 

50-494 

S 





8001040433 

50-237 

G 

8001150670 

50-265 

S 


8001040433 

50-237 

Q 

8001150475* 

30-265 

G 


8001040719* 

90-454 

a 

8001 160388 

50-454 

Q 


8001070224* 

50-436 

Q 

BOOI 1605S3 

50-10 

Q 





0001170004 

50-10 

Q 


BOOi 070328 

50-249 

0 





800)070328 

50-249 

a 

8001170004 

30-10 

0 


800 l 070328 

50-249 

a 

8001170004 

90-10 

0 


8001070328 

50-249 

0 

8001170004 

50-10 

Q 


0001070328 

50-249 

0 

BOOI 170044 

50-237 

Q 





8001)70044 

50-237 

0 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Connecticut Yankee Atomic Pouter Co 


ACCESSION 

NUMBER 

SUBJECT 

category 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

6001170044 

30-237 

0 



BOO 1290221 

50-2 1 3 

P 

BOO 1170397 

5D-373 

A 

Connecticutp State of 


3001020591* 

CONTRACT 


6001100163 

50-373 

G 



800 1200 192 

NUREQ 


8001100163 

50-373 

G 

Conner. Floors fit Ccrber 


9001 020075 

50-272 

C 

6001160163 

30-373 

G 



BOOH 10400 

50-272 

G 

6001 100219 

PR 




BOOll 10460 

50-272 

G 

6001 160233 

50-10 

P 



00011 10480 

50-272 

0 

6001210016 

50-293 

0 



8001 1 10480 

50-272 

0 

8001210107 

50-10 

P 



0001 1 104S9* 

50-272 

C 

8001210137 

50-10 

P 



6001 1 10409* 

50-272 

0 

8001210137 

50-10 

P 



0001 L104B9* 

50-272 

0 

8001210187 

50-10 

P 



6001 140037 

50-395 

0 

8001210197 

50-10 

P 



0001 140060* 

50-395 

0 

8001210137 

50-10 

P 



6001160142 

50-358 

Q 

6001220119 

50-10 

Q 



8001160116 

50-350 

0 

B001220257 





8001210231 

50-272 

G 

8001220431 

30-373 

A 

Conover t Aasocutea, Inc 

Insurance 

8001290343 

70-1621 


8001220314 

50-249 

S 



B0OL29O3S2 

70-1621 


8001220523* 

50-249 

s 

Consolidated Ed non Co of 

New York 

BOO 10207 t 1 

50-247 

0 

8001220333 

30-454 

A 



BO 01 030093 

30-3 

Q 

8001220339 

50-454 

A - 



BOO 10405 53 

50-3 

P 

8001220535 

50-454 

A 



6001040552 

30-3 

P 

8001220339 

50-454 

A 



8001040559* 

SO-3 

P 

8001230045* 

50-295 

G 



BOO1O4O550* 

50-3 

P 

B001230051 

50-237 

P 



BOOSQ7O306 

50-247 

P 

8001230051 

SO-237 

P 



8001060378 

50-247 

P 

8001230093* 

50-10 

Q 



8001000302* 

30-247 

P 

8001230160 

50-454 

A 



8001080445 

50-247 

P 

8001230160 

50-454 

A 



6001090302 

30-247 

P 

8001230160 

50-454 

A 



B001090307# 

50-947 

P 

6001230160 

50-454 

A 



0001090313# 

50-247 

P 

8001240436 

50-254 

3 



9001090310# 

50-247 

P 

8001340445* 

50-234 

0 



0001090323# 

50-247 

P 

800 1340 4 4S 

50-234 

S 



0001090326* 

50-247 

P 

8001340454* 

50-254 

0 



□001090-332* 

50-247 

P 

8001240463 

50-234 

S 



0OO1O9O33B 

50-247 

P 

9001240464* 

50-254 

s 



8001090340* 

90-247 

P 

0001250076 

50-373 

0 



0001090330* 

50-247 

P 

0001250076 

50-373 

a 



0001090356* 

50-547 

P 

0001290213 

50-295 

p 



9001090369* 

50-247 

P 

0001290213 

50-293 

p 



BOO 1090434 

50-3 

P 

B001290230 

50-10 

F 



BOO 1090434 

50-3 

P 

0001290277 

50-295 

r 



8001110426 

50-247 

0 

0001290355 

50-295 

p 



0001110428# 

90-247 

0 

0001290355 

50-295 

p 



BOOll 10605 

50-247 

3 

BQ0I29O479 

50-295 

s 



BOOll 10618* 

30-247 

S 

BOO129G401* 

50-295 

5 



Q00115CJ414 

50-3 

P 

9001290486 

50-265 

S 



BOO 1 160561 

50-247 

P 

9001290496* 

50-265 

9 



BOO 1230366 

30-247 

R 

0001290511 

50-254 

S 



BOO 1220370* 

50-247 

ft 

900129051B* 

50-254 

9 



BOO 1340379# 

50-247 

G 

0001300405 

50-254 

r 



6001240473 

50-247 

O 

0001300409 

50-237 

F 



0001200330 

50-247 

P 

0001300429 

50-237 

p 



9001290470 

90-247 

S 

0001300429 

50-237 

p 



BOO! 290476* 

50-247 

s 

0001300429 

50-237 

p 

Consumers Pouier Co 


79122B0413 

90-339 

it 

8001300435 

50-237 

p 



79 1 22004 1 2 

50-329 

R 

0001300436 

90-599 

A 



8001020015 

REOOD 


0001300437* 

30-237 

P 



8001020430 

50-255 

P 

0001300437* 

30-237 

P 



8001020430 

50-1 S3 

P 

0001300437* 

50-237 

P 



E001020444 

50-255 

H 

aOO 1300552 

71-9001 




6001020473 

50-255 

a 

0001310210 

50-434 

A 



8001020470 

50-255 

p 

8001310210 

50-454 

A 



9001030048 

RE GOD 


9001310210 

50-454 

A 



BOO 10306 66 

30-255 

P 

0001310210 

30-454 

A 



6001030743 

50-235 

P 

0001310290 

50-454 

A 



8001040023 

REGOD 


BOO 1020589 

50-213 

S 



8001040625# 

50-329 

Q 

BOO 1020397* 

50-213 

S 



0001070053 

50-155 

a 

BOO 1030332 

50-213 

F 



0001070059 

50-155 

Q 

BOO 1030573 

SO-213 

P 



0001080432 

50-ass 

a 

BOO 1030577* 

50-213 

F 



0001090247 

50-155 

p 

BOO 1 090303 

50-213 

Q 



8001090304 

50-329 

A 

00011 10367 

90-213 

3 



0001090310 

50-255 

J 

0001150466 

50-213 

P 



0001 100316* 

5Q-S55 

Q 

9001210161 

50-213 

R 



0001 100369 

50-329 

G 

8001210163* 

50-213 

ft 



B001 100369 

50-329 

Q 

000 1220521 

50-213 

8 



0001 100480 

50-155 

P 

000 1 22052B* 

50-213 

S 



eooinoo3i 

50-259 

G 

0001220593 

50-213 

Q 



0001 110071 

50-155 

a 

BOO 1240330 

50-213 

0 



0001 l 1 0071 

50-195 

Q 

0001240457 

50-213 

3 



0001 110076* 

50-195 

0 

0001240461* 

50-2 1 3 

3 



0001110159 

50-253 

0 

BOO 1250 196 

50-213 

3 



6001110433 

50- 1 53 

P 

9001250526 

90-2 1 3 

0 



9001110436* 

50-155 

P 
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CORPORATE SOURCE INDEX 




AUTHOR 

ACCESS I ON 

SUBJECT 

AUTHOR 

ACCESSION 

SUDJECT 

AFFILIATION 

NUMQER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 


BOOI 140244 

50-235 

R 


0001020722* 

4O-BO04 



0001 1 40249* 

30-253 

f? 

Dartmouth College 

9001300127* 

RES 



90011403 98 

30-239 

P 

Oebesoiae & Liberman 

0001020330 

NUREO 



BOOI 150416 

30-255 

S 


0001040357 

50-445 

M 


B001 J 40163 

REGQD 



9001100359 

PR 



BOO 1 1 6041 i 

50-255 

I 


9001280368 

NUREO 



8001170032 

50-329 

0 

Democrats United for Energy Safoty 

B001 030927 

50-367 

0 


0001170390 

50-329 

5 

Detroit Edison Co 

9001030763 

50-341 

A 


3001170390 

90-339 

S 


8001030769* 

50-341 

A 


9001160333 

50-329 

S 


9001140443 

50-341 

S 


6001 100333 

50-339 

B 


8001150503 

50-341 

S 


B0Q12IO030 

NUREO 



9001210203 

50-341 

A 


BOOiSlOl 17 

50-155 

P 


8001220011 

50-341 

0 


6001210119 

50-255 

Q 


0001220015* 

50-341 

G 


B001210124 

30-255 

P 


8001220036 

50-341 

Q 


BOO 1 210229 

50-253 

F 


8001220125 

30-341 

G 


8001210234 

50-159 

S 


0001240525 

50-341 

Q 


800 1 210240 * 

30-155 

0 


B001 290350 

30-16 

J 


8001220054 

90-153 

0 

Daggett, S A 

9001040536 

50-466 

0 


BOO 1230047 

50-159 

Q 

Dou Chemical Lo 

B001 210051 

PR 



0001230063* 

50-255 

0 

Dresser Atlas Export Sales 

B001 160033 

XPQRTLIC 


B001230174 

50-339 

8 

Dresser Industries, Inc 

800! 140335* 

PRM 



90012301 79* 

50-329 

S 

Dulc Power Co 

7912170237 

50-409 

S 


0001240172 

50-295 

Q 


8001020005 

REGGD 



9001250221 

50- J 55 

Q 


0001020227 

50-287 

P 


6001250226 

50-329 

0 


0001020236* 

50-287 

P 


6001250226 

50-329 

G 


0001020327 

50-269 

P 


80 01250231* 

50-327 

0 


0001020327 

50-269 

P 


0001250231* 

50-329 

Q 


8001020327 

50-269 

P 


SCOI2S0342 

50-155 

J 


0OO1O2O3BA 

30-26? 

P 


8001250428 

50-255 

J 


0001020395 

50-269 

P 


BOO 1 230445 

30 -355 

J 


BOO 1020393 

30-269 

P 


8001350451 

50-255 

J 


0001020393 

50-269 

P 


0001250471 

50-155 

S 


8001020459 

50-269 

P 


300 1 25-0407 

50-155 

P 


8001020439 

30-269 

P 


3001250489 

50-255 

B 


0001020459 

50-269 

P 


0301250499* 

50-295 

3 


8001020481 

50-26? 

P 


0001250502 

50-195 

P 


80010204B1 

50-269 

P 


6001250502 

50- 1 53 

P 


0001020481 

50-26? 

P 


0001250503 

30-259 

f * 


8001020613 

REGOD 



B001250511 * 

50-155 

P 


8001020605 

30-369 

Q 


8001 2505M* 

30-155 

P 


0001030519 

30-269 

r 


0601290215 

50-155 

3 


B001 030519 

50-269 

F 


8001280222* 

50-155 

S 


0001030319 

50-269 

r 


BOO 12904 10 

30-233 

3 


0001030528* 

50-269 

F 


B001 290416* 

50-255 

S 


0001030543 

30-269 

0 


BOO 1300209* 

50-329 

0 


BOO 1030543 

30-269 

0 


BOO 13004 17 

50-329 

R 


8001030543 

50-269 

a 


800J 310219 

50-255 

R 


B0010303B? 

50-369 

A 

onveTse, Davi-s U Associates 

800131 0196* 

50-361 

K 


8001030672 

50-269 

P 


3001310254* 

30-361 

K 


8001030672 

50-269 

p 

Cornell College 

0001030269 

NUREO 


( 

0001030672 

30-269 

p 

Cornell Univ 

8001030059* 

50-97 

Q 


BOO! 040529 

50-269 

p 

Cotter Corp 

0OO124OIB7 

HASTE MOT 


0001040603 

50-269 

P 

Crearei Inc 

8001300120* 

RES 



BOO 1040603 

50-269 

P 

Critical Mass energy Project 

0001100537* 

COMMISSION 


BOO 1040603 

50-269 

p 

Cyprus Mine* Carp 

0001040010 

WASTE MOT 


0001070244 

NUREO 



8001110420 

HASTE MOT 


□001000434 

50-269 

p 

DRG Internet lonalj Inc 

8001030305 

XPORTLIC 



B001 080434 

50-269 

p 


8001030312* 

XPORTLrC 



0001090333 

50-270 

P 

paedalean Associates, Inc- 

0001 300 1 56* 

RES 



8001090374 

50-369 

A 

Dairy land Power Cooperative 

8001030690 

50-409 

P 


BOO! 090377* 

50-369 

A 


6001070301 

50-409 

S 


0001100447 

50-269 

8 


000 1 070424 

50-409 

S 


8001100449* 

50-269 

S 


8001070425* 

50-409 

8 


BOO! 110461 

50-28/ 

8 


80010Q05IA 

50-409 

P 


0001140421 

50-269 

P 


0001090403 

50-409 

P 


B001 140421 

90-269 

P 


0OOH4O217 

50-409 

n 


8001140421 

50-269 

P 


6001140224* 

30-409 

n 


0001140430* 

50-269 

P 


0001 180350 

SO-409 

p 


8001140430* 

90-269 

P 


3001210020 

30-409 

0 


0001 140430* 

50-269 

P 


9001220439 

50-407 

F 


8001150330 

50-26? 

P 


8001220459 

50-409 

F 


BOOU 50339 

50-26? 

P 


30012404 El 

50-409 

0 


BOOI 1 50330 

50-26? 

P 


0001250455 

30-407 

8 


0001 150404 

50-26? 

n 


6001250462* 

30-40? 

S 


8001150404 

50-269 

p 


0001260026 

30-40? 

Q 


BOOU 50404 

50-269 

p 


6001280203 

50-409 

F 


8001150439 

30-269 

s 


BOO 1280234 

30-40? 

P 


BOOI 150439 

50-269 

S 


8001280310 

30-40? 

P 


0001150439 

50-269 

S 


8001290525 

30-409 

5 


BOOI 150443* 

50-26? 

8 


BOO 130042 9 

30-409 

P 


8001150443* 

50-269 

S 


8001300443 

50-409 

P 


BOOI 150443* 

50-269 

8 

Dallas Power 8< Light Co 

BOOI 220412* 

30-445 

A 


3001 1601 58 

REOOD 


Danas !< Mpora 

0001020717 

40-8084 



BOOU 70372 

50-270 

G 



CORPORATE SOURCE INDEX 


399 


AUTHOR 

AFFILIATION 


Duquesnt Light Co 


E i du Pont de Nemours & Co ♦ Inc 
BO & Gr Inc 


ACCESS I ON 
NUMtlER 


BOO 1170373 
BOO l 170376* 
8001 1 70378* 
8001 170303* 
8001 170303* 

BOOI 170439 
0OOII7O449* 
BOO! 1BO230 
B001 180236 
8001 1B03Q7* 

0001 180405* 
BOOI320160 

8001220169* 

6001220141 

8001230256 

0001230256 

0001230260* 

BOO123O260* 

B001240409 

0001240409 

8001240472 
8001240472 
BOO 1 200303 
0001280374 
0001290357 

6001290357 

8001290357 

8001290426 

8001290426 

9001290426 

6001290436 
0001290436 
8001290436 
8001290557 
80013101 18 

BOO 1 0300 5 8* 
BOO 1030572 
8001030659 
800SQ30665* 
8001070311* 

8001070300 
BOOl 110539 
BOO 1110656 
BOOl 1 10661 * 
8001 140143 

8001 140396 
0001140416* 
60012101 51 
8001210156* 
0001220183 

8001220291 
B00123014Q 
BOO 1230229 
8001230251 
BOOl 240062* 

8001240360 
BOOl 240363 
B001240446 
8001240450* 
8001290326 

0001290404 

B00129Q4I1* 

B001290S26 

0001290551 

6001310204 

BOOl 300070* 
8001300198* 
7909270597* 
BOO 1080009 
BOO 1080041 

6001100114 
0001100267 
8001100278 
8001160473 
BOOl 170430 

BOO 13400 14* 
BOO 1240240* 
8001250565 
80012B0401 
8001260413 

800 1 2B0434 
BOO 1280509 
BOO 1290 127 
BOO 1290 163 
BOO 1300024* 


SUBJECT 

CATEGORY 


50-270 0 

50-270 0 

50-270 G 
50-270 G 
50-270 C 

50-270 S 
50-270 9 

REGQD 
ftEGGD 
50-369 Q 

50-369 Q 
50-369 A 
50-369 A 
50-269 P 
50-4 L3 3 

50-413 S 
50-413 8 

90-4 1 3 B 
50-369 A 
90-369 A 

50-369 A 
50-369 A 
50-269 P 
NUREG 
50-269 P 

50-269 P 
50-269 P 
50-269 P 
50-267 P 
50-269 P 

50-269 P 
50-269 P 
30-269 P 
50-369 A 
RECCO 

50-334 Q 
50-334 F 
50-334 R 
50-334 R 
50-412 8 

50-334 S 
50-334 P 
50-334 □ 

50-334 S 
REGQD 

50-334 S 
50-334 S 
50-334 R 
50-334 R 
71-6601 

50-334 P 
50-334 P 
30-334 B 
30-334 S 
50-412 G 

50-334 Q 
50-334 Q 
50-334 P 
50-334 P 
50-334 P 

50-334 P 
50-334 P 
50-334 S 
50-334 P 
50-334 G 

RES 

RES 

TDPREP 

RES 

RES 

RES 
REB 
RE0 
RES 
MUR EG 

50-295 P 

50-250 P 

RES 

RES 

RES 

RES 

RES 

RES 

RES 

RES 


AUTHOR 

AFFILIATION 


Ebasco Services.. Inc (cubs af Ens-erch 
Carp ) 


Eckert. Sedans* Charm & Mgllott 

Edison Electric Institute 
Edlou International Co 


Eichharn.EicMiorn 6 Link 


Electric Putner Research Institute 
Energy Engineering Group 

Energy Fuels Nuclear. Inc 


Energy Products Group 

Energy Research & Development Admin 
(Presently CUE} 


En bt g y i Dep t of 


ACCESSION 

NUMBER 


8QOI3OOO20* 

8001300049* 

8001300062* 

8001300071* 

aooiaooiio* 

BOO13OO10B* 
0001300191* 
BOO 13 002 16* 
B0O1300235* 
BOO I 300249* 

8001300260* 
BOO 1300266* 
BOO 1300268* 
BOO 1 300270* 
8001300291* 

80013002964 
BOOl 300300* 
800 1300305* 
8001300316* 
BOO 1300322* 

8001300325* 
BOO 1 3003 32 * 
6001300336* 
8001110399* 

BOOl 1 10401 * 

8001140010 
8001150220 
BOOl 160126 
BOOl 1801 04 
BOO 10 30338 

□001090015* 
□001020373 
800 1020387* 
8001040008 
□001 1 10375 

6001 240367 » 
8001240423* 
BOO 1310260 
BOO 11 40134 
8001310113 

60013101 16* 
BOOl 310124 * 
0001310127* 
8001300092* 
0001220329* 

8001300113* 

8001300271 

8001300394 

8001310407 

6001300430 

8001 i 10425* 

□001220597 

0001220607 

8001220622 

0001300590 

0001300592 
0001300593 
0001300599 
800 1 300 600 
8001310022 

8001090207 
8001100016 
0001100407 
BOOl 100323 

aooi uoo40 

BOOl 140108 
BOOl 160209* 
8001160336* 
BOOl 160335 
BOO 11 60379 

8001 1 60401* 
Q001160451* 
BOO I 2200 07 
0001230598 
8001220613 

8001220614 
8001220616 
8001220619 
BOO 1220620 
BOO 1220624 

BOO 1220625 
8001220627 
8001220629 


SUBJECT 

CATEGORY 

REB 

RES 

REB 

RES 

TIES 

RES 

RES 

RES 

RE9 

REB 

REB 

RES 

RES 

RES 

RES 

RES 

REB 

RE8 

RES 

RES 

RES 

RES 

RES 

50-500 A 

50-508 A 

REQGD 
REGOD 
REGQD 
REGQD 
50-374 0 

CONTRACT 

XPORTLIC 

XPORTUC 

XPDRTLIC 

XPORTLIC 

DECY 

SECY 

XPORTLIC 
90-367 0 

50-367 O 

50-367 © 

50-367 0 

50-367 G 
REB 

50-214 P 
RES 

40-B681 
40-8673 
40-B6B I 
TOPREP 

UABTE NOT 

PR 

PR 

PR 

PH 

PR 

PR 

PR 

PR 

PR 

71-3939 
REGQD 
XPORTLIC 
50-599 A 
71-6306 

REQGD 

10CFR 

COMMISSION 

71-3753 

XPORTLIC 

50-320 H 

30-335 U 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 



400 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8001220631 

PR 



8001220636 

PR 



8001310026 

PR 


Fnerg y , Dt?p t of* Clinch River Breeder 

B001310225 

50-537 

0 

Reactor PLant 





BOOT 310230* 

50-537 

0 

Energy, Dep t of, Envu oriental Hfldsurtmen 

8001300063 

REGGD 


Is Laboratory 





0001300066* 

REGGD 


Energy, Dept of* Idaho Operations Office 

9001100347 

71-9134 



0001180234 

71-6346 


Engineering Decision Analysts Company, 

Tni 

0001310367* 

TOPREP 


Environmental Coalition on Nuclear Power 

8001070206 

NUREG 



800108049 1 

50-239 

G 


6001200463 

50-239 

0 

Environmental Policy Institute 

8001300554 

PR 


Envi rormenta J Protection Agency 

BOO 1090379 

OftG 



3001 170395 

50-272 

P 


B001290017 

WASTE MOT 


8001300612 

PR 



0001300614 

PR 


Essex Corp 

6001210235* 

contract 



3001 280509 

50-320 

P 


B0OJ 280307 

50-320 

P 


0OO12BO5O0 

50-320 

P 

European Communities, Commission of 

8001150579 

XP9RTLIC 



8001150673 

XPORTLIC 



9001160003 

XPORTLIC 



0001 160242 

XPOftTLIC 



800U6024B* 

XPCRTLIC 



8001180393 

XPORTLIC 


Exxon Minerals Co , USA 

8001220164 

40-3064 


Exxon Nuclear Co , Inc (subs of Exxon 

7912280S71* 

50-397 

A 

Corp > 





3001 100410 

T0PREP 



BOO 11 90077 

Pft 



BOOl 2201 49 

NUREG 



9001290595 

TQPREP 



9001290597* 

TOP REP 



0001300320 

TOPflEP 



0OO131O075 

71-9022 



0001310070 

71-6591 


FUR GO Consulting Engineers Geologists 

0001310174* 

50-361 

it 


0001310177# 

30-361 

k 


3001310109* 

30-361 

K 


EJOO13101O9* 

50-361 

K 


BOOl 31 020 1 # 

50-361 

K 


aooiai02DB* 

50-361 

K 

Factory Mutual Engineering Corp 

8001100516# 

50-263 

F 

Federal American Partner* 

B0010B0596 

40-4492 



8001220053 

40-4492 


Federal Aviation Administration 

8001110431 

71-177 


Federal Emergency Management Agency 

BOD13O0628 

PR 



3001310400# 

COMMISSION 

Feldman* Hall, Franden, Reed U Woodward 

BOO 1 25000 1 

50-556 

0 

Fleischaker, D S 

SOOil 10047# 

50-275 

A 


9001220169 

50-275 

0 


B0012B0186 

50-273 

G 


90012D0210 

70-2623 


Florida Power 1, Light Co 

0001020610 

50-335 

P 


8001020627 

50-250 

P 


9001020437 

50-399 

A 


6001030343 

50-230 

F 


8001030343 

50-250 

F 


9001030350 

50-335 

F 


0001030463 

50-302 

Q 


BOO J 030667 

SO-335 

8 


3001030674* 

90-333 

S 


0001030772# 

50-389 

0 


9001040524 

50-250 

p 


6001040524 

50-250 

p 


60Q1O40524 

30-250 

p 


BOOl 090322 

50-250 

p 


0001 1 10051 

50-250 

p 


BOOl 1 10051 

50-250 

p 


3001110051 

50-250 

p 


9001 1 10409 

50-309 

3 


0001110570 

30-335 

3 


9001110592# 

90-333 

S 


BOOl 1105 92 

90-339 

S 


0001110600* 

50-339 

s 


3001 1 £0647 

50-335 

s 


3001 1 10653# 

50-335 

9 


AUTHOR 

AFFILIATION 


Florida Poiiior Corp 


Florida, State of 

Florida* Univ of, Gainesville 

Foley & LardfiBr 


ACCESSION 

NUMBER 


SOOil 40446 
6001 1 40450i* 
8001 1 501 B8 
BOOl 150190 
9001150293 

8001 1D0409 
SOOU5040Q 
9001150412 
9001130499 
BOOl 1 50506# 

9001150512* 
0001160029 
0001170340 
9001190037 
0001 1 BOl 57 

9001 1 90209 
00011 0020 B 
BOOl 180249 
0001160276 
9001210U9 

6001210500 
8001210200 
8001220409 
BOOl 220410 
8001220410 

8001220420 

8001250179 

6001280287 

0001200446 

8001200446 

9001200497* 
9001290193 
6001290205 
9001290230* 
800129024 2 

9001290242 

6001290353 

8001290356 

0001290517 

0001290317 

B001290333 

0001310048 

8001310040 

6001310294 

9001020102 

9001030578 
0001040545 
0001 040551 * 
0001100489 
0001 140527 

0001150204 

S0011502B6* 

0001190595 

0001130304* 

0001160476 

B0011 8021 4 
0001 180290 
8001210126 
8001210127* 
8001210213 

9001210218* 

0001210256 

8001210267 

0001210269* 

6001220364 

BOO 1220372* 

9001220463 

6001220492* 

8001230040# 

6001230093 

0001290244 
6001290249* 
BOOl 290325 
BOOl 290314 
9001290516* 

8001290S9J 

9001290593* 

0001300366 

9001300415 

9001300446 

BOO 1280066 
9001 180406* 
0001220355 
0001200311 
600t 11039B 


SUBJECT 

CATEGORY 


50-335 P 
50-335 P 
50-250 0 

50-250 0 

50-333 P 

50-230 P 
50-250 P 
50-333 P 
50-335 P 
50-335 P 

50-335 P 
REGGD 
50-250 G 
50-335 G 
50-250 Q 

50-250 G 
50-250 Q 
50-335 P 
50-335 F 
50-250 P 

50-250 P 
50-250 P 
50-335 P 
50-250 P 
50-250 P 

50-250 0 

50-250 Q 
50-335 0 

50-250 0 

50-250 0 

50-335 G 
50-309 G 
SO-335 P 
50-335 P 
50-250 P 

50-250 P 
50-335 P 
50-250 P 
50-250 P 
50-250 P 

50-251 G 
50-230 P 
50-250 P 
50-339 P 
50-302 P 

50-302 P 
50-302 S 
50-302 3 

50-303 J 
50-303 F 

50-302 P 
50-302 P 
50-302 P 
50-302 P 
50-302 P 

50-302 Q 
50-302 P 
50-302 K 
50-302 K 
50-302 ft 

50-302 R 
50-302 F 
50-302 K 
50-302 K 
50-302 S 

50-302 S 
50-302 9 

50-302 6 

50-302 P 
30-302 H 

50-302 S 
50-302 fi 
50-302 P 
50-302 S 
50-302 B 

50-302 S 
50-302 S 
50-302 P 
50-302 r 
50-302 P 

NUREG 
CONTRACT 
50-305 G 
50-305 0 

50-514 0 


BOOl 1 40207 


50-250 Q 


Forelaws on Board 



CORPORATE SOURCE INDEX 


401 


AUTHOR 

AFFILIATION 


Fojci Farr ?< Cunningham 


Franklin I ns t i tu t o/F ran k 1 i n Research 
CenLvr 

Frio-nds a P the Earth 


Frlonda t»f the Filipino Peoplo 

QftQG ro r 9 cliung s i on trum Qeesthact Ombh 
■Georhar t-Owen Industries/ Inc > 00 
Wlraline Services Div 

Ofli^ingor Medical Cantor 

r 

Oanernl Atomic Co {subs of Qulf Oil 
Co ) 

Osncrel Clqctric Co 


Ooneral Electric Co , Nuclear Energy 
Product* Div 


Central Electric Operating Plant Owners 
Croup 


General Motors Corp 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

9001140093 

50-289 0 

0OO12BOOL9 

50-289 G 

0OO12BO2 L 4 

50-209 G 

8001280221* 

50-209 G 

0001160506 

CONTRACT 

8001020041 

90-312 G 

8001090097 

50-312 G 

8001090101* 

90-312 G 

B001090104* 

90-312 G 

80010901 10* 

90-312 Q 

BOO 1090 113* 

90-312 G 

8001040046 

XPQRTLJC 

8001070125 

XPQRTL1C 

8001300006* 

RES 

B001 1 40199* 

PRM 

BOO 1070522* 

40-7994 

9001070534* 

40-7994 

8001160263 

XPDRTLIC 

0001290061 

XPDRTLIC 

800102061* 

REGGD 

BOO 103063 B 

TDPREP 

0001030641 

TOPREP 

□001030757 

TOPREP 

9001040656 

90-272 P 

9001040690* 

50-272 P 

0001070355 

TOPREP 

BOO 109030 1 

TOPREP 

BOOl 100367* 

TOPREP 

0001100372* 

TOPREP 

BOOL 100375 

TOPREP 

BOOl 100378* 

tdprep 

0001100382* 

TOPREP 

8001110562* 

50-10 P 

9001140014 

TOPREP 

BOOU 40046* 

SECY 

BOOl 140354 

TOPREP 

0001170321* 

TOPREP 

8001170339* 

TOPREP 

8001170369 

TOPREP 

0001170376* 

TOPREP 

BOOU 70508 

nureg 

BOOl 180290* 

7J-5926 

8001180296* 

71-5926 

9001100306* 

71-5926 

8001100315* 

70-754 

8001 180324* 

71-5926 

0001100341 

XPDRTLIC 

8001210125 

XPDRTLIC 

8001230062 

TOPREP 

B001230064 

TOPREP 

8001240046* 

TOPREP 

9001240406 

50-263 ' 

BOOl 250525 

TOPREP 

6001250533* 

TOPREP 

0001290569* 

50-331 

aooiooouB* 

RES 

0001300149* 

RES 

0001310073 

71-9136 

6001310305 

XPGRTLlC 

6001310300 

XPORTLlC 

0001310364 

TOPREP 

0001030084 

71-6697 


AUTHDR 

AFFILIATION 


General PubJJc Utilities 
General Public Utilities - CPU 
Corp 


George Utie Co- < Inc 

Georgia Institute of Technology 

Georgia Power Co 


ACCESSION 

NUMBER 

SU0 JECT 

category 


0001100550 

XPDRTLIC 


9Q01210258* 

50-289 

P 

0001290433 

50-209 

P 

8001290445* 

50-289 

P 

0001290530 

50-320 

R 

BOOU 60675 

XPDRTLIC 


BOOl 02002 B 

REQCD 


0001140097 

REGGD 


8001020131 

50-321 

Q 

0001020710 

50-321 

0 

0001030729 

30-424 

S 

0001030734* 

50-424 

s 

0001030770 

50-321 

p 

BOO 1030770 

50-321 

p 

B00103077B* 

50-321 

p 

0001030778* 

50-321 

p 

9001030795 

50-424 

A 

BOOl 030975 

50-321 

a 

BOOIO3O075 

■50-321 

0 

6001070388 

50-366 

p 

BOOl 000374 

30-366 

8 

6001080303'* 

50-366 

S 

6001000393 

50-321 

P 

0001080458 

50-321 

P 

80010B045B 

50-321 

P 

B0010B0496 

50-366 

S 

8001080501 * 

50-366 

3 

BOOl 080509 

50-366 

5 

0001080320 

50-321 

B 

8001090530* 

50-321 

S 

B0010B0543* 

50-366 

S 

0OOIOBO56O 

50-366 

s 

8001080563* 

50-366 

s 

0001000566 

50-321 

5 

BOOIOB0576* 

50-321 

5 

0001100435 

50-321 

S 

0001100543 

50-321 

s 

BOOl 140235 

50-366 

5 

6001140243* 

50-366 

3 

8001140328 

50-366 

S 

8001 140337* 

50-366 

s 

0001140346 

50-321 

s 

8001140353* 

50-321 

s 

0001 1404 U 

50-366 

s 

0001140414* 

50-366 

5 

S00H40455 

50-321 

P 

0001150323 

50-321 

P 

600U 50323 

50-321 

P 

8001 1 50343 

50-321 

R 

8001150346* 

50-321 

R 


BOOU 50353 50-321 R 
8Q011504B7 50-366 R 
8001 1 50493* 50-366 R 
BOOt J 50498 50-366 R 
BOOU 50521 50-366 S 

8001 150524 50-366 S 
0001150529* 50-366 S 
BOOH 50533* 50-366 S 
8001150597 50-321 S 
BOOH50613 30-321 B 

8001150619* 50-321 S 
8001150622 50-321 0 
BOOU 50622 50-321 Q 
0001150663 50-321 S 
8001150666* 50-321 S 


0001040035 

0001040337 

0OO1OBOO53 


71-5942 
50-352 S 
REB 


0001080057 

0001080446 

0001090454* 

0001000691 

0001110099 


RES 

TOPREP 

TOPREP 

71-9044 

71-4906 


0001160555 
0001170283 
6001170280* 
0001 170310 
0001 170353 


50-73 P 

tdprep 

TOPREP 

TOPREP 

TOPREP 


0001180051 

0001080465 


REGOD 

TOPREP 


0001080478* 

0001160509 

0001100548 


TOPREP 

TOPREP 

XPDRTLIC 


BOO 11 50671 
8001150674* 
8001160038* 
BOOli 60426 
8001 160546 

80011 BO 1B8 
0001210214 
8001220456 
8001220490 
6001220502 

BOO 1220503* 
BOO 1220308 
8001220510* 
8001220513* 
0001220558* 

8001220570 

B001220572 

8001220382* 

9001220583* 


50-366 S 
50-366 S 
50-321 0 
50-321 R 
50-366 fl 

50-321 0 
50-366 P 
50-321 P 
50-321 3 
50-366 S 

50-321 S 
$0-321 S 
50-366 S 
50-321 8 
50-321 P 

50-366 S 
50-321 S 
50-321 B 
50-366 S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



B00I230172 

50-321 

J 



B00123G172 

50-32! 

U 



B001240449 

30-424 

6 



6001 240466 

50-424 

S 



SOOl 20005-2 

30-424 

G 



6001290453 

50-321 

1 



0OOJ29O492 

50-321 

a 



6001390512# 

50-321 

i 



6001300277 

50-321 

s 



3001300287# 

50-331 

s 



6001300340 

50-32! 

s 



B001300350# 

50-331 

6 



8001 300353 

50-366 

R 



60-0 1 300493# 

50-366 

R 



BOO 131 0239 

50-321 

8 



6001310241# 

50-321 

S 



6001310240 

90-321 

6 



3001310253# 

50-321 

6 

Georgia, State af 


0001200447 

NUREG 


Germany, Federal Republic of 


8001 1 10270 

REGGD 




8001300009# 

RES 


Oesel Iscftaf fc fur Reaktor sicher hett 


6001 300 146# 

RES 




0001300221# 

RES 


Gibbs ft Hill, Inc (suO-s of Grave 

Corp 

> 0001030906 

REGQD 




0001160257 

reggd 




8001 160532# 

50-445 

A 



9001160537# 

50-445 

A 



9001170563 

REGQD 


Gibson. Dunn ft Crutcher 


8001020049 

PRDJ 


Gilbert /Commonweal fch Cos 


0001 1606-44# 

50-320 

H 

Ol l leap i <? ft Jones 


6001210046 

50-302 

0 



6001210052# 

50-3132 

Q 



6001210057# 

50-302 

G 

Gollob Analytical Service 


6001 100397 

XPORTLIC 


Gould, Inc 


B0010401B2# 

GA999 


Govern/rent Publications Review, pub 

of 

6001040396 

FUIA 


Pergafion Press* In-c 





Greenpeace Foundation 


6001080324 

PROJ 


Gulf Nuclear* Inc 


BOO103O694 

PRM 




0001140172# 

PRM 




600U40341# 

71-210 


QuJf Oil Carp > Gulf 5 Mineral Resource* 

6001 100337 

WASTE MOT 



6001160244 

WASTE MQT 

Gulf States Utilities- Co 


6001020403 

50-49B 

A 



6001090214 

30-430 

A 



BOO 1 30045B 

50-450 

H 

H,*nf 0 t d Engineering Do ve ) opment 


6001090064 

REEi 


Laboratary 







6001 110465 

PROJ 




3001160417 

PR0J 




6001300120# 

RES 




3001300247# 

RES 


Hanover CountyrVA 


B001160090 

50-339 

Q 

Harnage*H H 


8001200175 

50-250 

0 

Harold J Spelman ft Associates 


0001100321 

40-206! 


Harrison Steel Cast 


6001140137# 

PRM 


Harvard Univ 


0OO1O7O174 

REGGD 


Health Physics Services, Inc 


BCOI090119 

REGGD 


Helgesan Nuclear Services* Inc 


B001140019 

40-6004 


Hewlett - Packard Co 


6001 160672 

XPDRTLIC 




0001 170119 

XPDRTLIC 


Hjll Christopher ft Phillips 


6001040505 

50-275 

Q 

Hittman Corp 


8001030061 

XPORTUC 




0001030085# 

XPDRTLIC 




0001090086 

71-6974 




8001090096* 

71-6374 


Hittman Nuclear ft Development Cerp 


0001 1 JO506 

71-9079 


( subs Hi t fcman C or p > 







SO 01 220033 

71-9010 


Hock i k i “American 


6001220131 

PR 


Hodder, h H 


8001 020065 

50-309 

G 



600 I 0901 02 

50-389 

Q 

Hoke, Inc 


0001220193 

XPORTLIC 




6001220391 

XPQRTUC 


House of Rep 


8001030183# 

30-320 

U 



0001070439 

PR 




8001 130174# 

commission 



0001 1301 84 

NUREG 




BOOl 1302334# 

COMMISSION 



6001 130236* 

30-346 

U 



8001 130241* 

commission 



GOO 1 | 40475* 

50-3B7 

u 



8001 140504* 

50-3SS 

u 



6001150173# 

50-463 

u 



AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



6001160377# 
6001 J60521* 
8001290271 
BOO! 300002 
8001300275 

COMMISSION 
MI SC 

50-327 U 
50-546 U 
50-332 U 

Hausc of Rep 
House of Rep 
House of Rep 
House of Rep 

. Armed Services 
, Committee on Rules 
, Fore ign Affairs 
, Government Operations 

BOO 1160627 
60011 501 B2 
BOO 1 160173# 
6001160609# 
6001310199# 

50-320 U 
50-3 U 
50-317 U 
COMMISSION 
50-320 T 

House of Rep 

House of Rep 
Commerce 

. Interior ft Insulai Affai 

, Interstate ft Foreign 

irs 8001100177* 
BOO! 1 30107# 
0001 I 301 I 3# 
8001 180196* 
BOOH 60396# 

COMMISSION 
COMMISSION 
COMMISSION 
WASTE MGT 
COMMISSION 

House of Rep 
House Of Rep 
Fisheries 

House Of Rep 
Servi CQ 
House of Rep 

i Judiciary Committee 
, Merchant Marine ft 

, Post Office ft Civil 

, Science ft Technology 

6001 160563# 
6001070032# 

6001160570# 

8001280445 

BOO 1130192* 

MISC 

50-233 P 

COMMISSION 
SO- 1 55 U 

COMMISSION 

House of Rep 

, Ways and Means 

6001310184 
0001310187* 
0001020502 
0001020514* 
£300 1 02 0 5 24# 

50-320 T 
50-320 T 
50-322 U 
50-322 U 
50-322 U 

Houston Lighting ft Power Co 

0001020038 
0001080072 
BOO! 060295# 
0001000295# 
8001060295# 

50-466 0 
50-466 0 
50-443 M 
50-445 M 
50-445 M 



8001080395# 
BOO! 080306# 
8001090306# 
8001000306* 
8001000306# 

50-445 M 
50-449 M 
50-445 14 
50-445 M 
50-445 H 



BOOIO0O397 
8001100396 
8001 U 0344 
0001 140104 
6001140137 

50-445 M 
50-490 F 
50-466 G 

RCGGD 
50-49B G 



6001140140# 
0001140156 
6001160556 
B001 1 60565 
6001 J60973 

50-498 G 
50-466 0 
50-466 G 
50-466 0 
50-466 0 



8001170593 ' 
8001 180021 
8001 1 B0079 
6001210064 
BOO! 210064 

50-490 M 
30-466 G 
50-490 G 
50-445 M 
50-445 M 



0001210064 

0001210064 

8001210060# 

8001210068* 

8O0121O06B* 

50-445 M 
50-445 M 
50-445 n 
50-445 M 
50-443 M 



8001210068* 
6001220286 
8001240503 
8001240528 
BOOl 250071 

50-445 M 
30-466 0 
50-466 0 
50-498 G 
50-466 G 



0001250315# 

9001280044 

0001280232 

0001290030 

0001300501 

50-498 0 
50-466 0 
30-466 G 
50-466 G 
50-445 M 



0001300581 

8001300501 

0001300581 

8001300507* 

0001300587# 

50-445 M 
30-445 M 
90-445 M 
50-445 M 
50-445 M 

HtJvis, R L 

Huntington Testing 

Hunton ft Williams 

0001300587* 

0001300587* 

8001090050 

8001220025 

8001040266 

50-445 h 
30-443 M 
PR 

71-9035 
50-338 G 

IRT Corp 

ITT Gnnnell Industrial Piping, Inc 
<subs of ITT Grinnell) 

0001070090 

1 8001 140111 

BOO I 160442 

8001180985* 

800U80360 

50-330 G 

50-322 G 

50-330 G 

CONTRACT 
71-9028 

ITT Research 

Institute 

8001030116* 

REGGD 



CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


Ichthyological As sac ia tes, Inc 


Illinois Power Co 


I I 1 inoi s . State of 


Illinois, State of. Dept of Public 
Health 

Indiana L Michigan Electric Co 


Indiana L Michigan Power Co 


Industrial Nuclear Co 


ACCESSION 

NUMBER 


8001040559* 
8001040561* 
aOOl 1 10494* 
9001210237* 
9001290941* 

BOOl 140017 
BOO 1 150492 
8001 180040 
BOO 1220040 
9001030101 

9001060093* 
BOO 1 100093 
BOO 1220141 
0001290004 
9001020106 


BOO l 070238 
BOO 1 020279 
BOO 1 020309 
900102039*# 
0001020401 

BOOIO204O*# 

B001020410* 

8001030*^3 

8001040533 

8001040*13# 

80010406^7 

8001040657 

80010406*0# 

6001070347 

6001080230 

BOOIO0O394 

900100045 * 

800100045* 

8001080-502 

90010B0502 

&0O1 140424 
8001 140424 
3001150423 
3001 130423 
000115042* 

8001 17034* 
0OQ117O331 k 
8 Q 01 1 Q 0020 
8Q01210244 
0001290001 

BOO 1230373 
8001220373 
8001220431 
0001220451 
BOO I 22052* 

600 1 220532 
9001220533* 
9001 320540* 
BOOJ22054I 
8001220547* 

9001220639* 
BOOl 2404 10 
B0OL24O4 14* 
BOO 12504 *3 
80012504*0# 

9001250479 
B0012504B1 
B0012S04B4* 
BOO l 25048** 
60-01290235 

8001290542 
9001 290 54S 

B00130044B 
BOO I 300971 
6001300571 

8001030*21 
0001030933 
6001040**0* 
800 JO 7034^ 
8001070351 

0001070397 
BOO 1070526* 
60011404*1 
6001140463# 
600121 0160 

6001210164# 

6001210177 

6001210176* 

600104032** 


SUBJECT 

CATEGORY 


50-320 R 
‘30-320 R 
50-272 0 

30-272 G 
50-320 R 

REGGD 
30-4*1 A 
50-4*1 G 
30-4*1 G 
40-20*1 

40-20*1 
50-295 0 

PR 

57—37 

40-2061 


MJREQ 
50-315 S 
50-316 S 
50-316 S 
50-315 3 

50-315 S 
50-319 S 
50-315 P 
50-316 S 
50-31* S 

90-315 I 
50-315 1 

50-315 I 
50-316 0 

50-315 a 

50-31* P 
50-315 F 
50-315 F 
50-313 S 
30-313 8 

50-3 I 5 P 
50-315 P 
50-315 P 
90-313 P 
50-31* P 

50-31* 5 

50-3 1 * S 
50-3 1 * P 
50-315 P 
50-315 G 

50-315 P 
50-3 1 5 P 
50- J 1 9 P 
50-313 P 
50-31* S 

50-315 S 
50-316 S 
50-315 S 
50-315 P 
50-315 S 

50-31* S 
30-315 S 
50-315 S 
50-316 5 

50-31* S 

50-315 S 
50-31* S 
50-31* S 
50-315 S 
50-355 1 

50-313 S 
50-315 0 

50-315 P 
50-3 1 5 Q 
50-315 G 

50-315 S 
50-31* O 
50-3 1 5 I 
50-315 S 

50-3 1 * a 

SO-3 1 5 P 
50-3 1 5 Q 
50-3 1 6 P 
50-31* P 
50-315 R 

50-31 5 R 
50-316 R 
50-31* R 
71-62 


AUTHOR 

AFFILIATION 


Input Output Computer Services, Inc 
Interagency Review Group on Nuclear -Waste 
Management 
Inter lari Dep t of 


Inter lorp Dept of. Bureau of Land 
Manatjomen t 


In te r ton Dep t of. Bureau of Mines 

Inter lor* Dep t of. Fish * Wildlife Service 


Interior, Dept of, Geological Survey 


I nter mountain Testing Co 

International Brotherhood of Electrical 
War leer 5 

International Testing Laboratories. Inc 
Intervener J T Doherty 

laua Electric Light 6 Power Co 


Irving. S M 

Ishani, Lincoln fc< Deale 


Isotope Products- Laboratories 


J L Shepard & Associates 


J L Sh Bpp«»T d Cor p 
Jack € Went 

Jackson Community College, Ml 
Japan 


ACCESSION 

NllMDER 

SUBJECT 

CATEGORY 

8001 0701 83# 

CONTRACT 


i 600131002* 

PR 


B 001 020097 

40-9745 


600122-01 32* 

50-522 

0 

80012504*7 

50-514 

T) 

B00I24O32A 

40-0745 


8001290535 

50-528 

r> 

8001240477 

40-0745 


8001040**9 

50-599 

A 

8001090343 

50-41* 

A 

BOOH 40034* 

50-514 

A 

0001140351 

50-303 

II 

BOO 1240455 

50-383 

A 

8001310355 

50 -407 

P 

BOO 10200 IB 

REGOD 


8001 1 1000 l 

PR 


9001290547 

50-522 

A 

0001310025 

PR 


8001310129 

PR 


8001140257# 

PRM, 


800120040* 

NUREG 


6001 1 40209* 

PfiM 


800106032* 

50-4*6 

G 

8001290150 

50-4*6 

Q 

B00I02C344 

50-331 

S 

8001020356# 

50-331 

S 

8001020507 

50-331 

0 

8001020512# 

50-331 

9 

80Q 10703*0 

30-331 

F 

300 10703*4# 

50-331 

r 

BOO 10703*9 

50-331 

p 

0001000479 

50-33 1 

p 

000 1000493* 

30-311 

p 

BOO 1000497* 

50-331 

p 

0001080547 

50-331 

s 

B001150539 

50-331 

8 

0001150546* 

50-331 

6 

□001150563 

50-331 

0 

BOOl 150572* 

50-331 

G 

0001210000 

50-33 1 

0 

6001220425 

50-331 

S 

6001220544 

50-331 

9 

65012209 53# 

90-331 

a 

B001230077 

50-331 

R 

0001230001# 

50-331 

n 

8001240390 

50-331 

0 

8001250246 

30-33 l 

Q 

BOO 12 90300 

50-331 

p 

BOO 12 90550 

50-331 

f> 

8001290363* 

50-331 

p 

BOO 121 0009 

50-302 

G 

800 1090036 

50-440 

M 

000 109P070 

50-445 

H 

BOO 1 1 00044 

50-597 

G 

BOO 11 001 7B 

50-327 

G 

8001 100369 

50-329 

G 

0001 160429 

50-135 

0 

0001 170291 

50-440 

n 

8001170291 

50-440 

n 

8001160041 

50-498 

M 

8001 190041 

50-498 

M 

6001220054 

50-1D5 

G 

500122013* 

50-556 

0 

000122013* 

50-556 

0 

6001220292 

50-556 

0 

0001220292 

50-9D6 

6 

8001250030 

50-329 

G 

8001300202 

50-329 

G 

0001310097 

50-251 

0 

0001070005 

XPORTLIC 


900 1 l 00409 

XPDRTLtC 


8001100539 

XPORTLIC 


8001210095 

71-5940 


9001210095 

71-5949 


9001210096* 

71-5949 


900121009** 

71-5949 


9001110279 

71-122 


BOOU 10269* 

71-122 


B001310259» 

50-361 

K 

BOOl 100073 

70-1228 


9001140107 

XPQflTLIC 


8001250099 

14 JSC 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

CORPORATE SOURCE INDEX 

SUBJECT AUTHOR 

CATEGORY AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Japan At&mc Energy Research fnst 

0001300080# 

RES 



8001 31 0030 

PR 



9001300204* 

RES 



8001310032 

PR 



0001 300307* 

RES 



0001310034 

PR 



G001300394* 

RES 



8001310036 

PR 



8001300490# 

RES 



8001310037 

PR 


Jersey Central Fewer & Light Co 

8001 020467 

50-219 

P 


8001 310039 

PR 



8001 0304 SS 

50-219 

F 


B001310040 

PR 



6001030466* 

50-219 

F 


8001310041 

PR 



BOO 1030321 

50-209 

P 


9001310044 

PR 



BOO1O30337 

50-219 

F 

Laurence Livermore Laboratory 

0001040597 

RES 



9001070340 

30-219 

P 


0OOIO9OO37 

RES 



8001090360 

50-219 

P 


0001090060 

RES 



600U 40277 

30-219 

S 


0001230263# 

50-201 

P 


6091 140206* 

50-219 

s 


8001200101 

RES 



800I 140342 

50-219 

s 


9001290414 

50-245 

P 


6001 J 40489 

50-219 

R 


8001300177# 

RE9 



BOOM 50626 

50-219 

S 

LeBoouf, Lamb, Leiby $* MacRse 

B001 100301 

50-546 

G 


0001150649 

50-219 

s 


0001100047 

30-285 

0 


0001150654* 

50-219 

s 

League nf Women Voters of Rockford, IL 

80012B0493 

NUREG 



8Q01 180327 

50-219 

F 


BOOl 310102 

PR 



B0Q1 100369 

30-219 

s 

Lehigh Univ 

8001080369 

RES 



8001160379* 

30-219 

s 


0001300027# 

RES 



0001210260 

50-219 

p 

Limi torque Corp 

8001110141* 

0A999 



6001220457 

50-2 J 9 

p 

Linn County, IA 

8001070363# 

50-331 

F 


BOO 1230239 

50-219 

s 

Logical Technical Service Corp 

8001290172# 

CONTRACT 



8001230243* 

30-219 

s 

Londonderry Township, PA 

9001160030* 

50-209 

P 


BOO 1230250# 

50-219 

s 

Lang Island Lighting Co 

BOD1O4O6O0# 

50-322 

9 


8001230254* 

50-219 

s 


BOO l 1401 1 1 

30-322 

0 


9001230263* 

50-219 

s 


9001160548 

30-322 

1 


00 01230272* 

50-21 9 

9 


9001230038* 

50-322 

0 


60012 30276* 

50-219 

3 


9001 240394* 

50-322 

Q 


B001240169 

50-219 

Q 

Los Alamos Scientific Laboratory 

90010B001I 

RES 



8001 240330 

50-219 

n 


80010S0014 

RES 



0O&I 240331 

50-219 

0 


9001080061 

RES 



6001240354* 

30-2I9 

fl 


9001 100265 

RES 



BOO 1 240430 

50-219 

s 


8001100292 

NUREG 



B001240433# 

50-219 

6 


8001 100536 

RES 



3001240456 

50-219 

s 


0001160679 

PR 



9001240459* 

50-2 1 9 

s 


8Q0I30004B# 

RES 



3001290120* 

50-363 

0 


0001300090* 

RES 



6001250520 

50-2 1 9 

s 


0001300141* 

RES 



0001260237 

50-219 

8 


9001300154# 

RES 



EtOCH 280236# 

50-219 

3 


9001300225# 

RES 



S00J2904B2 

50-219 

S 


8001300220# 

RE9 



0001290495* 

30-219 

8 


0001300234# 

REB 


John F Holman ?< Co « Inc 

B001210011* 

CONTRACT 



B001300243# 

RES 


Johns Hopkins Univ 

0001300362* 

RES 



900J300296 

50-267 

P 

JuiticoiDopt of 

9001020035 

50-449 

M 


BOO 1300263* 

50-267 

P 


3001220143 

30-44 5 

M 


B001300265# 

RE9 



8001220270 

30-399 

M 


8001300269* 

RES 



6001226550 

50-445 

M 


BOO 1300300# 

RES 



BOO! 240001 

50-443 

H 


9001300460 

NUREG 



00012401 10* 

50-445 

M 

Loul*iana Consumer's League. Inc 

8001210009 

30-302 

0 


BOO 1 200470 

50-445 

M 


8001290244 

50-302 

G 

Jus tic »j Pspfc of, Attorney General's 

BOO I 100009 

50-443 

M 

Louisiana Power 6 Light Co 

0001020203 

50-392 

A 

Office 













8001030602 

30-382 

S 

KOI Tube Div . 

BOO 123 0208 

XPDRTLIC 



BOO 10404 76 

30-382 

s 


900123C402 

XP0RTL1C 



9001070399 

90-392 

B 

KMC, Inc 

0001140070 

PR 



8001070402* 

50-382 

8 

Kansas Gas h Electric Co 

6001070333 

50-462 

S 


BOO 1140086 

50-392 

0 


8001290403 

50-462 

S 










9001140112 

50-392 

C 


0001290425* 

30-482 

S 

Louisiana, State of 

B001 14034B 

50-450 

A 

Kansas, Stats of 

0001220137 

PR 



0OOU4O3B9 

50-302 

A 

Kansas, Univ of 

0001040312# 

50-14B 

Q 


80012B0054 

NUREG 



8001 110406 

30-146 

P 


600 1020030 

50-466 

G 

Karn-Qran# 1 e-Sa kerhet 

9OO131O027 

PR 











8001020644 

50-344 

G 


6001310029 

PR 



POO 103094 9 

50-499 

H 


8001310033 

PR 



6001000298 

50-445 

N 

Kajeclfi Berylco Industries, Inc 

8001 170123 

XPORTLIC 



80010B02SB 

50-443 

M 

Kay-Ray, Inc 

9001110029* 

0A999 



BOO1O6O2S0 

30-445 

M 

Kentucky, State of 

BOO 10902 17 

50-356 

F 










BOO 1 080238 

50-445 

N 


0001100097 

50-356 

Q 


8001090295# 

50-443 

M 

Kernfer schungs lentrun Karlsruhe 

6001300212# 

RES 



0001080295# 

30-445 

M 


6001300374* 

RES 



8001080295* 

50-445 

M 


0001300319* 

RES 



SOO 1000290# 

50-445 

M 


0 OO 1300301* 

RES 











8001080290# 

30-443 

M 

Kerr-McQ*# Chemical Corp feubt of 

8O0I 11021 9* 

70-935 



600] 0Q029B# 

50-443 

M 

KBrr-KcOee Carp ) 





8001000298# 

50-445 

M 

Knupp V Andrews 

8001250425 

30-299 

Q 


8001080306# 

50-445 

M 

Lake Michigan Federation 

BOO 1090043 

30-367 

0 


8001090306* 

50-445 

M 

Lancaster County, PA 

6001280253 

NUREO 







600 J 2-90433 

NUREG 



8001080306* 

50-445 

h 






8001 080333 

50-445 

M 

Leudlg/ 9 

3001100 1 73 

30-367 

G 


BOO 1080364 

PR 


Laurence Berkeley Laboratory 

0001310034 

PR 



8001 090019 

50-367 

0 


8001310030 

PR 



9001090029 

50-344 

G 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


Lutes- Univ af 

MARC Analysis Research Carp 
MH5 Consultants, Inr -Middle West Service 
Co Diw 
Mahoiasuc Corp 

Haine Yankee Atomic Power Co 


Mnrsh & McLennan, Inc , h * 1*1 Nuclear 
Consultants, Inc D»v 


ACCESSION 

number 

SUBJECT 

category 

author 

affiliation 

accession 

NUMBER 

SUBJECT 

CATEGORY 

BOOI 100366 

50-49B 

M 


8001170348 

50-259 

BOOl 100366 

50-490 

H 


0001170348 

50-259 

8001140134 

30-367 

Q 


00011 70348 

50-259 

8001 140137 

50-498 

G 


0001170364 

50-349 

BOO! 140156 

50-466 

G 


0001170364 

50-349 

8001 150108 

50-250 

G 


00011/0377 

50-259 

0001 160556 

50-466 

G 


8001 170377 

50-259 

0001 160565 

50-466 

G 


BOOl 170377 

50-259 

3001 170593 

50-493 

h 


BOOl 170399 

50-321 

Q001 1B0021 

50-466 

G 


0001 170399 

50-321 

SOO 1 1 S0079 

50-498 

G 


0001 170437 

50-331 

9001210064 

50-445 

M 


BOOl 170437 

50-321 

GOO 1 210064 

50-445 

M 


6001170468 

50-340 

8001210064 

50-445 

M 


8001170460 

50-348 

900 1 210068* 

50-445 

•M 


8001220349 

50-390 

800121006 a# 

50-449 

M 


8001220353 

50-346 

BQ0121006B# 

50-445 

M 


GOO 12 20353 

50-346 

8001220004 

90-3B9 

M 


8001220403 

50-321 

8001220039 

50-490 

14 


B00122Q46B 

50-335 

8001220296 

50-466 

Q 


BOO 1220476 

50-280 

B001240344 

50-331 

J 


BOO 1220476 

50-280 

8001240503 

50-466 

G 


8001220406 

50-321 

0001240520 

50-498 

G 


BOO 1250400 

50-3915 

6001250071 

50-446 

G 


8001290347 

50-346 

6001250179 

50-250 

G 


BOO) 310172 

50-330 

0001280044 

50-466 

G 


BOQ 1310175 

50-250 

000 1290030 

50-466 

G 


6001310175 

50-250 

8001290193 

50-3B9 

Q 


8001310180 

50-250 

0001300100 

50-344 

G 


0001310180 

50-250 

BOO 1300501 

50-445 

M 


8001310183 

50-302 

90Q1 300581 

50-445 

M 


0001310195 

50-340 

BOO 1300581 

50-445 

M 


□001310200 

50-302 

BOO 1 300507 * 

90-445 

M 


BOO 13 10207 

50-250 

8001300587# 

50-445 

M 


800131020/ 

50-250 

BOO 1300587* 

50-445 

h 


000131(1220 

50-272 

800)310113 

50-367 

G 


0001310223 

50-321 

0001310116# 

50-367 

G 


0001110223 

50-321 

8001 310124# 

50-367 

C 

Marshal 1 , R A 

BOO 1040732 

30-250 C 

BOO! 3 10 1 27# 

50-367 

0 

Maruhom America Corp Isubs of Marubeni 

0001300406 

XPOflTL IC 

B001310045 

PR 


Corp ) 







BOOl 300463* 

*POftTLlC 

8001170074# 

CONTRACT 





791 11 30 194 

MISC 


Maryland, Slate of 

0001020619 

PR 





6001220221# 

50-320 1 

8001110220 

NUREG 



BOO 1220 22 "5# 

50-320 \ 

6 90 102 0033# 

50-309 

a 

Maryland, Uftlv of 

0001 1 10467 

71 -59 l J7 

6001050238 

50-3D9 

p 


9001300629 

71-369 

9001030260 

50-309 

p 

Massachusetts Institute of Technology 

8001070391 

50-20 f 

0001020433 

50-309 

p 


0001080243* 

CONTRACT 

9001050434 

50-309 

p 


6001300101# 

RC9 

8001030497 

50-309 

p 


0001300174# 

RLb 

BOO 1 030507 * 

50-309 

p 

Massachusetts, state of 

BOO 1040593 

PR 

0001030514# 

50-309 

p 


0001040600* 

PR 

BOO 103030 7 

30-309 

Q 


8001 040626* 

PR 

8001040537 

50-309 

P 

Mathematical App 1 i cations, Int 

BOOl 100348# 

CONTRACT 

BQO 1040564 

50-309 

H 

Mattheun, Nowlin, flacfarlane t> Barrett 

B001250028 

50-490 t 

8001 1 5027S 

50-309 

P 

Ma<ja Clinic Ro< h e*fcer« MN 

BOOl 140075 

REGGD 

BOOI 150402 

50-309 

P 

McGrath, E J 

8001030073 

WASTE MGT 

80 011 504 6 1 

50-309 

P 


BOO 1250 359 

PRDJ 

8001160499 

50-309 

P 


8001250366 

PROJ 

8001220506 

50-309 

F 


0001250375 

PROJ 

8001220531 

90-309 

5 


9001250389 

PflDJ 

6001220530# 

50-309 

S 


Q00131QQ62 

PRD J 

6001520552 

50-309 

S 


0001310065 

PROJ 

8001220557# 

50-309 

S 


0001310069 

proj 

BOO 123 0070 

50-309 

P 

McMaster Umv 

BOO 1 30020B * 

RES 

BOO 154 01 59 

50-309 

Q 

Mechanic's Research, Inc 

BOO 11 00099# 

71-6144 

BQ01PB0290 

50-309 

P 

Metal Bellows Corp 

BOOl 020676 

XPDHTLSC 

8001280295 

50-309 

P 


6001020679* 

XPORTLH 

300 1290232 

50-309 

F 

Inc 

BOOl 140260* 

PRM 

8001290236# 

50-309 

F 

Metropolitan Edison Cc> 

B001030009 

30-209 

BOO 1090372 

50-337 

J 


8001030021 

50-289 





8001030043* 

30-320 

BOO 1080077 

50-259 

J 


8001030061 

50-320 

9001080391 

50-335 

J 


8001030070 

50-320 

BOOl 080455 

50-250 

•J 


0001030236# 

50-320 

800L100437 

50-302 

vP 


0001030252* 

50-320 

0001100439 

50-335 

J 








9001030259# 

50-320 

BOOl 100474 

50-395 

J 


600 1030329* 

50-320 

8001)00401 

50-250 

J 


8001030476 

30-320 

BOOl 150489 

50-321 

J 


0001030476 

50-320 

BOOl 150489 

50-321 

J 


8001030573 

50-209 

6001150510 

50-302 

J 








8001030749 

50-320 

6001150516 

50-346 

J 


0001030754# 

50-320 

BOOl 160363 

50-280 

J 


BOOl 040445 

50-320 

8001170344 

50-327 

J 


BOOl 040462 

50-320 



406 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


State Unu 
Michigan, Ufuv of 
*U4-A«trti:* Legal Foundation 

Sduth Sirvuu. Inc 
County hi 

^iHHUppj Powir «r Light Co 


nCCeSSION SUBJECT 

NUMBER category 


AUTHOR 

AFFILIATION 


ACCl SRI (IN EililM t I 

NUMDLR <, AMOUNT 


0OOIO4O&64 50-320 P 
EDO 1070030* 50-20? P 
0001070494* 50-209 Q 
9001030525 30-209 P 
0001060535* 50-209 P 


0001140297 
0001 150243 
SOO 1150520 
0001150520 
8Q01I 50627 

0001160379 
B001 160370 
0001170204 
B001 170204 
6001170293 

5001170293 
8001170400 
0001170400 
8001 100027 
0001160086 

eOOl J0O4O9 
0001100416 
8001210255 
6001210258* 
0001210307* 

0001210311* 
0001220151* 
00012201 53* 
0001220413 
0001220417* 

5001220466 

0001230131 

0001230152 

0001230154* 

BOOI230176 

6001230236 

0001230243 

5001230249 

0001230277 

8001240398 

8001240444 
0001240447* 
0001240471 
800 1230020 
0001250046 

0001250198 

0OO120QQ43 

8001280112 

8001200114 

8001280217 

8001200224* 

8001280299 

800120045? 

0001290560 

8001300137 

0OO13JO215 
9001310306 
8001 100401 
0001300162* 
0001100374 

0001020530 
0001290248 
8001040543 
8001 100431 
8001100466 

0001100466 
800I14QQB4 
0001140350 
8001 140350 
8001140464 

8001140464 
0001150419 
0001150419 
0001 1 50421# 
8001150421* 

8001150511 
8001150537 
8001150337 
80011 505B9 
0001170413 

SOOI 220391 
8001230096 
0001230144 
8001240147 
8001200167 


50-320 P 
50-320 F 
50-330 F 
50-320 F 
50-289 P 

30-320 J 
50-320 J 
50-320 P 
50-320 P 
30-320 P 

50-320 P 
50-320 F 
30-320 F 
30-289 0 

50-209 0 

50-209 <3 

50-289 G 
50-239 P 
50-289 P 
50-289 0 

50-289 0 

50-320 p 
50-320 P 
50-289 R 
50-289 R 

30-320 P 
50-320 S 
50-320 R 
50-320 R 
50-320 S 

50-320 S 
50-320 S 
50-320 3 

50-320 S 
50-320 P 

50-320 P 
30-320 P 
50-289 H 
50-289 G 
50-320 F 

50-209 G 
30-28? 0 

50-20? G 
30-289 0 

90-209 0 

50-209 G 
50-289 P 
50-20? G 
50-289 P 
50-209 G 

30-289 0 

50-209 0 

50-294 F 
RES 
27-3? 

TOPREP 
NUflEG 
30-416 A 
50-416 Q 
30-416 3 

50-416 S 
PRM 

50-416 R 
30-416 R 
50-416 A 

50-416 A 
50-416 3 

50-416 S 
50-416 S 
30-416 S 

50-416 A 
50-416 3 

50-416 3 

30-416 g 
30-416 A 

50-416 H 
50-416 S 
50-416 S 
30-416 Q 
50-416 Q 


000 1 '10(M9 f » M) 4 16 rt 

U0Q1 loom ‘10 41 / 1 14 

OOOJ 100401" W 4 1/. K 

C100I 10040 I '10 4 1/. M 

QOO 1. 10040 J *il> 4 16 A. 


Mississippi. State of 

Missouri, State (if 


uotmno/vH *>» 4i6 

B001 1 004 M *h> 4 l/« 

CI001.NJ004/ Nlfltl 0 

nooi.’UOO’}!) nu m a 

11001160015 *)() 411.’ 


Mitsubishi International Cnrp <«ubi 
Mitsubishi Corp > 


0001 2.102 n no >iru a 

GOOU'ftU’l*) no 41 J I A 

0001210494 no 4 fii a 

0001290494 flo 4 in A 

or nooitoono xpciiiti ti 



0001 U104I / 

nooi mocm 

0001 1 HO 170* 
000123040.1 

aoojauoo'i/ 

x mi mu if 
Xf’flKTI II 

xwmii i< 

xpiiim ci 
xi'iiw ri ii 

Mitsui & Co , Ltd 

BOOl^iOIOl 
GOO 103004/ 
BOOIO'XIOSII* 
0001 ODD 14(1 
(1001 160206 

xpihi n n 

XJ’OHTI If 

n 

xnm n ir 
xpiihu t< 

Mitsuiline Travel Service of America, 

I nc 

(3001 160274* 
0001 16066U 
000104012 1 

xptiim i< 

XJ'dHTl U 
xiMiiui r« 


noon no ,i2 i 

00011400/7 

XPIIPMI N. 
xi'iiim if 

Mobil 01 J Corp (subs Mobil Corp 1 
Mobile Systems 

Monroe County, NY 

Monsanto Research Corp 

00011003711 
7912 110107 
800] .'HO 100* 
HOOlSnK)34D 
0001 2200 Jil 

xi'itrtri ii 

0(01 I 
njMiiiAi i 
NUHl 0 

7 1 6400 

Montana, State of 

Mountain West Research. Inc 

Mutual Atomic Energy Liability Underwit 
ors 

N M Newmark Consulting Engintnnnq 
Services 

00012001/1 
U0OI 10020(1* 
0001230464 

000 1 100 1611 N 

NUIH 0 

91) 100 
•It) ) II 

HlNrUACI 


□00120029/* 

30 201 

„ 000131036/* 

NALCO Chemical Co 00011701)70* 

ML Industries, NL Nuclear Oiv 0OOIO3OIKU) 

SU® B 0000904/4 

National Academy of Public Administration 000120030,/ 

Founda t ion 

INi'Ml 0 
“SO 2**0 
/I 24 4 

Ni non 
Num-o 

National Academy of Stioncos 

National Power Corp (Philippines) 
National Wildlife Federation 

0001 100000* 
00013100 |7 
□001140126 
000 1 220067 
□001220301 

( IlNFIlAi r 
0i( 

30 5/4 ( 

40 2061 
WAfjTL HOT 

Natural Resources Defense Council 

000 1 240*51 1 
8001040216* 
0001 U 0060 
0001110490 
000 U 53 33 0* 

40 0743 

70 14 1 

I’ll 

M1IA 

JOIA 

Navy, Dept of 

n00l2D0*?I0 

0001270140* 

flooio0o:rjy 

000 10003 '13 
0OOIOQO333 

/(> 262 1 

101 HI 
/I 4801) 

71 41)11(1 

n 4mm 

‘ 

8001080362* 
0001000362 m 
8001000:165* 
0001090147 
000109014V* 

7i-4(i«m 

71- 40(01 
n 4 DUO 
n 237 
n fjv 


0001090161* 
00010901 69* 
BOO 10904 36 
Q001090436 
00010904 40* 

7 1 -239 

71 23 7 

71 -367 

71 -36/ 

71 36/ 

N *”' •*“>•**» =«•*••«* 

0001090440* 
0001100429 
0001240106 
0001300132* 
0001 140332* 

71-36/ 

7l~9n0 

71 357 

AC8 

PRM 

Nsv,.D,pt of, Naval Research L.Oorator, 

BOOH 10061* 
0001110066* 
8001300093* 
0001300122* 
0001300144* 

OEN TEC TC 
OFN TfcC 10 
R£8 

RF0 

OEO 



CORPORATE SOURCE INDEX 
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AH HiSHIN HUM CT 

Wlhrnil CATfOORV 

30 291) p 

30 3711 P 

30 271) P 

30 270 p 

30 370 0 

WmU'IO-'/J 30 2711 n 

000 UK)*' /Am 30 27(1 0 

ikmumoj// so :>vo p 

IMIOUMOUO SO 270 0 

000133041)/ 30 270 I 

00012 10073 SO 270 r 

uoomona so aw p 

1IOOIUIOMS> 30-270 P 

H001 200437 30 '2711 J 

1 100 1 2304 AO SO 270 J 

11001270111/ 30 2711 II 

H00I270 m* 30-270 0 
0001270403 30-270 P 

11001270441 30 270 U 

IUKH 270430* 30 -270 0 


II00I0204D4 
0001040') 1 1 
OOOMIItOAII/M 
11001130410 
0001 I M) p <()4 


110012704 AO 30 270 0 

000127041)3 SO 270 0 

11001270474. 30 270 l) 

1 1001 27030AM 90 271) 0 

llllO 1270124 30 2711 1) 


'•p t j Mi i v * i ■> Mi » | ii, h miM.i.i 
*<* *i« M nr 

'*« > l 1 y l n n I '‘mill |"i* im Flm |mi 
i i>n> it «.»> 


0001 V 70327i 30 290 fl 

000 1 \i 20 1/2 PR 

(1001200027 NURtO 

00012(10067 NURLO 

l)00| 1 10204 30 441 0 


fi # 1 >'j I 4'nl J H o' 

I >o H* • | i ir jl rt l u 


000 II 00 122 
l)l)l» HO’ 107 
(1001011047/ 
11001220201 
(100124031/ 


PH 

Pit 

30*961) 0 

WAnrr mot 
wMvrr hot 



m < ii # Hi i 1 1 r 

* «*»* *ir 


(him; |lt (Hit 


11001100104 
1)00 1 220 1 4 II M 
(J0O12703I0M 

iioo moo n» * 

1100 1 0000 HIM 


WMTF MOT 
cmmiArr 
Topnrp 
nro 

90 220 II 


11001110220 NU11LO 

00012110201 HUtlK) 

000120022,1 NU«E« 

1100 1 2709090 90 244 f 

noon 101 /7 PR 


'<* » It. 0001210074 m 

)j«~?iMtij 1 ii,iiiIi||i in' t Haun.l'A 11001140001 

H* ,,n ‘ t it*im Imintiii In) * m |i tnufi* uT OOOl 1004/1# 
Umi'ii i fltn,.. MA 1 i«f>M I III I hQ * 10 ijllit* I ( (l 1 
Imp ij At a H ^ 1'm/pt < m * i* (1001020/19 

(10010 10923 


90 0 0 
30 207 0 
30*4)2 G 

90 aau o 
30- 220 P 


0001010974 90 220 P 
110010/0 J07 30-220 P 
1)001070 100 30 220 F 
(1001170107 30*220 P 
0001220912 90-220 « 


(100)220320* 30 220 0 
00012.10109 30*220 8 
noma, ioi7i so 4io n 
(1001 210 17A 30-220 P 
0001210177* 30 220 U 


UOO 1240 160* 30-410 0 
000 1 2401 A3 30 220 0 
(J0O12401A0* 90-410 0 
11001240301 30-320 0 
H001 240491 30-220 r 


0001200272 90-220 0 

(1001280363 NUREO 

0001270261 90-220 F 

0001270470 90-220 0 

0001270400* 30-220 fl 


lum Hnrp 


IAim UtfftlMn U>« 

Au a in 1 4l ) till 

rj.i> Ih Art** ( tut Minima* l OoaIiUum 


UOO) 100120 
0001100402 
0001160114 
0001140193* 

H001 100326 


XP0RTL1C 

XPORTLIC 

XPDRTUIC 

PRM 

30-330 0 


P(t»t*lh r A Mi l I m »i UUtP Univ 
loir lh 4, ttrrj 1 Htrf. Hid l* tl/ 


000)110422 

0001160476 

0001040690* 

0001040692* 

Q0012100D7* 


90-1 1 1 P 
30-297 P 
90-324 F 
90-324 F 
30-310 H 


0001220157 

000122019/ 


50-270 0 

30-270 0 


AUTHOR 

AFFILIATION 


Hoi lh Memorial Medical Cantor Minno^poli 
ft. MN 

Nnrthcutt Llg 


NorthOAftt Nuclear Energy Ca (subs of 
Nor thoatt Utl l i t i n o > 


North oa ft t Utilities 


Northern Indiana Public Service Co 


ACCESSION 

NUMBER 


9001220450 

9001240250 

0001240406 

0001240409 

9001240413* 

9001240412* 
900 1 1601 91 

80010003 l 7 
000 1 0003 1 7 
90010803 1 7 

0001070496 
GOO 10904 76 
0001070496 
000)020460 

G0010904G4 

9001080490* 
QOOH 10557 
0001220393 
8001240310 
9001240319 

8001240321 

0001240374 

8001240377 

8001240460 

0001250143* 

000)290329 

0001020136 

000) 020331 
9001020368 
BOO 1020 379* 

0001030077 
B001 030679 
0001030679 
0001030699* 
Q00 1030609* 

8001040490 

0001000421 

0001090421 

000100042) 

0001000555 

0001000559* 

BQOtUQIO* 

8001110424 

B001110561* 

0001) 10567# 

000 11 L 0636 
0001 110641* 
0001140373 
8001140470 
9001130272 

0001150470 
9001 190470 
0001)50494* 
0001170082 
6001210157 

9001210162* 

0001230015 

0001230060 

9001230067* 

0001240020 

0001240441 

8001240442* 

0001250466 

8001250470* 

0001230319 

9001200354 

000129030) 

9001290300* 

8001310169 

8001310100 

0001310100 
8QO13IO180 
8001310109 
6001310 1 08 
9001310213 

8001310213 

600)3)0213 

0001310213 

6001310213 

0001070018 

8001 1 10432 
0001 140134 
9001140441 


SUBJECT 

CATEGORY 


50-270 P 
50-339 VI 
50-270 G 
50-270 G 
90-270 0 

30-270 Q 
REOGD 

30-445 II 
50-445 M 
50 '443 M 

50-443 M 
50-445 H 
50-445 M 
50-249 P 

50-336 S 

50-336 0 
30-336 P 
30-336 P 
90-336 0 
50-249 0 

50-336 0 
50-336 0 
30-336 ft 
50-245 Q 
50-423 0 

50-245 P 
50-213 » 
50-213 P 
50-245 0 
90-249 S 

50-336 Q 
50-245 F 
30-245 F 
50-245 F 
50-245 F 

50-213 P 
50-213 K 
50-213 H 
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Pugut Sound Pawet i< Light Co 
(Juadrex Corp 


Ralph M Ramona Co 

Reactor Experiments, Inc 
Roet, Samuel fc Rumy 


Re f r Of A 

nonsfiolaar Polytechnic Inet 
Reuter~8tDkos« Inc 


Rhode Island) Uhiv of 
Richland County* SC 
Riverside County, CA 
Rochester Gas U Electric Corp 


County 


ACCESSION 

NUMBER 


13001 080539* 

Booioaosos* 

GOO1G0O34H* 

8001000345* 

B0010805SO 

000 1080500 a 

0001090376 

0001090300 

0001090395* 

9001090432 

0001 M024S 
S001110364 
0001110364 
Q001 110430 
0001 110442* 

9001110409* 

9001110500* 

0001110500* 

0001140460 

6001140460 

6001150330 
0001170333 
BOO l 170337* 
9001 180300 
0001190302 

0001190309* 
0001 100342 
0001100371 
8001 180376* 
9001210227 

0001210233* 

0OO122Q537 

9001240173 

0001240216 

0001240340 

□001240355 
0001240470 
8001240493* 
800128023 1 
0001200233* 

0OO12BO35O 
8001280337* 
8001290240 
8001290246* 
BOO l 290282 

8001290295 
800129029B* 
BOO 1290303* 
0001290312 
00012903 S 9* 

BOO 1290329 
8001290337* 
8001290406 
BOO J 290447 
0001290461* 

0001300523* 
B0013Q0598* 
0001030203 
8001040034 
8001 140063 

8001160045 
0001030739 
0001030745* 
BOO 1230039 
□001090087 

8001090101* 
B001090104* 
BOO 10901 10* 
80010901 13* 
8001300556* 

8001300163* 
0001030087 
9001030092* 
BOO 1 100399 
8001 100541 

8001150395 
0001110228 
8001280227 
0001 100446 
8001020291 

BOO 1020493 

0001020500* 

8001020543 

0001030067 

8001030609 


SUBJECT 

CATEGORY 


50-272 S 
50-272 5 

30-272 S 
50-272 S 
50-272 0 

50-272 S 
50-272 S 
50-311 A 
50-272 5 

50-272 P 

71—9111 
50-272 F 
SO-272 F 
50-272 P 
50-272 P 

50-272 Q 
50-272 Q 
50-272 0 

50-272 P 
50-272 P 

30-272 S 
50-272 R 
50-272 R 
50-311 A 
50-311 A 

50-31 1 A 
50-311 F 
50-311 A 
30-311 A 
30-272 9 

50-272 S 
90-272 P 
90-272 P 
PR 

50-272 0 

50-272 0 

50-272 O 
50-354 0 

50-272 S 
50-272 S 

30-272 S 
50-272 S 
50-272 6 

50-272 S 
50-272 S 

90-27? S 
30-272 S 
50-272 3 

50-272 S 
50-272 8 

50-272 S 
50-272 S 
50-272 R 
50-272 S 
90-272 S 

50-2/2 0 

50-354 Q 
50-397 H 
50-522 0 

PT21 

REGG& 

TCP HEP 
TOPPER 
XPORTLIC 
50-312 G 

50-312 0 

50-312 0 

50-312 G 
90-312 0 

CONTRACT 

RES 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
NUREG 
NO REG 
50-361 A 
50-244 P 

50-244 3 

50-244 9 

50-244 F 
REGOD 
50-244 F 


AUTHOR 

affiliation 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 


0001040671 

50-244 

P 


0001040674* 

50-244 

P 


B001040678* 

50-244 

P 


0001090314 

50-244 

P 


BOO 11 50402 

50-244 

R 


soon 50405* 

50-244 

R 


8001160544 

50-244 

P 


8001230168 

50-241 

P 


8001240359 

50-244 

S 


8001280242 

50-244 

G 


0001280246* 

50-244 

S 


0001280205 

50-244 

P 


0001280421* 

50-244 

P 


0OO129Q5BO 

50-244 

F 


0001300169 

50-244 

Q 

Rockwell International Corp 

0001110131 

71-35 



8001110135* 

71-35 


Rockwell International Corp , Manufactur 

8001310067 

71-6400 


ing Co , Div 




Rocky Mountain Energy Co 

0001 140025 

40-8452 



8001300513 

40-0697 



B001310347 

40-B721 


Ragovin* Ste rr» S< Huge 

8001240244 

50-320 

P 

Roosevelt Umv 

0OO1OBO266 

70-521 


Ropes & Gray 

0OO1OSO3OB 

50-443 

I 


BQ010Q0497 

50-568 

& 

Roy J Shlemon Associates, Inc 

8001310243* 

50-361 

K 


8001310245* 

50-361 

F 

Rust Engineering Co 

0001110017* 

GA999 


S F Appliance, Ltd 

8001230003 

40-215 


Sacramento Municipal Utility District 

8001020451 

50-312 

P 


8001020614 

50-312 

G 


0001020620* 

30-312 

S 


0001030242* 

50-312 

0 


8001030264* 

50 '312 

G 


B0Q1O302BI* 

50-312 

G 


8001030291* 

50-312 

Q 


0001030300* 

30-312 

G 


0001030707 

50-312 

J 


0001040017* 

5&-312 

Q 


BQG1QB03U 

50-312 

F 


8001080513 

50-312 

P 


0001090306 

50-312 

P 


8001090327 

50-312 

P 


8001090351 

50-312 

S 


0001090355* 

50-312 

5 


8001090441 

50-312 

F 


8001090443 

50-312 

F 


BOO 1110437 

50-312 

S 


0001110549 

50-312 

P 


0001140080 

90-312 

0 


00011 40007* 

50-312 

G 


0001140091 

REGQQ 



8001140094* 

50-312 

G 


0001140101* 

50-312 

G 


0001 1402 58 

50-312 

S 


0001140262 

50-312 

F 


8001150490 

50-312 

R 


3001150495* 

50-312 

ft 


8001130496 

50-912 

P 


8001150615 

50-312 

8 


00011601.91 

ftEGGD 



3001170502* 

50-312 

Q 


BOOU0O313 

50-312 

P 


3001180320* 

50-312 

P 


8001210219 

50-312 

5 


3001210224* 

50-312 

9 


B001220022* 

50-312 

0 


8Q012ZQ03*?* 

00-312 

Q 


8001220032* 

50-312 

0 


0001220380 

50-312 

f 


6001230100 

50-312 

0 


8001230107* 

50-313 

0 


B001240435 

50-312 

p 


0001240458 

30-312 

s 


8001240462* 

50-312 

s 


GOO 1 250500 

50-31 S 

s 


8001250507* 

50-312 

9 


8001280104 

50-312 

Q 


BOO 1280307 

50-312 

P 


8001280471 

50-312 

G 


0001290100* 

50-312 

0 


8001290106* 

50-3 IS 

G 


80012^0110* 

50-312 

G 


B001290120* 

50-312 

G 
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AUTHOR 

AFFILIATION 


San Diego <?a s !< Electric Co 


San Jos© State Umw 

San Lui g Obispo Mathers for Peace 

SancUa Laboratories 


Sdnrfvlk Special Metals Carp 
Sargent & Lundy* Inc 


Saupdere-Roe Developments, Ltd 
Schultz, W B 

Science Applications! fnc 

Selbvr £ N 

Senate 


Senatei Appropriations 

Senate! Commer c e / 8 c 1 enc * & Transportation 
Senate* Energy & Natural Resources 
Senate. Environment & Public Warts 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

300129 O 12 B* 

50-312 

0 


0001160459 * 

COMMISSION 

BQ 0 I 29 OM 7 * 

50-312 

0 

Separative Work Unit Corp 

BOO 1030346 

XPORTLIC 


0001290155 * 

50-312 

0 

Shawj Pittman, Potts *< Trowbridge 

800 1 020052 

50-312 

G 

8001290024 * 

50-312 

0 


8001030043 * 

50-320 

0 

8001290412 

50-312 

s 


8001030061 

50-320 

Q 

B 001 290419 * 

50-312 

s 


D 00103025 J 

50-312 

Q 

8001290509 

50-312 

p 


8001030300 * 

50-312 

G 

6001290502 

50-312 

p 


BOOl 04001 9 

50-302 

G 

8001290561 

50-312 

F 


8001070490 

50-209 

G 

6001290573 

50-312 

s 


8001070525 

30-266 

G 

8001290500 

50-312 

5 


B 001080056 

30 - 2 B 9 

0 

B 001 290589 * 

50-312 

S 


8001100171 

50-209 

0 

8001290392 * 

50-312 

S 


8001 140080 

30-312 

Q 

0001010094 

50-312 

Q 


8001140006 

50-302 

G 

80013101 04 * 

50-312 

Q 


8001140087 * 

30-312 

Q 

□ 001020595 * 

50-206 

P 


BOOl 140094 * 

50-312 

G 

0001020605 # 

50-206 

P 


8001 140101 # 

50-312 

G 

GOO) 160404 * 

30-361 

0 


0001140112 

50-302 

G 

8001 1604 ! 0 * 

50-361 

G 


8001 1 70012 

50-387 

G 

80012002 1 9 * 

50-206 

0 


8001 100027 

50-289 

G 

0001310212 * 

50-361 

K 


600 UB 0086 

50-209 

G 

8001310212 * 

50-361 

K 


0001 180409 

50-289 

0 

□ 001310229 * 

50-361 

K 


6001180416 

30-209 

G 

B 001 310250 # 

50-361 

K 


9001210305 

50-209 

G 

6001310250 * 

50-361 

K 


BOOl 210307 # 

50-209 

G 

6001310293 * 

50-361 

K 


BOOl 210308 

50-209 

G 

0001 100096 * 

90-295 

Q 


□ 00121031 1 * 

50-209 

0 

8001310312 

50-275 

Q 


BOOl 2200 13 

50-312 

G 

8001020164 

REES 



□ 00)220026 

30-312 

G 

0001040701 

RES 



0001220174 

30-312 

G 

80 QI 0 B 0004 

RE 9 



6001220101 

50-312 

G 

8001000005 

RES 



B 001240343 

50-329 

G 

6001000007 

RES 



800 123001 B 

50-209 

Q 

8001060069 

RES 



8001250029 

50-289 

G 

80010 B 0177 

JfPDRTLlC 



0001250035 

30-402 

0 

0001100273 

RES 



6001250055 

50-312 

G 

0001100552 

RES 



600)2501 90 

50 - 2 B 9 

G 

8001100562 

«E 8 



6001200043 

50-289 

G 

6001 1 10092 

Nt/REG 



90012 B 0 IG 4 

50-312 

G 

8001210047 

PR 



60012801 12 

50-269 

0 

8001220600 

PR 



8001280114 

50-289 

G 

8001220611 

PR 



6001200217 

50-289 

G 

6001220687 

PR 



0001280459 

50-209 

Q 

8001220623 

PR 



8001280471 

50-312 

G 

6001220626 

PR 



8001290094 

50-312 

Q 

8001220632 

PR 



BOOl 290120 # 

50-312 

G 

8001260414 

XPORTLIC 



8001290133 

30-312 

£ 

6001300104 * 

RE 0 



0001290147 * 

50-312 

G 

8001300227 * 

RES 



0001290155 * 

90-312 

0 

6001300232 * 

RES 



0001290324 * 

30-312 

0 

6001300238 * 

RES 



0001300137 

30-269 

G 

BOO 1300263 * 

RES 



6001310215 

50-209 

Q 

8001300324 * 

RES 


Sheldoni Harmon U Weiss 

6001040571 

90-289 

G 

□ 001 300346 * 

RES 



8001080259 

50-289 

G 

8001300369 * 

RES 



0001110204 

30-443 

0 

8001300481 

NLfREG 



S 0011 50001 

50-209 

Q 

0001300610 

PR 



0001150003 * 

50-289 

Q 

6001310316 

XPORTLIC 



00011 50190 

50-289 

G 

000102-01 63 # 

GA 999 



8001170003 

50-209 

Q 

8001110272 * 

0 A 999 



6001170014 

50-289 

Q 

8001110433 * 

50-367 

A 


0001170083 

50-320 

P 

8001140076 

REGOD 



8001 180043 

50-443 

G 

6001 160236 

REGOD 



8001100122 

PR 


0001240416 * 

50-409 

G 


8001220056 

50 '289 

G 

8001250419 

XPORTLIC 



BOO 1220061 * 

50-209 

Q 

8001 i 00029 

50-367 

0 


BOOl 2201 70 

50-289 

Q 

8001220233 * 

50-320 

H 


8001240551 

50-209 

Q 

6001060202 

XPORTLIC 



8001250084 

50-289 

G 

8001130003 # 

50 - 1 84 

U 


8001290140 * 

10 CFR 


0001130137 * 

50-133 

U 


0001310309 

PR 


8001 130137 * 

50-133 

U 

Sigma Chemical Co (subs of Sigma-Aldri 

8001100394 

XPORTLIC 


900 U 30160 * 

50-397 

u 

ch Carp ) 




8001130217 * 

50-338 

u 


8001220105 

XPCJRTLIC 


BOOl 1 40425 * 

50-307 

U 


8001300539 

XPORTLIC 


6001150374 * 

NUREG 


Small Bu*in* 8 * Admini atrat ion 

8001070199 * 

CONTRACT 






0001170143 * 

CONTRACT 


8001160231 * 

50-329 

u 





6001 160610 * 

50-320 

u 


0001290172 * 

CONTRACT 


8001 160643 

90-320 

p 

flne J J S< Wi Imer 

8001300126 

50-275 

0 

6001 160657 * 

50-320 

u 

Social Research Applications Corp 

8001070199 # 

contract 


8001300087 

50-344 

u 

South Carolina Electric 6 Gas Co 

0001030910 

50-395 

G 





BOOl 1 10377 

50-395 

8 

8001130080 * 

50-104 

u 





B 001160412 # 

MISC 



8001110410 

50-395 

S 

BOO 11 60400 * 

30-546 

u 


0001140060 * 

50-393 

G 

B 001 150383 # 

State Prpg 


0001140090 

REGOD 


8001150460 * 

COMMISSION 


000 ] 160066 * 

50-393 

0 
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AUTHOR 

affiliation 


k Carolina Public Service Authority 
i Carolina, State of 
i Carolina! Univ of 
i Dakota, State of 
i Ki ngstown, RI 

> West Nuclear Co 

^eastern Electric Reliability Council 
itrn California Edison Co 


accession 

NUMBER 


8001 1G007D 
8001210248 
8001250060 
8001250068 
8001310244 

□001 170446* 

8001230189 

8001220446# 

80013102*30 

0001100013 

8001 160683 
BOOH 70473# 
7906220403 
8001020147# 
800 L 0205 1 5 

8001020595# 

8001020605# 

8001030540 

8001030648 

€001030779 

0001040520 
0001040537* 
8001040394* 
8001070440 
000 1070309* 

8001000460 
8001090205 
S00 1090309 
0001090361 
8001090463 

0001110186* 
BOO 1 140012 
9001140451 
EOO-I 150312 
8001 150324 

8001150326# 
8001160404# 
0001160410# 
0001 160542 
8001170430# 

8001180317 
0001 190323# 
BQ0l2i0195 
8001220361 
8001220398 

8001220472 

0001220496 

0001220504* 

8001230088 

9001230088 

8001230219* 
900123O255# 
0001230231* 
BOO 123023 5* 
8001250473 

8001250473 

9001250493 

0001250483 

B001250490 

9001250490 

8001250312 

9001250312 

9Q0125O314 

8001280334 

8001290430 

9Q01290SQ3 

0001290520 
8001290553 
SOO 129 0553 
0001300432 

8001300453 
9001310141 
6001310141 
8001310146* 
8001310! 46# 

8001310152* 

9001310152# 

8001310212* 

0001310512* 

8001310229* 

9001310250* 

0001310250# 

B00131029L 

8001310291 

9001310293* 


SUBJECT 

CATEGORY 


REGOD 
50-395 S 
REGOD 
REGOD 
50-393 S 

50-270 Q 
50-270 H 
50-269 P 
40-1341 
50-568 0 

PR 

50-270 0 

50-206 S 
50-361 0 

50-206 P 

50-206 P 
30-206 P 
50-206 P 
30-206 F 
50-206 S 

50-206 P 
50-361 S 
30-361 S 
50-206 H 
50-361 8 

30-206 S 
50-206 P 
50-206 P 
50-206 P 
50-361 S 

50-361 S 
50-206 r 
50-206 G 
SO -206 P 
50-206 8 

50-206 n 

50-361 G 
50-361 G 
50-206 P 
50-270 0 

50-206 S 
5D-206 S 
5D-206 P 
50-206 S 
50-206 P 

50-206 P 
50-206 B 
50-204 S 
30-206 F 
50-206 F 

50-206 0 

50-206 0 

50-206 0 
50-206 G 
50-361 A 

50-361 A 
50-361 A 
50-361 A 
30-361 A 
50-361 A 

50-361 A 
90-361 A 
50-204 P 
50-206 P 
50-206 r 

50-206 □ 
50-206 P 
50-361 A 
50-361 A 
50-206 P 

50-206 F 
50-361 K 
50-361 K 
50-361 K 
50-361 K 

50-361 K 
30-361 K 
50-361 K 
50-361 X 
50-361 X 

50-361 K 
50-361 K 
90-361 K 
50-361 K 
50-341 X 


author 

AFT IL I AT I CM 

Southwest Research Institute 
Spiegel & HcOiaraiid 


St Mary'* Hasp W&Lcrbury » CT 
Stafco. Inc 

Standard i red NucUar Unit Power Plant 
Sister* 


Stanford Researc -6 Institute 
State.ttnpt of 


State, D-apt of* Bureau of Uc#an> U 
InternaU Environ f* <icH»ntifiC Affair* 


Steel* Hector U Da -t i * 

Stone i« Webstar Engineering Corp 


Stone S< Hebitor, Inc 

Structural Clay -Product* ftuiedrch 
I' a undo tibn 
Suffolk County* NY 


Susquehanna Alliance 
Bus-den 

8y s t EriBd t e ». Inc 

Tech/Dps <Tochnical Cp-eratlcnt, Inc > 


TethnatsocljitMj Inc 
TeVnalcron* Inc 


Tel -Aviv Univ Tul-Avlv, Israel 
Teledyne Energy Byitarne 


Tennessee Nuclear QpecielUfii Inc 
T«nnei»B» "/alley Authorlfci / 


ACCESSION 

MUMPER 

BOO 109001 9# 
0001 020079 
8001020004# 
GOO 1070323 
800 l 000309 

8001 170409 
0001240541 
□0013000GD 
0001300336# 
0D01 030409 

B001 170396 

8O012JOJ4'' 
0001240135 
0001230 l 4 6» 
00010403^6 

8001 110242 
8001110246 
8001110250 
3001110054 
8001110261 

DQ01 110263 
8001220090 
0001220100 
DOO 13001 14 
UQO1310379 

800 1 l 80084# 

8001220111 
8001220237 
DOO 1 280076 
0001 200079 

8001300069 
8001300079 
GOO l 300003 
0001300379 
0001140207 

8001280446 
□001040275* 
8001150535 
8001130535 
8001 1 30933 

8001190539 
8001 1601 9L 
0001160533 
8001100366# 
000 1 210122* 

0001 240424 
0001240424 
8001240424 
80-01240424 
Q001310D36 

0001090424 

0001090467 

DOOHOOOSO* 

8001110307 
BOO 1 200272 

8001030043* 
8001300014# 
8001310030 
8001100431* 
8001070 1 76 

0001070170* 
0001 170143# 
0001230230* 
8001230261# 
8001300601 

0001300004# 
8001020171 
8001020400* 
BO 01 070506 
0001070308* 

BOO 1160020 
9001 0201 12 
8001020144 
C001020144 
8001020437 

0001020439# 

8001020465 

800102046-3 

8001020472# 

9001020472* 

0001020477# 

8001020477# 


SUBJECT 

CATEGORY 


CONTRACT 
50-445 N 
30-445 H 
30-445 M 
30-415 H 

90-416 H 
50-445 M 
30-449 M 

70- 1710 
30-317 F 

50-402 A 

50-40? 0 

90-402 Q 
90-312 0 

XPORTLIC 

XPORTLIC 

xportlic 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

XPDRTLIC 

XPORTLIC 

SECT 

XPDRTLIC 

XPORTLIC 

XPORTLIC 

XPDRTLIC 

XPORTLIC 
XPDRTLIC 
XPDRTLIC 
XPORTLIC 
50-230 0 

50-330 Q 
50-338 0 

30-280 P 
30-290 P 
30-290 F 

50-200 P 
REG 01} 

TGI* RCP 
50-339 A 
90-280 P 

30-280 P 
30-200 V 
30-2 BO P 
30-200 P 
TOPREP 

30-334 0 

0A999 

90-344 0 

50-322 0 

NUREO 

50-320 0 

RES 

PR 

CONTRACT 

71- 9035 

71 -9035 

CONTRACT 

CONTRACT 

CONTRACT 

PR 

RES 

TOPREP 

TOPREP 

71-46 

71-46 

XPORTLIC 
30-327 Q 
50-390 0 

50-390 Q 
50-438 A 

50-433 A 
50-327 A 
50-327 A 
30-327 A 
50-327 A 

80-327 A 
50-327 A 
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AUTMOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFF1L lATlflN 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


GOO 1 02056 1 

REG' 3D 




BOO 11 40505* 

50-327 

5 


BO0 1020437 

30-259 

Q 



8001150379 

50-390 

2 


GOO 10206 37 

30-539 

0 



9001150446 

50-296 

Q 


0001020637 

90-259 

0 



8001 15048G 

50-259 

R 


GOO I 0206 37 

90-539 

0 



8001150490 

50-257 

R 


0001020457 

30-259 

0 



800 1 1 50409 

50-299 

R 


90OLO2072I 

50-259 

0 



8001150491* 

50-259 

R 


0001030460 

50-296 

s 



8001 150502 

50-327 

A 


0001030532 

50-318 

s 



8001150526 

50-296 

S 


G001 030332 

30-510 

a 



8001150542* 

50-296 

S 


6001030532 

50-910 

B 



0001160113* 

50-359 

0 


GOO 1030 53 2 

50-518 

s 



8001160176* 

50-553 

Q 


BOO 1030533 

50-327 

A 



BO01 160465 

50-327 

A 


0001030542* 

50-318 

S 



8001160469 

50-327 

A 


□001030542* 

50-310 

0 



8001160471 

50-327 

A 


0001030542* 

50-51 B 

s 



8001 160471 

50-327 

A 


□001030342* 

50-510 

S 



0001160478 

50-337 

A 


0001030350 

50-5 1E3 

Q 



8001160310 

50-327 

A 


0001030955* 

50-519 

S 



0001160510 

50-327 

A 


B 0010306 05 

50-553 

S 



8001160343 

50-327 

A 


0001030639 

30-327 

s 



8001160543 

50-327 

A 


8001 030439 

50-327 

3 



0001160549 

50-337 

A 


0001030645# 

50-327 

S 



8001160549 

30-327 

A 


8001030645* 

30-327 

s 



BOO 11 00364 

50-259 

P 


GOO 1030655 

50-390 

8 



8001 180364 

30-259 

P 


6001030655 

50-390 

a 



0001180364 

50-239 

P 


6001030702 

50-296 

s 



8001100367* 

50-259 

P 


0001030709* 

50-296 

5 



8001100367* 

50-259 

P 


3001030721 

50-259 

S 



8001 180367* 

50-239 

P 


0001030724* 

50-259 

S 



00012101 1 1 

50-337 

A 


0001030735 

50-430 

s 



60012101 1 1 

50-327 

A 


0001030741* 

50-438 

s 



8001210197 

30-296 

S 


0001030750 

50-510 

s 



8001210200* 

50-296 

S 


0001030742* 

50-516 

s 



8001210209 

50-296 

S 


BO01O3OB44 

50-239 

G 



B001210215* 

50-296 

B 


8001030871* 

30-259 

G 



0001210221 

50-518 

a 


800 104005 1 

MJHEO 




0001210221 

50-310 

s 


B001070447 

REO0D 




BOO! 21 0222 

50-438 

A 


800 1080252 

flEGGD 




8001210222 

50-430 

A 


9001000441 

50-510 

s 



8001210223* 

50-438 

A 


□001000441 

50-518 

s 



8001310223* 

30-438 

A 


00D1OGC44L 

50-518 

s 



0001210226* 

50-510 

B 


B0010B0441 

50-518 

0 



8001210226* 

50-518 

S 


0001000441 

so-5ia 

s 



60012102 52 

50-430 

S 


8O01OBO441 

50-518 

5 



8001210252 

50-438 

B 


6001080449* 

50-51 E3 

9 



8001210254* 

50-438 

S 


GOO 1090449* 

50-518 

S 



BOO 12 10254* 

50-430 

8 


000 I 080449* 

50-51B 

a 



8001210265 

90-259 

P 


0001090447* 

50-518 

s 



DO012 10268* 

50-259 

P 


B0Q1OG0449* 

50-513 

9 



8001210290 

50-430 

S 


B0010B0449* 

30-310 

S 



8001220465 

30-327 

A 


8001090200 

30-257 

r 



8001220473* 

30-327 

A 


G001090308 

30-239 

£ 



8001220480# 

50-337 

A 


G001090312* 

50-259 

G 



800I2204B7* 

50-327 

A 


00010903 1 3 

30-260 

3 



8001220493# 

50-327 

A 


0001090317* 

50-260 

S 



6001220499* 

30-327 

A 


8001090360 

30-328 

8 



8001220517* 

50-327 

A 


0001090342* 

50-320 

0 



6001220339# 

50-327 

A 


800 1 07040 1 

50-296 

3 



8001220545# 

50-327 

A 


0001090407* 

50-296 

3 



8001220548* 

50-327 

A 


SCO 1090413 

50-296 

S 



0001220554# 

30-327 

A 


8001090422# 

50-276 

8 



8001230119 

30-259 

P 


6001090427 

50-327 

K 



8001230126 

90-327 

0 


BOO1O90427 

30-327 

K 



8001230126 

50-327 

S 


GOOl 100424 

50-296 

s 



8001230128# 

90-327 

B 


0001100427* 

30-296 

s 



BOO 1230128* 

50-327 

S 


0001110544 

50-327 

A 



0001 230 13B 

50-259 

S 


0001140177* 

30-327 

Q 



0001230140* 

50-259 

S 


8001140219 

50-239 

P 



8001230165 

50-259 

H 


9001140519 

50-259 

P 



BOO 1230 175 

50-390 

9 


000 1 1 40219 

50-259 

P 



8001230175 

50-390 

S 


BOOJ 140293 

50-296 

S 



BOOJ 2301 82* 

30-390 

s 


8001140365 

30-296 

P 



BOO 1230 I 02* 

50-390 

s 


B001 140370 

90-438 

0 



0001230207 

50-518 

8 


8001140375 

50-327 

B 



B001 230207 

50-518 

6 


GOOJ 140375 

30-327 

S 



8001230207 

50-518 

S 


8001140405* 

50-327 

0 



8001230207 

30-510 

6 


0001 140405* 

50-327 

3 



8001230207 

50-518 

8 


8001 1404 18 

TOP REP 




0001230207 

50-310 

a 


BOO 1 140467 

50-327 

S 



8001230223* 

50-518 

3 


B0QU4Q477* 

50-327 

s 



0001230223* 

50-510 

8 


BOO 1 140477* 

50-327 

6 



BOO 1230222* 

50-518 

9 


8001 140496 

30-327 

8 



8001230232* 

50-510 

8 


BOO! 140496 

50-327 

B 



8001230222# 

50-518 

S 


' 1140503* 

50-327 

S 



8001230223# 

50-518 

S 



CORPORATE SOURCE INDEX 


416 


AUTHOR 

AFFILIATION 


Tennessee. State of x 

Teton Exploration Drilling Co . Int 


Texas Public Interest Research Group 

Texas lech Univ 
Texas utilities Co 


Texas Utilities Generating Co 


Texas. State of 


ACCESSION 

NUMBER 

SUBJECT 

category 

AUTHOR 

AFF1L I AT ION 

ACCESSION 

number 

SUBJECT 

CATEGORY 

BOO 124041 & 

50-260 

S 



0001 1 10350 

30-445 

M 

BOO 1 2404 184 

50-260 

5 



8001280050 

MUR EG 


6001240453 

50-327 

A 



0001300623 

PR 


0001290242* 

50-327 

A 



8001310191* 

NUHEO 


8001290251* 

50-327 

A 

Texas. Univ of 


800 1 100304 

50-192 

P 

B0012S0454 

50-260 

3 



BOOH 00387* 

50-192 

P 

8001250459* 

50-260 

S 

Texas -Loui s i 4na Electric Coop er at ive. 1 nc 

8001080317 

50-445 

h 

0001250516 

50-259 

F> 



8001000317 

50-445 

M 

8001250516 

50-259 

P 



BD01GB0317 

50-445 

M 

9001350516 

50-239 

P 



0001080317 

50-445 

M 

BOO 12509-24* 

50-239 

P 



8001090496 

50-445 

M 

8001250524* 

50-239 

P 



0001090496 

50-445 

M 

8001550524* 

50-259 

P 



BOOl 090496 

50-449 

rt 

B 0-01500251 

50-327 

A 



6001090496 

50-445 

K 

8001280206 

50-327 

A 

The Analytic Science* Carp 

8001300596 

Pfl 


8001280286 

50-327 

A 

Thompson. A Q 


0001250285* 

C0MH1SSICN 

□001280296 

50-327 

A 

Three Hi 1 e Island 

M #rt 

6001170006 

50-209 

0 

0001280296 

30-327 

A 

Tal edo Ed i son Co 


8001020372 

50-346 

3 

8001280297 

30-259 

P 



0001020379* 

30-346 

S 

8001280297 

30-259 

P 



8001020419 

50-346 

s 

BOO120O297 

50-259 

P 



B00IO2O421* 

30-346 

s 

0001280300* 

50-259 

P 



0001020427 

50-346 

8 

8001 P8Q3Q0* 

90-259 

P 



80010204 29* 

50-346 

s 

80012803001 

50-25? 

P 



8001020432 

50-346 

5 

8001280306 

50-327 

A 



0001020435* 

30-346 

3 

0001280306 

50-327 

A 



8001020442 

50-346 

P 

8001200329 

50-327 

A 



BOO 1 030705 

50-346 

S 

BOO 1 P80329 

50-327 

A 



000 1O3079Q# 

50-346 

s 

8001280351 

SO -327 

f 



BOO 1030002 

50-346 

S 

BOO 1290367 

50-259 

P 



8001030821* 

50-346 

s 

BOO 1290367 

50-259 

r 



□001040535 

50-346 

p 

8001290367 

SO -299 

p 



8001040622 

50-346 

V 

8001290377* 

50-259 

p 



0001070063 

50-346 

0 

BOO 1 290377 » 

DO-239 

p 



8001100377 

50-346 

9 

BOO 1290377* 

50-259 

p 



BOOl L 00300* 

50-346 

8 

0001290391 

30-259 

8 



BOOl 100426 

50-346 

9 

B001390398* 

50-259 

S 



BOOl 100430* 

50-346 

9 

BOO 18905 1 9 

30-259 

0 



8001100441 

50-346 

S 

8001290519 

50-259 

0 



0001100445* 

50-346 

5 

0001290562 

50-260 

& 



BOOS 100479 

50-346 

P 

0001290571* 

50-260 




0001100400 

50-346 

S 

BOO 1290 5 96 

50-296 

S 



8001100405* 

50-346 

s 

BOO 1290 5 90* 

30-296 

S 



8001 100520 

50-346 

s 

8001310234 

50-438 

3 



0001 100532* 

50-346 

9 

8001310231 

50-438 

5 



8001 l 402413 

50-346 

R 

8001310357 

50-296 

P 



0001140255* 

50-346 

R 

0001310264 

30-390 

S 



8001 140313 

50-346 

3 

80013 1026R 

50-390 

3 



8001140320# 

50-346 

3 

BQ01310352* 

50-438 

3 



0001140382 

50-346 

F 

8001310352* 

50-433 

S 



aOOl l 403DB 

30-346 

S 

9001310359 

50-327 

S 



BOO 11 40391* 

50-346 

s 

8001310359 

50-327 

s 



BOO 1140440 

50-346 

s 

BOO 131 0404 

40-1341 




8001140447* 

50-346 

5 

8001200207 

NUREC 




8001140456 

50-346 

5 

8001180172 

40-B728 




BOO 1140462* 

50-346 

S 

BOO 13 10068 

4Q-672B 




BOOl 150467 

50-346 

R 

BOO 1220150 

50-466 

0 



60011 50473* 

90-346 

R 

B0Q1220I5B* 

30-466 

0 



6001150536 

30-346 

3 

3001220091# 

CONTRACT 




6001150546* 

50-346 

S 

BOOl 110373* 

30-445 

M 



8001150574 

50-346 

3 

B0011 10373* 

50-445 

h 



6001150582* 

50-346 

S 

9001 1 10373* 

50-443 

M 



8001160569 

50-346 

P 

8001 1 10373* 

50-443 

N 



0001170-302 

50-346 

S 

BOOl l 10373* 

30-445 

H 



0001 170391* 

50-346 

S 

BOOl 1 10384 * 

50-445 

M 



8001 160224 

50-346 

P 

BOOl 110390* 

30-445 

H 



BOO 1 l 00346 

50-346 

P 

9001 110390* 

50-445 

h 



8001 180349# 

50-346 

P 

BOOl 110390* 

50-443 

M 



BOOl 180351# 

30-346 

P 

8001110390* 

50-443 

n 

\ 


BOOl 100354# 

50-346 

R 

8001280283 

50-445 

M 



B001220430 

90-346 

P 

7912270170 

50-443 

K 



□00122049B 

50-346 

S 

BOOl 150205 

50-556 

Q 



6001220505# 

90-346 

s 

BOOl 160520 

50-443 

A 



800-1220562 

50-346 

8 

8001220003* 

50-445 

a 



BOOl 220569* 

50-346 

S 

8001220409 

50-443 

A 



6001240195 

50-346 

0 

8001220427 

50-445 

s 



9001240402 

50-346 

F 

6001220427 

50-445 

8 



0001240443 

50-346 

P 

6001220435* 

30-445 

S 



6001240460 

50-346 

P 

6001220435* 

30-445 

S 



8001280300 

50-346 

P 

B00123028I* 

50-445 

a 

, 


6001290217 

50-346 

S 

S0012B0337 

NUREO 




8001290223* 

50-346 

S 

8001310272 

50-443 

s 



0001290344 

50-346 

P 

8001020079 

30-443 

H 



B00129033S 

50-346 

P 

9001020084* 

50-443 

H 



8001290394 

50-346 

F 

9001040616 

50-498 

M 



0001310233 

50-346 

P 


416 


CORPORATE SOURCE INDEX 


Airman 

affiliation 

Transnuc 1 ear, Inc 


Transput tat ion, Dept of 

Trends Pub 1 1 shing, lr»c 
U £ Nava] Academy 

Ufi5/Jafir> A Btumc 6 Assoc Engineers 
(subs o* URB> 

Ultrasonic Specialists, Inc 

Union Carbide Carp 


Union, Electric Co 

Union Far* t Hoc Co 
Union Oil Co of California 

Union of Concerned Scientists 

United Kingdom Atomic Energy Authority 

United Nuclear Carp 

United Hue) ear Corp , UNC Recovery 
Systems D-iv 

United Nuclear Corp , Naval Products Djv 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BOO! 030369 

7P0RTL IC 


0001250212 

71-5096 


BOOlOQOl'H 

XPCIRTL IC 


0001250216* 

71-5086 


8ooioaoi7o* 

XPDR7L 1C 

United Steelmarkers of America 

0001000206 

50-367 

0 

0001100545 

XPORTLlf 


0001100029 

50-3*7 

0 

8001160290 

JtPDRTLlC 

Universal Testing Labs/ Inc 

0001140179# 

PRM 


0001 J 60303* 

XPDRTUC 


0001140214# 

PRK 


8001240279 

XPCRTLlC 

Utah* State of 

0001140023 

40-0691 


0001250150 

XPORTLJC 


BOO 11 BOP 17* 

40-6601 


0001250162+ 

XP0RTL1C 

Valentine, R C 

0001310312 

50-275 

Q 

0001300933 

XPCRTLIC 

Vermont Public Interest Research Qroup 

0001220108 

PR 


0001020370* 

contract 

Vermont Yankee Nuclear Power Corp 

0001020431 

50-271 

P 

0001070352 

7 1 - J 35 

. 

8001020453 

50-271 

r 

0001 100425 

71-9032 


0001020719 

50-271 

0 

GOOl 1 10125 

71-903? 


aOOl 040570 

50-271 

H 

Booneosai 

71-5926 


0001090477 

50-271 

r 

GOOlOAOiei 

70-143 


0001000549 

50-271 

s 

0001300317 

FOIA 


8001090554# 

50-271 

s 

0001300001*- 

RES 


0001090450 

90-271 

p 

000)090371# 

50-219 P 


8001140406 

50-271 

p 




0001170367 

50-271 

s 

BOO] 140221+ 

PRM 








8001170370* 

50-271 

s 

0OOJ 140200# 

PPM 


0001 180307 

50-2 7 1 

3 

0001110315* 

pnn 


8001 1 B031 1 * 

50-271 

s 

000 103 045 J 

50-34 P 


8001220394 

50-271 

G 

000104001 5 

40-299 


8001220399 

50-271 

J 

0001220206 

40-29? 








9001220399 

50-271 

P 

00012202 17* 

40-299 


8001 220401# 

50-271 

G 

0001 22031 3 

40-299 


8001240421 

SO-271 

r 

SCO 12203 17* 

40-299 


0OO12SO2D9 

50-271 

p 

□001240209 

40-299 


0001290477 

50-271 

p 

□001300594 

PR 








0001290492* 

50 -271 

p 

□001300601 

PR 


0001200264 

50-271 

s 

000)300607 

PR 


B001 260277* 

30-271 

0 

0001300609 

Pfl 


8001270250 

50-271 

G 

0001300613 

PFJ 


0001290254# 

50-271 

G 

0001300616 

PR 








BOO 1290265 

50-271 

P 

0001310002 

PR 


8001290527 

50-271 

P 

E0013JO003 

PR 


8001290331* 

50-271 

P 

6001310004 

PR 


9001310269 

30-271 

F 

0001310005 

F'JI 


0001310270# 

50—27 1 

P 

0001310006 

PF1 








9001310271* 

50-271 

P 

000 J 3 L 000 7 

PR 


8001 310346 

50-271 

G 

0001110008 

PH 


8001310349* 

50-271 

G 

0001310009 

PR 

Vermont, State of 

BOO 1220406 

MI SC 


8001310010 

PR 

Vibra Tech Engineers, Inc 

0001210203* 

50-352 

A 

aoojoioou 

PR 







Vibration Measurement Engineers# Inc 

0001210279* 

50-352 

A 

0001310012 

PR 

V j £ tore on, Inc <subg of Sheller-Olobe 

0001100496# 

QA99V 


0001310013 

pn 

Cfirp ) 




0001310014 

PR 

Virginia Electric A Power Co 

7912290341 

50-339 

5 

0001310015 

PR 


0001020113 

50-330 

Q 

000131001 £ 

PR 


BOO 1020394 

50-339 

S 

0001310017 

PR 


600 J 020392# 

50-330 

s 

flooiaiooio 

PR 


8001020400 

50-330 

s 

6001310020 

PR 


6001020405* 

50-333 

s 

000)310021 

PR 


0001020441 

30-290 

6 

6001310023 

PR 


0001020441 

30 -3QO 

S 

0001090320 

50-486 0 


0001020402 

50-280 

s 

800 1 090364 

90-403 A 


0001020490# 

50-280 

3 

0OO1O9O3&4 

50-403 A 


3001020603 

50-2BO 

P 

0001090370* 

50*403 A 


0001020603 

50-280 

P 

0001090370* 

50-403 A 


0001020603 

50-200 

P 

6001150356 

50-483 A 


0001030049 

REGGD 


0001230224* 

50-463 A 


9001030065 

REGOD 


0001300441 

50-483 N 


0001030430* 

90-339 

S 

0001240401* 

50-209 H 


3001030516 

30-330 

s 

B0O104O379 

40-0348 


0001030503 

90-339 

B 

0001040394* 

40-9348 


0001030597 

90-33B 

B 

HOD 101057] 

SO -289 0 


0001030599 

50-33B 

6 

6001000259 

50-209 0 , 


8001030602 

50-338 

S 

8001130001 

50-299 G r 


0001030603 

90-338 

S 

800 1 1 30003* 

50-209 0 


8001030618 

50-330 

5 

8001170014 

50-239 G 


0001030623 

50-330 

3 

0001250004 

50-209 0 


0001030654 

50-230 

H 

9001260475 

50-23? 0 


0001030654 

50-230 

H 

00012804 76* 

50-26? 0 


0001030703 

50-339 

3 

9001300602 

PR 


0001030712 

50-200 

Q 

0001310046* 

CONTRACT 


0001030713 

50-200 

G 

6001240369* 

70-020 


8001030713 

50-290 

a 

6001240538 

40-8602 


BOO! 030722 

50-404 

s 

600] 180066 

REOOD 


8001030725 

50-339 

a 




BOO 1030730 

50-33B 

s 

0001100226 

RE&QO 








BOO 1030737# 

50-338 

8 

0001 2201 7D 

PR 


0001030756 

50-338 

8 

BOO 1090 170 

71-5096 


6001030771 

50-280 

6 

0001180059 

REGOD 


BO 01 030777 

50-338 

3 



CORPORATE SOURCE INDEX 
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AUTHOR ACCESS! ON SUBJECT AUTHOR ACCESSION SUBJECT 

affiliation number category affiliation number category 


EjOOl 03078 1 

30-2B0 

B 


9001230127 

50-399 

S 

8001030706* 

30-338 

8 


30012301 33 

50-280 

8 

EK>01030?<?£* 

3Q-33B 

9 


B0OI230136* 

50-280 

5 

8001030B29 

5O-2B0 

Q 


8001230205 

30-339 

S 

6001030029 

50-260 

0 


8001230209 

50-280 

Q 

0001030842 

50-260 

Q 


BOO 1 230209 

50-2B0 

Q 

0OOIO3OQ79 

50-201 

Q 


8001230209 

50-2B-0 

0 

8001040930 

50-260 

D 


8001230209 

50-26 & 

Q 

G001040934* 

50-260 

G 


8001240404 

50-338 

P 

G0OJD4OS95 

50-280 

P 


0001250456 

90-339 

A 

0001040359 

50-260 

P 


0001250493 

50-200 

E 

&00107Q163* 

30-200 

P 


6^01250496* 

50-200 

S 

£30010 70366 

50-338 

P 


BOO l 200347 

50-339 

s 

8001070366 

50-330 

P 


0001290191 

50-2&0 

& 

900 1070370 

50-339 

P 


BOO 1 290200 

50-339 

s 

BOO 1070431 

50-200 

S 


8001290202* 

50-280 

s 

BOO 1070433* 

50-280 

S 


8001290210* 

50-280 

G 

BOO 1070446 

30-2B0 

s 


BOOI 290224* 

50-330 

s 

B0010704SO* 

50-200 

B 


8001290226* 

50-338 

a 

B0010S044B 

50-339 

A 


8001290207 

55 -aao 

p 

BOO 1080467 

50-339 

S 


8001290267 

so-aso 

p 

BOO 1090471 

50-33B 

P 


G001290464 

50-200 

0 

BOO 10B0471 

50-330 

P 


EJ0012905 1 5 

50-200 

H 

900 1 000473* 

30-33B 

P 


QOOI 29051 5 

50-280 

H 

BOO 1000473* 

30-330 

P 


0001290515 

50-P00 

H 

BOO 1 Q804B5 

50-339 

s 


SOOI 290 521* 

50-280 

H 

B0010804B5 

50-338 

5 


0001290594 

50-2BO 

H 

B0010B0537 

50-280 

H 


90013 1 Dl 64 

50-339 

S 

□0010B0537 

50-280 

H 


00013101 67* 

50-33B 

0 

0001 000337 

50-280 

H 


□001310203 

90-330 

a 

BOO 1080537 

50-2DQ 

R 


GOO 1 3 1 0314* 

30-336 

s 

□001090194* 

50-33B 

0 


8001310274 

30-338 

Q 

8001090446 

50-404 

s 

Virginia. 5tate off 

BOO 1230190* 

50-339 

U 

0001090446 

50-404 

9 


BOOI 200040 

NUREO 


BGOt 100469 

50-339 

0 

W A Wahler 6 A* 5-oc ia K* % . Inc 

8001 160249* 

WASTE MOT 

8001 100490 

50-590 

P 

Waieda Univ ToVyo.Jap^n 

BOOI J00201* 

RES 


0001 100494* 

50-580 

P 

Washington Management Croup, Inc 

GOO 11 70067 

FOIA 


BOOll 10430 

50-336 

P 

Washington Public Power Supply System 

7912280366 

50-397 

A 

BOOI 140-234 

50-5BO 

R 


0001020203 

50-397 

H 

B0QU40234 

50-2BD 

R 


BOOI 020209* 

50-397 

K 

BOOI 140241* 

50-560 

n 


6001030564 

50-397 

A 

6001 140269 

50-339 

r 


BOOI 0404 55 

50-397 

A 

BOOI 140274* 

50-339 

F 


□001070005 

REBGD 


BOOI 140302 

50-339 

s 


BOOI 080320 

REGOD 


BOOI 1&Q056* 

50 -2 BO 

0 


6001G90317 

50-397 

R 

0001150056* 

50-200 

0 


BOOI 090408 

50-397 

F 

0001150300 

50-280 

p 


6001110340 

nCGGF) 


BOOI 150300 

50-280 

p 


80011 10396 

5Q-50B 

A 

□001150300 

5O-2B0 

p 


0001150465 

50-460 

S 

8001130300 

50-a ao 

p 


BOOI 150465 

50-460 

3 

BOO! 150300 

50-200 

p 


8001150471* 

50 460 

S 

8001150300 

50-200 

p 


0OOU 90471* 

50-460 

5 

BOOI 150450 

50-330 

R 


0001 160466 

NUREO 


BOOI 150463* 

50-333 

R 


G00J1B0DB9 

REGGO 


800! 150591 

50-2 BO 

S 


BOOI 1B0252* 

50-397 

S 

BOOI 150596* 

50-200 

S ' 


900)220524 

30 -397 

A 

8001150605 

50-200 

8 


GOO 1340322* 

50-397 

S 

8001130609* 

50-230 

8 


8001310285 

50-460 

A 

BOOI 160253 

PR 


Washington Univ 

BOOI 300313* 

RES 


BOOI 160434 

30-338 

0 

Washington, State off 

6001020370* 

CONTRACT 


BOOI 160454 

50-338 

0 

Washingto-n, Univ of 

BOO 12003 15 

50- 1 39 

P 

BOOI 160453 

50-404 

0 


BOO 1280321* 

50-117 

P 

000 11604 59 

50-404 

Q 


8001300460 

HUftEG 


BOOI 160572 

50-2BO 

P 

Waterloo# Univ oF. 

BOO 1310039 

PR 


□001160372 

90-200 

P 

UcattiEfli^ Foundry b Mfg Co 

6051 140103* 

PRM 


BOOI 160572 

90-290 

P 

West Chicago, IL 

6001 110120 

40-206! 


0001170273 

50-2BO 

F 


BOOL 3 10427 

40-2061 


0001170463* 

50-270 

0 

Western Nuclear. Inc <»ubs of Phelps 

BOOI 2405 1 3 

40-1162 


0001 170463# 

50-270 

G 

Dodj c Corp ) 




BOOI 180240 

50-330 

0 


6001300210 

40-1162 






8001300569 

PROJ 


80011B02B2 

50-338 

P 





800HB02B3 

50-33B 

P 


0001310293 

4Q-I162 


BOOI 1 B0362 

50-339 

A 

Western Nuclear, Inc 

8001030931 

40-1162 


BOOI2 1 0121 

50-280 

P 

WettinghDuse Electric Carp 

8001020653 

XPORTLIC 


600121 0206 

50-260 

5 


9001020731* 

50-348 

r 





B001020734* 

5Q-34Q 

F 

800! 2 1021 ) * 

50-200 

s 





5001320551 

50-339 

6 


8001020734* 

50-346 

F 

BOO 1220559 

30-280 

S 


BOO 1020733* 

50-348 

F 

BOO 1220559 

50-260 

S 


0OO1O2O73E3* 

50-340 

F 

8001220563* 

30-33& 

8 


BOO 10-20739* 

5Q-34B 

F 





8001020739* 

50-348 

F 

BOO 12 20565 

50-280 

P 





8001230109 

50-260 

8 


0001020739* 

50-340 

F 

800 12301 1 5 

50-339 

8 


0001020741* 

30-348 

r 

80012301 10* 

50-2 SO 

S 


BOO 102074 1 * 

50-349 

F 

BOO 1230122 

50-339 

S 


HOO 1020743* 

50-34B 

F 


418 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Weitinghouse Electric Corp , PUR System* 
Div 


West Jngbouse Electric Corp , Wyoming 
Mineral Corp 

Westing h ouse Operating Plants Owners 
Group 


Witfeff, Reeger, Belkowiti $. Adler 
William Powell Co 

\ 

Winona Memorial Hosp Winona. MI 
Wisconsin Electric Power Co 


ACCESSION 

NUMBER 

SUBJECT 

category 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

category 

6001030743# 

50-348 F 


8001210143 

50-266 

0 

6001020749# 

50-346 F 


0001220005 

30-266 

Q 

6001020745* 

50-348 F 


0001220005 

30-266 

Q 

BOO 1020746# 

50-340 F 


8001220034 

30-266 

0 

BOO 1020746* 

50-348 F 








8001220048 

50-266 

G 

B001 020746* 

50-349 F 


0001220048 

30-266 

0 

0001 02074B# 

50-348 F 


8001230002 

30-266 

0 

8001020750# 

50-340 F 


0001240420 

50-266 

0 

0001 020730* 

50-340 r 


8001240427# 

50-266 

S 

8001020752# 

90-340 F 








80012801 40 

50-266 

Q 

0001020752# 

90-340 r 


8001280340 

30-266 

P 

9001 020753* 

90-340 F 


8001290369 

50-266 

P 

6001020753# 

90-348 T 

Wisconsin Public Service Corp 

8001020312 

30-305 

P 

6001020755# 

50-340 F 


8001030805 

50-305 

G 

BOOl 020755# 

50-348 F 








8001040599 

50-305 

P 

BOO! 020736# 

50-340 r 


8001 i 10360 

50-305 

F 

6001020756# 

50-340 F 


0001140434 

50-305 

n 

0001020757# 

50-340 F 


8001140430* 

50-305 

R 

SCO 1020757* 

30-340 F 


00011 40509 

50-303 

p 

B001 020756* 

50-340 F 








BOOH 50607 

50-305 

s 

BD0J02Q75B* 

50-34B F 


B001 150611* 

50-305 

s 

0001020330 

30-574 0 


8001210207 

50-305 

p 

0001040930 

TCJFREP 


0001220002 

50-303 

a 

3001040706 

res 


8001220000 

PR 


0001070497 

71-9009 








8001220043 

30-305 

0 

600I070&00# 

71-9009 


0001220356* 

50-305 

0 

BOCH 090499 

71-9069 


0001230180 

50-305 

s 

6001090511# 

71-9069 


0OOI23O1B7# 

50-305 

s 

0001090313# 

71-9069 


0OO12BO237# 

30-305 

Q 

8001090515# 

71-9069 








0001280328 

30-305 

p 

0001100536 

XPORTUC 


0001280331 

30-305 

p 

0001 I 10107 

7 1 -9009 

Ui s c ops 1 n * s Environmental Detain 

8001040041 

50-266 

G 

0001 M02GQ 

TOPREP 


BOO1O4OO40* 

50-266 

ft 

0001 1 40207* 

TOPREP 


0OOIO4OO5B# 

50-266 

Q 

0001 1 40292* 

TOPREP 








0001040066* 

50-266 

G 

0001100083 

REGGD 


0001140304 

50-266 

p 

0001250424 

XPCRTLIC 

Wisconsin) State of 

B001020636# 

CONTRACT 


0001260012 

XPCRTLIC 

Wisconsin, Un»v of, Madison 

9001070254 

PR 


8001280002 

XPCRTLIC 

Wise, W C 

0001250317 

50-250 

M 

8001300037 

70-2709 







Wins. Janney, Elstner & Association, 

Inc BOO 1030093# 

50-344 

0 

8001300060# 

70-2909 

Wo)f« & Mann Manufacturing Co 

8001020727* 

50-348 

F 

6 00 E 30006 5# 

70-2909 


8001020728* 

50-340 

F 

8001300086# 

RES 


BOO 1020730* 

50-348 

r 

6001300092* 

RES 


800)020764* 

50-340 

F 

8001300306 

wui?eg 







Uoodard-Clvde Consultants, Tnc 

0001020720* 

40-8004 


800 1300336 

XPCRTLIC 


8001250003# 

CONTRACT 


0001310240* 

50-266 P 


0001310221* 

50-361 

K 

B0013I0310 

xportlk 

Woodwar d-McNe i 1 V Associates 

8001310256# 

50-361 

K 

0001 31033 S 

XPOftTL JC 

Worcester polytechnic Inst 

0001300441 

50-134 

P 

□001090314 

REG GO 







Wor sham, Forsythe It Sampels 

8001110359 

50-443 

M 




80011 10359 

50-445 

W 

0001 150445 

50-266 P 


8001110373* 

50-445 

M 

0001310341 

71-5450 


B001J 10373* 

50-445 

M 

8001220165 

40-8502 


0001110373* 

50-445 

M 

8001240535 

40-0302 


8001 1 10390* 

50-445 

tl 

8 00 £030600 

TOPREP 


8001110390* 

50-445 

M 




0001 i 10390* 

50-445 

M 



Wyoming Outdoor Council 

0001240515 

40-B745 


BOO 1 230139 

TOPREP 

Wyoming/ State of 

0001180195* 

40-8721 


BOO! 290363 

TOPREP 





0001170006 

50-2B9 0 


8001240508 

40-8721 


0001 1 10203* 

QA999 


0001310311 

40-0502 


0001140002 

PT21 


0001310331 

40-8502 





00013104)9 

40-83BO 


0001150454 

50-416 A 


0001310423 

40-0502 


0001 170315 

PR 





8001030501 

50-266 P 

Yankee Atomic Electric Co 

0001020523 

50-29 

S 

0OO1O3O5S1 

50-266 P 


0001020534# 

50-29 

S 

8001040636 

50-266 P 


0001020639 

50-29 

Q 




0001030213 

SO- 2 9 

G 

B001040636 

50-266 P 


9001030313 

50-29 

P 

6001070414 

50-30) 8 





5001070416* 

50-301 8 


8001040546 

50-29 

H 

8001070477 

50-266 S 


8001100444 

50-2? 

P 

BC01Q704B0* 

50-266 S 


8001140454 

50-29 

S 




8001140459* 

50-29 

s 

BOO 1070525 

50-266 0 


0001 160062 

REGQD 


8001070329* 

50-266 G 





0001000493 

50-S02 I 


0001180065 

50-29 

F 

80010901 17 

REG GO 


0001180123 

REGOD 


0001160276* 

50-266 0 


6001220202 

PR 





0001230197 

PR 


0001160276* 

50-266 0 


0001200290 

50-29 

P 

800) 160432 

50-266 R 





600)160439* 

50-266 R 


8001290015 

50-29 

0 

8001)60913 

50-266 P 


0001290233 

50-29 

S 

6001160513 

50-266 P 


8001290237# 

50-29 

0 




0001290314 

50-29 

P 

6001 160539 

50-266 P 


8001290317 

50-29 

P 

8001 160539 

50-266 P 





0001100129 

REGOD 

Yuba Heat Transfer Corp 

00011 40300* 

PRM 





0001140359* 

PRM 



REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320P, The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents, 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

3&A93 

8001030691* 

50-437 A 


aQGioaou^ 

9001020164 

RES 


SOOI 040202 

B001 040502 

RES 


B001040577 

0001040577 

RES 

0RNL/ED/EA3-79/ 

B00I040S97 

9001040597 

RES 

MC 79-12-03-LR 

0001040697 

8001040697 

RES 


000104070 l 

BOO 1040701 

RES 

NUREG/CR-1 114 

0001040706 

0001040706 

RES 


0001070122 

0001070122 

RES 

ORNL/HASRD-58 

BOO 1030004 

0001000004 

RES 


0001030005 

6001080005 

RES 


eOOlOEJOQ07 

0001000007 

RES 


0001080009 

8001000009 

RES 

40 10 Ol 064 

800108001 1 

BQO1O0OO11 

RES 

HX-0-3 296 <8673) 

0001000014 

BQOiOBOOM 

RES 

WX-0-3307 

GOO 1000041 

8001080041 

RES 


8001090042 

BOOl 000042 

REB 


800 1 0B0045 

8Q010B0045 

RES 


8001000047 

0001000047 

RES 


0001080053 

0001000053 

RES 

NRC-04-79- 104 

0001080057 

0001000057 

RES 

NRC-04-76-219 

ao(>to0oo6i 

8001080061 

RES 


8001080060 

8001080069 

RES 


0001080569 

0001000569 

RES 

NRC-04-74-1Q0 

0001080577 

0001000577 

RES 


8001000302 

0001000502 

RES 


8001080599 

B0010B0599 

RES 


0001080603 

0001000603 

RES 


GOO1O0O6O7 

0001080607 

RES 


0001090019 

0001090019 

RES 


8001090027 

0001090027 

REB 


0001090057 

aoo 1090057 

RES 

UC1 D-10123 

0001090060 

8001090060 

RES 

UCID-1B123 

aoo 109 0064 

8001090064 

RES 

HEDL-TME79-7I 

8001090115 

B00109Q 115 

REB 


0001090172 

8001090172 

RES 


0001090174 

B001090174 

RES 


8001090179 

0001090179 

REB 


BOO 1090 1 04 

0001090184 

RES 


0001090106 

8001090106 

RES 


8001090100 

0001090188 

RES 


BOO! 100114 

8001100114 

RES 

EQQ-EA-5044 

□ Co 1 100265 

8001100265 

RES 


8001100267 

800 1 1 00267 

REB 

EGG-CAAP-5059 

8001100273 

8001100273 

RES 


8001 100278 

8001100270 

RES 

L0-MR-79-001 

8001 100552 

8001100552 

REB 


8Q01 100355 

8001100355 

RES 

ORNL/ED/E IS-109 

8001100556 

BOOl 100556 

RES 

R-295 

BOO 1100562 

8001100562 

RES 


0001100365 

9001100565 

RES 


8001 160455 

BOOl 160455 

RES 

CRNL/ED/EIS-IIO 

8001160461 

BOOl 160461 

RES 

0RHL/ED7EIS-U1 

0001160473 

BOO 1 1 60473 

RES 

ECO -LOFT -5037 

8001 160464 

90011604B4 

RES 

ORNL/HASRD-61 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index titled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 

ACCESSION 
NUttQ ER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

8001160611 

BOOl 1606* 1 

RE9 


8001250365 

0001230565 

RES 

LTR 112-7 

8001250560 

0001250568 

REE 


BOOS 250570 

0001250570 

RES 


8001250571 

BOO 1250571 

RES 

BNL-NUREG-26902 

0001250572 

BOOl 250572 

RES 


0001280101 

8001280101 

RES 

HC 79- 1 2-2I-LR 

8001280401 

0001200401 

RES 

LTR 20-105 

0001280413 

0001200413 

RES 

EGO-SEMI -5064 

8001280452 

8001280452 

RES 

BNL-NUR EG-26907 

8001280454 

B0012B0454 

RES 

LO-MR-79-001 

B0012B05Q9 

G0012B0309 

RES 

l_a~00-79-l09 

□0012901 27 

8001290127 

RES 

EGO-SEMI -5062 

8001290163 

BQ01390163 

RES 

YBR-2 16-79 

BOOl 290173 

0001290173 

RES 

BNL-NJREC-26901 

0001290266 

8001290266 

RES 

QNL-NUREG-26860 

□00 l 300001 

8001300001* 

RES 


0001300003 

8001300003* 

RES 


BOO 1300004 

□001300004* 

RES 


9001300006 

8001300006* 

RES 


8001300009 

□001300009* 

REB 


BOO 13000! 4 

BOO 1300014* 

RES 

KSC 79-303 

BOO 1 3Q0016 

8001300016* 

RES 


BOOl 30002 L 

8001300021* 

RES 


BOOl 300024 

0001300024* 

RES 


8001300027 

0001300027* 

RES 


0001300028 

0OO13OQO2B* 

RES 


BOOL 300029 

8001300029* 

RES 


8001300035 

8001300035* 

RES 


B00I3D0041 

BOOl 300041 * 

RES 


0001300043 

80 01 30004 B* 

RES 

LA-UR- 79-2049 

8001300049 

0001300049* 

RE'S 


8001300062 

0001300062* 

RES 


0001300064 

8001300064* 

RES 


0001300070 

80013000-70* 

RES 

DPHMB-79-B3 

8001300071 

B001300-071* 

RE3 


3001300077 

0001300077* 

Res 


0001200000 

Booiaoooao* 

REB 


0001300006 

9001300086* 

RES 


8001300090 

0001300090* 

RES 


8001300092 

B001300092* 

REB 


8001300093 

BOO 13 00093* 

RES 


8001300095 

8001300095* 

REB 


0001300099 

8001300099* 

RES 


6001300101 

0001300101* 

RES 


BOO 1300103 

9001300103* 

RES 


0001300104 

0001300104* 

RES 

8AND79- 1 763C 

8001300106 

6001300106* 

REG 


0001300*09 

8001300109* 

RES 


00013001 10 

00013001 10* 

RES 


8001300112 

8001 300 

RES 


8001300 1 1 3 

B0013001 13* 

RES 


8001300115 

GOO 1300 1 l 5* 

RES 


80013001 17 

6001300 1 1 7* 

RE9 


0001300118 

0001300110* 

RES 



419 


420 


REPORT NUMBER INDEX 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 

NUMBER 

REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8001300120 

8001300 J 20 * 

RES 


800 1300409 

8001300408* 

RES 


8001300122 

8001300122* 

RES 


0001300559 

0001300559 

RES 


8001300 1 23 

8001300123* 

RES 


80013100B9 

800131 0008 

RES 


8001300127 

8001300127* 

RES 


□001310093 

9001310093 

RES 


8001300128 

000(300120* 

RES 

HEDL SA-1949 

8001310328 

0001310328 

RES 


8001300129 

8001300129* 

RES 


0AW-15B4 

9001080519* 

50-312 

P 

000 1 300 J 30 

0001300130# 

RES 


J3AW-1584 

8001 100482* 

50-346 

P 

8001300132 

0001300132# 

RES 


0MNL-1944 

8001310043 

PR 


0001300(35 

0001300135* 

RES 


0WJP— 20004 

8001280310* 

50-269 

P 

8001300136 

8001300136* 

RES 


CENPD-206 

8001150268* 

TOPREP 


0001300141 

800(300141* 

FiES 

LA-UR-79-I66 1 

DOE/EIS-0026-D VI 

0001220613 

PR 


0001300 H 4 

8001300144* 

RES 


DOE/E 1S-0O24-D V2 

8001220598 

PR 


8001300149 

BOO! 300149* 

RES 


ODE/E IS-0046-D V2 

8001220610 

PR 


6001300154 

0001300154# 

RES 

LA-UR-79-2849 

DOE/E 1S-0O46-D VI 

8001220624 

PR 


SOOl 3001 56 

0001 3001 56* 

RES 


DDE/ET-0020 VI 

8001220614 

PR 


000 1 300 J 58 

000 13001 56* 

RES 


D0E7E7-002B V2 

8001220620 

PR 


8001300162 

80013001 62# 

RES 


DDE/ET-0028 V3 

8001220625 

PR 


8001 300J 63 

9001300163* 

RES 


DOE/ET-O029 V4 

BOO I 2206 19 

PR 


8001300166 

800130-01 66* 

RES 


OOE/ET-OO20 V5 

8001220629 

PR 


00013001 73 

8001300173* 

RES 


DPE/E7-0029 Vi 

8001220627 
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DCE/ET-0029 V2 

8001220631 

PR 


S001300177 

BOO 1300 177* 
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D0E/ET-OO29 V3 
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8001300170 
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8001310037 

PR 


8001300212 

00-0 1 3002 1 2 » 

RES 


LDL-7049 

8001310030 

PR 


8001300216 

8001300216* 

RES 


LBL-7072 

0001310044 

PR 


00 01 300221 

0001300221 # 

RES 


LOU-7074 

8001310028 

PR 


BOO 1300225 

0001300225* 

RES 
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9001310024 
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8091300235* 

RES 


LDL-0285 

9001310036 

PR 


6001300230 
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P P 1 — Tfl-770 1 R 1 


0001020400# 

TOPREP 



Y/OWl/Ttl-36714 

0001310007 

PR 



fl IL-067 
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PR 
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PR 
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PR 
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PR 
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PR 
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PR 
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PR 
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PR 
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Y/QWI/TM-36/20 

000 1 3 LOO S 6 

PR 



5ECY- 78-202 


8001020027* 

70-143 



Y/0W1/TM-36/2) 

0GQ13L0012 

PR 



SEC W9-014C 
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SECY 



//0WI/TM-36/22 

0001310023 

PR 



S EC > -79-058 


0001240253 

SECY 



Y/OWl/TM-36/23 

000 131 QO 1 1 

PR 



SECY-79-3260 


0001 18000 1 
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Y/DW17TM-36/3 

8001300594 

PR 



SECY-79-436 


0001140071 

SECY 



//OWI /TM -3 6 74 

8001310020 

PR 



5ECY-79-4B4 


8001160200* 

10CFR 



Y/OWI/TM-36/5 

8001310009 

PR 



SECY -7 9-493 A 


8001)401 !8 

SECY 



Y/OWI 7TM-36/6 

B001310003 
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SEC Y-79-5QB 
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SECY 
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PR 
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0001310015 

PR 



SEC/-79-594 
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SECY 



Y/0WI7TM-36/9 

8001310013 

PR 



SECY-79-616A 


0001240328 

SECY 



Y/OW17TM-44 

B0013006 L 6 

PR 
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SUBJECT 



PRINCIPAL 

DATE 

SUOJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY- 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

6001020591 

0001020584 

79/12713 

CONTRACT 


8001030135 

8001030106 

79/11/13 

50-350 

T 

8001020595 

8001020515 

79/12/31 

50-206 

P 

80010301 58 

8001030150 

79/11/13 

50-4)2 

0 

8001020597 

9001020589 

79/12/26 

50-213 

3 

8001030176 

8001030165 

79/11/13 

50-206 

a 

8001020605 

8001020515 

79/12/31 

50-206 

P 

800 1030 J03 

8001030155 

79/11/12 

50-320 

u 

0001020608 

8001020601 

79/12/14 

CONTRACT 


8001030236 

8001030230 

79/11/15 

50-320 

Q 

BC01 020620 

8001 0206 1 4 

79/12/24 

50-312 

a 

8001030242 

8001030231 

79/12/07 

50-312 

0 

BOOI 020622 

800(020615 

79/ 12/13 

CONTRACT 


8001030244 

8001030230 

79/11/13 

50-320 

a 

8001 020636- 

8001020630 

79/(2/13 

CONTRACT 


BOOI 030252 

8001030230 

79/11/15 

50-320 

0 

8001020666 

8001020662 

79/ 11/ 23 

XPORTLK 


BQ01030259 

9001030230 

79/11/15 

50-320 

0 

BOO] 02066*? 

0001-020662 

79/11/23 

XPDRTLIC 


8001030264 

B001030251 

79/12/04 

50-312 

0 

8001020673 

8001020671 

79/1 J/29 

State Prog 1 

8001 030201 

0001030251 

79/12/04 

50-312 

G 

600)020679 

0001020676 

79/11/16 

XPGRTLIC 


8001030291 

8001030251 

77/12/04 

50-312 

0 

8001020688 

8001020605 

79/11/13 

50-269 

Q 

8001030300 

0001030251 

79/12/04 

50-312 

G 

8001020694 

9001020685 

79/11/13 

50-369 

o 

8001030302 

8001030297 

79/11/05 

90-320 

Q 

8001020707 

80010206 96 

79/11/19 

27-47 


8001030312 

0001030305 

79/10/02 

XPDRTLIC 


6001020720 

8001020717 

79/11/07 

4O-B0B4 


8001030313 

8001030306 

79/ I 0/11 

40-1162 


BOOI 020 7 22 

BOOI 0207 1 7 

79/11/07 

40-0084 


8001030322 

0001030306 

79/10/11 

40-1162 


BOO] 020727 

0001020725 

79/12/26 

50-340 

F 

8001030325 

8001030315 

79/11/26 

50-320 

0 

8001020728 

8001020725 

79/12/26 

50-348 

F 

8001030334 

8001030329 

79/11/28 

50-272 

p 

8001020730 

0001020723 

79/J2/26 

50-340 

F 

8001030335 

8001030323 

79/11/26 

50-320 

0 

GOO] 020731 

8001020725 

79/12/26 

50-348 

F 

8001030344 

8001030315 

79/11/26 

50-320 

0 

0001020734 

0001020725 

79/12/26 

50-34B 

F 

8001030347 

BOOI 030341 

79/12/17 

50-528 

H 

BOO 1020733 

8001020723 

79/12/26 

50-34S 

F 

0001030351 

0001030315 

79/11/26 

50-320 

Q 

0001020738 

0001020725 

77/12/26 

50-340 

F 

8001030363 

BOO 1030354 

79/10/30 

CONTRACT 


0001020739 

0001020723 

79/12/26 

50-340 

F 

0001030381 

0001030368 

79/11/19 

50-285 

0 

8001020741 

BOOI 020725 

79/12/26 

50-340 

F 

BOOI 030420 

8001030409 

79/12/31 

50-317 

F 

6001020743 

8001020725 

79/12/26 

50-343 

F 

BOOI 030430 

BOO 10304 23 

79/10/02 

50-339 

S 

6001020745 

BOOI 02072 5 

79/(2/26 

50-348 

F 

B001030450 

8001030442 

79/12/14 

50-3 

0 

BOOt 020746 

BOO 1020725 

79/12/26 

50-340 

F 

900103046B 

BOO 10304 58 

79/12/31 

50-219 

F 

BOOI 020740 

8001020723 

79/12/26 

90-348 

F 

0001030507 

0001030497 

79/12/05 

50-309 

P 

8001020750 

8001020725 

79/12/26 

50-346 

F 

B00103051D 

0001030506 

79/12/10 

30-209 

F 

BOO 1 020752 

B00IO2072S 

79/12/26 

50-348 

F 

3001030514 

BOOI 030497 

79/12/05 

50-309 

P 

8001020753 

8001020725 

79/12/26 

50-34B 

F 

0001030520 

8001030519 

79/12/27 

30-269 

F 

BOO 1020755 

8001020723 

79/12/26 

50-348 

F 

0001030542 

6001030532 

79/12/06 

50-310 

S 

8001030756 

BOOI 020 723 

79/12/26 

50-348 

F 

8001030955 

8001030550 

79/12/06 

50-518 

3 

0001020757 

0001020725 

79/13/26 

50-348 

F 

6001030577 

BC01030575 

79/12/20 

50-213 

F 

0001020758 

BOOI 020725 

79/12/26 

50-340 

F 

COO] 030590 

BOOI 030593 

79/12/26 

TQPREP 


0001020759 

BOOI 020725 

79/12/26 

90-348 

F 

0001030634 

0001030629 

79/12/31 

50-295 

P 

8001020760 

000(020723 

79/12/26 

50-349 

F 

0001030645 

8001030637 

79/09/26 

30-327 

G 

BOOI 020761 

BOO 1020723 

79/ 1 2/26 

50-348 

r 

0001030665 

000103065? 

79/12/28 

30-334 

R 

8001020764 

0001020725 

79/12/26 

50-348 

F 

BOOI 030674 

0001030667 

79/12/12 

50-333 

S 

BOO 1020765 

8001020725 

79/12/26 

50-348 

F 

BOO 1030603 

BOO 1030679 

79/12/20 

50-245 

F 

000 1 020766 

0001020725 

79/12/26 

50-348 

F 

000)030691 

0001030606 

79/12/21 

50-437 

A 

B001020767 

8001020725 

79/12/26 

50-349 

F 

0001030704 

0OO1O3O69B 

79/11/21 

71-6206 


8001020760 

8001020725 

79/12/26 

50-349 

F 

BOOI 030709 

B801 030702 

79/12/31 

50-296 

9 

(3001020769 

G001020723 

79/12/26 

30-340 

F 

0001030726 

B001030721 

79/12/28 

50-259 

a 

000102-0770 

BOO 1020725 

79/12/26 

30-348 

F 

BOO 1030734 

80-01030729 

79/11/21 

90-424 

s 

0001020771 

BOOI 020725 

79/12/26 

50-340 

F 

6001030737 

8001030730 

79/12/31 

50-330 

s 

0001020772 

8001020725 

79/12/26 

50-340 

F 

8001030741 

0001030735 

79/12/11 

50-438 

s 

6001020773 

0001020723 

79/ 1 2/26 

50-348 

F 

B001030745 

000(030739 

79/12/20 

TOPREP 


8001020774 

8001020725 

79/12/26 

30-348 

F 

0001030751 

8001030744 

79/12/31 

50-275 

A 

8001020775 

0001020725 

79/12/26 

50-34S 

F 

8001030754 

0001030749 

79/12/21 

50-320 

8 

8001020776 

8001020725 

79/12/26 

50-340 

F 

BOO 1030762 

8001030730 

79/12/12 

50-518 

9 

80010-20777 

3001020725 

79/12/26 

50-340 

F 

800 1030769 

8001030763 

79/12/14 

50-341 

A 

8001020702 

0001020723 

79/12/26 

50-340 

F 

0001030772 

0001030100 

79/12/19 

50-389 

a 

0001020783 

0001020725 

79/12/26 

50-348 

F 

8001030778 

8001030770 

79/12/31 

50-321 

p 

0001020704 

0001020723 

79/12/26 

50-34B 

F 

0001030784 

BOO1O30159 

79/11/30 

90-266 

0 

8001020733 

8001C20725 

79/12/26 

30-340 

F 

0001030786 

8001030777 

79/12/13 

90-338 

B 

0001020706 

0001020723 

79/12/26 

50-343 

F 

8001030790 

0001030785 

79/12/28 

90-346 

s 

8001020787 

SCO 1020725 

79/13/2 6 

50-340 

F 

0001030792 

8001030777 

79/12/13 

90-338 

s 

8001030016 

800 1 03001 t 

79/12/10 

50-445 

A 

8001030797 

BO 01 030793 

79/12/20 

50-317 

S 

0001030025 

800103001 J 

79/12/13 

50-445 

A 

80 01 030807 

8001030804 

79/12/14 

71-249 


800 1 03003 1 

0001030011 

79/12/10 

50-445 

A 

8001 030B09 

□001030B03 

79/12/20 

50-317 

s 

8001030035 

8001030030 

79/12/13 

70PREP 


8001030815 

8001030159 

79/ 1 1 /3Q 

50-266 

0 

8001030036 

0001030011 

79/12/10 

50-445 

A 

GOO 1030816 

0OO1D3OB1O 

79/12/20 

50-440 

& 

8001030040 

8001030011 

79/12/18 

50-443 

A 

000 1 030810 

BOO 1 030813 

79/12/17 

50-438 

A 

8001030043 

BOO 1030026 

79/12/03 

50-320 

0 

BOO 1030821 

8001030802 

79/12/28 

50-346 

s 

0001030053 

6001030047 

79/12/06 

XPOR TLIC 


8001030B34 

6001030013 

79/12/17 

50-430 

A 

8001030059 

6001030051 

79/12/41 

50-334 

0 

BOO 1030831 

8001030813 

79/12/17 

50-43B 

A 

8001030059 

BOO 10300 52 

79/12/06 

50-97 

0 

8001030836 

B0Oi030B13 

79/12/17 

50-438 

A 

8001030064 

BOO 1 03003 1 

79/(2/11 

50-334 

Q 

BOO! 030868 

0001030055 

79/12/10 

40-0452 


8001030069 

BOO 1 030032 

79/12/06 

50-97 

Q 

B001030B71 

0001030860 

79/(2/19 

50-259 

0 

0001 030073 

8001030051 

79/12/(1 

50-334 

Q 

BOO 1030877 

BOOIO3O07O 

79/12/07 

50-344 

0 

800 1 03007 4 

0001030052 

79/12/06 

50-97 

a 

0001030878 

SO 01030860 

79/12/19 

50-259 

Q 

0001030082 

0001030052 

79/12/06 

50-97 

0 

BOO 1030883 

8001030070 

79/12/07 

50-344 

G 

800 J 030085 

0001030001 

79/12/07 

XFORTLIC 


6001030884 

0001030060 

79/12/19 

30-259 

a 

0001030092 

6001030037 

77/12/12 

XPOR TLIC 


6Q01030B93 

000 1 030870 

79/12/07 

50-344 

0 

00010301 10 

6001030104 

79/11/16 

50-377 

0 

000 1 030898 

GOG 1030060 

79/12/19 

50-259 

0 

9001030116 

BOOI 030 106 

79/11/13 

REGOD 


6001030901 

0001030095 

79/12/11 

71-363 


0001030131 

0001030(19 

79/11/16 

70-371 


000 1 030902 

0001030887 

79/11/21 

50-5J 0 

G 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION MINDER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

00010309 1 7 

8001030912 

79/12/21 

X.PORTL 1C 


6001040614 

0001040596 

79/12/04 

50-334 

P 

BOO 10309 19 

00010309 1 5 

79/12/17 

50-245 

P 

8001040625 

0001040620 

79/12/17 

50-329 

a 

8001030937 

0001030929 

79/12/19 

CONTRACT 


0001040626 

0001040593 

79/ L2M2 

PR 


6001 040003 

8001040001 

79/11/21 

50-275 

Q 

B001040634 

8001040630 

79/ 12/IB 

70-2623 


0001040017 

9001040007 

79/12/21 

50-312 

Q 

8001040643 

B001040630 

79/12/31 

50-324 

p 

8001040021 

9001040012 

79/11/20 

50-344 

Q 

8001040646 

8001040644 

79/12/31 

50^324 

F 

8001040026 

8001040007 

79/12/21 

30-312 

Q 

8001040650 

B001040644 

79/12/31 

50-324 

F 

8001040034 

8001040007 

79/12/21 

30-3! 2 

0 

8001040652 

8001040644 

79/12/31 

50-324 

F 

8001 040048 

0001040041 

79/12/17 

50-266 

0 

0001040660 

BOO 1040657 

79/12/29 

50-315 

I 

8001040058 

9001040041 

79/12/17 

50-266 

0 

0001 04 P 667 

8001040664 

79/12/13 

50-320 

P 

0001040066 

0001040041 

79/12/17 

50-266 

G 

0001040674 

AGO 104067 1 

79/12/28 

50-244 

P 

8001040078 

9001040071 

79/12/20 

30-327 

a 

8001040678 

BOO 1040671 

79/12/29 

50-244 

P 

8001040002 

8001040075 

79/11/08 

30-267 

0 

0001040630 

BOO 1040656 

79/12/21 

50-272 

P 

B001040093 

8001040089 

79/11/26 

50-35B 

Q 

0001040709 

BOO 1040699 

79/11/21 

50-5 IB 

0 

0001040098 

0001040096 

79/11/15 

50-324 

P 

0001040719 

8001040711 

79/12/19 

50-454 

a 

8001040113 

0001040106 

79/12/27 

70-2623 


8001040725 

BOO 1040721 

79/12/20 

70-1151 


BOOl 0401 24 

9001040120 

79/12/12 

30-155 

0 

8001040727 

0CO 1040723 

79/12/07 

50-290 

p 

8001040163 

BOO 1040 1 49 

79/12/17 

71-114 


0001040729 

8051Q40726 

79/12/17 

CONTRACT 


8001040168 

8001040165 

79/12/10 

contract 


0001040730 

800J040723 

79/12/07 

50-290 

p 

8001040170 

8001040167 

79/12/17 

71-27 


0001040713 

BOOl 040723 

79/12/07 

50-290 

p 

0001040182 

9001040174 

79/12/12 

GA999 


BOO 1040737 

B001Q40736 

79/11/15 

50-223 

0 

0001040186 

8001040174 

79/12/12 

QA999 


800107Q017 

80010700 1 3 

79/12/21 

50-369 

A 

80010401BB 

0001040105 

79/12/12 

Contract 


8001070027 

8001070024 

79/12/21 

50-230 

P 

0001040191 

0001040174 

79/12/12 

0A999 


000-1 070032 

B001070024 

79/12/21 

50-230 

P 

0001040197 

0001040174 

79/12/12 

QA999 


8001 0-70030 

0001070035 

79/12/13 

50-299 

P 

8001040199 

8001040175 

79/12/13 

CONTRACT 


8001 070093 

800107C089 

79/12/21 

50-330 

0 

6001040203 

BOO 1040 1 98 

79/12/21 

70-143 


0001070103 

B001070099 

79/12/12 

90-334 

P 

6001040211 

BOO 1 040206 

79/12/12 

CONTRACT 


6001 070 104 

8001070101 

79/12/21 

50-10 

P 

0001040213 

0001040207 

79/12/07 

50-340 

0 

0001070106 

80010700-99 

79/12/12 

90-334 

P 

0001040216 

8001040170 

79/12/21 

70-143 


0001070111 

8001070101 

79/12/21 

50-10 

P 

Q001040219 

0001040190 

79/12/21 

70-143 


0001070112 

8001070099 

79/12/12 

50-334 

P 

8001040221 

0001040217 

79/12/13 

CONTRACT 


6001070163 

□001070160 

79/10/29 

5Q-2GO 

P 

8001040222 

BOO 1 040 198 

79/12/21 

70-143 


&0Q1O7G 17(1 

8005070176 

79/11/20 

71-9035 


0001040224 

000 1040 10B 

79/11/ 19 

27-47 


8001070 103 

800107017? 

79/1U02 

CONTRACT 


0001040227 

0001040170 

79/12/21 

70-143 


8001070199 

□001070195 

79/ 12/12 

contract 


8001040220 

0001040223 

79/12/07 

CONTRACT 


8001070224 

8001070-120 

79/15/17 

5Q-456 

Q 

6001040231 

0001 0401 79 

79/12/21 

70-143 


8001070233 

6001070220 

79/12/12 

50-293 

0 

8001040251 

8001040240 

79/12/17 

7 1 —362 


0001070236 

□00 1070220 

79/12/12 

50-293 

Q 

0001040260 

BOO 1040254 

79/12/12 

CONTRACT 


0001070240 

0001070220 

79/12/12 

50-293 

Q 

0001040274 

0001040270 

79/12/17 

7 1 -206 


9001070245 

GOO 1070220 

79/15/12 

50-293 

Q 

8001040275 

8001040266 

79/12/10 

50-330 

0 

0001-070266 

BOO 1070262 

79/11/29 

50-277 

Q 

6001040206 

BOO 1040270 

79/12/17 

71-159 


□001070270 

BQOl 070262 

79/U/29 

30-277 

0 

8001040291 

0001040205 

79/12/16 

CONTRACT 


□001070274 

00010/0262 

79/13/29 

50-277 

0 

8001040300 

0001040300 

79/12/13 

CONTRACT 


G001 070282 

0001070279 

79/15/10 

70-143 


8001040312 

0001040303 

79/12/20 

50-148 

a 

00OIO7O2B7 

0001 070279 

79/15/10 

70-143 


8001040320 

0001040314 

79/11/20 

CONTRACT 


8001070292 

BOO 1 070279 

79/12/10 

70-143 


0001040326 

8001040317 

79/00/13 

71 "62 


0001070301 

BOOl 070297 

79/11/03 

50-24 4 

a 

0001040335 

0001040329 

79/12/14 

50-296 

p 

000107031 1 

BOG! 070305 

79/ 1 l /2 l 

50-412 

3 

0001040342 

0001040333 

79/12/10 

CONTRACT 


BOO 1070322 

00010/0305 

79/11/21 

50-412 

S 

8001040343 

0001040341 

79/12/14 

50-352 

A 

BOO 1070330 

GfMH 070332 

79/12/10 

50-324 

P 

0001040349 

0001040341 

79/12/14 

50-352 

A 

BOO 1070141 

8001070332 

79/12/10 

50-324 

P 

8001040396 

8001040350 

79/11/16 

CONTRACT 


6001070342 

9001070336 

79/12/17 

50-454 

0 

0001040358 

8001040354 

79/12/10 

XPOflTLtC 


000)070346 

Q001070332 

79/12/10 

50-324 

P 

0001040365 

800104036! 

79/12/14 

CONTRACT 


□001070363 

BOO I 0703 60 

79/12/31 

50-331 

F 

8001040367 

0001040359 

79/12/05 

CONTRACT 


BOO-1070364 

BC01070360 

79/12/31 

50-331 

F 

0001040394 

8001040379 

79/11/30 

40-8348 


BO 01 070369 

□005070368 

B0/01/03 

50-331 

P 

0001040403 

8001040398 

79/10/30 

QA999 


0001070402 

0001070399 

80/01/02 

50-302 

S 

0001040410 

BOOl 040398 

79/10/30 

□ A999 


00-01 070406 

3001070404 

80/01/02 

50-293 

J 

8005040419 

BG01040416 

79/12/17 

7 1 -360 


BOO! 070409 

□00107040-3 

79/12/31 

50-263 

F 

8001040449 

8001040445 

79/12/21 

50-320 

P 

8001070416 

□001070414 

79/12/27 

50-301 

8 

0001040465 

8001040447 

79/12/19 

50-454 

a 

B00I07O419 

8001070417 

79/12/20 

30-267 

S 

0001040475 

B001040471 

79/12/10 

7 1 -9009 


8001070423 

□001070424 

79/12/20 

50-409 

S 

0001040406 

BOO 1040402 

79/ 12/ IB 

7 1 -352 


0OOIO7O434 

BOO 1070433 

79/12/07 

30-254 

8 

8001040551 

0001040545 

79/12/20 

50-302 

3 

0001 070435 

BOO 1070431 

80/01/03 

50-2B0 

5 

0001040534 

8001040550 

00/01/02 

50-280 

S 

8001070490 

BOO 1070446 

BO/01/03 

50-2 BO 

S 

0001040557 

0001040344 

79/12/20 

50-361 

9 

0001070466 

P001 070462 

79/12/31 

50-282 

F 

0001040550 

BOO 1040952 

79/12/31 

50-3 

P 

8001070467 

BOO l 070450 

79/12/24 

50-265 

S 

8001040559 

0001040556 

79/12/31 

50-320 

n 

8001070473 

800 1 070469 

79/12/ U 

50-254 

3 

8001040561 

0001040556 

79/12/31 

30-320 

R 

0001070474 

8001070471 

79/12/10 

50-254 

B 

8001040566 

0001040560 

79/12/21 

90-31B 

S 

0001070430 

BOOl 070477 

79/12/23 

50-266 

9 

0001040568 

8001040565 

79/12/31 

50-261 

F 

' BOO 1 070489 

80D1 0704*34 

79/12/20 

50-368 

S 

0001040501 

0001040376 

79/12/31 

30-202 

P 

BOOl 070494 

8001070490 

79/12/19 

50-289 

0 

8001040506 

BOO 1040376 

79/12/31 

50-202 

P 

800! 070496 

8001070491 

79/12/31 

50-340 

S 

8001040594 

000104059! 

79/12/20 

50-361 

5 

BOO 1070500 

6001070497 

79/12/07 

71-9009 


0001040600 

0001040573 

79/12^12 

PR 


0QO1O7O5OB 

8001070506 

79/12/12 

71-46 


0001040604 

8001040596 

79/12/04 

50-334 

P 

8001 070509 

6001070499 

79/12/28 

50-361 

S 

0001040609 

8001040595 

79/12/27 

50-313 

n 

BOO 1 070519 

6001070514 

79/12/12 

40-7994 


6001040600 

B001040606 

79/12/li 

50-322 

B 

0001070522 

8001070514 

79/12/12 

40-7994 


8001040610 

0001040596 

79/12/04 

50-334 

p 

0001070520 

3001070527 

79/12/17 

50-315 

G 

0001040613 

0001040593 

79/12/31 

5Q-31& 

8 

8001070529 

0001070525 

79/12/27 

30-266 

0 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 



PRINCIPAL 

F' -LC2-*£ 

oacirsNT 

■ " 107U531 

CC010705I4 

: :ig i c':4 

S:j10"G514 

t j1l-:~ig 

SCO I CCuOl 5 

r > 

e: '-1030059 

E UCCI-iiS 

c:giosog59 

•’'I - r G“3 

SCO 1053079 

JIC: 

e: 31C30CS4 

i 'if~:i3± 

CC01CZ113! 

- 

S:G1CZuI44 

’ 4»S.'24 j 

CCG1C3G239 

' -'I 

Sj:1CEC244 

- J If' .'Zr? 

5! 01CSOZ33 


£001059285 


G0010SCZE3 

S 'tc:-'3l5 

ECO ICSG204 


ecotcec304 


GCGlOSC’304 

1 ' 1 CG j3j3 

c:gic=0304 

jk:c34: 

e:3lC5G304 


6G0105035S 

^lJl ZZ0ZL2 

0:O1GBO335 

'„GlU,33Z 

8G01C30378 

£ ■ I C Z ~ = 3 

BO 31CBG374 

Ej:iC5^3t2 

E:aiCSGj37 

“ jj1C5’i4C3 

SG310S0396 

I’ " I C304aS 

S0GIOSQ403 

2:j10S3407 

SC 21C8Q403 

..'M C0420 

SGD1CCQ4 1 B 

J :"-1C534Z9 

B:jJGS042^ 

Lj J1V3G4J5 

00G103042 7 


DATE SUBJECT 

ISSUED CATEGORY 


79/12/12 

40-7994 


79/12/12 

40-7994 


79/12/M 

50-220 

H 

79/12/21 

50-545 

A 

79/12/21 

50-545 

A 

79/12/26 

71-6375 


79/12/13 

40-2061 


79/12/21 

50-267 

P 

79 '12/17 

XPORTLJC 


79/ 12/19 

CONTRACT 


79/12/05 

50-244 

G 

79/12/ JQ 

50-445 

M 

79/ (2/13 

50-445 

M 

79/12/IB 

50-445 

M 

79/12/14 

COMMISSION 

79/12/14 

COMMISSION 

79/J2/14 

COMMISSION 

7 7/ 12/14 

COMMISSION 

79/12/14 

COMMISSION 

79/12/06 

50-244 

H 

79/11/26 

71-43BB 


79/12/31 

50-247 

P 

79/12/27 

50-366 

S 

79/12/28 

50-325 

S 

79, 12/28 

50-325 

s 

79,12/20 

IOCFR 


79/12/20 

10CFR 


S0/01/02 

50-272 

s 

79/12/31 

50-344 

G 

79/03/28 

50-334 

J 


0- to EC 4 25 

0OOICSO424 

79/12/31 

" 0102:449 

e:oioco44i 

79/12/31 

► :j!0ry454 

E001CB0446 

79/12,27 

Lf 3 1 05'" 4 *9 

SOOt CEG464 

80/01/03 

~ 01031473 

8001050471 

60/01 '02 

7j:i : 5047s 

0OOJQSO465 

80/01/02 

S GGJC 3045G 

S0010E0475 

60/01/02 

“'0IC514S3 

80010S0479 

00/01/02 

£,*tr3r-i43-» 

8001030479 

00/01/02 

SI ",10 = 0490 

cooiosa404 

^9/12. 26 

“:G1uSC4t4 

e:ataao4B6 

00/01/03 

0'|" 1CSC493 

6C01030492 

BO '01/03 

b:gic"05:o 

£001000492 

SC/01 /03 

m 103 0501 

SC010B0496 

79/12/29 

5 ’,1C3:5C6 

0CO1O5O492 

60/OJ/03 

_CDicB:*ia 

E0010S0492 

00/01/03 

•' 7 oi:ao5i4 

SC010605 05 

79/12/23 

0:OIC33515 

S301G60492 

80/01/03 

5*311. ec 519 

8001080513 

79/12,26 

-r:oirrG52a 

S0010S0492 

SO/01/03 

£ : tCH C530 

G001CS0220 

80/01/03 

O:iCb0532 

L ' C 1CE30535 

8001 OS0492 
BOOI 080528 

S0/G1/03 

0O/O1/O4 1 

W"ICS0538 

BC010BQ492 

80/01/03 

r:uioeo54i 

flOOlOB0492 

eo/oi/03 


50-344 G 
50-518 S 
TDPRER 
30-333 S 
50-338 P 

TOPREP 
50-267 S 
50-33] P 
50-331 P 
50-336 S 

50-333 S 
50-272 S 
50-272 5 

50-366 S 
50-272 S 

50-272 S 
50-324 s 
50-272 S 
50-312 P 
50-272 S 

50-321 S 
50-272 S 
50-289 P 
50-272 S 
50-272 S 


c:0l0aC543 

JJ01C30545 

S01JCB0354 

scqioaoss*? 

r:LiL6osfc3 

5MiI0GG576 

evjioao^sa 

FC3J0EJ3684 
sooioaofc07 
DCOl 000692 

3001090009 
0001090014 
£001090015 
BC01C90021 
SCO] 090020 

0CO1O9OO34 
&C0 1C 90037 
8501090039 
303 1090049 
S0C1 09005 t 

5>31C?0052 
6031090054 
PJO 1090059 
BOO 1090062 
8C01 090065 


S001060509 

9001000492 

8001080549 

SQ010S0555 

8001000560 

6001080566 

BOO1O0O5EO 

0001000601 

8001000601 

8OO1C0O689 

8001090001 

8001090011 

6001090012 

0001090016 

8001090025 

BOO 1090029 
8001090029 
B00109C033 

SOO 1090046 
B001090042 

8001090046 

8001090040 

8001090053 

8001090061 

0001090061 


79/J2/31 

00/01/03 

80/01/02 

SO/Oi/03 

79/12/20 

80/01/02 

00/01/03 

79/12/07 

79/12/07 

79/11/23 

79/12/21 
7 9/l J/27 
00/01/02 
79/12/10 
79/11/19 

79/12/20 

79/12/20 

79/11/M 

79/12/21 

79/11/21 

79/12/21 

79/12/21 

79/10/24 

S0/01/02 

80/01/02 


50-366 a 
50-272 S 
50-271 S 
30-336 P 
50-366 S 

50-321 5 

50-272 g 
50-290 p 
50-298 p 
50-302 Q 

50-574 A 
90-445 Q 
CONTRACT 
50-295 Q 
50-313 0 

S 0-344 0 

50-344 0 

50-245 0 

50-344 G 
50-445 Q 

50-344 0 

CONTRACT 
50-320 0 

50-395 0 

50-395 0 


d 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


8001090072 8001090069 79/09/04 71-9073 

8001090096 8001090089 79/12/10 71-6574 

8001090101 6001090087 79/12/17 50-312 0 


8001090104 8001090087 
8001090110 800109008/ 

8001090113 8001090087 
8001090132 8001090130 
8001090135 B001090130 
8001090138 D001090130 
6001090149 8001090147 

S001090161 6001090147 
8001090165 0001090147 
B001G90194 0001090190 
B001090197 8001090190 
8001090200 8001090190 

8001 090203 8001090190 
0001090211 8001090207 
0001090213 8001090207 
8001090220 8001090216 
BOO 1090224 8001090219 

8001090226 0001090216 
8001090241 8001090235 
8001090250 8001090247 
8001090254 0001070252 
0001090255 8001090291 

8001090258 8001 09025 J 
0001 090260 8001090291 
0001 09029 I 80010902G9 
8001090294 60010902B9 
8001090295 8001090289 

8001090297 8001090209 
8001090307 8001090302 
8001090312 8001090300 
0001090313 8001090302 
0001090318 0001090302 

8001090319 8001090319 
8001090323 0001090302 
0001090325 8001090321 
0001090326 8001090302 
0001090332 BOO 1090302 

0001090333 6001090329 
800] 090340 BOO 1090302 
8001090346 800 L 090342 
Q001090350 8001090302 
8001090355 8001090351 

8001090356 8001090302 
8001090357 8001090352 
0001090362 P001 090360 
0001090365 QD0109035B 
000 1090369 6001090302 

0001090370 8001090364 
8001090371 B00109036B 
8001090377 B001Q90374 
6001090379 8001090372 
8001090383 0001090372 

0001090305 8001090376 
800109038B 0001090306 
BOOI 090396 B00J090394 
8001090397 0001090391 
8001090J9B 0001090393 

B001090400 8001090374 
8001090407 0OOIO9O4O1 
0001090422 00010904(3 
8001090429 B001090424 
8001090439 B001090433 

8001090440 8001090436 
8001090491 8001090485 
8001090503 8001090499 
BOOI 090508 0001090499 
8001090510 B001090500 

8001090311 8001090499 
8001090513 8001090499 
8001090915 0001090499 
B001090S19 8001090499 
8001100009 8001170539 

BOOI 100047 8001100045 
8001100050 8001100045 
0001100057 8001100054 
8001100065 8001)00054 
BOOI 100066 8001100060 


79/12/17 

50-312 

G 

79/12/17 

50-312 

Q 

79/12/17 

50-312 

0 

79/12/28 

50-237 

V 

79/12/28 

50-237 

P 

79/12/28 

90-237 

P 

79/11/13 

71-239 


79/1 1/13 

71-239 


79/11/13 

71-239 


79/12/10 

50-330 

a 

79/12/10 

50-330 

a 

79/12/10 

90-330 

0 

79/12/10 

90-330 

0 

79/11/21 

71-5939 


79/11/21 

71-5939 


79/12/14 

50 -267 

p 

79/11/29 

30-277 

p 

79/12/14 

50-267 

p 

79/12/19 

50—312 

0 

80/01/07 

50-155 

p 

79/11/07 

50-410 

0 

79/12/05 

90-261 

p 

79/12/05 

90-261 

F> 

79/12/05 

50-26 1 

P 

79/12/05 

50-528 

(’ 

79/12/05 

50-528 

C 

79/12/05 

90-520 

G 

79/12/05 

50-528 

C 

79/12/31 

50-247 

P 

80/01/02 

50-259 

0 

79/12/31 

50-247 

P 

79/12/31 

50-247 

P 


00/01/04 50-260 S 

79/12/31 50-247 P 

80/01/03 90-324 8 

79/12/31 50-247 P 

79/12/31 90-247 P 

80/01/03 50-325 8 

79/12/11 50-247 P 

80/01/03 90-318 B 

79/12/31 50-247 P 

79/12/26 50-312 8 

79/12/31 50-247 P 

00/01/02 90-317 8 

80/01/02 50-328 B 

80/01/04 50-34B 9 

79/12/31 50-247 P 

00/01/03 90-483 A 

80/01/04 5Q-BI9 p 

80/01/03 50-369 A 

00/01/02 9Q-34B B 

80/01/02 30-348 B 

00/01/03 50-272 8 

80/01/03 90-318 S 

79/12/03 90-272 Q 

80/01/03 50-324 8 

79/12/21 50-142 H 

79/12/03 50-272 0 

BO/01/04 50-296 B 

80/01/04 50-296 Q 

00/01/04 50-317 8 

80/01/04 50-318 8 

79/11/26 71-367 

79/11/05 QA999 

79/12/04 71-9069 

79/12/04 71-9069 

79/11/27 50-445 Q 

79/12/04 71-9069 

79/12/04 71-9069 

79/12/04 71-9069 

79/12/04 71-9069 

79/13/21 50-470 K 

79/12/13 50-344 0 

79/12/13 50-344 0 

79/12/19 QA979 

79/12/19 GA999 

79/12/28 50-263 P 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

0001100070 

8001 100054 

79/12/19 

QA999 


0001110135 

8001110131 

79/12/12 

71-35 

0001100073 

0001 100060 

79/12/28 

50-263 

P 

0001 ] 10141 

8001110136 

7?/ 1 2/14 

QA999 

BOO 11 00077 

9001 100054 

79/12/19 

0A999 


8001110168 

8001110136 

79/12/14 

QA999 

0001 1 0007B 

BOOt 100060 

79/ 12/2S 

50-263 

P 

0001110172 

8001110136 

77/12/14 

QA999 

8001 10015? 

0001100140 

79/12/17 

50-312 

a 

0001110174 

BOO 1110170 

77/11/21 

50-70 { 

8001 1Q01 74 

800 1 100163 

79/10/16 

COMMISSION 

8001110176 

BOOI l 10136 

79/12/14 

0A999 

8001 100177 

8001100162 

79/10/16 

COMMISSION 

3001 110136 

BOOU 1 0180 

79/12/13 

50-36 1 ! 

8001 100246 

8001100241 

79/12/28 

MI SC 


800H 10203 

8001 110188 

79/12/27 

ft A? 99 

8001100307 

0001100304 

79/ 1 1/27 

50-263 

0 

8001 110208 

800111018B 

79/12/27 

QA999 

9001100310 

0001100304 

79/1 1/27 

50-263 

a 

0001110213 

Boomoiea 

79/12/27 

0A999 

9001 100316 

8001 100311 

79/12/20 

50-255 

Q 

0001 1)0210 

eoot i i02io 

79/12/17 

70-925 

9001100317 

8001 100314 

79/1 1/26 

50-235 

Q 

0001 1 10230 

8001110224 

79/12/21 

71-363 

0001100325 

9001 100314 

7971 1/26 

30-235 

a 

3001110237 

0001 110235 

7?/ S 2/21 

71-60 

9001 100328 

9001 100319 

797 12/18 

30-275 

Q 

0001 1 1 0239 

8C011 10233 

79/12/20 

(1A999 

0001100333 

9001 100316 

79/12/18 

50-275 

0 

dOOl I 1 0241 

9001110233 

79/12/20 

0A999 

8001100335 

BOO 11 00329 

79/11/30 

50-358 

a 

00011 10243 

BOOI l 10240 

79/12/21 

71-160 

0001100330 

0001100310 

79/12/18 

50-279 

0 

8001 1 10244 

8001 1 10233 

79/12/20 

QA999 

0005100344 

0001100310 

79/13/10 

50-275 

0 

8001110252 

0001110233 

79/12/20 

QA999 

B001 100357 

0001 100310 

79712/18 

50-275 

0 

BOO 11 10259 

8001110127 

79/12/21 

QA999 

8001100367 

8001 100363 

79/10/03 

TOPREP 


9001 110262 

0001110127 

79/12/21 

QA99? 

8001100372 

800 1 100363 

79/10/03 

TOPREP 


0001110266 

BOOI L 10127 

79/12/21 

OA999 

8001 1 0037B 

0001100375 

00/01/10 

TOPREP 


8001 1 10272 

BOOL 1 10265 

79/12/19 

QA99? 

BOO 11 00382 

0001100375 

90/01/10 

TOPREP 


800 11 1Q277 

OOOt 1 10265 

79/12/19 

QA999 

9001100383 

0001100379 

79/12/18 

CONTRACT 


80011 10202 

BOOH 10265 

79/12/19 

QA999 

9001100387 

0001 100304 

00/01/03 

50-192 

p 

BOOH IO20B 

BOOil 10265 

79/12/19 

QA99? 

9001100380 

9001 100377 

BO/01/03 

50-346 

s 

goon lose? 

BOOI 110270 

79/ H / 1 5 

71-122 

0001100393 

8001100392 

00/0 1/07 

30-324 

R 

BQOl 1 10300 

BOOI 1 10296 

79/12/17 

40-2061 

0001 100396 

6001 100309 

80/01/02 

TOPREP 


8001 1 10305 

□001110296 

79/12/17 

40-2Q61 

0001100413 

0001 100411 

79/12/19 

50-243 

P 

8001110300 

0001110296 

79/12/1 7 

40-2061 

0001100414 

□001 10041 1 

79/12/19 

50-243 

P 

BOOI l 10314 

□ 001 n 009-0 

79/12/2B 

71-5149 

9001100437 

0001100424 

80/01/07 

50-296 

S 

BOO 1 110317 

□001 1 10312 

79/12/21 

71-6574 

9001100430 

0001100426 

80/01/05 

30-346 

8 

0001 l 103 10 

□001110313 

77/12/26 

50-514 < 

0001100440 

0001 100436 

00/01/02 

contract 


BOOH 10373 

80051 1035? 

79/12/14 

50-445 I 

9001100445 

0001 100441 

B0/Q1 /OS 

50-346 

S 

BOOU 10373 

8001110359 

79/12/14 

30-445 I 

9001 100449 

9001 100447 

80/01/04 

50-26? 

B 

8001110304 

8001 l 10359 

79/12/14 

30-445 t 

8001 100456 

8001 100451 

00/01/07 

50-3 

0 

8001110385 

9001110390 

79/12/21 

71-9029 

0001100460 

8001 100457 

79/12/06 

50-350 

Q 

8001110390 

9001 1 10359 

79/12/14 

50-445 t 

0001100461 

8001 100459 

00/01/04 

50-237 

P 

0001110399 

0001 U0396 

79/12/26 

50-500 t 

0001100473 

0001100465 

80/01/04 

50-310 

S 

6001110401 

00011 10396 

79/12/26 

30-500 t 

9001 100476 

0001100457 

79/12/06 

50-338 

0 

0001110425 

80011 10420 

79/12/17 

WASTE MOT 

800H004B3 

0001 100479 

80/01/04 

50-346 

p 

8001110428 

8001 1 10426 

/9/12/31 

50-247 i 

0001 100405 

9001 100400 

80/01/09 

50-346 

9 

0001110435 

BOOI 110432 

79/12/27 

50-367 t 

8001100406 

8001 10047? 

80/01/04 

50-346 

P 

0001110436 

BOOI 110433 

BO/01/07 

50-153 r 

8001100494 

BOO 1 100490 

80/01/07 

50-2 ao 

P 

8001110439 

BOOH 10434 

79/12/21 

71-258 

BOO 11 00496 

BOO t 100491 

79/12/20 

CJA999 


8001110442 

8001110438 

90/01/00 

50-272 F 

BOO 11 00504 

0001100490 

79/11/23 

50-460 

0 

9001110470 

8001110463 

00/01/07 

50-344 C 

8001100513 

0001100503 

79/12/28 

50-237 

G 

3001110473 

BOOH 10465 

79/11/30 

PftOJ 

8001100516 

0001100513 

79/12/31 

50-263 

F 

9001110476 

soon 1 0463 

BO/QI /07 

50-344 ( 

8001 100524 

0001100520 

79/11/14 

CON T ft ACT 


90011 10479 

BOOH 10465 

79/U/30 

PROJ 

9001 100527 

8001 100918 

79/11/26 

30-375 

G 

□001110494 

8001110465 

79/11/30 

PROJ 

9001 100533 

8001 100928 

BO/01/05 

50-346 

S 

0001110496 

BOOH 10465 

79/11/30 

PROJ 

0001100535 

8001 100330 

79/12/12 

90-36 j 

0 

9001 1104Q? 

00011 10400 

□0/01/ 10 

50-273 < 

0001100537 

B001 100160 

79/12/10 

COMMISSION 

9001110492 

8001110465 

79/ 11/30 

PROJ 

0001100530 

BOOH 00 533 

79/11/19 

50-460 

G 

9001 1 10494 

8001110480 

80/01/10 

50-272 t 

8001 100544 

0001100540 

79/12/1 1 

50-433 

0 

Q0011 10496 

9001110465 

79/11/30 

PROJ 

8001 100549 

8001100546 

79/10/11 

50-273 

0 

80D 1 110500 

00011104 00 

00/01/ 10 

30-272 < 

8001 100566 

0001100563 

79/12/10 

50-206 

Q 

8001110501 

6001110465 

79/11/30 

PROJ 

8001 100590 

0001 100491 

79/ 12/20 

QA99? 


8001110505 

0001 1 10465 

79/11/30 

PROJ 1 

8001 100591 

8001100491 

79/ 12/20 

QA999 


9Q01 110508 

8001 1 10499 

79/12/20 

30-269 F 

0001100594 

0001 100491 

79/12/20 

QA999 


00011 10509 

5001110465 

79/1 1/30 

PROJ 

8001110005 

0001110002 

77/12/19 

QA999 


6001 110513 

□001110465 

79/11/30 

PROJ 

800111000? 

0001110002 

79/ 12/19 

QA999 


8001110516 

0001110465 

79/11/ 30 

PROJ 

6001110011 

0OO1UOO1O 

79/ 12/11 

50-445 

A 

BQOl 110522 

0001110463 

79/ 1 l /30 

PROJ 

8001 1 10012 

8001110002 

79/ 12/19 

QA999 


0001110927 

0001110469 

79/11/30 

PROJ 

8001110017 

8001110002 

79/12/19 

QA999 


8001110533 

BQOl 1 10469 

79/11/30 

PROJ 

80011 10023 

BOO 1 110002 

79/12/19 

QA999 


eoon 10333 

90011 10465 

79/11/30 

PROJ 

9001110029 

0001110002 

79/12/19 

0A999 


BOOI 110336 

0001110465 

79/11/30 

PROJ 

9001110036 

0001110032 

79/12/07 

71-160 


BOOt 1 10943 

800H 10465 

79/11/30 

PROJ 

B001 110045 

0001110042 

79/09/2 7 

iocfr 


8001110548 

B0011 10465 

79/11/30 

PROJ 

SQOl 1 10047 

0001110043 

79/12/27 

50-275 

A 

8001 1 10554 

BOOll 10465 

79/11/30 

PROJ 

9001110060 

0001110053 

79/12/31 

50-209 

P 

BOOI 1 10960 

8001110465 

79/11/30 

PftOJ 

8001 1 10061 

8001110094 

79/11/23 

GEN TEC IQ 

eoon 10561 

BOOH 10557 

79/12/27 

90-336 F 

8001 1 10066 

8001110054 

79/11/23 

QEN TEC fS 

8001110562 

0001110353 

79/12/20 

30-10 F 

0001110074 

8001110069 

79/ 12/13 

71-360 


8001 110566 

8001110463 

79/11/30 

PROJ 

8001110075 

8001110070 

79/09/20 

IOCFR 


8001 1 10567 

B001S 10557 

79/12/27 

50-336 f 

BOOH 10076 

BOOH 10071 

79/12/11 

50-155 

Q 

800S l 10569 

BOO l 1 1 0465 

79/11/30 

PftOJ 

B0Q11 10102 

9001110097 

79/12/26 

IOCFR 


eoon 10571 

8001 IS 0465 

79/1 1/30 

PftOJ 

9001110116 

6001110112 

79/12/04 

71-365 


8001110573 

0001110465 

79/S 1/30 

PftOJ 

8001110128 

0001110123 

79/12/10 

71-54 


8001110577 

800 1 1 1 0465 

79/11/30 

PROJ 

9001110133 

0001110127 

79/12/21 

GA999 


9001 1 10500 

0001 110465 

79/ 11/30 

PROJ 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


A -a S3 I 

~>i K-JM3 6R 

PRINCIPAL 

DATE 

SUBJECT 

- «.L = 

C3CUMENT 

ISSUED 

CATEGORY 

- - 





— 


S 201 110570 

79/12/26 

50-335 

S 

f\,nios?3 

6301310465 

79/11/30 

PROJ 


* :ni:39& 

0031110465 

79/11/30 

PROJ 


c in.*;? 

5301110465 

79/11/30 

PROJ 


r -i.r- o 

6301110592 

79/12/10 

50-335 

s 


6 301 110465 

79/11/30 

PROJ 


- -inci-g 

£001 110557 

00/01/04 

50-368 

5 

C JU1C613 

60011 10465 

79/11/30 

PROJ 


- litl'614 

83011 10465 

79/11/30 

PROJ 


‘-niciie 

623 J 1 10605 

79/12/28 

50-247 

S 


6331 1 104&5 

79/11/30 

PROJ 


-'.Gin:*;: 

8001 1 10507 

80/01/04 

50-368 

S 

'-;:in:423 

3001 1 10465 

79/11/30 

PROJ 


F-cni'Jaxa 

8301110587 

80/01/04 

50-360 

s 

£--HlCa3I 

0001110465 

79/11/30 

PROJ 


c:''moi37 

SG 31 110465 

79/11/30 

PROJ 


0* 31113639 

6301110465 

79/11/30 

PROJ 



6001110636 

00/01/03 

50-336 

s 

'«‘-nnC633 

8001 110647 

79/12/26 

50-335 

s 

-i:3ll 1C661 

Q001 110656 

00/01/04 

50-334 

s 

: i n 3669 

620 1 1 10465 

79/11/30 

PROJ 


c:.i ucft74 

0001110465 

79/11/30 

PROJ 


11 10677 

0001 1 10465 

79/11/30 

PROJ 


'i j'-li 1C679 

9201 1 10465 

79/11/30 

PROJ 


0 -1113651 

SG21 110465 

79/1J/30 

PROJ 



ACCESSION NUMUEfl 


f:3l»IC484 
£131 1 19656 

ff-Ji nc&sg 

cermets? 

13693 

5 Jinct?: 

9' :ti IC6?3 

S'.:inc*^4 
BCJl 1106*5 
e,omci9i 
ec in 3^077 
'J30II3QC8C 

C'- Dll 30083 
5c;n3coa* 
SCO 113009* 

&3CI13C099 
coon 30 107 

s:oii3Qn3 
G33M30137 
facomojbo 
e-:ii3ji74 
»CC 1130 192 

KOI 130317 
&&0 11302:2 
Soon 30233 
&vOl 13023Q 

0031130341 

8001130242 
800 1 1 4CC34 
BOCli 40033 
S*J1H0046 
6001140049 


soon 40050 
BOOt 140059 
800 J J 40060 

SCGH40C6B 

8001140072 

eC0l 140078 
8001 140087 
800 U 40094 
8001 1 40093 
8COH400?e 

0001140100 

8001140101 
8001140102 
8001 1 40109 
8001140114 

8001140116 
8WU 40121 
8WU40J23 
8001140127 
8001140131 


SCO 111 0465 
0001110465 
S001110465 
BOOl 110465 
8001110465 

BOO 1 1 10465 
80011*0465 
6001 1 10465 
8001 1 10465 
BOO 111 0465 

SCO! 110465 
0031 I 10465 
ecoi 110465 
8001130069 
SCO! 130069 

BOO l 130069 
BOO I {30069 
SX>! 130093 
BOO I 130093 
SCO 11 30102 

B00U3Ol0a 

BOO 1 130132 
8001130155 
B001 130160 
8001 130108 

8001130210 
8001130220 
B'Odl 130229 
BOOl 130236 
8001130240 

BOO U301Q4 
8001 14002B 
800 || 40032 
0001140030 
8001 140047 


8001140038 

8001140056 

800*140057 

8001110463 

8001140069 

8001 l 10465 

8001 140080 
8001140080 

800 1 | 40093 

8001110465 

®00 1 1 10465 
8001540000 
800*110465 
8001*10465 
8001110465 

®00 l 1*0465 
6001110465 
8001110465 

800*140*54 

8001 *10465 


79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 

79/11/30 
79/1 1/30 
79/11/30 
79/11/20 
79/11/20 

79/H/20 

79/11/20 

79/11/16 

79/11/16 

79/11/23 

79/11/23 

79/11/15 

79/U/13 

79/11/15 

79/11/12 

79/11/02 

79/11/21 

79/11/26 

79/U/O0 

79/11/02 

79/11/09 

79/12/31 

79/12/14 

79/12/19 

79/12/20 


PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

50-104 

50-104 


50-104 U 
50-104 V 
COMMISSION 
COMMISSION 
COMMISSION 

COMMISSION 
50-133 U 
50-337 U 
COMMISSION 
COMMISSION 

50-338 u 
WASTE MOT 
COMMISSION 
50-546 U 
COMMISSION 

NUREC 
50-514 A 
COMMISSION 
SECY 

50-402 G 


79/12/19 
79/12/20 
79/12/17 
79/11/30 
60/01 /OB 

79/1J/S0 

79/12/20 

79/12/20 

79/12/27 

79/11/30 

79/11/30 
79/12/20 
79/11 /JO 
79/11/30 
79/11/30 

79/lj/ao 

79/11/30 

79/11/30 

79/12/26 

79/11/30 


SECY 

50-3 

50-395 

PROJ 

50-574 

PROJ 

50-313 

50-312 

50-361 

PROJ 

PROJ 

50-312 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

PROJ 

wise 

PROJ 


ENCLOSURE 

BOOl 140136 
0001140138 
8001 140139 
BOOl 140140 
0001 140141 

8001140142 

8001140145 

0001140146 

0001140147 

8001140150 

8001140151 
800 l 140153 
8001140154 
0001140137 
8001 140162 

BOOl 140164 
8001140165 
8001140169 
0001140172 
000 1 1 40174 

3001 140175 
8001140177 
00011 401 7Q 
BOOl 140179 
BOOl 140101 

0001140182 
BOOl 140103 
8001 140184 
0001140185 
BOOl 140187 

0001 140108 
800 1 1401 89 
0001140190 
0001140193 
8001140194 

0001 140J95 
0001140196 
8001140199 
8001140204 
BOOl 140209 

8001140214 
8001 140221 
8001140224 
8001140227 
BOOl 140231 

8001140233 
0001140237 
BOOM 40238 
8001140239 
0001140241 

0001140243 
5001140246 
BOOl 140247 
0001140249 
8001 J 40250 

800J 140232 
8001140253 
8001 140256 
BOOl 140257 
8001 140260 

8001140267 
6001 140272 
8001140274 
8001140279 
8001140283 


PRINCIPAL 

DATE 

UUUJf-i 

DOCUMENT 

ISSUED 

CATL'OI 

i 8001110465 

79/11/30 

PROJ 

! 8001140133 

79/09/24 

PRM 

0001110465 

79/11/ JO 

PRfJJ 

8001140137 

79/12/27 

50-490 

BOO J 140133 

79/09/24 

PRM 

0001110465 

79/1 1/30 

PRDJ 

BOOl 140113 

79/09/24 

PRM 

8001110465 

79/11/30 

PROJ 

8001 140133 

79/09/24 

PRM 

BOOl 110465 

79/ 11/ 30 

PRDJ 

0001140149 

79/ IP/ 13 

srev 

0001140133 

79/09/24 

PRM 

BOOl 110465 

79/H/30 

PROJ 

8001110463 

79/11/30 

PROJ 

0001 110465 

79/11/30 

PROJ 

8001140133 

79/09/24 

PRI1 

0001110465 

79/11 /30 

PROJ 

8001110465 

79/11/30 

PROJ 

BOOl 140133 

79/09/24 

PRM 

BOOM 10465 

79/11/30 

PROJ 

0001 140160 

79/12/14 

50 -J 

BOOl 140167 

79/12/31 

30-327 

BOOl 1 40 t 60 

79/12/14 

30-3 

8001 1401J3 

79/09/24 

PRM 

0001 l 40 1 3J 

79/09/24 

PRM 

8001 140160 

79/12/14 

30 -3 

□0O114O13J 

79/09/24 

PRM 

8001140167 

79/12/31 

5o-:u; 

8001 140JA9 

79/12/14 

30-3 

0001 1401 33 

79/09/24 

PRM 

8001140167 

79/13/31 

30-327 

0001140133 

79/09/24 

PRM 

8001 140168 

79/12/14 

30-3 

8001 140133 

79/09/24 

PRM 

8001 140167 

79/12/31 

30-327 

BOOl 140169 

79/12/14 

50-3 

8001 1401J3 

79/09/24 

PRM 

8001 1 40 1 J3 

79/09/24 

PRM 

8001140131 

/9/09/24 

PRM 

8001 140133 

79/09/24 

PRM 

8001 140133 

79/09/24 

PRM 

8001140133 

79/09/24 

PRh 

8001140217 

GG/Ol/O? 

30-409 

0001140133 

79/09/24 

PRM 

8001140133 

79/09/24 

PRM 

8001 1 ] 0463 

79/ 11/30 

PROJ 

8001 140230 

00/01/04 

30-261 

0OO1J1O465 

79/11/30 

PROJ 

BOOl 140133 

79/09/24 

PRM 

8001 1 402 34 

GO/0 J / 1 | 

90-280 


8001140286 
8001 140207 
0001140288 
BOOl 1 40292 
8001 140294 

0001140300 
8001140302 
8001140307 
8001 1 403 t 1 
8001140315 

0001140320 
8001140321 
BOOl 140327 
8001140332 
8001140339 


8001140235 
8001110465 
BOOl J 40 133 
0001140244 
8001 1 10463 

8001140133 
8001140240 
8001110465 
0001 1 40133 
0001140133 

BOOl 140133 
8001140133 
0001140269 
BOOl M0133 
8001140133 

00011 40277 
8001140200 
8001 140133 
0001140200 
8001140133 

BOOl 140133 
8001140133 
8001140133 
8001 140133 
BOOl 140133 

BOOl 140313 
8001140133 
0001140133 
BOOl 140133 
8001140133 


00/01/00 

79/11/30 

79/09/24 

80/01/04 

79/11/30 

79/09/24 

00/01/08 

79/11/30 

79/09/24 

79/09/24 

79/09/24 

79/09/24 

80/01/10 

79/09/24 

79/09/24 

00/01/07 

00/01/07 

79/09/24 

80/01/07 

79/09/24 

79/09/24 

79/09/24 

79/09/24 

79/09/24 

79/09/24 

80/01/00 

79/09/24 

79/09/24 

79/09/24 

79/09/24 


50-366 

PROJ 

PRM 

50-255 

PROJ 

PRM 

30-346 

PROJ 

PRM 

PRM 

PRM 

PRM 

30-339 

PRM 

PRM 

30-219 

TOPREP 

PRM 

TOPREP 

PRM 

PRM 

PRM 

PRM 

PRM 

PRM 

30-346 

PRM 

PRM 

PRM 

PRM 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUDJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0001140337 

8001 1 4032B 

ao/oi/oa 

50-366 

S 

BOOl 150244 

BOOH 50099 

79/10/23 

IOCFR 


0001140341 

0001 140133 

79/09/24 

71-210 


BOOH 50249 

BOO 1150099 

79/10/23 

IOCFR 


0001140347 

0001 140133 

79/09/24 

71-210 


BOOl 130251 

BOOH 90241 

79/12/07 

30-339 

u 

0001140352 

0001 140133 

79/09/24 

PFIM 


BOOl 150256 

8001150099 

79/10/23 

IOCFR 


0001140353 

B001 140346 

00/01/04 

50-321 

0 

BOOl 130259 

0001150241 

79/12/07 

50-339 

u 

0001140355 

0001 140133 

79/09/24 

PRM 


00011 50261 

8001150099 

79/10/23 

IOCFR 


0001140359 

0001 140133 

79/09/24 

PRM 


BOOH 50263 

soon 50260 

79/12/14 

50-244 

G 

0001140362 

8001 140356 

00/01/07 

50-333 

R 

BOOl 150266 

0001150099 

79/10723 

IOCFR 


8001140371 

B001 140363 

79/12/03 

COMMISSION 

0001 l 50267 

8001150241 

79/12/07 

50-339 

U 

8001140372 

B001 140363 

79/12/03 

COMMISSION 

600H 50268 

soon 50263 

79/12/13 

TOPREP 


0001140375 

B001 140363 

79/12/03 

COMMISSION 

8001150269 

BOOH 50099 

79/10/23 

IOCFR 


0001140378 

B001 140363 

79/12/03 

COMMISSION 

BOO 1 1 50271 

0001 150099 

79/10/23 

IOCFR 


8001140300 

0001 140363 

79/12/03 

commission 

BOO 1 1 50276 

0001 l 50099 

79/10/23 

IOCFR 


0001140305 

BOO 1140363 

79/12/03 

COMMISSION 

0001150279 

0001150099 

79/10/23 

IOCFR 


0001140390 

BOOH 40363 

79/12/03 

COMMISSION 

0001150201 

GOO 1150099 

79/10/23 

IOCFR 


8001140391 

BOOH 40309 

80/01/08 

90-346 

3 

8001150206 

800H 50204 

□o/oi/n 

50-302 

P 

0001140394 

BOOH 40363 

79/12/03 

commission 

00DU502BB 

80011 50275 

79/12/07 

50-339' 

u 

0001 140397 

0001140363 

79/12/03 

COMMISSION 

0OOH 50291 

soon 50099 

79/10/23 

IOCFR 


0001140405 

0001 1 40395 

79/12/20 

90-327 

S 

8001150297 

BOD 1 1 90275 

79/12/07 

30-339 

u 

0001140400 

0001140402 

79/12/21 

50-277 

s 

BOOl 130290 

0OD1 130292 

79/12/05 

50-320 

0 

0001140414 

□001 14041 1 

00/01/08 

50-366 

a 

BOO 11 30302 

0001 150099 

79/10/23 

IOCFR 


0001140416 

0001140396 

BO/Ol /07 

30-334 

s 

□001130304 

80011 30293 

80/01/11 

50-302 

p 

8001 140425 

aOOl 140415 

79/11/29 

50-387 

u 

0001150307 

8001150099 

79/10/23 

IOCFR 


8001140427 

0001 140419 

00/01/07 

50-285 

s 

0001150309 

0001 1 50275 

79/12/07 

50-33? 

u 

0001140430 

0001 140421 

80/01/07 

30-269 

9 

8001150314 

0001150099 

79/10/23 

IOCFR 


800 1 1 4043P 

0001 140426 

00/01/04 

30-206 

p 

800 U 50316 

8001 150313 

79/12/05 

50-320 

H 

0001140437 

0001 140426 

00/01/04 

50-286 

p 

BOOH 50319 

800H 50099 

79/10/23 

IOCFR 


8001140438 

0001 140434 

80/01/08 

30-305 

R 

BOOl 150320 

SODL 150275 

79/12/07 

50-339 

u 

0001140447 

0001 140440 

80/01/08 

50-346 

B 

BOOl 130325 

0001 150321 

79/12/05 

90-320 

H 

0001140450 

0001 140446 

80/01/09 

30-335 

P 

BCO 1150326 

8001 150324 

□0/01/10 

50-206 

R 

8001140453 

0001 140444 

80/01/07 

50-285 

S 

800L L 50328 

BOOlt 50099 

79/10/23 

IOCFR 


8001140459 

aOOl 140454 

ao/oi/io 

30-29 

B 

8001 150329 

0001150275 

79/12/07 

50-33? 

U 

0001140462 

0001 140456 

80/01/09 

30-346 

0 

BOOl 150333 

0OOU5OC99 

79/10/23 

IOCFR 


8001140463 

8001 140461 

00/01/09 

50-316 

P 

BOOl 150337 

8001150332 

BO/Ol/ 11 

50-202 

R 

8001140472 

0001 140460 

00/01/04 

50-293 

S 

8-001 130339 

80011 50334 

79/12/05 

50-320 

H 

8001140475 

0001 14046S 

79/11/29 

30-307 

u 

COOll 50341 

0001150275 

79/12/07 

50-33? 

U 

8001 140477 

0001 140467 

79/12/20 

50-327 

a 

SOOll 50342 

GOOl 150099 

79/10/23 

IOCFR 


0001140478 

0001 140476 

80/01/04 

90-344 

p 

GOOt 150346 

3001 150343 

QO/OL/IO 

50-321 

n 

8001140492 

0001140409 

80/01/04 

50-219 

R 

flOOU 50347 

3001150099 

79/10/23 

IOCFR 


9001140504 

8001140300 

79/11/20 

30-3 S3 

U 

BOOl 1 50350 

B001150275 

79/13/07 

30-33? 

U 

0001140505 

0001140496 

79/12/10 

30-327 

8 

0001150355 

0001 150351 

00/01/08 

FOIA 


0001140526 

8001140520 

00/01/08 

30-340 

P 

0001150361 

0001150099 

79/10/23 

IOCFR 


0001140536 

0001140519 

79/11/28 

30-272 

U 

0001150364 

0001150362 

80/01/02 

50-254 

R 

0001140567 

BOOH 40565 

79/12/20 

30-205 

P 

GOO 1150372 

0001150366 

79/ 10/10 

IOCFR 


0001150003 

BOOl 150001 

00/01/07 

50-20? 

0 

G 00 11 50374 

8001150353 

79/12/26 

NUREQ 


0001150006 

BOO 1150004 

79/12/27 

WASTE MOT 

S001 150379 

0001150366 

79/10/ IQ 

IOCFR 


0001150020 

0001150014 

79/11/26 

50-409 

p 

BOOl 1 503 B I 

8001150366 

79/10/10 

IOCFR 


00011 50023 

BOOl 1 50014 

79/ 1 1 /26 

50-409 

p 

BOOl 1503 83 

0001150380 

79/12/06 

Stake Prog 

0001150027 

BOO H 50025 

00/01/07 

30-556 

G» 

BOOl 150384 

□001150366 

79/10/10 

IOCFR 


00011 50031 

8001130025 

00/01/07 

50-556 

0 

0001 1 503 B6 

□001150366 

79/10/10 

IOCFR 


B001 1 50053 

B00I15004B 

79/12/31 

50-320 

P 

0001150380 

8001150366 

79/ 10/ IQ 

IOCFR 


B001 150036 

000 1150052 

80/01/02 

90-280 

0 

0001150390 

8001150376 

79/ 12/ 10 

50-320 

H 

B001 15005B 

0001150052 

00/01/02 

50-280 

O 

BOOl 150392 

8001190366 

79/10/10 

IOCFR 


B0011 50059 

0001150052 

00/01/02 

50-280 

0 

0001150394 

8001150366 

79/10/10 

IOCFR 


BOO 1 150060 

0001150052 

80/01/02 

50-280 

0 

0001150396 

QOOH 90393 

00/01/04 

50-344 

0 

BOOH 30106 

0001150099 

79/10/23 

10CFR 


QQ0I1504D3 

0001150402 

79/11/21 

50-10 

0 

8001 1501 12 

0001150099 

79/10/23 

IOCFR 


9001150405 

□001150402 

79/11/21 

50-10 

Q 

BOOH 30123 

0001150099 

79/10/23 

10CFR 


0001 150407 

0OO115O4O7 

79/11/26 

50-123 

0 

0001130127 

0001150099 

79/10/23 

10CFH 


00011504 13 

□OOU 30411 

79/12/17 

50-350 

0 

8001 150120 

0001150099 

79/10/23 

IOCFR 


00011904 17 

0001150415 

79/12/19 

50-219 

0 

8001150141 

0001150099 

79/10/23 

IOCFR 


000119042] 

GOOl! 50419 

79/12/18 

50-416 

S 

0001150144 

0001150093 

79/12/31 

30-320 

P 

0001150427 

8001 1 50424 

80/ 01 /07 

50-325 

s 

000 1190146 

00011 50099 

79/10/23 

IOCFR 


0001150434 

8001150431 

BO/01/10 

50-317 

a 

0001130152 

0001150099 

79/10/23 

IOCFR 


0001 150430 

BOO] 150435 

BO/Ol /OQ 

30-307 

s 

0001150163 

8001150099 

79/10/23 

IOCFR 


8001 150443 

0001150439 

BO/Ol /09 

50-269 

s 

8001150167 

8001150155 

79/1 1/30 

50-463 

U 

8001150440 

00011 50146 

80/01/10 

50-296 

6 

8001150160 

800H 50099 

79/10/23 

IOCFR 


0001150449 

0001150447 

00/01/11 

50-348 

R 

8001150173 

8001190155 

79/11/30 

50-463 

U 

0001 150450 

80011 50442 

80/01/07 

50-249 

s 

8001150101 

8001150155 

79/11/30 

50-463 

U 

GD01 150456 

8001150451 

BO/01/04 

50-254 

9 

8001100103 

8001150099 

79/10/23 

IOCFR 


600i 150460 

8001150453 

79/12/03 

COMMISSION 

0001150109 

8001 150099 

79/10/23 

IOCFR 


800 i ISO 4 62 

0001150459 

00/01/11 

50-237 

S 

0001150196 

8001150099 

79/10/23 

IOCFR 


BOOH 50463 

000 1 1 50450 

00/01/10 

50-330 

R 

0001150203 

80011 50099 

79/10/23 

IOCFR 


0001150464 

8001150453 

79/12/03 

COMMISSION 

8001150208 

80011 50099 

79/10/23 

IOCFR 


BOOH 50469 

0001150493 

79/12/03 

COMMISSION 

BOOH 502 16 

8001150099 

79/10/23 

IOCFR 


BOOH 50471 

8001150465 

80/01 /07 

30-460 

3 

B001 1 50218 

8001 1 50213 

79/11/29 

5 0-320 

P 

800 l 1 50472 

S0011 50453 

79/12/03 

COMMISSION 

BOOH 50225 

8001180099 

79/10/20 

IOCFR 


800 1 1 90473 

SCO 11 90467 

□0/01/08 

50-346 

R 

BOOH 50232 

8001150099 

79/10/23 

IOCFR 


800 l 1 50474 

BOOH 90453 

79/12/03 

COMMISSION 

BOOH 50235 

8001150099 

79/10/23 

IOCFR 


BOO U 50476 

BOO 11 90468 

80/01/09 

50-324 

a 

BOO 1 150240 

8001150099 

79/10/23 

IOCFR 


0001150477 

0001190453 

79/12/03 

COMMISSION 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCfPLE DOCUMENTS 


ACCESSION NUKDER ACCESSION NUMBER 



PRINCIPAL 

da re 

SUBJECT 


PRINCIPAL 

DATE 

SUDUECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 1 

ENCLOSURE 

document 

ISSUED 

CATEGORY 

0001 130479 

9001JS0475 

80701/10 

50-10 

fl 

0001150606 

8001130242 

79/12/10 

30-320 

H 

900! 130480 

0001150470 

eo/oi/07 

50-245 

P 

0001150609 

9001150609 

80/01/10 

30-280 

S 

8001130401 

0001150453 

79/12/03 

COMMISSION 

6001 190611 

SOOU 50607 

B0/01/07 

50-305 

S 

0001150493 

6001150465 

60/01/07 

50-460 

S 

800 11 506 52 

9001 1 505B6 

80/01 /OS 

30-333 

S 

GOO] 130494 

8001150473 

BO/ 01/09 

50-245 

P 

0QOH9O614 

BOOl 150610 

B0/01/1 1 

50-348 

S 

60011 50405 

0001 l 50402 

60/01/07 

50-244 

R 

0001150616 

BOOl 15060B 

B0/01 /OB 

50-333 

8 

0001130486 

0001150453 

79/12/03 

COMMISSION 

0001150619 

9001150613 

00/0 1/08 

30-321 

8 

000 J 130491 

000 M 50488 

00/01/09 

50-259 

R 

000 1 1 50620 

BOOl 1 50617 

B0/01/11 

30-333 

a 

0001 1 30492 

0001150453 

79/12/03 

COMMISSION 

8001150621 

9001 150610 

00/01/U 

90-348 

S 

BOOJ 150493 

0001150487 

00/01/10 

50-366 

f? 

B001 190629 

BOOl 150624 

eo/ot/io 

50-317 

S 

QOOH S0495 

0001 150490 

60/01/07 

50-312 

R 

6001 150631 

8001150623 

00/01/09 

30-206 

S 

0001130497 

3001150494 

80/01/09 

50-267 

R 

6001130633 

9001150619 

80/01/10 

30-324 

S 

* 9001 1 50500 

8001 190453 

79/12/03 

commission 

6001190634 

BOOl 150625 

BO/01/07 

30-237 

8 

0001130504 

8001150501 

80/01 /Cl 

50-290 

ft 

0001150644 

0001190636 

79/12/31 

50-263 

8 

8001 I 5050 b 

6001150499 

00/01/10 

30-335 

P 

0001130647 

0001150638 

BO/01/07 

30-295 

B 

80011SOS07 

6001150453 

79/12/03 

COMMISSION 

« 8001130649 

BOOH 50640 

B0/OI/O3 

50-295 

B 

60011 50309 

8001 150505 

80/01/02 

30-344 

R 

0001 150634 

9001130649 

B0/01/07 

50-219 

S 

BOOK 505 12 

0001150499 

BO/Ol/lO 

50-335 

P 

0001 130659 

BOOl 150650 

80/01/00 

50-317 

S 

0001150515 

SOOU 50509 

79/12/04 

50-286 

Q 

80011 50659 

8001150642 

00/01/07 

50-325 

S 

0001150517 

0001150453 

79/12/03 

COMMISSION 

0001 150664 

BOOl 150655 

80/01/04 

50-295 

s 

000 1 1 305 10 

0001150453 

79/12/03 

COMMISSION 

0001150666 

BOOl 150663 

BO/01/10 

50-321 

s 

8001150322 

8001 1 50453 

79/12/03 

COMMISSION 

0003 130669 

8001130661 

90/01/08 

30-249 

s 

000 J 1 50527 

0001150523 

00/01/10 

50-277 

R 

8001150672 

BOOl 150667 

eo/oi/io 

50 -333 

B 

6001130529 

300J 150453 

79/12/03 

COMMISSION 

0001 130674 

8001190671 

80/01/01 

30-366 

s 

0OOJ 1 50329 

0001150321 

80/01/07 

50-366 

S 

6001150675 

BOOH 50670 

00/01/02 

50-265 

s 

8001150330 

8001150325 

80/01/03 

50-263 

R 

6001160316 

BOOJ 160006 

79/11/29 

50-255 

Q 

0001150532 

6001 150371 

79/12/10 

50-320 

K 

800 1 160032 

0001160025 

79/13/05 

30-456 

0 

8001130533 

8001150324 

00/01/08 

50-366 

S 

0001 160030 

0001 160030 

79/12/27 

50-321 

0 

0001130534 

6001 150433 

79/12/03 

COMMISSION 

8001 160043 

0001 160036 

79/12/06 

50-546 

Q 

8001 130539 

0001 150369 

79/12/10 

50-320 

H 

0001 160044 

0001160030 

79/12/27 

30-321 

a 

8001150340 

0001150360 

79/12/10 

50-320 

H 

0001 16O04Q 

BOOl 160030 

79/12/27 

50-321 

0 

0001 150341 

0001150531 

80/01/04 

50-344 

5 

3001 160090 

0001 160046 

79/11/29 

50-209 

p 

8001150942 

0001130526 

80/01/10 

30-296 

S 

B001 160054 

0001160030 

79/12/27 

50-321 

a 

8001130943 

0001 1 50365 

79/12/10 

30-320 

H 

0001 160059 

GOOI 160049 

79/11/27 

50-546 

Q 

800 11 50944 

0001150453 

79/12/03 

COMMISSION 

0001160066 

POO 1160060 

80/01/02 

50-395 

0 

0001150545 

0001 150358 

79/12/10 

50-320 

H 

BOO 1160067 

P001 160064 

79/12/06 

30-373 

0 

8001150546 

0001150936 

79/01/08 

50-346 

S 

0001 360070 

BOOl 160060 

G0/01 /02 

50-395 

0 

0001150547 

0001150357 

79/12/10 

50-320 

H 

BOOl 160074 

BOOl 160060 

80/01/03 

50-395 

a 

8001150340 

6(301150539 

60/01/04 

30-331 

S 

6001160073 

BOOl 160064 

79/12/06 

50-373 

0 

8001150549 

8001 1 50354 

79/12/10 

30-320 

H 

6001160000 

GOOI 160060 

80/01/02 

50-399 

a 

0OOUSOSSO 

8001150453 

79/12/03 

COMMISSION 

8001 160006 

BOOl 160079 

79/12/05 

50-373 

a 

GOOJ 150352 

0001 150352 

79/12/10 

50-320 

H 

BOO 11 60096 

GOOI 160005 

00/01/02 

90-280 

0 

8001 1 50530 

8001150349 

79/12/10 

50-320 

H 

3001160099 

BOOJ 1600B5 

BO/OJ /02 

50-280 

G 

8001150534 

0001130346 

79/12/10 

50-320 

H 

BOO 1 1 60101 

0OO1J6OO94 

79/12/05 

50-409 

G 

BOOl 150595 

8001150345 

79/12/10 

50-320 

H 

800 1 1 60104 

9(301160085 

00/01/02 

50-200 

G 

8001150536 

0001180453 

79/12/03 

commission 

8001 16011-0 

GOOI 160105 

79/11/27 

90-282 

G 

8001 1 90598 

0001 150344 

79/12/10 

30-320 

H 

BOOl 1601 1 5 

8001160109 

BO /O 1/03 

50-259 

0 

8001 150599 

0001150340 

79/12/10 

50-320 

H 

0001160118 

BOOl 160109 

80/01 /03 

50-259 

G 

800(190562 

0OOI1SO336 

79/ IS/ 10 

50-320 

H 

8001160122 

GOOI 160109 

S0/01/03 

50-259 

G 

8001190564 

6001130335 

79/12/10 

50-320 

H 

8001 160131 

BOOl 160125 

79/12/20 

70-364 


8001150563 

8001 150331 

79/12/10 

50-320 

H 

8001 160132 

BOOl 1601(39 

ao/oi/03 

50-259 

Q 

6001150367 

6001150327 

79/12/30 

50-320 

H 

8001 160137 

GOOI 160129 

79/12/21 

50-317 

V 

8001 150368 

8001130561 

79/12/20 

50-267 

S 

0001 160130 

BOOl 160125 

79/13/2G 

70-364 


8001 150369 

0001190322 

79/12/10 

50-320 

H 

8001160145 

8001160129 

79/12/21 

50-317 

U 

0001150571 

0001150560 

80/01/09 

50-360 

s 

S001 160147 

8001160144 

79/13/10 

50-320 

H 

000113057^ 

0001150563 

00/01/07 

50-33 1 

s 

BOO 1 160146 

BOOl 160129 

79/13/31 

50-317 

U 

0001150573 

0001150310 

79/12/10 

90-320 

H 

6001 160199 

GOOI 160152 

79/12/19 

HASTE MOT 

9001 J 90575 

□001190317 

79/12/10 

50-320 

H 

0001 160161 

8001160154 

79/12/11 

50-36 1 

G 

00011 50377 

8001 150970 

79/ S 2/05 

50-320 

H 

0001 E 60162 

GOOI 160129 

79/12/31 

50-317 

U 

0001 J 50578 

8001 1 5031 5 

79/12/10 

50-320 

H 

0001160169 

BOO 1160129 

79/12/31 

50-317 

U 

8001150590 

8001 150560 

80/01/09 

90-360 

S 

8001160173 

0001160129 

79/12/21 

30-317 

u 

0001150301 

6001 150305 

79/ia/10 

50-320 

H 

6001 160176 

0001160168 

00/01/03 

90-553 

0 

SOOil 50982 

0001150574 

80/01 /09 

50-346 

5 

8001 160180 

8001160168 

80/01/02 

30-393 

Q 

6001150563 

000 1 1 503 1 I 

79/12/10 

90-320 

H 

6001160183 

BOOl 160160 

80/01/02 

50-553 

G 

800 J1 50384 

8001130300 

79/12/10 

50-320 

H 

8001 160100 

8001 16016B 

00/01/02 

50-553 

G 

0001150503 

8001190576 

80/0 1 / l 1 

50-263 

8 

8001 160193 

GOOI 160187 

eo/oi /02 

50-285 

P 

0001 1 50987 

8001 190303 

79/12/10 

50-320 

H 

0001160500 

BOOH 60 109 

79/12/27 

10CFR 


0OOUSO508 

0001190301 

79/12/10 

50-320 

H 

S0011 60204 

0001160195 

B0/01/02 

50-309 

G 

8001150390 

0001150299 

79/12/10 

50-320 

H 

0001160209 

0001160109 

79/13/27 

10CFR 


8001150592 

□001150296 

79/12/1 0 

50-320 

H 

BOOl 160218 

BOOl 160109 

79/12/27 

10CFR 


8001150993 

6001150294 

79/12/10 

50-330 

H 

0001160221 

BOOl 160211 

79/12/28 

90-269 

G 

0001150994 

8001130270 

79/12/10 

50-330 

If 

0001160228 

BOOl 160189 

79/12/27 

10CFR 


000 J 150593 

6001150269 

79/12/10 

50-320 

H 

BOO J J 60331 

0001160223 

79/12/03 

50-329 

U 

6001150996 

SCO 1 130391 

00/01/10 

50-280 

S 

0001 160248 

BOOl 160242 

79/13/18 

XP0RTL1C 


8001150398 

80011 3028 7 

79/12/10 

50-320 

M 

BOG H 40249 

8001160244 

79/12/06 

WASTE MOT 

0OOU 50599 

8001 1 90203 

79/12/10 

50-320 

H 

3001160339 

G0011 60254 

79/12/28 

XP0RTL1C 


0OOU3O6OO 

0001 1 90252 

79/12/10 

50-320 

H 

BOOl 160266 

8001160260 

00/01/08 

50-266 

0 

0001 i 90602 

8001 150247 

79/ J 2/10 

30-320 

H 

BOOl 160270 

BOOl 160260 

SO/Ol/OB 

50-266 

Q 

0001130603 

BOO 1150249 

79/12/10 

50-320 

H 

0001 160271 

BOOl 160261 

79/12/03 

50-237 

a 

BOO U5 0604 

8001130597 

80/01 /OS 

50-321 

8 

BOOl 160276 

9001160260 

80/01 /OB 

30-266 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

I 5 SUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

BOO! 1603B0 

0001160277 

00/01/02 

XPORTLIC 


□001 170102 

BOO 1 170091 

00/01/03 

50-320 

P 

BOOH 60293 

B001 160205 

79/12/20 

50-33B 

P 

BOOS 170104 

BOOL 170101 

00/01/02 

CONTRACT 


0OOU 60294 

BOO 1 1 60286 

79/12/05 

XPORTLIC 


BQ01 170120 

BOOL 170114 

BO/Ol / 03 

50-320 

a 

BOO 1 160295 

6001 1 602BB 

79/12/26 

50-458 

M 

B0D1 170135 

BOOL 170130 

79/12/2B 

CONTRACT 


BOO IS 60297 

0001160285 

79/12/29 

90-338 

P 

9001 170137 

8001170133 

79/LI/2I 

50-440 

0 

BOO 1 160301 

B001 160289 

79/12/28 

90-330 

P 

BOO 11 701 40 

BOOL 170L33 

77/11/21 

50-440 

a 

B001 160303 

8001 160298 

79/12/05 

XPORTLIC 


B001 170143 

0OOI17OL36 

79/12/06 

CONTRACT 


BOO l 160321 

8001 160312 

00/01/03 

COMMISSI ON 

H001 170237 

0001170231 

79/11/2B 

50-327 

G 

B001 160327 

8001160322 

79/11/21 

50-266 

□ 

QOOU 70252 

0001170246 

79/ 12/ 13 

50-358 

G 

BOO 1 160336 

B001 160330 

79/12/20 

COMMISSION 

BOO 1 1 70203 

0001 L 70279 

77/12/03 

50-348 

G 

S001 160340 

0001 160332 

79/11/28 

50-234 

Q 

8001 1702BB 

BOOU 70203 

80/01/10 

TOPREP 


S001160349 

0001 160342 

79/1 1/ 20 

50-329 

0 

BOO! 170292 

S001 170279 

79/12/03 

50-348 

G 

0001 160397 

0001160352 

79/11/21 

90-303 

0 

BOO l 170303 

8001 170201 

79/12/07 

50-320 

P 

0001160367 

0001160359 

79/U/30 

50-350 

0 

□001170304 

BOO 11 70299 

79/H/27 

50-546 

G 

0001 160371 

0001160364 

79/ 10/ IB 

50-344 

0 

0001170310 

BOOL 170299 

79/11/27 

30-546 

0 

0001160372 

0001 160360 

BO/Ol/lO 

50-3 IB 

5 

0001170319 

0001170314 

80/01/02 

50-313 

P 

0001160377 

0001160373 

79/12/27 

COMMISSION 

0001170321 

0001170310 

80/01/09 

TOPREP 


0001160396 

0001160309 

79/12/03 

COMMISSION 

0001 1 70329 

BOO 1 L 70323 

00/01/14 

30-282 

S 

0001160401 

0001 160394 

79/12/31 

50-320 

H 

BOO 1 170337 

0001170333 

□0/01/11 

50-272 

R 

0001160404 

0001 160397 

B0/01/08 

50-361 

G 

0001170351 

0001 L 70346 

80/01/11 

50-316 

0 

8001160407 

0001 160402 

G0/01/10 

50-310 

S 

6001170359 

0001170353 

80/01/ 10 

TOPREP 


0001160410 

0001160397 

B0/01 /OB 

00-361 

0 

6001170366 

BOOH 70362 

80/01/11 

50-306 

Q 

0001160412 

0001160405 

79/12/04 

MI5C 


6001170370 

80011 70367 

80/01/14 

50-27 1 

S 

0001160416 

8001 160400 

79/12/10 

WASTE flQT 

6001170376 

6001 170369 

80/01/09 

TOPREP 


8001 16042B 

0001160420 

00/01/02 

50-266 

T 

BOOL 17037B 

8001170372 

80/01/19 

30-270 

0 

0001160436 

0001 160430 

79/12/11 

70-27 


BOO 1 170305 

8001 170372 

80/0 L / 1 5 

50-270 

0 

0001 16043B 

0001160431 

BO/Oi/08 

50-514 

0 

BOO) L 70391 

8001170382 

00/01/11 

30-346 

S 

0001160439 

0001160432 

BO/Oi/11 

50-266 

R 

0001170392 

0005 170389 

oo/oi/u 

30-220 

P 

000 1 160413 

0001160430 

79/12/11 

70-27 


BOOU 70424 

0001170422 

00/01/14 

50-277 

P 

6001160449 

0001160430 

79/12/11 

70-27 


GOOl 170125 

GOOl 17042 L 

00/01/ L 4 

50-263 

8 

BOO 1 J 60491 

8001160447 

79/12/21 

50-335 

U 

8001 170431 

0001170422 

S0/01/14 

30-277 

P 

0OOJ 160493 

0001160440 

79/11/19 

90-361 

0 

BOOL 170430 

6001 170429 

77/11/14 

CONTRACT 


0001160499 

B001 160456 

79/12/21 

COMMISSION 

0001 170446 

0001 170372 

00/01/19 

50-270 

0 

BOO 1 1 60480 

B001 160470 

79/12/17 

50-546 

VJ 

BOO! L70449 

8001 170439 

BO/Ol/ 14 

30-270 

S 

BOO 1 1 604GB 

□001160406 

79/12/31 

90-320 

H 

BOO! L70450 

8001 170445 

79/11/27 

30-461 

G 

BOO 11 60494 

8001160492 

79/12/31 

50-320 

H 

GOOl ! 704 53 

BOOL 170372 

00/01/15 

30-270 

0 

BOO 11 60499 

BOO! 160497 

79/12/31 

90-320 

H 

GOOl L 70455 

B001 170450 

79/11/27 

50-461 

0 

BOOS 160505 

8001160502 

79/12/31 

50-320 

H 

GOOl 170450 

B0OU7O37? 

00/01/ L 5 

30-270 

0 

B001 16051 1 

8001 160508 

79/12/31 

50-320 

H 

GOOl 170459 

0001170454 

00/01/15 

50-3L7 

P 

BOO 1 1 60512 

8001 160509 

79/11/13 

TOPREP 


BOOL 170462 

0001170372 

00/01/15 

50-270 

0 

8001 1 60916 

8001160514 

79/12/31 

50-320 

H 

0001 170464 

8001170454 

00/01/15 

50-317 

P 

BOOS 1 6052 1 

8001 160510 

79/12/12 

MIBC 


BO 01 170472 

0001170454 

80/01/15 

30-317 

P 

B001 160532 

BOOt 160528 

79/12/10 

50-445 

A 

GOOl 170473 

0001 170372 

80/01/15 

50-270 

0 

BOO 1 160937 

8001 160528 

79/12/10 

50-445 

A 

GOOl 1704B6 

0001170470 

80/01/14 

50*325 

6 

BOO 1 160563 

8001 160550 

79/12/13 

MISC 


GOOl 170513 

0001170509 

80/01/02 

50-368 

0 

BOO 1 160570 

8001 160567 

79/12/17 

COMMISSION 

8001 170524 

□001170519 

79/12/19 

XPORTLIC 


B00U6O97B 

0001 160574 

79/12/2B 

CONTRACT 


BOO 11 70529 

0OOL 170523 

79/12/07 

30-373 

G 

BOOt 1 60579 

0001 160576 

60/01/1 1 

50-350 

K 

0001170566 

0001170961 

79/ 1 L /20 

50-266 

G 

0001160574 

0001 160591 

79/12/31 

50-320 

P 

BOO 11 70573 

000k 170969 

BO/O l /02 

50-317 

0 

0001160997 

0OOM6O9B7 

79/12/06 

90-320 

U 

8001170570 

□00> 170376 

79/ 1 1 /29 

50-416 

0 

0001160604 

BOO 1160600 

79/12/13 

COMMISSION 

BOO 11 70582 

8001 170 58 0 

79/12/14 

50-313 

0 

0001160609 

0001 160600 

79/12/13 

COMMISSION 

BOO 1170506 

8001170582 

79/12/14 

50-312 

0 

8001160610 

BOOU 60507 

79/12/06 

50-320 

U 

0001100005 

aoonsoooa 

79/11/30 

50-438 

0 

0001160613 

0001160597 

79/12/06 

50-320 

u 

eoouaoooB 

8001180004 

79/11/30 

50-327 

Q 

0001160610 

BOO 1160616 

00/01/03 

30-320 

p 

goougooio 

0001 1 BO 002 

79/11/30 

30-430 

G 

0001160622 

BOO 11 6061 6 

60/01/03 

90-320 

p 

GOOl 10001 L 

GOOl LG 0006 

00/01/10 

50-516 

0 

0001160634 

BOO 11 60631 

80/01/03 

50-320 

H 

0001180014 

0001 100012 

79/U/27 

50-390 

G 

0001160644 

BOO 11 60641 

60/01/04 

50-320 

H 

0001180015 

0001100006 

00/01/10 

50-516 

0 

0001160649 

BOO 11 60641 

00/01/04 

50-320 

H 

0001 100022 

B001 [GOOl D 

79/11/30 

50-416 

a 

0001160657 

0001160654 

79/12/04 

50-320 

U 

0001IB0020 

GOOl 180026 

79/11/28 

50-546 

0 

BOG! 170002 

BOO 1170001 

79/12/03 

50-269 

0 

GOOl 100034 

GOOl 180030 

79/11/21 

50-354 

Q 

000117001 1 

000 1 1 70007 

79/11/21 

90-306 

0 

0001 100036 

0001 180032 

00/01/07 

70-3623 


0001170015 

0001170000 

79/12/06 

CONTRACT 


0001100033 

8001 100032 

00/01/07 

70-2623 


0001170021 

BOO 1 17001 B 

79/11/30 

90-327 

Q 

0001 100044 

8001 100042 

79/11/02 

30-320 

P 

0001170022 

0001170017 

00/01/02 

50-296 

0 

BOO] 100046 

BOOI 1S0042 

79/11/02 

50-320 

P 

0001170029 

8001170025 

79/11/23 

90-259 

0 

BOO] 100050 

B0011B0042 

79/ 1 1 /02 

50-320 

P 

0001170039 

BOO 1170031 

00/01/10 

30-289 

0 

8001 100050 

0001 LB 0054 

00/01/03 

7 1 -9022 


8001170040 

BOO 1170035 

79/11/26 

90-373 

0 

0OO11BOO61 

0001 160035 

79/12/21 

30-311 

A 

8001170050 

8001170046 

79/12/20 

50-315 

P 

0OOUBOO64 

8001 180042 

79/1 L/02 

50-320 

P 

8001170033 

B001 170048 

BO/Ol /03 

50-266 

0 

0001 100067 

8001 180042 

79/11/02 

50-320 

P 

BOOH 70097 

8001170046 

79/12/20 

50-315 

P 

0001 IB0076 

0001180042 

79/11/02 

50-320 

P 

0001 170060 

8001170046 

79/12/20 

50-315 

P 

0001 180078 

0001180073 

79/09/19 

70-122B 


BOOU 70062 

8001 170058 

79/12/12 

CONTRACT 


0001 1S00B4 

0001 10OOB1 

79/12/27 

SECY 


8001170072 

8001 170065 

79/11/21 

50-409 

Q 

8001 100098 

0001180042 

79/11/02 

50-320 

P 

BOO 11 70074 

8001 170068 

eo/oi/03 

CONTRACT 


8001 1 GO 092 

0001 i 80042 

79/1 1/02 

50-320 

P 

8001170077 

0001170065 

79/11/21 

50-409 

0 

8001 100076 

0001 180042 

79/ L 1/02 

50-320 

P 

8001170004 

0001170065 

79/11/21 

50-409 

0 

8001 180098 

SOOL 180093 

79/12/28 

50-295 

0 

0001 170095 

0001 170091 

ao/oi/03 

50-320 

F 

8001 180099 

800LJ800G5 

79/k2/21 

71-6144 


8001170090 

0001170091 

00/01/03 

50-320 

p 

0001 18012k 

BOO 11 001 17 

80/01/04 

50-269 

p 

8001170099 

0001170093 

ao/oi/ii 

50-409 

0 

0004 1 80127 

GOO! 1801 17 

80/01/04 

50-269 

p 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


A ZtZZIQU NUMBER ACCESSION NUMDFR 



PRINCIPAL 

DATE 

SUBJECT 

ENhlCS'JRE 

DOCUMENT 

ISSUED 

CATEGORY 

"G 31153122 

e:oi!fioi]7 

S0/01/04 

50-269 F 

C331 JC3134 

s:0l 1 00125 

79/J1/27 

50-390 C 

c: jiic sm: 

BOOl 160135 

79/12/28 

50-267 C 

C’.l IPC144 

SCO! I 60J42 

79/J2/10 

50-295 G 

i 'I1CU45 

BOOl 150142 

79/12/10 

50-295 C 

inifijisi 

0OOI1GO155 

60/01/07 

50-320 H 

p "U63I52 

EOOl 160149 

79/12/12 

50-155 Q 

aO: 1163169 

S20IIB0160 

60/01/02 

50-331 0 

CCjllMlT* 

EC 011 00 1 74 

79/ 12/11 

WASTE MOT 

es insure 

ecDueoi^ 

79/11/26 

50-302 0 

r;:u2;i94 

S20US0191 

79/12/06 

OA999 

8031180195 

6001100183 

79/ 12/ IB 

40-0721 

8C 31 150196 

8001180192 

79/12/10 

WASTE MOT 

6. JU83I99 

BOOl 180191 

79/12/06 

GA999 

ec:iie:2i2 

6001 1S0203 

79/12/19 

40-B647 


PRINCIPAL DATE GUIUCCT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

0OOJ 210006 8001210004 00/01/00 SO 206 P 

BOO 121001 1 0001210007 00/01/02 CONTRACT 

8001210092 0001210046 79/12/21 OO-JOc* 0 

6001210053 0001210050 /?/ 12/13 40-2Jb9 

6001210057 BOO! 21 0046 79/12/21 50-30? « 

BOO 1 210060 800121 0050 79/12/14 40-0690 

000121 0065 0001210061 79/1?/ 13 30-272 f» 

0001210067 8001210061 79/12/13 90-27? p 

0001210060 8001210064 00/01/03 30-445 M 

8001210069 0001210061 79/12/13 50*272 P 

8001210070 0001210066 00/01/02 30-270 <) 

8001210076 0001210073 00/01/02 50-312 0 

8001210082 80012 10079 00/01/02 SO -346 0 

EOOJ 210086 0001210004 80/01/02 50-335 0 

0001210089 0001210007 79/18/03 90-0J0 H 


6CCUC02I3 
PC 31 180317 
8:0116^245 
SC:*U0u252 
6001180264 

CC3lia0205 

8301180211 
0001180237 
800 1100246 
8001180256 

79/J2/Q6 

79/12/19 

79/12/3! 

80/01/00 

79/12/06 

GA999 

40-8681 

71-5980 

50-397 

50-313 

ESC 1101/267 
SC j! 1902^4 
SCO 11 80275 
QOOl 160294 
SCO! 160237 

C0311B0260 
0COU8O256 
8031180271 
000118026 0 
BOOHBOESO 

79/11/28 
79/12/06 
79/ 1 1 /23 
79/12/13 
79/12/(3 

50-269 

50-313 

50-395 

50-329 

30-329 

L 001180290 
E:O1I0C295 
SOOUSC296 
SCOU0C296 

B 331 I603C1 

0001100281 

8001180291 

6001180231 

8001180293 

0OO11BO297 

79/12/17 

79/12/12 

79/12/J7 

80/01/09 

79/11/23 

71-3926 
50-263 
71-5926 
50-293 
70- J 201 

RTLl 183336 
800US0309 
ECO 1 1 50310 
3301180311 
BOOl 100314 

6CO110O2gi 
8001180302 
0001 160304 
8001160307 
BOOl 160304 

79/12/17 

eo/oi/oa 

79/11/20 

60/01/15 

79/11/20 

71-5926 

50-311 

RM 

5D-271 

RM 

-3C1 16031 5 
8301 1003 I B 
6GC 1160319 
80 'J I 150320 

too ne- 323 

8001180201 
8031100312 
600|ie0304 
0001160313 
8001 160317 

79/12/17 
79/(2/19 
79/U/20 
79/ JO/31 
60/01/ 1 1 

70-754 

50-354 

RM 

50-312 

50-206 

bC 31180324 
8C0 11 00329 
BCOUBCjOS 
60 j! 180340 
8201180349 

€001180201 
8001180325 
BOOl 180336 
8001180339 
SCO! 100343 

79/12/17 
SO/OJ /03 
79/12/21 
BO/Ol /09 
80/01/03 

71-5926 

50-320 

50-290 

50-313 

CONTRACT 

SC u 1100349 
0001150351 

60 31 1B0352 
8031180354 
8301180357 

BOOl J 00346 
8001180346 
0001180331 
BOOU 8034 6 
8001100355 

80/01/10 

eo/oi/io 

80/01/14 

80/01/10 

80/01/10 

50-346 
50-346 
50-286 
50-346 1 

50-285 I 

8001180359 
8301180366 
BOOH SO 367 

BC 011 80369 
BOOl 180372 

0001100355 

8001180362 

0001100364 

8001180363 

8001100370 

eo/oi/io 

60/01/15 

80/01/14 

79/12/20 

90/01/04 

5Q-2B5 1 

50-339 , 

50-259 f 

CONTRACT 
CONTRACT 


SOC 118037* 
8001180379 
BOG! 100380 
SCO 1180385 
8001160307 

SCO 11 80390 
6001180394 
BOO 1 180397 
600 1 100400 
6001160401 

9001180402 
6001180405 
BOOl 180406 
BOO! 160407 
6001180413 

BOO! 160414 
BOO 1 1 004 1 5 
BOO I 160422 
BOO! 180424 
6001 160426 

BOO! 180427 
BOO l 180433 
BOOl 100434 
6001180437 
80011M439 


0001 180371 
BOO 11 60369 
8001 180374 
BOOl 180303 
6001 1603S2 

BOOU 80306 
6001180382 
6001160392 
8001160396 
8001160300 

8001160398 

8001180302 

8001180399 

8001160392 

8001180411 

8001180410 

6001180404 

8001180302 

0001180416 

8001180419 

8001100420 
BOOtl 60362 
8001180432 
8001160362 
8001160436 


BO/01/15 50-311 A 

00/01/15 50-219 S 

80/01/03 CONTRACT 

60/01/04 CONTRACT 

80/01/02 90-369 Q 


60/01/03 
80 / 01 /02 
80/01/04 
80/01/02 
79/ !|/ao 


XPORTLIC 
50-369 Q 
50-289 0 

50-366 0 

50-413 Q 


00/01/03 

80/01/02 

79 / 12/12 

80/01/04 

79/12/26 


CONTRACT 

50-369 

CONTRACT 

50-289 

CONTRACT 


0 

G 


79/12/18 
80/01/02 
80/01 /02 
80/01/04 
79 / 12/14 


CONTRACT 
50-271 c 
50-367 Q 
CONTRACT 
CONTRACT 


flO/OJ /02 
80/01/02 
79 / 12/10 
00 / 01/02 
80/01 /09 


50-302 Q 
50-369 Q 
CONTRACT 
50-369 Q 
CONTRACT 


BOOl 210090 
80012(0094 
B001210096 
BOO J 210097 
8001210100 


8001210087 

0001210093 

0001210095 

6001210093 

8001210090 


79/12/03 

79/12/20 

/9/11/15 

79/1P/20 

80/01/02 


90-3JH H 
90-3 0 

71-3V40 
90-3 0 

CONTRACT 


8001 210122 
0001210127 
0001210130 
00012(0134 
8001210135 

B00121012J 

8001210126 

8001210129 

8001210129 

0001210132 

80/01/15 

80/01/14 

79/12/06 

79/12/06 

79/12/31 

30-20D 

90-302 

QAV99 

0A999 

30-324 

8001210138 
8001210139 
000121014 J 
0001210142 
8001210145 

0001210132 
0001210132 
BOO 1210132 
0001210132 
0001210132 

79/12/31 

79/12/31 

79/12/31 

79/12/31 

79/12/31 

30-324 
SO- 324 
50-324 
50-324 
50 *324 

6001210146 
8001210156 
800 l 21 0162 
B001210163 
8001210164 

8001210132 
0001210154 
BOO 121 01 59 
BOOl 2 1016 i 
0001210160 

79/U/Jl 

80/01/14 

80/01/14 

no/oi/n 

80/01/14 

50-324 
30-J34 
50-336 
50 213 
90-315 

8001210171 
8001 21 01 7B 
8001210180 
8001210196 
6001210190 

0OO121O16B 
□001210(77 
0001210173 
□001210194 
BOO] 210195 

BO/Ol / 1 1 
80/01/14 
80/01/04 
BO/Ol/13 
80/Ol/t 7 

50-360 

30-316 

50-40? 

50-333 

50-206 

0001210199 

8001210200 

000)210202 

60012(0205 

8001210211 

8001210(95 
000(210197 
0001210195 
B001210195 
0001 210206 

00/01/17 
80/05/15 
BO/Ol / t / 
80/01/17 
80/01/1/ 

S0-P06 

50-296 

50-206 

90 206 
90-200 

8001210212 
8001210215 
BOO 1210216 
8001210210 
B001P10220 

8001210195 
0001210209 
8001210 1 95 
8001210213 
0001210217 

00/01/17 

80/01/15 

80/01/17 

00/01/14 

00/01/15 

50-206 

50-296 

50-206 

50-302 

50*333 

6001210223 
80012] 0224 
8001210226 
0001210230 
8001210233 

8001210222 

8001210219 

8001210221 

800(210225 

0001210227 

80/01/15 
80/01/04 
BO/Ol /J 1 
BO/Ol / 1 0 
80/01/15 

90-430 

50-312 

50 510 
50-313 
50-272 

0001210235 

8001210237 

0001210240 

80012(0254 

0001210258 

8001210228 

8001210231 

8001210334 

8001210252 

6001210255 

79/12/27 

80/01/16 

BO/Ol/13 

BO/Ol/11 

□0/01/16 

CONTRACT 
90 -272 
50-195 
50-438 
30-20? 

8001210264 
8001210266 
BOO 12(0260 
8001210269 
8001210276 

0001210263 

8001210195 

8001210265 

8001210267 

8001210273 

80/01/14 

80/01/17 

BO/Ol/13 

80/01/14 

80/01/li 

50-324 

90-206 

50-259 

50-302 

50-290 

8001210279 
B00121Q263 
8001210260 
BOO 1210306 
B001210307 

8001210270 

6001210270 

8001210270 

8001210304 

8001210305 

80/01/13 
80/01/(5 
BO/Ol /l 5 
79/12/11 
80/01/07 

30-352 

50-352 

50-392 

50-267 

50-209 

8001210311 
BOO 121 031 2 
8001220015 
8001220022 
8001220029 

8001210308 
0001310309 
BOO 1220011 
8001220013 
8001220026 

80/01/07 
80/01/02 
79/12/19 
BO/Ol /09 
80/01/09 

30-209 

CONTRACT 

50-341 

50-312 

50-312 

800J220032 

8001220042 

0001220044 

8001220049 

8001220031 

8001220026 

8001220035 

8001220035 

8001220035 

0001220035 

80/01/09 

80/01/03 

80/01/03 

80/01/03 

80/01/03 

50-312 

QA999 

GA999 

GA999 

0A999 


P 

K 


P 

P 

P 

P 

P 


P 

R 

R 

R 

F! 

R 

n 

H 

11 

P 


P 

S> 

P 

P 

8 


P 

8 

P 

R 

S 

A 

8 

8 

B 

8 


Q 

8 

9 

P 

P 

P 

P 

K 

8 

A 

A 

A 

0 

0 

G 

Q 

0 

0 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUD JECT 

category 

ENCLOSURE 

PRINCIPAL, 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8001230055 

8001220035 

00/01/03 

0A999 


8001320390 

8001920385 

00/01/16 

50-3 6 D 

S 

0001220060 

8001220035 

00/01/03 

0A999 


8001220392 

B0012203B6 

BO/oi /ia 

50-369 

s 

a 0Q12 20 Oil 

0001220056 

B0/01/07 

50-289 

0 

BO 01 220393 

8001320307 

00/0 1/16 

50-3 4 B 

s 

BOOl 220062 

0001220057 

79/12/20 

50-253 

0 

BO 01 220396 

6001320386 

00/01/ ID 

50-368 

s 

BOO 1220071 

8001220066 

00/01/07 

50-305 

G 

6001220401 

0001320394 

00/01/16 

30-271 

0 

BOQ 1220077 

8001320073 

79/11/29 

GA999 


8001220402 

800L220397 

ao/oi /10 

50-313 

6 

800 1 220003 

8001220072 

00/01/02 

50-445 

0 

8001220412 

8001 220400 

30/01/ 17 

30-445 

A 

8001 2200B5 

8001220006 

79/12/05 

90-264 

Q 

0001220417 

8001220413 

00/01/15 

50-2C? 

R 

9001220091 

Q00122Q080 

00/01/04 

CONTRACT 


BOOl 220419 

80012204 l 4 

00/0 1 / 1 s 

50-324 

B 

8001220095 

B001 220006 

79/12/05 

50-264 

0 

0001220435 

0001220427 

00/01/14 

50 '44 5 

S 

8001220102 

0001220068 

80/01/14 

50-522 

0 

8001220437 

0001220433 

80/01/15 

50-325 

G 

8001220113 

BOO 1 220066 

BO/01/14 

50-522 

0 

8001220443 

B001220439 

80/01/ 1? 

50-409 

F 

80012201 14 

BOO 1 220 110 

BO/01 /04 

50-259 

0 

B00L220446 

0001220441 

80/01/ 17 

50-26? 

P 

80012201 1 9 

0001220110 

80/01/04 

50-259 

0 

0001220482 

0001220 440 

80/01/17 

50-125 

B 

6001220 1 20 

0001220069 

00/01/14 

30-522 

0 

00012204*9 

□001520450 

80/01/17 

50-333 

S 

8001220124 

9001220122 

79/12/27 

50-344 

G 

8001220473 

BOO 1220 4 65- 

00/01/10 

90-327 

A 

□001220127 

B00122006B 

BO/01/14 

50-522 

0 

8001220475 

0001220464 

00/01/17 

90-329 

3 

8001220120 

8001220130 

B001220110 

9001220126 

00/01/04 

80/01/08 

90-259 

CONTRACT 

a 

0001220400 

0001220482 

0001220465 

0001520222 

80/01/13 

80/01/14 

50-327 

71-230 

A 

BOO 1220 132 

9001220068 

00/01/14 

90-522 

G 

0001220407 

8001220465 

Bo/oi/ie 

50-327 

A 

8001220142 

9001220140 

90/01/04 

CONTRACT 


8001220491 

BOO 12 20401 

BO/01/15 

50-373 

A 

9001220148 

8001220146 

79/11/05 

CONTRACT 


8001220493 

BOO 1 22-04 03 

□0/01/17 

50-302 

S 

0001220151 

0001220147 

79/12/04 

90-320 

p 

0001220493 

0001220465 

00/01/18 

50-327 

A 

0001220153 

0001230147 

79/12/04 

50-320 

p 

□003220495 

000122048? 

eo/oi/iQ 

30-282 

8 

0001220150 

0001230150 

80/01 /03 

50-466 

G 

0001220499 

8001220465 

ao/oi/iB 

50-327 

A 

0001220181 

0001220157 

79/12/17 

50-367 

G 

B001220503 

BOO 1220490 

eo/ot/17 

50-351 

5 

9001220163 

8001220154 

oo/oi /oa 

71-6375 


BOO 1220504 

BOO 1220496 

00/01/10 

50-206 

S 

9001220169 

□001220160 

79/12/31 

50-369 

A 

0001220505 

0OO122G49B 

00/01/15 

50-346 

8 

0001220171 

8001220166 

79/12/05 

50-320 

H 

0001220507 

0001320500 

ao/oi/i* 

50-333 

S 

8001230173 

B001 220 16B 

00/01/00 

71-5026 


8001220510 

0001320502 

00/01/17 

50-366 

8 

8001230200 

B001 220 199 

80/01/04 

71-6501 


0001220515 

B00122050B 

80/01/14 

50-321 

3 

8001220200 

0001220204 

80/01/ 11 

71-9006 


GOO 122051 7 

0001230465 

00/01/18 

30-327 

A 

0001220212 

8001220207 

80/01/03 

CONTRA C T 


8001 220520 

0001220512 

80/01/16 

50-220 

9 

0001220214 

0001220213 

80/01/14 

7J-9113 


Q001 320522 

8001220313 

80/01/14 

50 '32 5 

9 

BOO 12202 17 

0001220206 

79/12/20 

40-299 


0001220323 

□ 001220514 

BO/OI / 1 0 

30-249 

3 

9001220218 

000 1 2202 1 5 

79/12/10 

50-155 

0 

GOO 1 220520 

0001220521 

00/01/15 

50-3 1 3 

8 

8001230221 

0001220211 

79/11/26 

5,0-320 

H 

8001220533 

0001220526 

00/01/16 

30-316 

3 

8001230223 

S001 2202 10 

80/01/04 

50-320 

H 

0001220530 

GOP1220531 

80/01/1 1 

30-309 

a 

0001230225 

BOOl 22031 5 

79/12/10 

50-155 

0 

0001220339 

□001220465 

BO/OI /10 

50-327 

A 

0001220226 

BOOt 230320 

BG/0i/O8 

50-320 

H 

8001220340 

□001220332 

BO/OI / 16 

oo-ais 

5 

9001220227 

0001220211 

79/11/26 

30-320 

hi 

8001220345 

80012204*5 

00/01/18 

50-327 

A 

8001220231 

0001220215 

79/12/10 

50-155 

0 

BOOl 220347 

0001220532 

00/01/16 

30-315 

0 

8001220232 

0001220230 

SO/01/ 10 

50-320 

H 

0OO132O34B 

□001220465 

00/01/10 

30-337 

A 

8001230233 

9001320228 

80/01/03 

50-320 

H 

0001220553 

0001320544 

00/01/17 

30-331 

S 

8001220239 

8001220220 

00/01/03 

50-320 

II 

8001 250554 

0001220465 

00/01/18 

90-327 

A 

BOO 1220240 

B001220235 

79/11/16 

50-423 

0 

8001220357 

3001220552 

BO/O 1 / 1 l 

90-309 

S 

BOO 1220243 

0001220241 

80/01/10 

30-320 

H 

8001220558 

□0012204 56 

00/01/16 

50-321 

P 

BOO 1220247 

0001220244 

79/11/20 

30-271 

0 

8001220563 

□00122055 S 

00/01 /la 

50-330 

0 

6001320253 

0001220248 

00/01/04 

50-289 

G 

3001220567 

□001220560 

BO/O 1/10 

50-282 

8 

9001220254 

8001220299 

79/12/20 

70-364 


0001220569 

8001220562 

BO/Oi / i 5 

50-346 

S 

8001320258 

0001220252 

79/12/20 

70-364 


0001220562 

0001320572 

G0/01/17 

50-321 

8 

0001230259 

S001 220255 

79/11/30 

50-320 

0 

0001220583 

□001220570 

eo/oi /is 

50-366 

9 

0001220269 

8001220263 

80/01/07 

30-443 

K 

0001220*00 

6001220594 

60/01/10 

50-224 

0 

0001230270 

B001220266 

79/11/30 

50-320 

H 

8001220*39 

8001330536 

00/01/16 

30-316 

8 

0001220272 

0001220260 

79/11/36 

50-320 

0 

8001230011 

BOO 133 0007 

79/ 12/U 

71-902B 


BOO 1220279 

0001220271 

79/12/20 

50-213 

P 

0001230020 

0001230019 

79/11/20 

GEN TEC 

18 

80012202B4 

0001220200 

80/01/10 

50-277 

R 

0001230024 

BOOl 230021 

00/01/14 

71-9035 


0001220205 

0001220277 

79/12/05 

50-320 

H 

0001230045 

8001330042 

00/01/51 

50-275 

Q 

8001220209 

0001220203 

00/01/11 

30-440 

0 

BG01B30046 

BOO 1230043 

00/01/09 

50-209 

T 

0001220297 

BOOl 220200 

79/11/26 

50-320 

f> 

8001230040 

BOOl 14D031 

80/01/02 

30-302 

P 

0001220300 

0001220295 

BO/01 /II 

30-546 

Q 

8001230052 

BOO 1230043 

80/01/09 

50-2Q9 

T 

0001220303 

0001220292 

00 / 0 i/oa 

30-556 

G 

8001230053 

□001230049 

60/01 /kO 

30-10 

0 

0001220300 

0001220292 

80/01/02 

50-356 

G 

8001230053 

SOOt 230054 

79/12/20 

50-322 

0 

8001320309 

0001220307 

ao/oi/os 

50-320 

H 

0001230063 

BOO 1 200055 

00/01/10 

50-255 

0 

8001220310 

8001220306 

79/12/14 

MTSC 


BOOl 230069 

BOOl 230060 

80/01 /lfl 

90-245 

a 

8001220314 

8001220312 

B0/01 /OB 

50-320 

G 

8001230072 

800 1230054 

79/12/2B 

50-322 

0 

800 122031 7 

BOO 1220313 

79/12/17 

40-299 


BOO 1230076 

6001230054 

79/ 12/26 

50-322 

0 

8001220319 

BOO 12203 16 

00/01/00 

50-320 

G 

□001230079 

BOOl 230054 

79/12/20 

50-322 

0 

0001220324 

0001220322 

79/11/26 

70-1143 


0001230001 

0001230077 

80/01/15 

30-33 l 

R 

0001220327 

0001290323 

79/13/20 

50-244 

P 

0001230091 

0001230086 

BO/O 1/15 

50-317 

R 

0001 220329 

8001220323 

79/12/20 

50-244 

P 

BOO 1230107 

BOOl 230100 

80/01/ J6 

50-312 

0 

0001220340 

8001290293 

79/10/29 

40-3453 


0001230110 

BOOl 2301 09 

00/01/21 

SO-2BO 

a 

0001220347 

6001220293 

79/10/29 

40-3453 


6001230128 

0001230126 

BO/O 1/17 

50-327 

s 

9001220353 

9001320293 

79/10/29 

40-3453 


8001230136 

8001230 i 33 

00/01/17 

30-2Q0 

3 

8001220354 

BOOt 220293 

79/10/29 

40-3453 


BOO J 2301 40 

□00 1330 133 

90/01/18 

50-259 

B 

8001220356 

0001220335 

80/01/10 

50-305 

<3 

BOO 1230141 

□001230137 

79/12/17 

30-373 

Q 

8001220362 

0001220360 

80/01/14 

50-324 

9 

BOOl 230145 

□001230142 

BO/O 1/14 

50-290 

P 

8001220370 

0001220366 

00/01/15 

50-247 

R 

BOOl 230146 

0001230143 

79/12/17 

50-331 

0 

8001220372 

0001220364 

00/01/17 

50-302 

S 

BOOl 230149 

□001230147 

79/12/17 

50-341 

a 

8001220375 

0001220369 

80/01/16 

50-313 

P 

8001230151 

0001230100 

79/12/14 

State Proq 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACC ESS JON NUMBER 



PRINCIPAL 

DATE 

subject 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0001330153 

0001230150 

79/12/14 

State Prog 

8001240206 

8001240196 

79/11/23 

50-334 

Q 

00012301 5 4 

0001230152 

80/01/15 

50-320 

R 

8001240215 

8001240211 

79/11/29 

GA999 


0001230155 

BOO 1 230150 

79/12/14 

State Prog 

8001240221 

00012402 t 1 

79/11/29 

QA999 


8001230179 

8001230174 

80/01/18 

50-329 

S 

8001240230 

8001240235 

79/12/17 

50-200 

P 

8001230192 

BOO 1230175 

80/0 1/17 

50-390 

s 

B001240240 

B001240235 

79/12/17 

50-250 

P 

0001230197 

0001230180 

80/01/ 16 

50-305 

a 

BOOl 240242 

8001240241 

00/01/09 

10CFR 


S001230J98 

9001230186 

80/01/09 

50-339 

H 

8001240247 

BOOl 240243 

79/12/26 

50-07 

Q 

8001230199 

BOOI23O105 

80/01/16 

50-320 

5 

000(240251 

8001240241 

80/01/09 

10CFR 


0001230200 

8001230178 

eo/oi/2i 

50-34B 

G 

BOOl 240256 

8001240253 

79/01/23 

SECY 


9001230203 

6001230196 

00/01/09 

50-339 

H 

8001240250 

B0Q124024I 

00/01/09 

10CFR 


0001230213 

6001230211 

79/ 11/27 

GA999 


8001240362 

0001240253 

79/01/23 

SECY 


9001230218 

SCO! 2302U 

79/11/27 

0A99? 


8001240263 

QOO 1240259 

79/12/17 

50-344 

G 

8001230219 

60012302 1 4 

80/01/20 

50-206 

0 

BOOl 240264 

8001240257 

79/(2/12 

70-1220 


0001230222 

9001230207 

eo/oi/ia 

50-519 

s 

8001240260 

6001240259 

79/12/17 

50-344 

G 

8001230224 

BOO 123021 5 

00/01/15 

50-483 

A 

8001240272 

8001240259 

79/12/17 

50-344 

G 

8001230225 

BOO 1 23029 4 

00/01/20 

50-206 

0 

8001240273 

0001240261 

00/01/09 

50-282 

G 

6001230231 

8001230214 

80/01/20 

50-206 

G 

8001 240281 

80012402/8 

80/01/03 

71-9111 


8001230233 

0001230227 

ao/o i/oa 

71-9116 


0001240304 

6001240302 

79/12/27 

50-254 

Q 

8001230235 

9001230214 

ao/oi/2o 

50-206 

G 

8001240322 

8001240313 

BO/01 /09 

50-397 

S 

9001 2302 AS 

800 J 23 0239 

Bo/oi/ i a 

50-219 

S 

6001240335 

6001240314 

79/J 1/19 

70-135 


0001230247 

0001230240 

79/12/20 

50-201 

P 

8001240334 

0001240331 

79/ J2/3J 

30-247 

F 

0001230250 

0001230239 

ao/oi/ia 

50-219 

S 

8001240340 

BOOl 240335 

79/12/19 

30-286 

8 

0001230254 

8001230239 

80/01/10 

50-219 

S 

B001240343 

0001240335 

79/12/19 

30-296 

G 

0001230257 

6001230240 

79/12/20 

50-201 

P 

8001240347 

BOO 124 033 5 

79/12/19 

50-286 

G 

0001230250 

BO 01 2302 53 

80/0B/0B 

ccntrac r 

8001240352 

BOOl 240335 

79/12/19 

50-296 

Q 

0001230261 

8001230253 

BO/OJ/OB 

contract 

8001240354 

8001240350 

BO/Ol/15 

50-219 

R 

8001230243 

BOO 1230239 

90/oi/ia 

50-219 

£ 

B00124036I 

B00124035B 

79/11/16 

70-820 


0001230265 

SOO 1230240 

79/13/20 

50-201 

P 

3001240364 

8001240357 

79/12/20 

50-277 

G 

8001 230240 

BOO 1230236 

B0/O1/J6 

50-413 

S 

BOOl 240365 

0001240358 

79/11/16 

70-920 


0001230270 

8001230240 

79/12/20 

50-20J 

P 

8001240367 

8001240356 

79/12/27 

secy 


0001230272 

800(230239 

BO/01 /IB 

50-219 

S 

8001240369 

0001240358 

79/11/16 

70-920 


8001230276 

8001230239 

ao/oi/ia 

50-219 

5 

8001240370 

8001240357 

79/12/20 

50-277 

G 

0001230290 

80012302B3 

B0/G1 /08 

50-322 

A 

8001240372 

8001240357 

79/12/20 

50-277 

Q 

8001230292 

0QO123O2B1 

00/01/02 

50-320 

U 

8001240375 

B001240357 

79/12/20 

50-277 

G 

0001230331 

8001230330 

eo/oi/09 

10CFF1 


8001240379 

8001240376 

79/12/13 

50-247 

G 

0001230333 

8001230330 

80/01/09 

lOCFft 


80012403B2 

300 124037O 

79/12/13 

50-247 

G 

8001230334 

6001230332 

BQ/GW10 

50-209 

P 

9001240384 

BOOl 240376 

79/12/13 

50-24/ 

Q 

0001230335 

0001230330 

BO/OI /09 

10CFR 


8001240366 

8001240376 

79/12/13 

50-247 

0 

0001230336 

0001230332 

BO/Ot/JO 

30-209 

P 

8001240392 

8001240389 

79/12/07 

50-337 

a 

6001230339 

6001230332 

80/01/10 

50-289 

P 

6001240394 

BOOJ240393 

79/12/26 

50-322 

Q 

8001230341 

800 1230340 

ao/oi/09 

50-155 

H 

B001240395 

BOOl 210393 

79/12/26 

50-322 

G 

0001240012 

600 1240010 

79/12/12 

50-295 

P 

BOOl 240396 

BOO 1240393 

79/12/26 

50-322 

G 

8001240014 

8001240010 

79/ 1 2/12 

50-293 

P 

BQ0I240397 

8001240393 

79/12/26 

30-322 

G 

0001240024 

0001240022 

79/12/28 

50-443 

B 

BOOl 240412 

B00124040B 

00/01 /ia 

50-270 

Q 

800 J 240027 

3001240022 

79/12/28 

50-443 

S 

B00L240414 

8001240410 

80/01 / 1 7 

50-315 

S 

8001240029 

0001240025 

80/01/00 

50-286 

D 

9001 2404 16 

BOO 12404 IS 

80/01/14 

50-409 

G 

0001240033 

0001240025 

00/01/00 

50-286 

D 

BOOl 240410 

8001240415 

80/01 / 1 8 

50-260 

S 

8001240046 

6001240039 

79/1 a/so 

TflPREP 


0001 240422 

0001240356 

79/12/27 

SECY 


0001240052 

BOOl 240045 

79/12/28 

50-443 

0 

900J240423 

BOO 1240421 

80/01 / 1 7 

50-271 

F 

8001240053 

6001240039 

79/12/20 

TOPREP 


BOOl 240425 

BOOl 2404 17 

BO/01 /22 

50-310 

9 

8001240058 

BOOl 240045 

79/12/23 

50-443 

G 

8001240426 

8001240421 

80/01/(7 

50-271 

F 

8001240043 

8001240007 

79/J3/2B 

50-412 

0 

8001240427 

BOOl 240420 

B0/01/09 

50-266 

S 

8001240064 

BOO 124004 5 

79/12/28 

50-443 

G 

BOOl 240426 

0001240421 

80/01/17 

50-271 

F 

0001240047 

8001240057 

79/ 1 2/28 

50-412 

0 

8001240432 

B001240429 

BO/OI/ 16 

50-325 

6 

8001240070 

BOO 1240057 

79/ 12/28 

50-412 

Q 

0001240433 

BOOl 240430 

S0/01/1B 

50-219 

s 

6001240072 

8001240043 

79/12/20 

50-443 

Q 

BOO 1240437 

8001240434 

80/01 / 1 B 

50-325 

5 

0001240073 

8001240057 

79/12/20 

50-412 

Q 

8001240436 

0001240421 

90/01/17 

30-271 

F 

0001240076 

8001240074 

79/12/21 

40-6659 


B001240439 

8001240421 

BO/OI/ 17 

50-271 

r 

8001240079 

6001240075 

79/12/19 

30-397 

<3 

6001240442 

0001240441 

80/01/18 

50-245 

s 

0001240082 

BOOl 240075 

79/12/19 

30-3B7 

0 

8001240445 

8001240436 

BO/Ol/15 

50-254 

s 

0OOS 240083 

BOOl 240079 

79/12/19 

S0-3B7 

0 

8001240447 

8001240444 

00/01/14 

50-320 

p 

8001240090 

BOOl 240075 

79/12/19 

90-307 

0 

8001240450 

8001240446 

80/01/17 

50-334 

p 

8001240097 

BOOl 240093 

60/01/10 

XPORTLIC 


8001240454 

8001240448 

80/01/15 

50-254 

s 

0001240099 

BOO 1240094 

79/11/19 

50-387 

Q 

BOO 12404 59 

8001240456 

80/01/17 

50-219 

s 

8001240110 

BOOl 240104 

79/12/31 

50-445 

M 

000124046k 

B001240457 

80/01/18 

50-213 

s 

8001240111 

BOOl 240106 

79/U/21 

50-247 

G 

0001240462 

0001240450 

80/01/10 

50-312 

8 

8001240118 

BOO 12401 14 

79/1 1/19 

50-352 

Q 

8001240464 

8001240463 

90/01/11 

50-234 

8 

800I24013B 

8001240134 

00/01/09 

50-546 

0 

BOOl 240401 

8001240476 

79/12/03 

50-209 

H 

0001240139 

8001240136 

00/01/15 

50-490 

M 

8001240403 

BQ01240484 

80/01/02 

71-9071 


000(240151 

8001240144 

79/11/33 

50-271 

0 

0001240492 

8001240489 

79/(2/28 

30-354 

G 

0001240140 

8001240150 

79/12/20 

50-410 

G 

BOOl 240495 

B001240489 

79/12/28 

50-354 

G 

8001240164 

6001240150 

79/12/20 

50-410 

Q 

6001240498 

SOO J 240489 

79/12/28 

50-354 

Q 

0001240165 

60 01 240 1 57 

79/12/17 

50-373 

G 

8001240501 

B0012404B9 

79/12/28 

50-354 

0 

BOO 12401 68 

8001240150 

79/12/20 

50-410 

0 

0001240521 

8001240519 

80/01/02 

30-213 

0 

0001240174 

8001240150 

79/12/28 

50-410 

0 

8001240545 

BOOl 240540 

00/01/24 

50-320 

P 

8001240176 

8001240170 

79/13/17 

50-440 

0 

8001240546 

0001240540 

80/01/24 

50-320 

P 

6001240179 

8001940150 

79/12/2S 

50-410 

G 

0001240540 

B00124G540 

B0/0J/24 

50-320 

P 

8001240190 

8001940150 

79/ 1 3/2B 

30-410 

Q 

8001250003 

0001250002 

80/01 /OB 

CONTRACT 


800J24020Q 

8001240196 

79/11/23 

90-334 

0 

6001250006 

8001250005 

79/11/22 

50-213 

G 

8001240204 

0001240197 

79/12/21 

CONTRACT 


8001250011 

0OO125OOOB 

80/01/11 

50-120 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCFSSIQN 


rMCLGSURE. 


0001250012 

0001250017 

0001250031 

0OO125OO5B 

0001250063 

0001250065 
000 12500/2 
000 1 250070 
0001230001 
000 1 25O0B7 

000 1250099 
0001250110 
000 1250125 
0001250120 
0001 250 130 

G001 250132 
0001230134 
8001250136 
000125013/ 
0001250139 

0001250145 

0001230146 

0001250130 

0001250152 

0001250134 

0001250157 

0001250162 

0001250166 

0001230169 

00012501/4 

0001250195 
0001250211 
0001230216 
0001250219 
0001 2502 J1 

000 123024 1 
UOO 1230242 
0001230251 
0001230255 
0001250201 

0001250205 
0001250299 
0001250300 
000 12503 1 3 
000125032/ 

0001230329 
0001230345 
□00 l 230426 
0001230429 
0001250447 

0001250439 

0001230462 

0001230460 

0001250470 

0001250476 

000 1 250484 
8001290486 
ROO 1250492 
DOO 1250490 
0001290499 

0001230507 

0001250900 

0001250911 

□001250524 

Q0012D052Q 

0001290533 

8001230335 

8001230976 

0001230378 

8001250382 

8001250986 
8001200010 
8001260022 
8001200028 
0QO1 280045 

0001280062 

8001280067 

8001280094 

0001280106 

0001280116 


NUMBER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 


0001250009 

0001250016 

0001230027 

□001250053 

0001250053 

0001250053 
0001250053 
0001250053 
0001250053 
H001 250033 

3001250053 
0001 250 U 2 
BOO l 2501 12 
8001250123 
8001250123 

8001250112 

0001250123 

0001250112 

8001250123 

0001250112 

0001250140 
800 1 250 1 1 2 
□001250140 
8001250) 12 
BOO 1230) 40 

□001250) 12 
800)290150 
800 1230 158 
□001250190 
8001250190 

□00 1 250 1 D9 
0001230200 
0001290212 
BOO J2502 13 
800)250226 

0001250230 

0001250235 

0001250235 

0001250247 

0001250269 

0001250265 

8001250299 

8001250P9I 

8001230306 

0001250321 

0001250324 

0001230339 

0001250423 

0001250423 

0001290442 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

79/12/17 

50-440 

Q 

0001230131 

000-1 2B012B 

79/12/17 

□RG 


80/0) /oa 

50-289 

G 

8001230173 

8001 2B0072 

80/01/14 

50-340 

G 

80/01/11 

30-263 

Q 

B0Q12B0L79 

000)200072 

80/01/14 

50-349 

G 

BQ/01/00 

IOCFR 


800)280189 

6001280174 

BQ'0l/02 

50-367 

G 

0O/O1/OB 

10CFR 


8001280196 

8001280174 

80/01/02 

50-367 

G 

00/01/09 

10CFR 


BQ01 280205 

0OO12BOI99 

80/01 /06 

50-289 

G 

80/01/00 

IOCFR 


BQ01 230213 

80012B0174 

80/0) /02 

50-367 

G 

80/01/00 

1CCFR 


BOOt 280221 

0001280214 

80/01 /n 

50-2 B 9 

G 

00/01/00 

10CFR 


8001280222 

8001280215 

80/01/21 

50-155 

S 

00/01 /OB 

10CFR 


8001280224 

0001280217 

80'01/ta 

50-269 

G 

80/01/08 

10CFR 


S0012B0235 

800b2B023l 

90/01/22 

50-272 

S 

BO/Q 1/14 

50-312 

G 

BOOl 280246 

8001280242 

BO/O 1/22 

50-244 

5 

60/01/14 

50-312 

G 

8001280256 

SOO 1280237 

B0/01/21 

50-219 

S 

79/12/30 

50-363 

Q 

8001200257 

8001280254 

80/01/15 

50-305 

Q 

/9/ 12/30 

50-363 

0 

BOO 1280267 

0001200263 

60/01/10 

50-348 

0 

80/01/14 

50-3 1 2 

G 

□ 00120027 4 

800120027! 

79/12/12 

50-492 

Q 

79/12/20 

50-363 

Q 

80D12B0277 

8001280264 

80/01/23 

50-27 £ 

S 

00/01/14 

50-312 

G 

8001280202 

0OO12BO2QO 

80/01/22 

50-267 

s 

79/12/28 

50-363 

0 

8001280269 

800)280203 

79/12/12 

50-498 

0 

00/01/14 

50-313 

0 

0001280291 

8001280208 

^9/ 12/12 

50-498 

0 

79/12/31 

50-423 

Q 

0OOI2BO3OO 

8001280297 

BO/O 1/24 

50-259 

p 

eo/oi/14 

50-312 

0 

8001200310 

B0012SQ303 \ 

80/01/23 

50-269 

p 

79/12/21 

50-423 

Q 

8001280317 

000)200303 

80/01/23 

50-269 

p 

00/01/14 

50-206 

0 

BOO 12803 2) 

8001200313 

00/01/16 

50-139 

p 

79/13/21 

50-423 

0 

0OOI2BO332 

800 1280327 

80/01 /22 

50-333 

G 

80/01/14 

50-206 

G 

0001200357 

B0012S0350 

BQ/G1/23 

90-272 

s 

80/01/00 

XP0RTL1C 


8001280391 

0OC12B0375 

00/01/22 

50—286 

F 

00/01/08 

XPORTLIC 


B001280392 

8001280335 

79/12/07 

50-320 

G 

80/01/08 

VPORTUC 


B0Q12B03B? 

SOO 1280375 

GQ/Ol/22 

50-206 

F 

00/01/06 

XPDRTLIC 


8001200421 

BOO 1 2802B5 

BO/Ot/33 

50-244 

P 

80/01/15 

50-490 

M 

BOO 128 0451 

800129Q44B 

00/01/17 

5Q-346 

G 

00/01/03 

50-219 

0 

0001280476 

8001280475 

eo/Gi/ia 

50-299 

G 

79/12/20 

71-5006 


0001280477 

8001280473 

79/12/27 

50-520 

0 

G0/01/02 

50-206 

G 

8001200489 

BOOl 2B04B3 

80/01/17 

50-312 

G 

00/01/07 

50-329 

Q 

0001280496 

G0012B04B3 

ao/ot/17 

50-312 

0 

79/12/30 

50-443 

S 

BOOl 280497 

8001280287 

S0/01 /22 

50-335 

G 

79/12/26 

50-327 

A 

8001290006 

0001290002 

30/01/24 

50-312 

G 

79/ ) 2/26 

50-327 

A 

8001290009 

BOOl 290000 

79/12/13 

50-244 

G 

□0/01/07 

50-206 

D 

8001290011 

BOO 1290008 

79/12/13 

30-244 

a 

80/01/11 

90-445 

Q 

8001290039 

BOO 1290036 

00/01/17 

78-122 


8U/OI/Q0 

COMMISSION 

0001290046 

0OOJ29OO3B 

79/12/20 

50-295 

0 

80/01/ 10 

71-366 


B001290049 

0001290044 

80/01/17 

71—54 


79/1 1/31 

50-445 

0 

□001290059 

8001290053 

79/12/27 

50-358 

0 

80/01/11 

30-498 

0 

BOOl 290080 

8001290070 

00/01/07 

50-350 

Q 

00/01/15 

71-62 


8001290084 

0001290076 

00/01/16 

IOCFR 


79/12/20 

71-9130 


0001 290007 

600129007 6 

BO/Ot/16 

10CFR 


00/01/ IS 

71-177 


0001290096 

SOOI29OOB0 

79/12/14 

QA999 


^9/13/13 

90-277 

Q 

0001290100 

8001290094 

00/0)/ 17 

50-3 1 c? 

G 

/9/12/13 

50-277 

a 

8001290106 

8001290094 

80/01/17 

50-312 

G 

00/01/23 

90-306 

5 

0001290110 

0001290094 

80/01/17 

50-3 1 2 

G 


80012^0454 
0001250439 
□QO 1290463 
800)250466 
800)230471 

0001250401 

0001250478 

0001250477 

0001230493 

0001290489 

0001250300 

0001250503 

□001250502 

8001250316 

8001250322 

0001250929 

8001250332 

0001290375 

Q0012D0375 

0001250577 

0001390579 

0001380007 

0001380020 

0001380025 

8001200042 

0001280032 

0001280032 

8001280090 

8001380099 

8001380099 


ao/oi/ia 

00/01/13 

80 / 01/17 

00/01/17 

80/01/21 

80/01/22 
80/01/17 
80/01/21 
□ 0 / 0 1/22 
80/01/21 

00/01/16 

BO/01/21 

□0/01/21 

00/01/14 

□ 0 / 01/22 

79/12/26 

ao/oi/ia 

80/01/17 
80/01/ 17 
80/01/10 

80/01/10 

79/13/27 

00/01/17 

79/13/20 

79/13/30 

80 / 01/11 

00 / 01/11 

00/01/16 

79/12/13 

79/12/13 


50-260 S 
50-409 S 
50-3)6 8 

50-2)3 P 
50-155 8 

50-316 8 

50-315 8 

50-271 P 
50-200 S 
50-255 8 

50-312 S 
50-253 P 
50-159 P 
50-239 P 
50-317 P 

TOPREP 
50-263 S 
50-312 0 

50-313 G 
50-400 Q 

50-400 0 

50-289 H 
50-471 0 

50-331 0 

50-155 Q 

50-424 Q 
50-424 0 

71-9027 
50-244 P 
50-244 P 


8001290113 8001290102 
8001290120 8001290094 
B00129012B BOO 129 0094 
0001290140 6001290132 
0001290144 8001290132 

8001290147 8001290094 
8001290195 0001290094 
8001290)72 8001290)67 
9001390134 8001290170 
90012902 02 0001290191 

0001290210 0001290191 
800)290220 8001290209 
8001290223 0001290217 
0001290324 BOO! 290200 
BOOl 290 22B 8001290200 

8001290237 0001290233 
0001290238 BOO) 290232 
0001290246 B001290240 
6001290249 8001290244 
8001290254 B0CHS90250 

BOO 1290298 8001290382 
600)290303 8001290395 
SO 01 290307 8001290302 
BOO 1290309 8001290304 
0001390319 8001390312 

8001390334 Q00I290133 
0001290337 8003290329 
800)290364 8001290353 
8001290377 8001290357 
3001290395 BD01290397 


79/12/07 

0A999 


80/01/17 

50-3)2 

G 

80/01/17 

50-312 

G 

80/01/ 17 

IOCFR 


60/0)/L7 

IOCFR 


60/01/17 

50-312 

G 

B0/01/17 

50-312 

G 

79/13/28 

CONTRACT 


BO/O) 716 

CONTRACT 


80/01/25 

90-280 

S 

SO/Ot/25 

50-280 

s 

BO/Ol/22 

50-335 

p 

80/0S/24 

50-346 

s 

80/01/25 

50-338 

s 

B0/01 725 

90-330 

s 

00/01/25 

50-29 

s 

00/01/25 

50-309 

F 

BO/Ol/22 

50-272 

0 

80/01/21 

50-302 

s 

00/01/18 

50-27 1 

Q 

BO/Ol/22 

50-272 

S 

00/01/24 

50-272 

s 

80/01/21 

50-327 

G 

80/01/24 

50-293 

S 

B0/01/ 24 

50-272 

s 

00/01/17 

30-3 1 2 

G 

00/01/23 

50-272 

S 

80/01/23 

50-335 

P 

80/01/21 

50-259 

P 

00/01/04 

50-298 

s 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

document 

ISSUED 

category 

BOO] 290393 

6001290391 

BO/Oi/24 

50-259 

S 

00013001 12 

7912100099 

79/11/0? 

RES 

0001290403 

0001290393 

00/01 /23 

50-325 

s 

00013001 1 3 

7912180099 

79/ 1 I /09 

RES 

6001 290407 

6001290397 

BO/0-1 /II 

50-267 

p 

0001300115 

7912180099 

79/11/09 

RES 

B001 2904 1 1 

BOO 1290404 

80/01/10 

50-334 

p 

0001300117 

7912180099 

79/11/09 

RES 

8001 29041 6 

8001290410 

BO/01/25 

50-255 

s 

80013001 18 

7912100099 

79/11/09 

RES 

8001290419 

8001290412 

00/01/14 

50-312 

s 

8001300120 

7912100099 

79/11/09 

RES 

8001290422 

8001290397 

80/0 1 / 1 I 

50-267 

p 

0001300122 

7912180099 

79/11/09 

RES 

BOO 12 904 25 

8001290406 

00/01/24 

50-482 

s 

8001300123 

7912180099 

79/11/09 

RES 

8001290445 

8001290433 

00/01/25 

50-209 

p 

0001300125 

BOO03OO111 

79/13/13 

0A999 

8001290450 

0001290441 

79/12/28 

50-296 

s 

8001300127 

7912100099 

79/11/09 

RES 

8001 2904 61 

0001290447 

60/01/24 

50-272 

s 

8001300120 

7912180099 

79/11/09 

RES 

0001290476 

BOO 12904 70 

0O/O1/1B 

50-247 

3 

0001300129 

7912180099 

79/ J 1/09 

RES 

6001290479 

B001290472 

80/01/23 

50-333 

s 

8001300130 

7912180099 

79/11/09 

RES 

BOOL 290 4 80 

£3001290473 

00/01/21 

50-220 

s 

BOO 13001 32 

7912180099 

79/11/09 

RES 

8001290401 

8001290470 

00/01/24 

50-295 

b 

8001300135 

79121 B0099 

79/11/09 

RES 

SCO 1290494 

0001290489 

00/01/16 

50-298 

S 

8001300136 

7912180099 

79/11/09 

RES 

6001290493 

0001290402 

80/0 1 /24 

50-219 

s 

9001300141 

7912180099 

79/11/09 

RES 

8001290496 

8001290486 

00/01/21 

50-265 

s 

B001300144 

7912180099 

79/11/09 

RES 

8001290506 

0001290460 

79/12/20 

50-296 

s 

00013001 49 

7912100099 

79/11/09 

RES 

0001290308 

0001290501 

00/01/23 

50-336 

s 

60013001 54 

7912180099 

79/11/09 

RES 

0OOJ29O51O 

9001290507 

00/01/16 

TO PREP 


8001300156 

7912180099 

79/11/09 

RES 

8001290512 

0001290453 

80/01/23 

50-.321 

r 

0001300150 

79121B0099 

79/11/09 

RES 

800J290516 

000(2^0514 

80/0I/2J 

50-302 

s 

8001300162 

7912180099 

79/11/09 

RES 

8001290518 

000129051 £ 

00/01/18 

50-234 

s 

8001300163 

79121B0099 

79/11/09 

RES 

0001290521 

8001290515 

8Q/0J/24 

50-200 

H 

8001300166 

7912160099 

79/11/09 

RES 

0001290529 

8001290524 

eo/oi/oa 

90-290 

S 

8001300173 

7912100099 

79/11/09 

RES 

0001290531 

BOO 1290027 

80/01/18 

30-271 

P 

8001300174 

7912180099 

79/11/09 

RES 

0001290539 

800J 290536 

00/01/10 

50-325 

6 

0001300177 

7912100099 

79/11/09 

RES 

0001290541 

0001290530 

80/01/25 

90-320 

R 

8001300170 

7912180099 

79/U/09 

RES 

000 J 290350 

8001290546 

00/0 J /IB 

50-324 

S 

0001300180 

7912100099 

79/M/09 

RES 

BOO 1 290564 

QOO 1290 554 

00/01/22 

90-325 

5 

8001300187 

7912180099 

79/11/09 

RES 

B00129056S 

000 1270530 

00/01/22 

50-331 

P 

8001300188 

7912180099 

79/11/09 

RES 

6001270569 

8001290558 

00/01/22 

50-331 

P 

8001300191 

7912180099 

79/11/09 

RES 

8001290571 

6001290362 

80/01/25 

50-260 

5 

8001300190 

79121B0Q99 

79/U/Q9 

RES 

6001290573 

8001290563 

00/01/17 

50-277 

S 

8001300201 

7912180099 

79/11/09 

RES 

0001290585 

8001290500 

00/01/23 

50-244 

F 

8001300204 

7912190099 

79/11/09 

RES 

8001290566 

BOO I 290 579 

80/01/22 

50-324 

S 

8001300205 

7912180099 

79/U/09 

RES 

0001290587 

6001290587 

80/01/25 

50-368 

P 

B00130020B 

7912180099 

79/ 11 /09 

RES 

8001290389 

B001 290579 

60/01/17 

50-312 

E 

0001300209 

0001300202 

79/12/19 

30-329 C 

0001290592 

8001290503 

BO/OI/17 

50-313 

R 

8001300212 

7912130099 

79/11/09 

RES 

8001290593 

8001290591 

00/01/21 

50-302 

S 

8001300216 

7912180099 

79/11/09 

RES 

0001290597 

BOO 1290595 

00/01/25 

TOPFIEP 


0001300221 

7912100099 

79/11/09 

RES 

8001290590 

800(290396 

00/01/25 

50-296 

Q 

8001300225 

7912180099 

79/11/09 

RES 

000 1 30000 1 

7912100099 

79/11/09 

RES 


800 1300226 

0001 300 2Q2 

79/12/19 

50-329 C 

8001300003 

7912180099 

79/11/09 

RGB 


8001300227 

7912180099 

79/11/09 

RES 

800 1300004 

7912180099 

79/11/09 

RES 


8001300220 

79I21B0099 

79/11/09 

RES 

BOOJ30OOO6 

7912100099 

79/11/09 

RES 


0001300232 

7912180099 

79/11/09 

RES 

8001300009 

7912160099 

79/11/09 

RES 


B001300234 

79 J 31 BOO?? 

79/11/09 

RES 

0001300014 

7912180099 

79/ £ 1/09 

REB 


8001300235 

7912180099 

79/11/09 

RES 

8001300016 

79121BO099 

79/1 1/09 

RES 


0001 300230 

7912180099 

79/11/09 

RES 

8001300021 

7912160099 

79/11/09 

RES 


8001300239 

7912180099 

79/ LI/Q9 

RES 

8001300024 

7912180099 

79/11/09 

RES 


0001300241 

791210009? 

79/11/09 

RES 

8001300027 

7912180099 

79/ J 1/09 

RES 


8001 30024 S 

7912180099 

79/11/09 

RES 

6001 300020 

7912100099 

79/ I 1 /09 

RES 

• 

BOO130O247 

7912100099 

79/ 1 1 /09 

RES 

8001300029 

79 1 2100099 

79/11/09 

RES 


8001300249 

7912180099 

79/11/0? 

RES 

8001300039 

79 12 J 00099 

79/11/09 

RES 


0001300250 

7912100099 

79/11/09 

RES 

BOO 1300041 

7912130099 

79/11/09 

RES 


8001300252 

791 21 BOO 99 

79/ 1 1 /09 

RES 

8001300040 

7912100099 

79/11/09 

RES 


0001300254 

0001300244 

00/01/04 

50-974 C 

8001300049 

7912100099 

79/H/09 

RES 


8001300257 

7912180099 

79/ 1 1 /09 

RES 

8001300060 

8001300057 

79/12/31 

70-2909 


0OO13OO26O 

7912100099 

79/11/09 

RES 

8001300062 

79I21B0O99 

79/11/09 

RES 


800130026? 

8001300253 

80/QI/04 

50-399 G 

8001 30 0064 

7912180099 

79/11/09 

RES 


0001300263 

8001300256 

79/04/24 

50-267 F 

8001300065 

6001300057 

79/12/31 

70-2909 


0001300265 

7912180099 

79/11/09 

RES 

0001300066 

0001300063 

79/12/20 

REGCD 


8001300266 

7912100099 

79/1 1/09 

RES 

8001300070 

7912160099 

79/11/09 

RES 


* 8001300268 

7912180099 

79/11/09 

RES 

0001300071 

7912160099 

79/11/09 

RES 


8001300269 

7912180099 

79/11/09 

RES 

BOO 1300077 

7912180099 

79/11/09 

RE5 


0001300274 

7912100099 

79/11/09 

RES 

BOO 1300080 

7912100099 

79/ 1 1 /09 

RES 


8001300276 

7912180099 

79/11/09 

RES 

6001300066 

7912190099 

79/ 1 1 /09 

RES 


0001300278 

7912100099 

79/11/09 

RES 

BOO) 300090 

7912180099 

79/1 1/09 

RES 


8001300203 

791 21 B0099 

79/11/09 

RES 

0001300092 

7912100099 

79/11/09 

RES 


8001300286 

7912100099 

79/11/09 

RES 

0001300093 

7912180099 

79/ J 1/09 

REG 


0001300207 

0001300277 

00/01/24 

50-321 E 

8001300093 

79I21B0099 

79/11/09 

RES 


BOO 1300280 

8001300282 

79/12/10 

90-320 F 

0001300099 

7912160099 

79/11/09 

REE 


8001300291 

7912180099 

79/11/09 

RES 

0001300101 

7912180099 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Construction Stage Documents and Correspondence 

This categoiy follows the application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant’s Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Infoimation on laws and changes in regulations or policy that affect the status of the applica- 
tion (NEPA, Water Quality Improvement Act, Water Pollution Contiol Act, etc.). 

9. Scheduling of license application submission or review. 

10. Reports of site visits. 

11. Backup technical documents (i.c., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review information. 

15. Construction permit. 


B. Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence is filed in 
, Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by the utility. 

2. Amendments and changes to the PSAR. 

, 3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility, 

2. Amendments and supplements to the ER. 

3. Transmittal letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 


D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES. 

4. Comments from other federal, state, and local government agencies. 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement. 

E. NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Report (SER). 

2 . Supplements to SER. 

3. Correspondence relating to SER. 
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4. Notices advising of the availability of 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
safety review or safety evaluation. 

8. Transmittal letters. 

9. Comments from other agencies relative to safety review. 

10. NRC-AEC Hazard Analysis Reports (now designated SER). 


F. Security, Medical, Emergency, and Fire-Protection Plans 

All plans in this category are submitted separately. Information submitted for the PSAR or FSAR 
is excluded. 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 

This category contains all documents on hearings, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents. 

2. Correspondence to and from interveners. 

3. Correspondence to and from persons writing in opposition to the facility. Those writing for 

information or in support of the facility are in category H. 

4. Board orders and decisions. 

5. Requests to make appearances at hearings. 

6. Transmittal of supporting documents (i.e,, SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing. 

9. Petitions from participants (including petition for request for extension). 

10. Corrections to transcripts. 

11. Professional qualifications, if presented at a hearing. 
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12 . 


Memorandums and orders authorizing issuance of license, changes, and other issuances by 
the Atomic Safety and Licensing Boaid. 

Hearing index. 


13. 


H. General correspondence 

Tiiis category includes documents with little or no bearing on the status of the application or 
license. Items that have rio substantive technical content or meaning for the status of the license 
or application are included. 

L Qualification statements of new employees. 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes m service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from the public in support of or requesting information about the facility, 

7. Letters of “concern” (NOT “opposition”) and response theicto. 

8. Conespondence on strictly administrative matters, 

9. Correspondence regarding the local Public Document Room. 

10. Memoranda to Public Document Room regarding witliholding a document (unaccompanied by 
that document). 

11. Press releases from applicant. 

12, Any other material that fits the criteria given above. 

13, Professional qualifications (resumes). 


I. Financial Information 

L Company annual reports. 

2, Separately submitted financial information and related correspondence, 

J. Insurance and Idemnity Information 

1. All correspondence and documentation regarding indemnity and insurance. 

2. Endorsements to insurance policies. 

3. NELPIA — Nuclear Energy Liability Property Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence falls in 
category A or P. 

1. Final Safety Analysis Report (FSAR). 

2. Amendments and changes to the FSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt of items. 

5. Hazards Final Summary Report (now designated FSAR). 

6.. Certificates of Service of FSAR. 


L. Limited Work Authorization and Related Correspondence 

This category is limited to items issued before the construction permit is granted, 

1. Limited Work Authorizations. 

2. Environmental exemptions, 

3. Correspondence relating to 1 and 2, 

4. All information concerning site preparation prior to the issuance of a construction permit. 

M, Antitrust Correspondence 

1. All material concerning antitrust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearings in antitrust matters. In most 
cases they will be marked with an A following the docket number. Related correspondence falls 
in category M. 


0. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 
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4. Transmittal letters to ACRS 

5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes the position of the application file for general technical items dated on or after 
the issuance of the operating license. It includes; 

1. Operating license, amendments, proposed amendments, and changes. 

2. Technical specifications and changes. 

3. Announcements of issuance of 1 and 2. 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or opeiating license. 

6. License conditions, 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of surveys or tests conducted in accordance with the technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

13. Requests for copies of items 1 and 2 and responses, 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license, 

17. Requests for extension date of license or license modification. 

18. Quality assurance information. 

19. Environmental matters (technical). 

20. Emergency core cooling system. 

21. Radioactive waste information. 
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Q, Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Any correspondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (other than financial), 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 


S. Reportable Occurrences, LERs and Related Correspondence 

This category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR 50.5$e occurrences. This includes: 

1. All 24-hour, 10-day, 30-day, interim, final, and followup reports on these events. 

2. Other related documents. 

NOTE: Also called licensee event reports, incident reports, etc. 
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T. Hearing Transcripts on Non-Antitrust Matters 

This category contains word-for-word transcripts, corrections to the transcript, attachments 
and Vu-Graphs. Examples of non-anti trust matters include: 

1. ASLB hearings. 

2. Commission Meetings. 

3. Commission Briefings, 

4. Telephone conversations. 


U. Congressional/Executive Correspondence 

1, Testimony before Congress, 

2, Preparatory and backup documents for Congressional testimony, 

3, Letters to and from Congress and the Executive Bianch. 

4, Responses to letters from members of Congress and the Executive Branch. 

5, Correspondence to and from die NRC Office of Congressional Affairs. 


V. Operator Examinations 

1. NRC Examination Results, 

2. Power Plant Examination Summary Sheet. 

3. Related correspondence. 


APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

10CFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices, 

2. Full, written explanation of closed meetings* 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of 10CFR Part 9* 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas, The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1 . Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS'generaicd reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards, 
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COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transciipts of Commission meetings, see 10CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT — NRC Contracts and Modifications 

Tlds category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including. 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOIA — Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records releasee) in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act, 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 
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I&E — Inspection and Enforcement 


This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees, Also included in this category 
are preliminary notifications of events (PNOs). 

1 , I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2, I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 

3, I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4, Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of .safety or public interest significance, 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories, 


MISC - Public Document Room Miscellaneous 

Tills category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1 . These reports aie normally final work products and are characterized by the following criteria: 

a. They are predecisionai documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 


ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take Immediate action on some issue. Included are: 

l t Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes, 
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NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category, 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter* 
mination that sufficient grounds exist for it to proceed with a petition for change In an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR), 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations* Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM — Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1, Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2, Federal Register cause notices of the filing of the petition. 

3, Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4, Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM, 

NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the 10CFR category. 


PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a ”P” 
prefix, followed by a series of numbers, 

I. “Pre-dockcted” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation arid the Preliminary Safety Analysis Report (PSAR) Is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 
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A. 


Application/Construction Staae 


1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application 

6. Early site visits. 

B. Utility PSAR and Amendments 

1* PSARs submitted by the utility, 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the .antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant's quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per* 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 

PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 

QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors' quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
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criteria are 10 CFR Part 50, Appendix 6, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1, NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2, * Notices of deviations 

3, Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of tfie NRC’s regulations. They also delineate techniques used 
by the staff m evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1 . 

2 . 


3 . 


4. 


5. 


Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

Revised or newly issued Regulatory Guides. 

NRC vaiue/unpact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 


Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. “ e 

Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 


NOTE 


For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES Research and Technical Assistance Reports 


'■«»* •» of ih cJSX : IW 


1 Pro i ect description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a * model documentation reports 

b. code documentation reports 

c, code verification reports 


3. Pre-test prediction reports. 


4. "Quick look" reports. 


5. tatatf m , mdUm , xmlmhn mlym 

Conceptual design descriptions, 


452 



7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress repoits oil other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and ptedicted results of 
major experiments, the validity and applicability of research results, the possible ledirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors, 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies, 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration, Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 
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SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY repoFt series code. Included are; 

K Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

'2. Consent Calendar items and Policy Session items, 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs In such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas, 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting, 

3, State Legislative Reports, 

4, Agreement State licensing Statistics Reports, 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category, 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports, General vendor 
related correspondence that is not docket specific is also included in this category. 

L Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 
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WASTE MGT - Nuclear Waste Management 

This category is topical in natuie and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories* This category will be enlarged later to include records dealing with low-level 
waste issues and tasks* The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories, 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management* 

3* Coirespondence pertaining to NRCs advisory role in providing DOE with technical assistance 
in the Waste Isolation Pitot Plan (WIPP) for burial of defense wastes* 

4* NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTL1C - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3. Commission letters requesting Executive Branch views* 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5* Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see I0CFR category* 
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